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SECTION I 
INTRODUCTION 


1-1. GENERAL. This Illustrated Parts Breakdown, 
conforming to the requirements of Specifications MIL- 
B-5005A and MIL-H-5474A, lists and illustrates all 
parts required for field support of the C-119G, C-119J, 
and R4Q-2 cargo andtroop carrier airplanes manufac- 
tured by Fairchild Aircraft, Hagerstown, Maryland. 
This breakdown is divided into three sections: 


Section I Introduction 
Section П Group Assembly Parts List 
Section HI Numerical Parts List 


1-2. TABLE OF CONTENTS. 
duction will be found a Table of Contents which lists 
the title and page number of each illustration; also list- 
ed, with the page number on which they are found, are 
the Fairchild parts numbering system, vendor’s code, 
abbreviations, and the numerical parts list. 


1-3. 
Known by some as the production drawing numbering 
system, the parts numbering system consists of one 
of the following prefix numbers, 78, 105, 110, 127 or 
213 followed by a dash and six digits. Example: 110- 
110356. АП parts with the prefix «110. areof special 
design for the C-119G and C-119J airplanes; those 
with “213” are for C-119J only; those with the prefix 
“127” are of special design for the RAQ-2 airplanes; 
parts with the prefix “78” ог “105” are of special 
design for previous models but are satisfactory for 
and are used in these later model airplanes. Part 
numbers with prefix “78'' and suffix letters “І or 
«R” indicate that the relative part is intendedfor use 
on the left or right hand side of the airplane. ΑΙ 
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part numbers with the prefix “105”, “110,127 or 
“213°? have a suffix dash number indicating whether 
these part numbers are assemblies, subassemblies, or 
details. Part numbers with suffix numbers “1”; 
(Example: -1, -11, -21, -31, -41, etc.) indicate major 
assemblies. The symmetrically opposite part is 
always the next larger number and ends inthe number 
«Ὁ», (Example: -2, -12, -22, -32, -42, etc.). When 
both assemblies and subassemblies are shown on a 
list, the -1 and -2 identify the main assembly. Odd 
dash numbers (Example: -3, -5, -7, -9, etc.) indicate 
a detail part, the next larger dash number (Example: 
-4, -6, -8, -10, etc.) identifies the symmetrically 
opposite part when such is required. Odd dash 
numbers usually indicate parts for the left handside of 
the airplanes, even numbers theright. Partnumbers 
are so arranged that the first digit after the prefix 
and dash indicates a major part or installation of the 
airplane. (Example: 110-100001 is the part number 
given the outer wing installation; 110-200000, the tail 
installation; 110-300000, the fuselage final assembly 
etc.). For more complete information, refer to the 
part numbering system chart on page 9. 


1-4. VENDORS’ CODE. In this breakdown, code 
symbols for vendor names are used for space con- 
servation. These symbols are in accordance with 
those listed in ANA Bulletin No. 262, Manufacturer's 
Code Symbols. Vendor names which are not contained 
in this Bulletin are given in full in the nomenclature 
column opposite the parts they furnish. To make ref- 
erence to outside sources unnecessary, a list of the 
vendors for which codes are used, together with their 
code symbol, are included on pages 10 thru 13. 
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1-5. ABBREVIATIONS, A complete listing of ab- 
breviations used in this breakdown, but not found in 
ANA Bulletin Νο. 261 is given on page 14, All other 
abbreviations are in accordance with this Bulletin. 


1-6. STATION AND FRAMES DIAGRAM. This dia- 
gram sets forth the dimensions of each stationfrom the 
airplane reference or datum line. Since many items in 
the breakdown are located by station number, this dia- 
gram provides a means by which the approximate phy- 
sical location of parts may be determined. Many of 
these stations are marked on the airplane structure оп 
the sidewalls of the cargo compartment. 


1-7. SECTION IL GROUP ASSEMBLY PARTS 
LIST, In general, the arrangement of the material 
presented in this section is as follows: Wing, Tail, 
Fuselage, Boom, Alighting Gear and Power Plant 
Groups. IL contains listings and illustrations of the 
major assemblies, subassemblies, sub-subassem- 
blies, details and attaching parts required for the 
field support of the airplanes, illustrated in exploded 
fashion, in the order of their disassembly. Each list 
contains five columns, which reading from left to right 
are headed: Figure and Index No., Part Number, 
Nomenclature, Units per Assy, and Usage Code. 


1-8. The Figure and Index No. column carries the 
figure number which identifies the illustration to 
which the list refers. In the same column are found 
the Index Numbers, which identify on the illustration, 
the parts opposite to which they appear on the list. 


1-9. The Part Number column lists the manu- 
facturer's, vendor's, or Government's, Standard Part 
or Drawing Number, except in those cases where the 
articles or parts have no standard part number in 
which case the words “No Number" will appear in 
this column. (In such cases the nomenclature column 
Will carry a description by which the part may be 
ordered.) A part number preceded by an asterisk 
(*110-720010) signifies that the part is not procurable 
as an assembly although many of its components may 
be obtained. When the Symbol ‘P? precedes two or 
more Part Numbers of similar parts, it indicates that 
these parts are listed as Alternates and may be used 
interchangeably. 


1-10. The Nomenclature Column gives the name of 
the part or assembly. Ifa detailed breakdown of the 
assembly is contained on a Separate list there will 
follow in parentheses the notation (See Fig. ). On the 
list of the latter figure the same part will be referred 
back to the original list on which it first appeared. 
Parts purchased by the manufacturer will carry the 
vendor's name, usually coded, in parentheses follow- 
ing the description. Government furnished parts are 
marked “GFAE,” code for government furnished 
aeronautical equipment. Additional special infor- 
mation also may be found in this column in regard to 
the part used as a spare, its physical location and etc. 
The nomenclature column contains a number of verti- 
cal columns, numbered 1 thru 7. They permit the 
indention of the nomenclature of the various assem- 
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blies in order to show their relationship. Each major 
assembly appears as a column 1 item. Each sub- 
assembly is indented one column to the right while 
each sub-assembly is indented one column to the 
right of the subassembly listing and so forth. Attach- 
ing parts are listed in the same column as the part 
they attach and detail parts are indented one column 
to the right of the assembly of which they are a com- 
ponent. Example: 


NOMENCLATURE 
1 2 3 4 5 6 1" 
Major Assembly 


ATTACHING PARTS for major assembly. 
Sub. Assemblies 
Attaching parts for subassemblies 
Detail parts of subassemblies 
Sub-subassemblies 
Attaching parts for sub-subassemblies 
Detail parts of sub-subassemblies 


1-11. The Unit Per Assembly Column indicates num- 
ber of respective parts required to complete one as- 
sembly, subassembly or sub- subassembly, without re- 
gard to number of such assemblies in the airplane. The 
following notations will also be found in this column: 


NP - Code for non-procurable. Used to indicate 
assemblies and installations which are non- 
procurable as such. 


REF - Code for reference. When non-procurable 
assemblies are not broken down on the lists 
in which they first appear, the quantity re- 
quired per assembly is shown in the unit 
perassembly column. Onthelist which con- 
tains their breakdown this REF code will be 
found in this column. 


AR - Code for As Required. Thiscode is used to 
indicate requirements for bulk items such 
-as shims, etc. 


1-12. In instances when an assembly consists of so 
many parts, that to try to show them on one list and 
illustration, clearness and understand would be defeat- 
ed, division of the list has been made. Insuchcases the 
words ‘(Continued on fig. )" will appear immediately 
after the first portion of the list. In the same manner 
the words ‘(Continued from fig. )" will be found at the 
top of the list on which the breakdown is continued. 


1-13. USAGE CODE. Because of the fact that certain 
airplanes differ from others in additions or changes to 
equipment items and assemblies, a column headed 
“Usable on Code," is includedon each partslist. This 
code indicates the specific aircraft to which the re- 
spective parts or assemblies are applicable and applies 
only to the list on which it appears. If the part is used 
on all airplanes, the word “All” will appear in the 
usable on code column opposite the part. If, instead of 
the word ‘‘All,’’ a letter appears inthe usable on code 
column opposite the part, refer to the end of the list 
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where, against the same letter, will appear the Air 
Force or Navy Serial Number of the airplane or air- 
planes on which the partis applicable. The installation 
of in-flight operable doors requires an additional 
coding system (refer to page 5). 


1-14. QUICK CHANGE ENGINE SECTIONS PARTS. In 
the units per assembly column, preceding the number 
of parts required per assembly, will be found certain 
symbols denoting that the part so marked is included 
in a Quick Change Engine Section Assembly. Refer- 
ence to the same symbol at the end of the list will 
indicate AF or Navy usage. For further information 
concerning the use of these assemblies refer to the 
Aircraft Power Package Build-Up Instruction Hand- 
book, Τ,Ο. No. 1C-119F-10. 


11-15. CONTROL CABLES. Control cable assem- 
blies are listed and illustrated by their physical 
location in the aircraft in Section II but detailed infor- 
mation is not given since the inculsion of measure- 
ments, the various fittings and their spacing is not 
readily accommodated. Instead, reference is made to 
figure 390 for a detailed breakdown. In this figure, 
the cables are listed in numberical sequence together 
with the details of construction. Each cable has been 
assigned a type number. All cables having similar 
fittings and differing only in measurement, are con- 
sidered as of the same type. Inthe accompanying illus- 
trations the types are arranged in sequence, the limits 
of measurement shown, and the fittings illustrated. 
The list and illustration together give complete infor- 
mation for the fabrication of a new cable of the par- 
ticular part number desired. 


[ 1-16. ELECTRICAL CABLES. Electrical cable as- 
semblies are listed by their physical location in the 
aircraft in Section IL. Detailed information pertaining 
to their manufacture is contained in figure 391 or 
392. This information is presented inchartform with 
an accompanying illustration showing typical electrical 
connectors. Cables are listed numerically. 


1-17. SYSTEM ILLUSTRATIONS. Immediately {ο]- 
lowing the group assembly parts list will be found 
illustrations of the functional systems in the airplane. 
These illustrations carry index numbers which make 
reference to the group assembly parts list figures in 
which the components are listed and illustrated. 


1-18. RUBBER EXTRUSTIONS. Figure 409 contains 
a listing of all rubber extrusions used throughout 
the airplane. 


1-19. WEIGHT AND CUBAGE CHART, Figure 410 
gives the weight and cubage of the major assemblies 
of the airplane which may be air transported. This 
chart gives both the weight and cubage of the part 
itself (UN-PACEAGED) and also the weight and 
cubage of the part when packed in a fly-away crate 
(PACKAGED). 
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1-20. SECTION III NUMERICAL PARTS LIST. This 
section contains the numerical listing of all parts 
used in the airplane as called out in Section II, Group 
Assembly Parts List. Included in this list are all 
Standards, Vendors', Commercial and Fairchild parts 
which are arranged in alphanumerical order. Com- 
mercial and/or other parts with no part number have 
been listed at the beginning of the numerical list ac- 
cording to nomenclature in alphabetical order. In 
addition to a numerical listing, an Air Force Class 
Code and/or Stock Number, Navy Stock Number and 
Source Code columns have also been provided. In 
order to identify those parts which have been procured 
as a replaceable spare, the Class Code has been in- 
corporated for all such parts as supplied by the pro- 
curing agencies of both services. 


1-21. The Class Code followed by the prime contrac- 
tors part number forms the AF and/or ASO Stock Num- 
ber. For other parts having Class Code and Serial 
Numbers, which together form the Stock Number, these 
have also been reflected. 


1-22. Source Coding has been accomplished to all 
parts where such information was available to the 
contractor. As additional Class Code and Source 
Code information becomes available, this informa- 
tion will appear in subsequent revisions to the Numer- 
ical List, 


1-23. The Source Coding as applied to the nu- 
merical index has been assigned the joint action 
of BuAer and ASO representatives and the instruc- 
tions relative to the interpretation of the codes are 
as follows: 


a. CODE “P” PARTS PROCURED. 


(1) Code “P” is applied to parts which are 
procured in view of relatively high usage. 
Local manufacture of these parts is with- 
in the facilities of dependent type activity 
or its supporting activity. Restricted lo- 
cal manufacture is considered practical, 
if critical, but only after an attempt has 
been made to procure parts from supply 
Sources. 


(2) | Code “PIP”? is applied to parts which are 
very difficult to manufacture. Localmanu- 
facture is considered impracticable. 


b. CODE “M” - PARTS NOT PROCURED. 


(1) | Code “M” is applied to parts which are with- 
in the facilities of a dependent type activity, 
or its supporting-type activity, to manufac- 
ture. Procurement is not justified in view 
of the relatively low usage, or nature, of 
these parts. Needs are to be met by local 
manufacture as required. 
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(2) Code “МІ” is applied to parts which are 
difficult to manufacture and which can be 
manufactured only with the facilities of 
Class “A” or “B” repair activities. Pro- 
curement of these parts is low usage. The 
needs of all activities are to be met through 
salvage, or by local manufacture at support- 
ing Class “A” or “B” repair activities. 


ο. CODE “X” - PARTS NOT PROCURED AND 
CONSIDERED IMPRACTICABLE FOR LOCAL MANU- 
FACTURE. 


(1) Code “X” is applied to main structural 
members, or similar parts, which, if re- 
quired, would suggest extensive aircraft re- 
conditioning. The need of a part, or parts, 
coded ‘‘X’’ should normally result in a re- 
commendation to strike aircraft. 


(2) Code “Xl” is applied to parts for which 
procurement of the next larger assembly, 
coded “P' or “P1”, is justified, e.g., an 
integral part which is inseparable from its 
assembly; a part machined ina matched set; 
or a part of an assembly which, if required, 
would suggest extensive reconditioning of 
such assembly, etc. 


d. CODE ''*" is applied to: (1) installation draw- 
ings, diagrams, instructions sheets, etc; (2) obsolete 
parts. Items coded ''*'" are not to be requisitioned. 


e. CODE ““А” is applied to assemblies made up of 
two or more units, each of which carries individual 
part numbers and nomenclature, and which may be as- 
sembled by any aircraft maintenance activity. 


f. CODE ''A]" is applied to assemblies made up 
of two units, each of which carries individual part 
numbers and nomenclature, and which may be assem- 
bled only by activities having Class “А” or “В” 
facilities. 


g. CODE “X2 is appliedtoparts which are neither 
procured nor stocked. Activities requiring such parts 
Shall attempt to obtain from salvage; if not obtainable 
from salvage, such parts shall be requisitioned through 
normal supply channnels with supporting justification. 


1-24. The foregoing codes are established to indicate 
the most practical source for parts, considering usage 
and the nature of the parts. The following instructions 
relative to interpretation of codes will apply. 


a. With the exception of airplane contractor stan- 
dard parts, standard materials and parts will not be 
coded, as they are procured in all cases under the 
standard stock number and not under the contractor 
part number. Activities are not required or expected 
to manufacture the basic materials, standard parts, 
etc., which go to make up specific part numbers coded 
for local manufacture. Examples of these are: 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


(1) AN, AF and NAF parts. 
(2) National Aircraft Standard parts. 


(3) Commercial parts; e.g., standard gears, 
junction boxes, etc. 


(4) Ball bearings. 
(5) Bulk tubing, extrusions, etc. 


(6) Standard and commercial electrical wire 
and fittings. 


(7) Rubber items in general, including moulded 
or bulk items - plain or fabric covered. 


À standard or commercial part which is procured 
under a standard stock or commercial part number 
may be coded ““М” under a contractor’s part number, 
if additional work is necessary to conform with the 
Specific contractor part number required. Code M 
in these cases means the basic standard part should 
be procured through normal Supply channels and the 
additional work performed by the using activity. 


b. Codes applied to assemblies do not apply to 
separate part numbers composing the assembly as such 
part numbers are themselves coded. In the case of 
assemblies coded “M” or “Ml”, each part is to be 
obtained in accordance with its Specific code. The 
parts composing the unit will then be assembled by the 
manufacturing activity. 


с. It is realized that Class “С” repair activities 
do not have plating and anodizing facilities and that 
heat treating facilities may be inadequate to accomo- 
date some parts coded, “M.” In such cases use may 
be made of local commercial sources or the nearest 
Class “A” or “В” naval air repair activity for ac- 
complishment of these operations. 


d. All forgings and castings are coded “РЇ, 
except those which can be readily machined from 
bar stock, in which case they are coded “P.” In 
the event that machined forgings or castings coded 
"P" are required and not available from salvage 
or on hand in supply, ASO should, as а last re- 
Sort, exhaust possibilities of obtaining rough forg- 
ings or castings for the requesting activity to mach- 
ine as required. Activities should resort to local 
manufacture only when these parts coded еру” 
is machined or rough form, are not obtainable by 
the time required. In connection with this program 
the installation of additional forging, or casting, 
equipment shall not be made. 


1-25. USAGE CODE FOR C-119J AIRPLANES. To 
control effectivity in the Illustrated Parts Breakdown 
for aircraft that have been modified by T.O. 1C-119- 
530 ‘Installation of In-Flight Operable Doors’’, known 
as C-119J airplanes, itis necessary to use an addition- 
al coding system. 
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| a. This system utilizes an alphabetical designation 
“FOD” -- when all C-119J aircraft are referred to. 


b. An additional coding is utilized to further break 
down these aircraft into groups - - as FDA (group 
** A), FDB (group ''B^), etc. 


c. Anumerical listing 1, 2, 3, etc. within a group, 


then codes the individual aircraft. 


1-26. I the part is used on all C-119J airplanes, 
the code “FOD” will appear in the usable on code 


column opposite the part. 


H, instead of the code 


“FOD’’, a letter appears in the usable on code column 
opposite the part, refer to the end of the list where, 
against the same letter, will appear the code fora 


FDA 


1 51-8030 
2 51-7968 


C თ —1 თ თ ο) ჯუ. 
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FDB 


51-8128 
51-8114 
51-8121 
51-8129 
51-8115 
51-8122 
51-8126 
51-8130 
51-8137 
51-8125 
51-8124 
51-8116 
51-8119 
51-8155 
51-8167 
51-8113 
51-8127 
51-8123 
51-8165 
51-8134 
51-8144 
51-8157 
51-8154 
51-8141 
51-8140 
51-8164 
51-8152 
51-8138 
51-8158 
51-8132 
51-8131 
51-8156 
51-8159 
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group or portions of a group of C-119J airplanes. 
WITH THIS CODE, reference to the ‘‘C-119J Effectiv- 
ity Chart’’ will give the Air Force serial number of the 
airplane or airplanes on which the part is applicable. 


EXAMPLE: 


At the end of the list will appear: 


GAP?) 


Α - - FDB 
FDD 


1 - 26 
1-9 


“Usable on Code” column list: 


The “C-119J Effectivity Chart" will show the airplane f 
serial number for airplanes 1 thru 26 in group FDB 
and 1 thru 9 in group FDD. 


C-119J EFFECTIVITY CHART 


FDD 


51-8052 
51-8043 
51-8042 
51-8040 
51-8045 
51-8039 
51-8051 
51-8041 
51-8046 
10 51-8050 
11 51-8036 
12 51-8035 
13 51-8049 
14 51-8037 
15 51-8038 
16 52-5884 
17 52-5866 
18 52-5877 
19 52-5875 
20 52-5851 
21 52-5845 
22 52-5849 


οσο ლ თ თ οι πὶ 


‚ HOW TO USE THIS HANDBOOK 


The following pages give step by step pro- 
cedures for the correct method of locating 
parts or part numbers in this handbook. 


OOM ση» Wd 


FDE 


52-5903 
53-8098 
52-5895 
52-5896 
52-5897 
53-8101 
53-8103 
52-5906 
52-5947 


ΕΡΕ 


FDG 


53-7855 
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HOW TO FIND: 


Number Is Known: 


SOURCE +W T. " 
FIGURE TOTAL | Micro 
F CLASS CODE, Navy CODE i 
ο მას PART NUMBER STOCK NUMBER მიხ νο, | OY I тим 
STOCK NUMBERS AF [Navy 
ΗΝ 209-30 1 
213=770043-) © 
213=770д45-} 207739 2 
2136770066413 100760 ie 
213-720069 106 κ 
213-770570 221 > 
Ain 207-65 | V 
00 207-64 2 
213-?70073-]] 321-128 H 
213-7700 74.11 321-186 1 
21371700743] 321-186 NB 
213-776075 დ. 
213-770ე76-3 207-39 2 
3 0-01 1 
213-270079.]] 100 
213-770080 100-40 кр 
220055-910-5j RYTPEe-p N 2965-5 2 
2209-4 369-23 ra 
105-1 1 
270958 107-1 1 
2209-8 351-10 1 
22218 351-12 2 
22 351-115 1 
22258 351-114 1 
222-9 58-25 16 
2230-4 dati: 5 
4815 22472-4 R855vi-p N 228 
4801 ο RB3AR-p jr 2 
ditm R35T-2824-000-005 21-29) i ! 
EN 2-)0ა 2 i 
> = ΕΥ 
8609-3243 76053 2376 Baste tad > i 
: 5692-324376-53 2376 FIGURE & rom GEAR 
ΠΝ -5 237 
თიხას 5 24995 NE mm MECHANISM INSTL ТУГЕ WHEEL STEERING ird 
02-5444] 2 © 
эз» წნევას emm гүү = 
24265-245 I tj 
4513 21558-60 *110-42; Mfchhinibm tt] L Nose wheel steering (See fig. 348) Ref | An 
შის 24501-1 ‘Switch ~ Micr$ (Mes) 1 fan 
24651-1 АТТ CHING равте 
25793 Nut ~ Sehr су t 6-32 
"T obs | | ის ითი а 2 I 
LARD Paoa le 110-423040 Bracket). gw Í 
1496 25-21039-2 2 Beket бы inig 1 fan 
Taro 25=21039-4 tr. CHING PARTS 
1405 35-21239-& AN365-428 NYE ~ бере дос Hing stl 1⁄4-28 2 7 au 
TARD Pastel aay AN96044 161, iwi Sher j- Blain Aj a) light ser 1/4 in. bolt 4 | Ап 
2500848 AN4-6A LA F жїз 1/4-28 x 25/32 ip. 2 | an 
Н i 
*110-423018 {ΠῚ Аз. Nose wheel Steering mech NP | All 
M#943004-)6გ | | [8μας, Ë bolt ΑΙ al 3⁄8 OD X -049 x 2-5/8 1 2 | Al 
NAS43DD4- 160 | | Sauce, ΤῸΝ & bolt Alal 3⁄8 OD X.049 x 2.472 1 2 | au 
110-423018.7 H Stbp + Nos, wheel Steering Sequence γαι 1 | An 
NASA3H TG 15 ! Spacer [βέτο g bolt su 1/2 op x -049 x 3/16 in, 2 | AH 
110-423018.5 {ОРВИ Sleebing mech Sequence valvə 1 | An 
110-4239 16.3 | | Plate - i Ch Sequence valve 2 I an 
#MC213ვ#ე [ο е (AA) à | an 
4814 ic Иде} 4 1 | AN 
#222 С} dey SY (Dukes Co., Inc, Chicago, 11.) 1 All 
APTACHING Ts _ 1 
AN182CH24A BEE Aet etbse tol CRES 3/4.16 x 2-21/32 in. (AA) 2] an EE í 
{ Í ως 
11 + + > 
| #HC4697 Í IL nk АзБу |^ Nose wheel Steering (AA. μον meer аб К ! 
#08928 | Tu пК/Азву!. Nose wheel steering (ELE) ж e sj 
9222-9 μι Nose wheel steering (Dukes Co x» »mo- 
Alrr^chnic Р. 
c "μι... pcs *HC4138 j n f Link (AA) 
#A8927 Н 


ion ΤΠ 
Turn to Section III, 
your part number. 


i n $ Link; (ELE) 


4222.8 n f Link! Dukes Co, 
i | 


' Chicago, Ja.) 


HC4142 
222-18 


= 
z 
2 


8 
= 
z 


| 
(ΔΑ)! } 
{ fakes Co., Chicago, Iii.) (Alternate j 
ШС ор airplanes) | 

Ts і 


2. 
2 
---- 
= = 
© 


AN364-820 | Nit F SEN Locking thin stl 1/2.29 
AN960-818 | Masher ~ Plain Stl reg ser 1/2 in. bolt 
AN960.816 l Washer. Plain s reg ser 1/2 in, bolt 
ANG60-8 161, | Washer . lain si] ight ser 1/2 in bolt 
NAS464-8A70 Bolti- Shed dose tol 1/2-20 x 4-51/64 in 

ΡΉΝΕΗΝ u M 


phe gear trans (Use for Spares in eu | 
| 1104747075.21 | 
i Arn] - ა. gear trang i 


L 
-18 
-17 ს Bradkel А, 8) ~ Nose gear steering sy mtg 
'TTAQNING PARTS 
-18 AN365-1032 | Nut тена 10-32 
AN960-10 | Washer - ე stl regm ας 10 bolt 
AN3-4A { Holt; λος 10-32 x 17/35 je 
! ; 
719 | AN3034.7 Ero We Single роја one hole m 
-20 110-423052.3 н 


Nose gear Steering (Made from FAF pi 
6) | 


ist, and find 
ical Parts List, | 
pe to the figure and index 


i and 
: as given in the „ა... 
ος каш у წა the list under 
index nu iption will be foun index number 
The part ა. r and the same im n the 
iven index numbe e illustration. i Whe 
ЫП "identity ον οι. one აია. 
part is used ҮЧ is mot а government A in the 
Birpbine and] figure reference is dam H the 
Standard m š list for each applicati not appli- 
numerical die index number listed i the same 
first figure an for your part, . number. 
ο. E νε given figure апа їп 
manner 


6 


x 
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• The Part Number of an Item When the Physical 
HO W TO F | Ν D * Location on the Airplane Is Known: 


TAB 
Title LE Orc 
Boom Rig, P ONTENTS (თის 


UNITS! 
Mj аземи у MECHANISM INSTL - NLG WHEEL STEERING ოგ 
“Т 
*110-423000 Mé$chhnism In$U |- Nose wheel steering Gee fig. 346) Ref | AU 
BZETRQSTN |5: IC 4 Micro (MCS) 1 All 
ATTACHING TS 
AN365-632 Nit - Self Ipeding stl 6-32 2 | an 
410-423040 Baacket!- ἣν mig 1 AN 
ATTACHING PARTS 
. AN365-428 I Nut 4 Self locking stl 1/4-28 2 All 
AN960A416L | Whaler - ај Al al light ser 1⁄4 in. bolt 4 
ΑΝ4-6Α. i Αέρα 1/4-28 x 25/32 in. 2 All 
| 
*110-423016 stbp As: di Tástl - Nose wheel steering mech NP | All 
NAS43DD4-168 1 Spacér | S¢rew & bolt Al al 3/8 OD x .049 x 2-5/8 in. 2 AL 
NASASDD4-160 I Spacer | SErew & bolt Al al 3/8 OD x .049 x 2-1/2 in. 2 All 
110-423016-7 Stpp - "i wheel steering sequence valve 1 АП 
NAS43HT6-12 Syacer | S¢rew & bolt stl 1/2 OD x .049 x 3/16 in. 2 Alt 
110-423018-5 | Bolt p Steering mech sequence valve t | AH 
110-423018-3 ; | Platd - Btepring mech sequence valve 2 All 
#¥HC2133M2 Cylindet Арзу (AA) 1 All 
#814 Сўїцаег Assy (ELE) D і | Al 
#222 ο fey sy (Dukes Co., Inc, Chicago, Ш.) t ALL 
APT, CHING TS 
AN182CH24A 1 Belt + Acti clpae tol CRES 3/4-18 x 2-21/32 in. (AA) 2 All 
1 ξ 
4Η 64601 | | Link! Aspy - Nose wheel steering (AA) 1) AL 
#08928 i LinkAsgy - Nose wheel steering (ELE) H Au 
+222-9 Llnk'Assy - Nose wheel steering (Dukes Co., Chicago, Ш.) 1 an 
ATTACHING PARTS 
#HC A138 Pin + L πΚ| (AA) 1 Αι 
#A8927 ES μα + Linki (ELE) 1 АН 
4222-8 | In + Link) (Dukes Co., Chicago, Ili.) 1 AM 
HC4142 | Bradke( (MA) 2] AN 
222-18 | Bradkel (Gukes Co., Chicago, III.) (Alternate part for Kaiser 
i į 1 bRIILC4+119F airplanes) 2 c 
ATTACHING [PARTS 
-13 | AN364-820 Nit + Self hocking thin atl 1/2-20 a| au 
Refer to the Table of Contents and locate the page AN960-818 SPA e αν iia ie Bali ре 
š: 3 AN960-816 Washer! - Plain atl reg ser 1/2 in. bolt T G 
number of the major assembly or the system in ANGG0-816, | | Waster - d sil tight ser 1/2 in. bolt 4| ail 
i + : š ltl- Shear dlose tol 1/2-20 x 4-51/64 in. 4 АА 
which the part is used. Onthe indicated page, locate | E αμα А ΝΡ] an 
i i А +. D |(Transnitter - Nose gear steering (ECP) ΕΕ Αα 
the part and its index number on the illustration. | | Seer σσ yer trans aj Α 
ჯ κ 110-747075-23 Arm - Nose gear trans (Use for spares in lieu of part No. 
Refer to the same index number on the accompanying { 110-741015-21) is 
А # -16 110-147076-3 Arn - Мофе gear trans i All 
list to determine complete nomenclature and part or -17 | 110-423052 | Вгафке| Absy - Nose gear steering sw mtg 1j An 
; ч N А ATTACHING PARTS 
drawing number of the item in question. -18 | AN365-1032 ἡ + ЗЕН locking ай 10-32 2 an 
AN960-10 ashen - Plain sti reg ser Νο, 10 bolt 2) АП 
АМЗ-4А | Holt - Асб эй 10-32 x 17/32 in. 2] AN 
Í i 
-19 AN3021-7 | зу i- Toggle single pole one hole mtg 1| An 
-20 110-423052-3 | Rod ger | Nose gear ateering (Made [rom FAF part Мо, 
LL 46498) 1| Ὁ 
NNNM 
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Section I T.O. 1C-119F-4 


Introduction 
: 
HO W Τ0 FIND • The Part Number Location, and Description of an Item 
ο А 
When System Application Із Known: 
TABLE OF CONTENTS (Сот) 
Title Page Title Page 
POWER PLANT CHARTS 

Demountable Power Plant Propeller Con- Control Cable Сћагі............ 1380 thru 1388F 

trol Installation. ον  ''”'"' 1303 Electrical Cable Chart (C-119F and R4Q-2 
Lord Mount Cooling Blast Tube Installation... 1308 Model Aircraft... 1389 thru 1420A 
Primary Cowl Installation... . თ 1311 Electrical Cable Chart 
Primary Cowl Installation... .. 1315 Alteraft рне euis 1421 thru 1486 
Primary Cowl Installation a.. 1321 
Cowl Flap Installation... ese 1323 SYSTEMS 
Cowl Flap їлзїайайоп........‚‚....., 1328 Afleron Control System installation. . , 1487 
Demountable Power Plant Air Inductlon Elevator Control System Installation...... 1468 

კამ I რ” .... 0005 1331 Rudder Control System Installation . 1469, 1470 
Air Induction System Valve Box Flap Control System Installation... , 1411 

Assembly... ils. –=––.––=“. oio 1834 Trim Tab Control System Installation 1472 
Fuel System Installation - Demountable Surface Control Locks System Installation სს 1419 

Power Plant... TEES МИЙ Engine Controls System Installation. . 144 
Demountable Power Plant Fuel System Propeller Controls System Installation. 

Installation. оа πο . 134 Fuel System Installation , , 
Demountable Power Plant Ot! System Ot! System Installation . . . E 

Installation. , š 1346 isher System Installation . , 


Demovntable Pq 
Installation, 
Demountable B 
Installatlon, 
Lines Install 
Plant... 
Demountable; 
Installatio 
Demountabl 
System 
Pump Inst; 
3000 Po; 
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Refer to the Table of Contents and locate 
the system illustration of which the part is 
a component. (These system illustrations are 
located at the end of Section П.) Refer to this 
illustration. Identify your specific part on the 
illustration, note its index number, and refer 
to the applicable list in Section LI. 


ET 


Figure 351. Mechanism Installation - Nose Landing Gear Wheel Steering 
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Code 


10 


T.O. 1C-119F-4 


VENDOR'S NAMES; ADDRESSES, AND CODES 


Vendor 


Air Associates, Inc. 
Teterboro, N.J. 
Auto Valve, Inc. 
Dayton, Ohio 
Aeroguild, Inc. (Successor 
of Warner Acft Corp.) 
Roseville, Mich 
American Chain & Cable Co. 
Detroit, Mich. 
Air Cruisers, Inc. 
Clifton, N.J. 
Aero Instrument Co. 
Cleveland, Ohio 
Aerotec Corp. 
Greenwich, Conn. 
Aircraft Products Co. 
Clifton Heights, Pa. 
Aircraft Fittings Co. 
Cleveland, Ohio 
Airesearch Mfg. Co. 
Los Angeles, Calif. 
Aeronautical Instrument & Radio Co. 
Little Ferry, N.J. 
Avia Products Co. 
Los Angeles, Calif. 


American - Lafrance - Foamite Corp. 


Elmira, N.Y. 
Air- Maze Corp. 
Cleveland, Ohio 
American Felt Co. 
Glenville, Conn. 
American Phenolic Corp. 
Chiacgo, Ill. 
Aermotive Equipment Corp. 
Kansas City, Mo. 
Anemostat Corp. of America 
New York, N.Y. 
Adel Precision Products Corp. 
Burbank, Calif. 
Aeroproducts Div. 
(General Motors Corp.) 
Dayton, Ohio 
Apex Machine & Tool Co. 
Dayton, Ohio 
Aeroquip Corp. 
Jackson, Mich. 


Code 
ARIN 
ARO 
ARP 
ATAR 
ATI 


AUA 


AUI 
AUL 


AVDE 


BX 


BXS 


Vendor 


Aircraft Radio Industries, Inc. 
New Haven, Conn. 

Aro Equipment Corp. 

Bryan, Ohio 

Aircraft-Marine Products, Inc. 
Harrisburg, Pa. 

Aircraft Tool & Research Co. 
Hagerstown, Md. 

Atlantic India Rubber Works, Inc. 
Chicago, 7, Ш. 

Automotive & Aircraft Div. 
(American Chain & Cable Co.) 
Detroit, Mich. 

Aeronautical Radio Mfg. Co. 
Mineola, N.Y. 

Auld D. L. Co. 

Columbus, Ohio 

Aviation Development, Inc. 
Burbank, Calif. 

Adams & Westlake Co. 
Elkhart, Ind. 

Amplex Mfg. Co. 

(Sub Chrysler Corp.) 
Detroit, Mich. 


Breeze Corporations, Inc. 
Newark, N.J. 

Barber - Colman Co. 
Rockford, Ill. 

Barry Corp. 

Watertown, Mass. 

Benson Mfg. Co. 

Kansas City, Mo. 

Bardwell & McAlister, Inc. 
Burbank, Calif. 

Bendix Products Div. 
(Bendix Aviation Corp.) 
South Bend, Ind. 

Brand William & Co., Inc. 
Willimantic, Conn. 

Bussman Mfg. Co. 

St. Louis, Mo. 

Bendix Aviation Corp. 
Detroit, Mich. 

Bendix - Stromberg Carburetor Co. 
South Bend, Ind. 
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Code 


COR 


CPH 
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VENDOR'S NAMES, ADDRESSES, AND CODES—Continued 


Vendor 


Brunswick - Balke - Collender Co. 
New York, N.Y. 


Colonial Plastics Corp. 
Newark, N.J. 

Chrysler Corp. 

Detroit 31, Mich. 

Cannon Electric. Со. 

Los Angeles, Calif. 

Chandler - Evans Div. 

(Niles - Bement - Pond Co.) 

West Hartford, Conn. 
Acragage Co. 

Milford, Conn. 

Corbin Screw Corp. Div. 
(American Hardware Corp.) 
New Britain, Conn. 

Cook Electric Co. 

Chicago, III. 

Control Products, Inc. 
Harrison, N.J. 

Continental Rubber Works 
Erie, Pa. 

Cleveland Pneumatic Tool Co. 
Cleveland, Ohio 

Chicago Telephone Supply Co. 
Elkhart, Ind. 

Collins Radio Co. 

Cedar Rapids, Iowa 

Chicago Pneumatic Tool Co. 
New York, N.Y. 

Cutler - Hammer, Inc. 
Milwaukee, Wis. 


Dale Products, Inc. 
Columbus, Neb. 

Dayton Aircraft Products 
Dayton, Ohio 

Delco Products Division 
(General Motors Corp.) 
Dayton, Ohio 

Dillingham Lewis Co. 
Indianapolis, Ind. 

DeJur - Amsco Corp. 
Long Island City, N.Y. 

Dunbar - Kapple Inc. 
Geneva, Ill. 

Dzus Fastener Co., Inc. 
Bablon, N.Y. 


East Coast Aeronautics, Inc. 
Mt. Vernon, N.Y. 

Ellcon Co. 
New York, N.Y. 

Eclipse - Pioneer Div. 
(Bendix Aviation Corp.) 
Teterboro, N.J. 
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Code 


EDI 


EIC 


ELE 


EN 


ES 


ESNA 


ESRC 


ESS 


EV 


FAC 


FAF 


FAKB 


FCI 


FCWC 


FEA 


FEN 


FIA 


FIN 


GE 


GMC 


GN 


GNF 


GPPI 


GRD 


GTR 


GY 


Vendor 


Edison, Thomas A., Inc. 
West Orange, N.J. 

Eicor Inc. 
Chicago, III. 

Electorol, Inc. 
Kinston, N.Y. 

Elastic Stop Nut Corp. of America 
Union, N.J. 

Edison, Thomas A., Inc. 
(Automotive Div.) 
West Orange, N.J. 

Essanay Electric Mfg. Co. 
Chicago, Ill. 

Eastern Rotocraft Corp. 
Willow Grove, Pa. 

Electric Service Mfg. Co. 
Philadelphia, Pa. 

Evans Products Co. 
Plymouth, Mich. 


Fairchild Camera & Instrument Corp. 


Jamaica, N.Y. 

Fafnir Bearing Co. 
New Britain, Conn. 

Flexonics Corp. 
Maywood, III. 

Fairchild Camera & Instrument Div. 
(Fairchild Aviation Corp.) 
Jamaica, 1, N.Y. 

Wolfe, Franklin C. CO. 

Beverly Hills, Calif. 

Fairchild Engine and Airplane Corp. 
New York, N.Y. 

Fenwal, Inc. 

Ashland, Mass. 

Firestone Aircraft Co. 
Akron,Ohio 

Formica Co. 
Cincinnati, Ohio 


General Electric Co. 
Schenectady, N.Y. 

Grimes Mfg. Co. 
Urbana, Ohio 

Guardian Electric Mfg. Co. 
Chicago, Ill. 

Gagnier Fibre Products Co. 
Detroit 21, Mich. 

Gar Precision Parts Inc. 
Stamford, Conn. 

General Regulator Corp. 
New York, N.Y. 

General Tire and Rubber Co. 
Akron, Ohio 

Goodyear Tire & Rubber Co., Inc. 
(Goodyear Aircraft Corp.) 
Akron, Ohio 
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12 


HAW 


HEC 


HEM 


НЕТ 


ΠΟΑ 


HS 


HSP 


HWL 


IFC 


INDL 


ITW 


LO 


LUN 
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VENDOR'S NAMES, ADDRESSES, AND CODES—Continued 


Vendor 


Hubbell, Harvey, Inc. 
Bridgeport, Conn. 

Heim Co. 

Fairfield, Conn. 

Hartman Electrical Mfg. Co. 
Manstield, Ohio 

Hetherington Co. 

Sharon Hill, Pa. 

Hydro- Aire Inc. 
Burbank, Calif. 

Hamilton Standard Propeller Div. 
(United Aircraft Corp.) 
East Hartford, Conn. 

Harris Seybold Co. 
Cleveland, Ohio 

Hartwell Aviation Supply Co. 
Los Angeles, Calif. 


Indiana Foundry Co. 
Indiana, Pa. 

Industrual Design Laboratories 
Burbank, Calif. 

International Resistance Co. 
Philadelphia, Pa. 

Illinois Tool Works 
Chicago, Ш. 


Jack & Heintz Precision Industries, Inc. 
Cleveland, Ohio 

Johnson Rubber Co. 
Middlefield, Ohio 


Kearfott Co., Inc. 
New York, N.Y. 

Kollsman Instrument Corp. 
Elmhurst, N.Y. 

Koehler Aircraft Products Co. 
Dayton, Ohio 


Lear, Inc. 
Grand Rapids, Mich. 
LaDel Div. 
(Joy Mfg. Co.) 
New Philadelphia, Ohio 
Lewis Engineering Co. 
Naugatuck, Conn. 
Landers Frary & Clark 
New Britain, Conn. 
Liquidometer Corp. 
Long Island City, N.Y. 
Link - Belt Co. 
Philadelphia, Pa. 
Lord Mfg. Co. 
Erie, Pa. 
Lundy Mfg. Co. 
Long Island City, N.Y. 


Code 


MA 


PE 


PECS 


PHC 


Vendor 


Martin, Glenn L., Co. 
Baltimore, Md. 

Mallory, P.R., & Co., Inc. 
Indianapolis, Ind. 

Marman Products Co. 
Inglewood, Calif. 

Micro Switch Div. 
(Minneapolis-Honeywell Regulator Co.) 
Freeport, Ill. 

Mechanical Products Inc. 
Jackson, Mich. 

Melstrom Mfg. Co. 

Perth Amboy, N.J. 

Magnavox Corp. The 
New York, N.Y. 

Minneapolis-Honeywell Regulator Co. 
Minneapolis, Minn. 

Molded Insulation Co, Inc. 
Philadelphia, Pa. 

Marquette Metal Products Co. 
Cleveland, Ohio 


National Electrical Machine Shops, Inc. 
Silver Spring, Md. 

Norma - Hoffmann Bearing Corp. 
Stamford, Conn. 

National Organ Supply Co. 
Erie, Pa. 

New York Air Brake Co. 
New York, N.Y. 


Ohio Thermometer Co., Inc. 
Springfield, Ohio 

Ohmite Mfg. Co. 
Chicago, Ill. 

Olympic Radio and Television Inc. 
Long Island City, N.Y. 

Operating Maintenance Specialities Co. 
Charlotte, N.C. 

Oro Mfg. Co. 
Adrain, Mich. 


Parker Appliance Co. 
Cleveland 12, Ohio 
Paulson, Henry, & Co. 
Chicago, Ill. 
Pacific Div. 
(Bendix Aviation Corp.) 
North Hollywood, Calif. 
Pesco Products Div. 
(Borg Warner Corp.) 
Cleveland, Ohio 
Portable Electric Tools Inc., 
Chicago, Ill. 
Phaostron Co. 
South Pasadena, Calif. 
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VENDOR'S NAMES, ADDRESSES, AND CODES—Continued 


Code 


POT 


PPH 


PUP 


RA 


SI 


SIE 


Vendor 


Potter Mfg. Corp. 
Chicago, Ill. 


Pacific Plumbing and Heating Supply Co. 


San Francisco, Calif. 
Purolator Products, Inc. 
Rahway, N.J. 


Ranger Aircraft Engine Div. 


(Fairchild Engine and Airplane Corp.) 


Farmingdale, N.Y. 
Robinson Aviation, Inc. 
Teterboro, N.J. 
Rauland Corp. 
Chicago, Ill. 
Raytheon Mtg. Co. 
Waltham, Mass. 
Roller Bearing Co. of America 
Trenton, N.J. 
Radio Corp. of America 
New York, N.Y. 
Remler Co., Ltd. 
San Francisco, Calif. 
Hetherington, Inc. 
Sharon Hill, Pa. 
Adams - Rite Mfg. Co. 
Glendale 4, Calif. 
Riverside Metal Co. 
Riverside, N.J. 
Lear - Romec Div. (Lear, Inc.) 
Elyria, Ohio 
Roller - Smith Co. Div. 
(Realty & Industrial Corp.) 
Bethlehem, Pa. 
Rochester Mfg. Co., Inc. 
Rochester, N.Y. 
Ramsey Corp. 
St. Louis, Mo. 
Railway Handle Corp. 
Kenbridge, Va. 
Ryan Industries, Inc. 
Detroit, Mich. 
Ryan Aeronautical Corp. 
San Diego, Calif. 


Standard - Thompson Corp. 
Dayton 2, Ohio 

Smith Bearing Co., Inc. 
Orange, N.J. 

Schwien Engineering Co. 
Los Angeles, Calif. 

Sensenich Corp. 
Lancaster, Pa. 

Selectar Industries, Inc. 
New York, N.Y. 


‘Sierra Mfg. Co. 


Pasadena, Calif. 
Simplet Electric Co. 
Chicago 7, Ill. 


Revised 1 September 1956 


Code 


SKF 


SKP 


TACN 


TBD 


TEL 


TEX 


TH 


TIN 


TMH , 


Vendor 


SKF Industrues, Inc. 
Philadelphia, Pa. 

Skinner Purifiers Div. 
(Bendix Aviation Corp.) 
Detroit, Mich. 


Sylvania Electric Products Inc. 


(Radio and Television Div) 
Buffalo, N.J. 

Snyder, George H.,Co. 
Philadelphia, Pa. 

Scintilla Magneto Div. 
(Bendix Aviation Corp.) 
Sidney, N.Y. 

Shakespeare Products Co. 
Kalamazoo, Mich. 

Sperry Gyroscope Co., Inc. 
Great Neck, N.Y. 

Standard Parts & Equip. Corp. 
Fort Worth, Texas 

Sperti Faraday Inc. 

Adrian, Mich. 

Sprague Electric Co. 

North Adams, Mass. 

Standard Pressed Steel Co. 
Jenkintown, Pa. 

Spencer Thermostat Div. 
(Metals & Controls Corp.) 
Attleboro, Mass. 

Square Root Mfg. Co. 
Yonkers, N.Y. 

Meletron Corp. 

Los Angeles, Calif. 

Surface Combustion Corp. 
Toledo, Ohio 

Schraders, A., & Sons Div. 
(Scoville Mfg. Co.) 

Saval Manufacturing Co. 
Succeeded By: 

Whittaker, William R., Co., 
Ltd. 
Los Angeles, Calif. 

Stewart - Warner Corp. 

Chicago, Ш. 


Trad Television Corp. 
Asbury Park, N.J. 
Tobe Deutschmann Corp. 
Canton, Mass. 
Telephonics Corp. 
Huntingdon, N.Y. 
Teleflex, Inc. 
Philadelphia, Pa. 
Thompson Pump Co. 
Okmulgee, Okla. 
Tinnerman Products, Inc. 
Cleveland, Ohio 
Thompson, MH. L, Co. 
Los Angeles, Calif. 
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TOM 
TOR 
TP 

TRO 


TUEN 


UA 
UC 


UG 


UMX 


USR 


VI 


WA 


WAC 


WAEC 
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VENDOR'S NAMES, ADDRESSES, AND CODES-—Continued 


Vendor 


Thomas & Betts Co. 
Elizabeth, N.J. 

Torrington Co. 
Torrington, Conn. 


" Thompson Products, Inc. 


Cleveland, Ohio 
Toro Mfg. Corp. 

Minneapolis, Minn. 
Turnbull Enterprise 

Baltimore, Md. 


United Aircraft Products, Inc. 


Dayton, Ohio 


United - Carr Fastener Corp. 


Cambridge, Mass. 
U.S. Gauge Div. 


Code 


(American Machine & Metals, Inc.) WKL 


Sellersville, Pa. 
Unimay Switch Div. 
(W. H. Maxson Corp.) 
New York, Ν.Υ, 
U.S. Rubber Co. 
New York, Ν.Υ. 


Vickers, Inc. 
Detroit, Mich. 


Warner Aircraft Со. ( Succ. 
by Aeroguild, Inc.) 
Roseville, Mich. 

Wright Aeronautical Corp. 

Patterson, N.J. 

Waterman Engineering Co. 

Evanstown, Ill. 


WWP 


ZWMP 


Vendor 


Ward Lenonard Electric Co. 
Mount Vernon, N.Y. 
Wagner Awning & Mfg. Co. 
Cleveland, Ohio 
Webb, Elisha, & Son Co. 
Philadelphia, Pa. 
Wolfe Franklin C. Co. The 
Beverly Hills, Calif. 
Whitaker Cable Corp. 
Philadelphia, Pa. 
Wico Electric Co. 
West Springfield, Mass. 
Walter Kidde & Co., Inc. 
Belleville 9, N.J. 
Waldes Kohinoor Inc. 
Long Island City, N.Y. 
Wickland Mfg. Co. 
Pasadena, Calif. 


Weston Electrical Instrument Corp. 


Newark, N.J. 
Weber Aircraft Div. 


(Weber Showcase and Fixture Co.) 


Huntington, Park, Calif. 
Walker - Turner Co., Inc. 
East Plainfield, N.J. 


Whittaker, William R., Co. Ltd. 


Los Angeles, Calif. 
Wagner Wood Products Co. 
Dayton, Ohio 


Z & W Machine Products, Inc. 


Cleveland, Ohio 
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Introduction 
ABBREVIATIONS. In this catalog, abbreviations and contractions 
are used conforming to ANA Bulletin No. 261, when applicable. 
The following additional abbreviations are also used: 
A L 
Actuator (ing) .................. act. > “ისა лай абл жою: LS 
Adjustor (ing) (able), ............. adj საია I“ lgth 
κα L4 uu ο ас Luminescent.................... lum 
სა кый ον ROC Ρα... al 
Antenna assiette ant M 
Attachment.................... att 
Automatics эъ лш eu S a ыле tenete auto. Main Landing беаг............... MLG 
Maintenance ων ................ maint 
B Miniature ,.......... εν η πη А mini 
Balance ο ο шын at იეს d bal N 
BayonetE« w a ο - bay. 
Nose Landing σθατ............... NLG 
C 
0 
COmb08tiÓóB. 3 2:42: y ex Xu comb. 
Connect (ion) (ing) ...........,..., conn 
Cöntróob (sS) уллу а qoae ышы conl Орегайопа1.................... ОР 
COPPOSIONG ы ыыр кж Pong жуын ew ала сог 
Current 2 ο ου. cur P 
D Bedestal. su аа ld A dus RA | ped 
Dëpötr νο ples dts DEP R 
Detachable .................... detach. 
Double pole, double throw .......... dpdt Regular ο ააა” гер 
ον а Pa аКШ UIS X drld Reserve ou c ο ου. RES 
RestrICted. ο и T лз el Ben rest. 
E Resynchronizing. ,............... resync 
Retain (er) ing)... ............... ret 
Етреппаре.................... етар Retraetineu моле y A УАК ы --- retg 
Entrance: i ο ο az Vn ent Retroactively.................... retro 
Right δ146..................... RS 
Ε . 
5 
სა. პრო”თ"!""""""'''''"'" ftg 
ეეს .Iია”ხისს)ს!""''"''" fl SBFl6S ο AES at ea ser 
Т ОИСЕ sig 
G Solenoid ο a u a ate eet sol 
Stainless бїее1.................. st stl 
Government Furnished Aeronautical 
Едшртеп................... СЕАЕ 
T 
I 
Transmitter .........,... . trans 
Induction ο ros aa ind 
Injections i S a ο”... inj U 
Interconnection (or) .............. inter-conn 
Intefnal.: ο Gad Sawa Sane .. int Undriled.. $4: RU REM Rx undrid 
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OUTER WING PANEL 


WING CENTER SECTION 


(me) 
840 “| 
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.. REAR SPAR 
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| 
t 


Wing Stations and Frames 


πο... 
Š ES 


30% CHORO LINE 
STA 352 
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Figure 1. Exploded View 


Index No. Group Figure No. 
1 Wing 2thru 23 
2 Tail 24 thru 34 
3 Fuselage 35 thru 332 
4 Boom | 333 thru 344 
5 Alighting Gear 345 thru 366 
6 Power Plant 367 thru 388 
7 Special Equipment 389 
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Figure 2. Outer Wing Installation 
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Section II 
Group Assembly Parts List 


GROUP OUTER WING 


FIGURE ἆ UN I TS] USABLE 
ADEX [MAJOR ASSEMBLY OUTER WING INSTL ~ 
PART NUMBER 
2 *110-100001 Wing Inst 1 Ohter NP |All 
*110-100015-1 Caver Instl| - MR wing to outer panel interspar gap LH NP All 
*110-100015-2 Caver Instl|- Center wing to outer panel interspar gap RH NP All 
-1 110-100015-10 Cavey А - Center wing to outer pane1 interspar gap LH 1 АП 
110-100015-20 Cover Assy - Center wing to outer panel interspar gap RH 1 All 
ATTACHING FARTS 
- 2 AN525-10-10 Screw - [Washer hd stl 10-32 x 5/8 in. 2 All 
AN530-10-12 Scho - Washer hd stl 10-32 x 3/4 in, 35 D 
AN530-10-12 Screw - Washer hd stl 10-32 x 3/4 in, 34 E 
AN525-10-16 Screw - Washer hd stl 10-32 x 1.00 in. 3 D 
AN525-10-16 Beker - Washer hd stl 10-32 x 1.00 in. 1 E 
AN525-10-14 Screw - თ hd stl 10-32 x 7/8 in. 1 | D 
AN525-10-12 Screw - Washer hd stl 10-32 x 3/4 in. 1 E 
*110-100014-1 Cover Instl|- Center wing to outer panel TE gap LH NP All 
*110-100014-2 Cover Insti|- Center wing to outer panel TE gap RH NP АП 
- 3 110-100014-10 Cover #85V - Center wing {ο outer panel ТЕ gap LH 1 АП 
110-100014-20 Cover abe - Center wing to outer panel TE gap RH 1 All 
-4 110-100014-13 Caver - Сеет wing to outer panel ТЕ gap LH 1 A11 
110-100014-14 Cover ~ [Center wing to outer panel TE gap RH 1 АП 
- 5 110-100014-15 Ca - Center wing to outer panel TE gap LH 1 АП 
110-100014-16 Cover ~|Center wing to outer panel TE gap RH 1 All 
ATTACHING PARTS 
- 6 AN525-10-8 Screw -/Washer hd stl 10-32 x 1/2 in. 54 All 
*110-100012-1 Cover Instl|- Center wing to outer panel LE gap LH NP All 
*110-100012-2 Cover Instl|- Center wing to outer panel LE gap RH NP All 
- 7 110-100012-11 Door |- Сеп er wing to outer panel LE cover 1 All 
- 8 110-100012-3 Cover -|Center wing to outer panel LE gap LH 1 All 
110-100012-4 Cover - Center wing to outer panel LE gap RH 1 All 
ATTACHING PARTS 
- 9 | AN507-1032R7 Screw - |100? flat hd recessed mach stl 10-32 x 7/16 in. 45 | All 
AN509-10-15 Screw - 100” flat hd stl 10-32 х 31/32 in. 5 All 
*110-100013-1 mai g Assy I Wing to nac outbd LH NP All 
*110-100013-2 Fairing [Assy + Wing to пас outbd RH NP All 
-10 110-100013-10 Fairing [Assy - Wing to пас outbd LH 1 Ali 
110-100013-20 Fairing [Assy - Wing to nac outbd RH H All 
-11 110-100013-70 Fairing Аѕву - Wing to nac outbd LH | 1 F 
110-100013-211 Fairing [Assy - Wing to nac outbd LH (Use for spares in lieu 
| of|part No. 110-100013-70) 1 C 
110-100013-80 Fairing [Assy - Wing to nac outbd RH 1 F 
| 110-100013-212 Fairi g Assy - Wing to nac ошра RH (Use for spares in lieu 
оѓ рагі No. 110-100013-80) 1 C 
-11A| 110-100013-73 ог |- Wing to пас outbd fair. assy access 1 All 
-12 110-100013-67 Fairihg - Wing to nac outbd LH 1 All 
110-100013-68 Fairing - Wing to пас outbd RH 1 All 
-13 110-100013-130 Fairing [Assy - Wing to пас outbd LH 1 All 
| 110-100013-140 Fairing Раву - Wing to пас outbd RH 1 #11 
-14 110-110035-3 Cover -|Wing to nac fair. access jackpoint LH 1 All 
110-110035-4 Cdve -|Wing to пас fair. access jackpoint RH 1 All 
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Group Assembly Parts List 


იყე & [GROUP 


INDEX 
NUMBER 


ES 2-15 


-24 


110-130005-1 


110-130005-90 
110-130005-70 


110-130005-2 


110-130005-100 
110-130005-80 
127-130001-1 


127-130001-2 


110-130005-30 


110-130005-110 


110-130005-150 


110-130005-170 


110-130005-60 


110-130005-140 


110-130005-160 


110-130005-180 


AN310-16 
78-100009 


110-100004 


AN310-10 
78-100010 


110-100005 
110-100006 


AN310-8 
AN960-816 
NAS143-8C 
NAS148A32 
12B070 


-24A| AN960-716 
-24B| NAS143-7C 
-24C| NAS147-31 


Lá 


20 


I W. 
I Wing |Asby 


lene 


OUTER WING 


MAJOR ASSEMBLY OUTER WING INSTL (cont) 


Wh A ssy + 
ssy 
мыр у 
Wing Assy 

ngiAssy 


Wing |Aspy 
suppl 


Wing |Asby 
suppl 


Wing |Assy 
suppl 
fuel 
Wing Assy 


;pump 
Wing |Assy 
suppl 


Wing |Assy 
suppl 
& les 
Wing |Assy 
suppl 
fuel 
Wing |Assy 
suppl 
pump 


suppl 


Wing [Assy 
suppl 


su pli 


spares) 
Wing Assy + Outer RH (Same as part No. 110-130005-100 except 


T.O. 1C-119F-4 


Sealed fuel cavity outer LH (See fig. 
- Sealed fuel cavity outer LH (See na 
- Sealed fuel cavity outer LH ο. fig. | 
aled fuel cavity outer RH (See fig, 3) 
– Sealed fuel cavity outer RH (See fig. 3) 
+ Sealed fuel cavity outer RH (See fig. 3) 
+ Outer LH (Same as part No. 110-130005-1 except 
ied; with flap conl instl & wing tip & less Пар, ail., 


fuel cells, trans & pumps) (For R4Q2 spares) 


F Outer RH (Same as part Νο, 110-130005-2 except 
les with flap conl instl & wing tip & less Пар, ail, 


fuel cells, trans & pumps) (For R4Q2 spares) 


+ Outer LH (Same as part Νο, 110-130005-1 except 
edj with flap conl instl & less wing tip, ail., flap, 
ells,. trans & pump) (For C-119F & G spares) 

+ Outer LH (Same as part Νο, 110-130005-1 except 
ed with flap conl instl, fuel cell instl, trans & 


with flap conl instl & less wing tip, ail., flap, 


fuel cells, trans & pump) (For C-119G spares) 
duter LH (Same as part No. 110-130005-90 except 
led with flap conl instl, fuel cell instl, trans & pump 


- 


5 wing tip, ail. & flap) (For C-119G spares) 

F Outer RH (Same as part No. 110-130005-2 except 
ed with flap conl inst! & less wing tip, ail., flap, 
0118, trans δι pump) (For C-119F & G spares) 

| Ошег RH (Same as part No. 110-130005-2 except 


ed with flap conl instl, fuel cell instl, trans & 
& less wing tip, ail. & flap) (For C-119F & G 


ted with flap conl instl & less wing tip, ail., flap, 


fuel “ძა trans 6 pump) (For C-119G spares) 


0ძ with flap conl instl, fuel cell instl, trans & 
0 δι less wing tip, ail. & flap) (For C-119G spares) 
ARTS 


Nut -|Acft castle stl 1. 00-14 


Washer წ. 


bolt 
ing to outer wing lower front spar hinge conn 


Nut -|Acft ¢astle stl 5/8-18 
Washer - Center wing to outer wing lower rear spar & upper 


front 
Bolt + Cent 


Bolt + Cent 


spar hinge cup 5/8 in. bolt 
er Wing to outer wing lower rear spar hinge conn 


5/8-18 X 4. 500 in. 


er wing to outer wing upper front spar hinge conn 


5/B-18 x 3. 925 in. 


Nut - Aqft castle stl 1/2-20 


Washer 
Washer 
Balt + Int 
Nut (EN 
Washer 
Washer 


Blain stl reg ser 1/2 in. bolt 


sink type stl .504 in. ID 
renching stl 1/2-20 x 2 in. 


Plain stl reg ser 7/16 in. bolt 
Qsink type with . 441 in. ID 
Bait + Int wrenching stl 7/16-20 x 1-15/16 in. 


& less wing tip, ail. & flap) (For C-119F & G spares 
[ uter LH (Same as part Νο, 110-140005-90 except 
ed 


Outer RH (Same as part No. 110-130005-100 except 


Genter wing to outer wing lower front spar hinge conn 
1. I 
di + Center 


1. D0-14 ix 5. 687 in. 


UN I TS| USABLE 
CODE 


== = πα m 
> G t >> O წყ 


1 A 
1 A 
1 B 
1 B 
1 C 
1 С 
1 B 
1 B 
1 C 
1 C 
1 All 
1 АП 
1 АП 
2 АП 
2 АП 
1 All 
1 All 
1 All 
1 All 
1 All 
1 All 
17 All 
17 All 
17 All 
17 All 


110-100003-10 
110-100003-20 
110-100003-50 


110-100003-60 
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aroup „OUTER WING 
MAJOR ASSEMBLY OUTER WING INSTL (Cont. ) 
пати ΠΡΙΝ 


RH 


Section II 
Group Assembly Parts List 


UN I TS] USABLE 


- Center wing to outer wing lower surf. interspar 
fwd LH 
| Qenter wing to outer wing lower surf. interspar 
IV 


enter wing to outer wing lower surf. interspar 


LH 
RH 


MODEL DESIGNATION 


R4Q2 


C-119G 


Center wing to outer wing lower surf. interspar 


SERIAL NUMBERS 


131662 thru 131719 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-811" thru 53-8156 
IK-443 and subsequent 


51-2662 thru 51-8097 
51-8098A thru 51-8134A 
51-17365 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-8135A thru 51-8168A 
52-5847 thru 52-5954 
52-6028 and subsequent 
IK-441 and subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


91 
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Figure 3. Outer Wing Assembly 
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FIGURE 1 GROUP OUTER WING UNITS| USABLE 

ON 
NUMBER [MAJOR ASSEMBLY OUTER WING ASSY ος 
PART NUMBER 12345 6 


3 110-130005-1 Wing Assy + Sealed fuel cavity outer LH (See fig. G 
110-130005-90 ing ῥ d fuel cavity outer LH (See fig. H 
110-130005-70 А fa fuel cavity outer (See fig. 2) F 
110-130005-2 d fuel cavity outer RH (See fig. G 
110-130005-100 H 
110-130005-80 F 

si 110-140000-1 Ti ing LH (See fig. 4) 

110-140000-2 Ti sy - Wing RH (See fig. 4) 
ATTACHING PARTS 

- 2 AN525-10-9 Screw - Washer hd stl 10-32 x 7/16 in. 

- 3 110-152000-1 iAileron Г | Covered оша LH (See fig. 5) A 
127-150001-1 Ailerón Assy - Covered outbd LH (See fig. 5) F 
110-152000-2 Ailerón Assy 4 Covered outbd RH (See fig. 5) A 
127-150001-2 ponds Assy ἠ Covered outbd RH (See fig. 5) F 

-4 110-151000-10 Aileron Assy + Covered inbd LH (Part No. 110-151000 may be 

used for spares in lieu of 110-151000-10) (See fig. 6) A 

110-151000 Ai – Covered inbd LH (Spares only) (See fig. 6) A 

127-150002 Ai 4 Covered inbd LH (See fig. 6) F 

110-150000-50 i 4 Covered inbd RH (See fig. 7) B 

:110-150000-90 i Covered inbd RH (Less act.) (See fig. 7) C 

127-150003 | Covered inbd RH (See fig. 7) F 
A PARTS 

- 5 AN320-4 shear stl 1/4-28 
AN960-416 ain stl reg ser 1/4 in. bolt 
AN4-22 t1/1/4-28 x 2-9/32 in. 

AN4-14 1/4-28 x 1-17/32 in. 

- 6 18-152219 od Ail. bal tab conl 

A BARTS 

- 7 AN320-3 | hear stl 10-32 
AN960-10L წი stl light ser No. 10 bolt 
AN23-14 1 s stl 10-32 x 29/32 in. 

AN23-17 evis 10-32 x 1-3/32 in. 

- 8 REB3N2 Boripe | 

- 9 AN316-5R ‚ (Nut - Аси 

- 9A NAS90-2P 

- 9B 78-728001-2 Fo 

-10 110-161700-10 F1 
110-161700-20 Flap 

A'TITAC 

-11 AN310-6 Nut d 

AN960-616 Washer 


AN6-16 Bolt - Ајн stl 3/8-24 x 1-53/64 in. 


-12 78-728120 Link Assy - Wing flap hinge 
A TITACHIN 
-13 AN320-5 
AN960-516 
AN5-15 
AN25-24 


-14 18-128124 


-15 AN3H5A 
RL23SB'7 Ring + Lock (BMC) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP OUTER WING 


i UN I TS] USABLE 
ყე MAJOR ASSEMBLY OUTER WING ASSY (cont) ჩამ 
PART NUMBER ΙΓ 23 4 5 6 
R205SB7 e 16124 tap x 10-32 int thd (BMC) 
-16 78-728123 ing flap hinge scuff D 
78-728123-21 i = flap hinge scuff (Use for spares in lieu of part 
E 
-17 AN531-6-6 eet meta] flat hd No. 6 x 3/8 in. 
-18 AN200KP5 ing + Intermediate duty ball 
-19 *110-680002-1 mst - Outer wing panel LH (See fig. 9) 
*110-680002-2 stl - Outer wing panel RH (See fig. 9) 
~20 *110-130004-1 x. wing sealed fuel cavity LH (See fig. 15) J 
*110-130004-70 ter wing sealed fuel cavity LH (See fig, 15) K 
*110-130004-2 ter wing sealed fuel cavity RH (See fig. 15) J 
*110-130004-80 ter wing sealed fuel cavity RH (See fig. 19) ` K 
MODEL DESIGNATION | SERIAL NUMBERS 


C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 


C-119G IK-441 & Subsequent 
C-119G 51-2662 & Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8156 

R4Q2 131662 thru 131689 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
IK-441.& Subsequent 

R4Q2 131690 thru 131719 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
93-811" thru 53-8156 
IK-443 & Subsequent 


C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 
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FIGURE ἆ 
INDEX 
NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 Section Ц 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


25 


T.O. 1C-119F-4 


Figure 4, Wing Тїр Assembly 


T.O. 1C-119F-4 Section I 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


110-140000-1 А (See fig. 3) 
110-140000-2 ip À (See fig. 3) 
*110-741001-1 1 - Wing tip position 
*110-745010-1 | - Wing tip position LH 
*110-741001-2 - Wing tip position 
*110-745010-2 L - Wing tip position RH 
*78-741023-20 hast - Wing tip position light L (Use on part No. 
0-Π41001-1 ἃ 110-745010-1) 
AN3033-7 Light Assy - Wing tip position 
ight Assy - Wing tip position (Without lamp & cover) 
AN3042-3 over - Wing tip position light (Red) 
AN3122-1524 Lamp - Wing tip position light 
78-74 7050 - Wing tip position light 
#110-740010-867 ssy - Wing tip elec LH (See fig. 391 & 392) 
#110-744361-1 ssy - Wing tip elec LH (See fig. 392) 
AN3033-8 i 


110-745010-2) 
AN3033-10 1 88V - Wing tip position (Without lamp & cover) 
AN3042-4 Wing tip position light (Green) 


AN3122-1524 Wing tip position light 
#110-740010-893 ssy - Wing tip elec RH (See fig. 391 & 392 
#110-744366-1 | - Wing tip elec RH (See fig, 392) 

ip TE LH 


78-140015L 
78-140015R 


= სა ка ка мао ка mE 


#Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8097 
51-8098A thru 51-8124A 
51-17365 thru 53-7884 
IK-441 and subsequent 
131662 thru 131719 


51-8125A thru 51-8168A 
53-8069 thru 53-8156 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and subsequent 
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Section II 


Covered Outboard Aileron Assembly 


Figure 5. 
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FIGURE & 
INDEX 
NUMBER 


GROUP OUTER WING 


T.O. 1C-119F-4 


MAJOR ASSEMBLY AILERON ASSY - COVERED OUTBD 


PART NUMBER | 2 3 4 5 6 


110-152000-1 
127-150001-1 
110-152000-2 
127-150001-2 
*110-152001-1 


110-727298 
110-727299 


AN3-5A 
ΑΝΟΘΟΟΙΟΙ. 


NAS75-4-010 
110-727206-1 
110-727206-2 


AN4-7A 
AN960C416L 


FS109854-. 187- 
‚ 120 


NAS75-4-013 
110-152005-1 
110-152005-2 
110-152004-1 
110-152004-2 


Revised 15 February 1957 


ASSy 
Assy 


sy 
Agsy |- 


ame hed 
y 


le 
Пе 


Frame Аз 
Bracket A 


Bracket A 
ders 


Bplt|- Acf 
Washer - 


GPA 


overed outbd LH (See fig. 
overed outbd LH (See fig. 
overed outbd RH (See fig. 
overed outbd RH (See fig. 
Outbd ail. 

Outbd ail. 

$sy - Ail. hinge surf. conl 
$sy - Ail. hinge surf. conl 
TS 

stl 10-32 x 21/32 in. 
CRES light ser No. 10 bolt 


- Plain press fit stl . 250 ID x. 312 in. 
- Main ail. act. mech outbd surf. conl LH 
- Main ail. act. mech outbd surf. conl RH 
TS 

stl 1/4-28 x 29/32 in. 

RES light ser 1/4 in. bolt 


Bushing - Fl stl . 3141 OD х. 250 ID х. 4391 fl dia x . 120 


ligth x . 187 in. 

- Plain press fit stl . 250 ID х. 406 in. 
- Ail. inbd bal LH 

- Ail. inbd bal RH 

- Ail. inbd bal LH 

- Ail. inbd bal RH 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 


Section П 
Group Assembly Parts List 


UN 1 [5| USABLE 
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Section II T.O. 1C-119F-4 


6301 


Figure 6, Covered Left Inboard Aileron Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & {GROUP OUTER WING 


UNITS] USABLE 


μι MAJOR ASSEMBLY AILERON ASSY - COVERED LEFT INBD ბან 
PART NUMBER 
6 110-151000-10 Ацег იგია 4 s inbd LH (See fig. 3) (Part No. 110-151000 
may be used for spares in lieu of 110- 151000- 10) E 
110-151000 Aileron > y 4 Covered inbd LH (Spares only) (See fig. 3) E 
127-150002 Ailerón Assy J Covered inbd LH (See fig. 3) F 
- 1 78-152205L Tab Assy - Covered ail. bal LH # 
127-150004-1 Ta აა - Covered ail. bal LH F 
АТТАС ING PARTS 
- 2 AN310-3 Nut - Ас e 10-32 
AN960- 10 Washer + Plain stl reg ser No. 10 bolt 
AN3-10 Bolt ἠ АСЕ ВО 110-32 x 1-1/32 in. 
*78-152202L Frame Assy - Ail. bal tab LH 
- 3 78-152176 Fitting Assy - Ail. tab hinge 
ATTACHING BARTS 
- 4 AN365-1032 Nut - Self locking stl 10-32 
AN960- 10 | Washer + Plain stl гер ser Νο. 10 bolt 
AN3-5A Bolt 4 Асі stl 10-32 x 21/32 in. 
- 5 AN200K3L Bearing - Heavy duty 
- 6 78-152213 Fitting Assy - Ail. bal tab hinge 
А TTACHIN ARTS 
- 6А | AN365-1032 Nut -Self locking stl 10-32 
AN960-10 Washer + Plain stl reg ser No. 10 bolt 
AN3-5A Bolt ^ Alit stl 10-32 x 21/32 in. 
- 6B | AN200K3L | iBearing - Heavy duty 
- 7 78-152212L Ho αι - Ail. bal tab LH 
: тодо ARTS 
- 8 AN3-6A Bolt – Adft stl 10-32 x 25/32 in. 
~ 9 AN200K3L Bearing - Heavy duty 
*110-151001-10 Frame Assy -ΑΙΙ. L inbd 
-10 110-727297 Bracket К - Ail. hinge surf. 0001 
-11 110-727296 Bracket Assy - Ail. hinge surf. conl 
ATITACHING PARTS 
-12 AN3-5A Bolt 4 A¢ft БО 10-32 x 21/32 in. 
AN960C 10L Wash r 4 Plain CRES light ser No. 10 bolt 
-13 NAS'15-4-010 Bushing + Plain press fit stl . 250 ID x . 312 in. 
-14 110-727203-1 Hinge|Assy |- Main ail. act. mech inbd surf. conl LH 
ATTACHING PARTS 
-15 АМ4-ЛА Bolt - Aqft bti 1/4-28 x 29/32 in. 
AN4-6A sae E Adr tl 1/4-28 x 25/32 in. 
AN960D416 asher + Plain Al al reg ser 1/4 in. bolt 
-16 FS109854-.312- | | 
‚ 120 ‘Bushing - ΕΙ stl . 3141 OD x . 250 ID x . 4391 П dia x 
| . 130 П lgth x .312 in. 
-17 NAS75-4-013 Bushing - Plain press fit stl .250 ID x . 406 in. 
-18 18-152178-10 | (Fitting - Hm trim tab A 
78-152178-30 Fitting -|Ail. trim tab (Use for spares in lieu of part No. 


78415 2178-10) 


H 


TACHING PARTS 
-19 AN3-5A olt + Ас БО 10-32 x 21/32 in. 
AN960C 101, | ashér + Plain CRES light ser Νο. 10 bolt 
| | 


ς΄ 202985 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE გ {GROUP OUTER WING 


UN i TS] USABLE 
dua MAJOR ASSEMBLY AILE RON ASSY - COVERED LEFT INBD (cont) ჩამ 
PART NUMBER 
6 
- 20 FS2221S53-. 150 Bushing l- Press fit stl , 3141 OD x . 170 ID x . 150 in. 
(Use on part Νο, 78-152178-10) A 
FS109853-. 120- 
„031 Bushing - Fl stl .3141 OD x . 1895 ID x . 439111 dia x 
.031 fl Igth x . 120 in. (Use on part Νο, 
78115 2178-30) B 
-21 78-152173-10 ας - А. {гїш {аЬ f C 
78-15 2173-30 Fitting -| Ail. trim tab (Use for Spares in lieu of part No. 
78+152173~10) D 
ATTACHING BARTS 
- 22 AN3-5A Bolt + ΑΦΗ stl 10-32 x 21/32 in, 
I AN960C10L Washer L Plain CRES light ser No. 10 bolt 
-23 FS2221853-. 160 Bushing - Press fit stl .3141 OD x . 170 ID x 160 in. 
(Офе on part No. 78-152173-10) C 
Е5109953-, 120- 
.031 Bughing - Fl stl .3141 OD x . 1895 ID x . 4391 fl dia x 
. 031 fl lgth x . 120 in. (Use on part No. 18-152173-30) р 
-24 18-152239-20 Тире Assy | Med inbd ail. bal 
~25 78-152240-20 Tupe Assy | Med inbd ail. bal 


vanus ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A 


C-119G 91-8098A thru 51-8111A 


B C-119G 51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

| R4Q2 131662 thru 131719 


51-8098A thru 51-8127A 


51-2662 thru 51-8097 
S1-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 
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T.O. 1C-119F-4 Section II 


6105 


"Figure 7. Covered Right Inboard Aileron Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MAJOR ASSEMBLY COVERED RIGHT INBOARD AILERON ASS Y 


PART NUMBER 


110-150000-50 
110-150000-90 
127-150003 
78-1521 87 
110-150007-3 


AN525-10-8 


110-150006 
78-152205R 
127-150004-2 


AN310-3 
AN960-10 
АМЗ-10 


*78-152202R 
78-1521 76 


AN365-1032 
AN960-10 
АМЗ-5А 


AN200K3L 
78-152213 


AN365-1032 
AN960-10 
AN3-5A 


AN200K3L 
78-152212R 


AN3-6A 


AN200K3L 
18-128402-50 


AN320-3 
AN960-10 
AN23-14 


78-727602 
78-728001-1 
18-152139 
127-150005 


AN310-3 
AN960-10 
AN3-10 


*18-152080 
78-152176 


AN365-1032 
AN960-10 


ila 


Covered inbd RH (Less асі.) (See fig. 3) 
I Cpvered inbd ЕН (See fig. 3) 

insp 

se access 

TS . 

KB hd stl 10-32 x 1/2 in. 


cess 
Cavered ail, bal RH 
Gdveroa ail. bal RH 

ARTS 

astle 10-32 

lain stl reg ser No, 10 bolt 
stl 10-32 x 1-1/32 in, 


- Ail. bal tab RH 
SSy - Ail tab hinge 
ARTS 
Self locking stl 10-32 
yee ~ Plain stl reg ser No. 10 bolt 
Асі stl 10-32 x 21/32 in, 


antag - Heavy duty 


ing Assy - Ail, bal tab hinge 


TS 
– Self locking stl 10-32 
г |- Plain stl reg ser No. 10 bolt 


lt [ Acft stl 10-32 x 21/32 in, 


arþng - Heavy duty 
Assy - Ail. bal tab RH 
TS 
cft stl 10-32 x 25. 32 in. 


aring - Heavy duty 
- Ай, tab push pull surf. conl 


ar stl 10-32 
i stl reg ser Νο, 10 bolt 
tl 10-32 x 29/32 in. 
rf. conl ail, tab push pull 
. conl ail. tab push pull 
Covered ail, trim 
Covered ail. trim 
ARTS 
llated airframe stl 10-32 
lain stl reg ser No. 10 bolt 
st] 10-32 x 1-1/32 in. 


35 - Ail, trim tab 
i ssy - Ail. tab hinge 


G PARTS 


Self locking sti 10-32 
er|- Plain stl reg ser No. 10 bolt 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


GROUP OUTER WING 
MAJOR ASSEMBLY COVERED RIGHT INBOARD AILERON ASSY (Continued) 
PART NUMBER I 2 3 4 5 6 


AN3-4A 
AN3-5A 


FIGURE & 
INDEX 
NUMBER 


Bolt 4 A€ft stl 10-32 x 17/32 in. 
Bolt 4 ΑΡΗ stl 10-32 x 21/32 in. 


AN200K3L 
78-152177 


Bearing - Heavy. duty 


Arm Assy - Ail. tab conl 
кїтсїн PARTS 


Bolt 4 ΑΕΠ stl 10-32 x 21/32 in. 
Bolt + Atft stl 10-32 x 25/32 in, 
Washer + Plain stl reg set No, 10 bolt 


АМЗ-5А 
AN3-6A 
AN960-10 


AN200K3L 
*110-150001-50 
110-150005 


Bearing - Heavy duty 


Fri ssy -|Ail. inbd RH 
pari g + Ail, trim tab conl rod 
CHING BARTS 


ATT 
AN525-8-8 1 Screw - Washer hd stl 8-32 x 1/2 in. 


*110-728215-30 
#401 AL 
#401 AL2 


MechanismiInstl - Ail, elec tab 

e tor) - Linear (LÀ) 
| Actuator - Linear (LA) 

ATTACHING PARTS 

Nut -|Self locking stl 1/4-28 


Washer - Plain Al al reg ser 1/4 in. bolt 


AN365-428 
AN960D416 


110-72821 7-3 
110-728217-5 
110-728217-7 


Support + Ail, elec tab fwd 


Support + Ail. elec tab fwd (Use for spares in lieu of 


se Ail. elec tab fwd 
part No. 110-728217-5) 
Fitting -| Ail, trim tab (Use for spares in lieu of part 
No. 78-152173-10) 
Fitting -| Ail, trim tab 
TH Ail, trim tab (Use for spares in lieu of part 


78-152173-30 


78-152173-10 
78-152178-30 
ΝΟ. 78-152178-10) 
Fitting – Ail. trim tab 
ATTACHING PARTS 
Bolt 1 Acft|stl 10-32 x 21/32 in. (Use on part No. 
78-152173-10 δι -30) 
Bolt + Acft|stl 10-32 x 21/32 in, (Use on part No. 
78 19211-10 & 30) 
wish r lain CRES light ser No. 10 bolt (Use on part 
Να, Ἴ8-152173-10 δι -30) 
wish r | Blain CRES light ser No. 10 bolt (Use on part 
No. 78-152178-10 & -30) 


18-152178-10 


AN3-6A 


AN3-5A 


AN960C10L 


AN960C10L 


-25A |FS109S853-. 120-03 


Bushing |- Fl stl , 3141 OD x „1895 ID x . 4391 fl dia x „031 
fl lgth x .120 in, (Use on part Νο, 78-152173-30 δι 


[ratisat 20 
Bushing |- Press fit stl .3141 OD x .170 ID x . 160 in. 
(080 on part No. 78-152173-10 δι 78-152178-10) 


FS2221S-53-. 160 


110-727297 B “ш AsBy - Ail. hinge surf. conl 

110-727296 Bracket Assy - Ail. hinge surf, conl 
ATTACHING PARTS 

AN3-5A 


At ა stl 10-32 x 21/32 in, 


AN960C10L Washer RES light ser No. 10 bolt 


NAS75-4-010 
110-727203-2 


Bushing |- Plain press fit stl . 250 ID х. 312 in. 
Hing M - Main ail. act, mech inbd surf, conl RH 
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Group Assembly Parts List 
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FIGURE & 
INDEX 
NUMBER 


GROUP 
MAJOR ASSEMBLY 


PART NUMBER 


AN4-7A 
AN4-6A 
AN960D416 


FS109S54-, 312-. 120 


NAS75-4-013 
78-152239-30 
18-152239-40 
18-152240-30 


#Alternate Parts 


OUTER WING 
COVERED RIGHT INBOARD AILERON ASSY (Continued) 


Tobi 


A 


T.O. 1C-119F-4 


TS 

stl 1/4-28 x 29/32 in. 
stl 1/4-28 x 25/32 in. 

1 al reg ser 1/4 in. bolt 


- Fl stl . 3135 OD х. 250 ID x , 4375 fl dia x 


20 fl lgth x . 312 in. 


- Plain press fit . 250 ID x . 406 in. 


- Med inbd ail. bal 


#55V - Med inbd ail. bal 


Tube Абву - Med іпра ail. bal 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 
C-119G 
C-119G 


C-119G 


R4Q2 . 
C-119G 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8111A 


51-2668 thru 51-8097 
51-8112А thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


IK-441 and Subsequent 
518098A thru 51-8111A 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 


IK-441 and Subsequent 
131662 thru 131719 


51-8098A thru 51-8127A 
51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequen 
IK-441 and Subsequent 
131662 thru 131719 
51-2662 and Subsequent 


131662 thru 131719 
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UN I TS] USABLE 
ON 
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Section II T.O. 1C-119F-4 


- 


Figure 8. Wing Outboard Flap Assembly 


110-161700-10 
110-161700-20 
78-161754 

78-161755-1 
18-161755-2 


AN525-10R7 


AN525-10R7 


718-161706 


AN365-428 
AN960-416L 
AN960-416 
AN4-11A 
AN4-12A 


FS1038'15 -. 343 
78-161707-10 


AN 365-428 
AN960-4161L 
AN960-416 

AN4-12A 
АМ№4-11А 


AN200K P6 
8-161709 
78-161708 
78-161710 
78-161711 
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T.O. 1C-119F-4 


GROUP OUTER WING 
PART NUMBER | 2 3 4 5 6 


Section II 
Group Assembly Parts List 


UNITS] USABLE 
E 
FlapiAsSy |- Wing outbd LH (See fig. 3) Ref | All 
Flap|Assy |- Wing outbd RH (See fig. 3) Ref | All 
Cover - Outbd flap rear access opening 2 All 
Cover - ой flap front access opening 1 | All 
Cover -| Outbd flap front access opening 1 All 
ATTACHING PARTS 
Screw - Washer recessed hd stl 10-32 x 7/16 in. (Used on part 
No. i 161754) | 12 | All 
Sdrew ~ Washer recessed hd stl 10-32 x 7/16 in. (Used on part 
No. 18-161755-1 & -2) 14 | АП 
Bracket Assy - Wing flap hinge 2 All 
ATTACHING PARTS 
Nut 4 Self locking stl 1/4-28 4 | All 
пе = Plain stl light ser 1/4 in. bolt 4 A 
sHer|- Plain stl reg ser 1/4 in. bolt 8 B 
Bolt - Acft st] 1/4-28 x 1-5/32 in. 4 A 
Bpi - Acft st] 1/4-28 x 1-9/32 in. 4 B 
Bushing - Press fit stl . 4391 OD x . 3120 ID x . 343 in. 2 All 
Bracket Азѕу ~ Wing flap act. 2 All 
ATTACHING ст 
Nut + Self locking stl 1/4-28 4 | All 
Washer|- Plain stl light ser 1/4 in. bolt 4 A 
Washer|- Plain stl reg ser 1/4 in. bolt 4 B 
Bolt - Acf | 1/4-28 x 1-9/32 in. 4 A 
Bolt |- det st] 1/4-28 x 1-5/32 in. 4 B 
B გამი - lius duty ball with comp shield 1| AU 
Fitting ing flap act. 8 AM 
Fitting - Univ short 3 All 
Fitting +- b flap hinge long 4 All 
Fitting + ing flap hinge short 1 All 
USABL du MODEL DESIGNATION SERIAL NUMBERS 
| 
А C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 and Subsequent 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
B C-119G 52-5923 


53-3195 thru 53-7884 
IK-443 and Subsequent 
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Section II T.O. 1C-119F-4 


Figure 9. Outboard Panel Fuel System Installation 
40 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


UNITS|USABLE 


| 2 3 4 5 6 
*110-680002-1 Fuel System Inst] - Outbd panel LH (See fig. 3) All 
*110-680002-2 Fuel System Inst] - Outbd panel RH (See fig. 3) АП 
110-680002-290 Бе Assy + Qutbd panel feul sys LH . 750 OD x , 049 x 43, 50 in. 1 All 
110-680002-300 be ды - Qutbd panel fuel sys RH . 750 OD x , 049 x 42, 62 in, 1 All 
110-680002-270 be|Asisy - Qutbd panel feul sys LH . 750 OD x , 049 x 42,38 in, 1 All 
110-680002-280 be М Gutbd panel fuel sys RH . 750 OD x . 049 x 42, 25 in. 1 АП 
3 AN915-6D Elbow - Int| ἃ ext pipe thd 45° 2 All 
4 AN822-12D Elbow -| Flared tube & pipe thd 90° 2 All 
5 AN815-12D Union - |Fldred tube 8 All 
5 AN924-12D Nut -| Flared tube bhd & univ ftg 1 Al 
5 AN832-12D Union - |Fláred tube 3/8 bhd δι univ ftg 1 All 
6 110-680002-170 Tube Assy |- Qutbd panel fuel sys . 750 OD х. 049 x 38, 62 in, 1 #11 
7 110-680002-210 Tube #55V |- Qutbd panel fuel sys . 750 OD x , 049 x 26, 81 in, 1 All 
8 110-680002-110 be| Assy |- Qutbd panel fuel sys . 750 OD х. 049 x 67. 56 in, 1 All 
9 110-680002-70 Tube | Assy |- Qutbd panel fuel sys . 750 OD х, 049 X 63, 50 in, 1 All 
ATTACHING PARTS 
184-12 C т Swivel mtg lug sup. (AP) 12 All 
110-680003-130 be | Assy - Wing center sect. fuel sys. 750 OD x . 049 x 10.001 1 All 
110-680002-30 ре | Assy |- Qutbd panel fuel sys LH . 750 OD х. 049 x 18, 75 in, 1 AM 
110-680002-40 be|Assy |- Qutbd panel fuel sys RH , 750 OD х. 049 x 18, 62 in. 1 All 
110-680002-250 Tube |Аѕву |- Qutbd panel fuel sys LH .750 OD x . 049 x 14, 87 in, 1 All 
110-680002-260 be Assy |- Qutbd panel fuel sys RH , 750 OD х. 049 x 16, 31 in. 1 All 
110-680002-10 be| Assy |- Qutbd panel fuel sys LH . 750 OD x „049 x 22.43 in. 1 All 
110-680002-20 Tube | Assy |- Gutbd panel fuel sys RH . 750 OD x 049 x 22, 50 in, 1 All 
110-680002-190 be|Asisy |- Qutbd panel fuel sys LH . 750 OD x . 049 x 74, 63 in, 1 All 
110-680002-200 be|Assy |- Qutbd panel fuel sys RH . 750 OD х. 049 x 74, 63 іп, 1 АП 
110-680002-15 Tube|Aslsy |- Qutbd panel fuel sys , 750 OD х. 049 x 104, 00 in. 1 All 
ARTS 
784-12 | 1 mtg lug sup. (AP) (Use on part No. 110-680002-10 
&[110-680003-130) All 
AN742-14C op|type sup. (Use on part No. 110-680002-190, -200 
J 
A3122-18-59 se (For low press, conn) (TIN) АП 
110-680002-31 d panel fuel sys . 75 ID x 4.00 in, #11 
110-680002-27 d ფაი. fuel sys , 75 ID x 2,00 in, H 
110-680002-27 d panel fuel sys . 75 ID x 2.00 in. J 
110-680002-350 utbd panel fuel sys LH . 250 OD x , 035 x 45, 75 in, C 
110-680002-320 {ра panel fuel sys RH. 250 OD x .035 x in, G 
110-680002-340 utbd panel fuel sys RH .2500D x , 035 x in, F 
110-680002-360 utbd panel fuel sys RH . 250 OD х. 035 x in, A 
: IReworked in accordance with T. 0. 1C-119-176 
CHING PARTS 
184-4 1 ivel mtg lug вир. (АР) C 
784-4 Swivel mtg lug sup, R wing (ΑΡ) B 
AN919-6 xt thd flared tube 2 C 
AN919-6 - Ext thd flared tube R wing 2 B 
USAF934-193 'O" ring, gasoline or kerosene res 2 C 
USAF934-193 O'|ring, gasoline or kerosene res R wing 2 B 
4-1049-7'7 ck (PA) 1 C 
4-1049-77 | cH R wing (РА) 1 B 
110-680002-370 Tube Assy - რარა panel fuel sys LH , 250 OD х. 035 x 5, 69 in, 1 C 
110-680002-380 be| Assy |- Qutbd panel fuel sys RH . 250 OD x . 035 x 8, 50 in, 1 Α 
184-18 Clip + Swivel mtg lug sup. (AP) (Use on part Мо. 110-680002-370] 1 C 
784-4 Clip + Swivel [είς lug sup. (ΑΡ) (Use on part No, 110-680002-380) 1 À 
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Section II 
Group Assembly Parts List 


Figure & LGROUP OUTER WING 


INDEX 
NUMBER 


AN816-4 
AN816-4 
AN933-1D 
950004-20-38. 00 
950004-20-37. 00 
784-24 
*110-680026-1 


*110-680020-1 
*110-680026-2 


*110-680020-2 


42 


T.O. 1C-119F-4 


E. tube & pipe thd 
d tube & pipe thd R wing 
b hd 
) 
Q) 


TS 
mtg lug sup. (AP) 


uter panel fuel sys spider self sealing LH 
10 & 11) 
utbd fuel sys bladder LH (See fig. 12, 13 & 14) 
uter panel fuel sys spider self sealing RH 
5 10 & 11) 
utbd fuel sys bladder RH (See fig. 12, 13 & 14) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8030 thru 51-8097 
92-5840 thru 52-5954 
52-6001 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8116A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8117A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8029 
51-8112A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 

53-8069 thru 53-8102 


C-119G 51-8098A thru 51-8111A 


C-119G 51-2662 thru 51-8097 
51-8098А thru 51-8105A 
51-17365 thru 53-7884 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
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FIGURE & | GROUP OUTER WING 
μα MAJOR ASSEMBLY OUTBOARD PANEL FUEL SYSTEM (Continued 
PART NUMBER MEN" 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


UN I TS | USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8106A thru 51-8168A 
53-8069 thru 53-8156 


43 


Section II 
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T.O, 1C-119F-4 


μμ. 


Figure 10. Outer Panel Fuel System Self Sealing Tank Installation 
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FIGURE ἆ 
INDEX 


NUMBER 


GROUP OUTER WING 
MAJOR ASSEMBLY OUTER PANEL FUEL SYSTEM SELF SEALING TANK INSTL is 
PART NUMBER 


*110-680026-1 
*110-680026-2 
78-100022-30 
18-100022-40 


AN525-10-6 


110-683042-10 
` 110-683042-50 


110-683042-30 
AN507 -1032-6 
AN840-4D 
BJ1000A1 
#121072-011-03 
#TF31600-6 


AN4HD5A 
AN960-416 


110-680026-7 
AN748-58 
110-680026-3 
110-683027-21 
AN6H26A 
AN960-616 
AN6227B7 
110-683028 
110-683028-10 


AN364-1032 
AN960-10 
AN23-10A 


110-683048 
110-683048-3 


110-683028-23 
110-683028-25 


110-680026 -13 


110-680026 -10 


AN'142-4 
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G 


инин 
Fittin 
li 


in 
ING 


i -|L 


Bushing 
No. 


T.O. 1C-119F-4 


panel fuel sys self sealing LH (See fig. 9) 

Ua panel fuel sys self sealing RH (See fig. 9) 

T pump drain 

F Fuel pump drain (Use for spares in lieu of part No. 


1 Fuel sys pump sup. А 
Fuel assy pump вир. (Use for ѕрагеѕ іп lieu of рагі 


. 1101683042-10) 


abe sys pump sup. 
T 


P 8 


Mach flat hd stl 100 deg. 10-32 x 3/8 in. 


новь to pipe thd 


uel pump drain (AADC) 
Fuel (PE) 


ο 


LI 1/4-28 x 21/32 in. 
in stl reg ser 1/4 in. bolt 


anel fuel inlet line 1-1/4 ID x 3.50 in. 


uter panel self sealing fuel sys 1-1/4 OD x .049 
n. 

ealing fuel cell outlet inner 

TS 

3/8-24 x 2-53/64 in. 


[ Blaih stl reg ser 3/8 in. bolt 


ΟἹ ring hyd 

Self sealing fuel cell outlet outer 

Self sealing fuel cell outlet outer (Use for spares 
part No. 110-683028) 

TS 

110. thin stl 10-32 

ain stl reg ser No. 10 bolt 


- Fuel cell ftg knurled (Use for spares in lieu of part 


ΠΗ uel cell ftg knurled 


10-683048) 
4 Self sealing fuel cell outlet outer 
+ Self sealing fuel cell outlet outer (Use for spares in 
ie f part Νο. 110-683028-23) 
e from part No. FS1903-1H1-135) (Use on part No. 


800 26-1) 
I uter panel self sealing sys 1/4 OD x . 035 x 12.00 
se|on part No. 110-680026-1) 

ARTS 

op|type sup. (Use on part No. 110-680026-1) 


Section II 
Group Assembly Parts List 


UN I TS} USABLE 


ON 


თ > > 


xz aO 
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Section H 
Group Assembly Parts List 
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FIGURE & 


INDEX 
NUMBER 


GROUP OUTER WING 


T.O. 1C-119F-4 


MAJOR ASSEMBLY OUTER PANEL FUEL SYSTEM SELF SEALING TANK INS" `L (Cont, 


PART NUMBER 


AN816-4 
AN364-1812 
110-683026 
110-683051 
110-683025-21 


AN364-428 
AN960-416 
AN509-416-12 


AN933D1 
G1098C10 
G1098C9 


AN4H4A 
AN960-416 


39B5435 
110-683045 
AN4123-2 


AN4H5A 
AN960-416 


#Alternate Parts 


ING PA 
Self loc 


ἀμ. 


= " hd 
smitter 
mitter 
ING PA 


გავ! st 


er la 


ri- Pla 


d tube & pipe thd (Use on part No. 110-680026-1) 


ing thin 1-1/8-12 
sealing fuel “cell vapor return 


eal fuel cells vapor return 
TS 


feat fuel cell vapor return 


ing thin stl 1/4-28 
n stl reg ser 1/4 in. bolt 
g. flat hd stl 5/16-24 x 25/32 in. 


! 


pipe thd (Use on part No. 110-680026-2) 

Tank unit fuel qty (See T.O. 05-65AA-5) (MH) 
Tank unit fuel qty (See T.O. 05-65AA-5) (MH) 
TS 

1/4-28 x 17/32 in. 

n stl reg ser 1/4 in. bolt 


tank filler outer panel top 


el tank filler cap raised 3. 00 in. ID 
ARTS 
st] 1/4-28 x 21/32 in. 


n stl reg ser 1/4 in. bolt 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 


C-119G 51-8098A thru 51-8111A 


C-119G 51-2662 thru 51-8031 


51-8112A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6003 
53-8069 thru 53-8116 


C-119G 51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 


51-8098A thru 51-8168A 


53-8069 thru 53-8102 


C-119G 51-8004 thru 51-8015 
51-2717 
51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 
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T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


GROUP OUTER WING 


NUMBER [MAJOR ASSEMBLY OUTER PANEL FUEL SYSTEM SELF SEALING TANK INSTL (Cont 


MODEL DESIGNATION SERIAL NUMBERS 


UN I TS| USABLE 
ON 
CODE 


C-119G 51-2662 thru 51-8031 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8116 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8135 
IK-441 thru IK-442 


C-119G 52-5922 thru 52-5923 
53-3136 thru 53-7884 
53-8136 thru 53-8156 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-7982 
51-8016 
51-8098A thru 51-8168A 
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T.O. 1C-119F-4 


Section II 


Outboard Panel Fuel System and Self Sealing Tank Installation 


Figure 11. 
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_OUTER WING 


T.O. 1C-119F-4 


TANK INSTL - OUTBD PANEL FUEL SYS & SELF SEALING 


FIGURE & LGROUP 
αι MAJOR ASSEMBLY 
PART NUMBER 
|11 *110-680026-1 
*110-680026-2 
- 1 110-683030-221 
- 2 110-683029-23 
- 3 AN6H10 
AF955-6 
- 4 110-683024-221 
- 5 AN393-31 
AN960- 10 
- 6 110-683023-221 
- 7 ANTH22 
AF955-7 
- 8 110-683022-221 
- 9 110-68303 1-23 
-10 ANTH24A 
AF955-7 
-11 110-683011 
-12 AN3-5A 
AN23-8A 
AN960-10 
AN364-1032 
-13 FCE19797 
FCE19798 
-14 FCE19799 
FCE19800 
-15 ЕСЕ19801 
ЕСЕ19802 
-16 ЕСЕ19803 
ЕСЕ19804 
-17 ЕСЕ19805 
ЕСЕ19806 
-18 ЕСЕ19807 
ЕСЕ19808 
-19 ЕСЕ19809 
ЕСЕ19810 
-20 ЕСЕ19811 
ЕСЕ19812 
-21 FCC19772 
| -22 FCD25082 


ATT 


ATTACHING BA 
Bolt + A¢ft stl! 


| 2 3 4 5 6 


| 1 
I 


I 
| I 
| 
Fu 
i | 

| 
9 ) i i | 


Spider - Self в 


!Washer + Ball 
[^ 


1 


Interconnect Авву - Self sealing fuel cell corner 
CHING PAR 
‘Bolt 4 Acft stij 


ΝΙΝ | 
| (сопа from fig. 10) 
Tank пәй i Olter panel fuel sys spider self sealing LH (See fig. 


Tank Instl + Oüter panel fuel sys spider self sealing RH (See fig. 9) 


ealing fuel cell corner 


TS 
3/8-24 x 1-5/64 in. 
seat stl 3/8 in. bolt 


ISpider - Self s 


Washer + Ball 


Spider - Self s 
Interconnect - 
ATTACHIN 
Bolt + Acft stl 


Vallve - Sell Sealing fuel cell flapper 
ATTACHING PARTS 

Pin - Flat hd gtl 3/16 x 1-9/64 in. 
Washer - Plaih stl reg ser No. 10 bolt 


ealing fuel cell main flapper valve 


RTS 


7/16-20 x 2-11/32 in. 
seat stl 7/16 in. bolt 


ealing fuel cell main 


Self sealing fuel cell main 


BARTS 
17/16-20 x 2-19/32 in. 


Bolt 4 Aéft btl/10-32 x 21/32 in. 


king thin stl 10-32 


Fuel Cel 


Fuel e A 


Α 


Dobr 


Assy - Self sealing No. 
Assy - Self sealing No. 
#83) - Self sealing No. 
[Fuel Cell Absy - Self sealing No. 
Fuel Cell us - Self sealing No. 
Sy - Self sealing No. 

Assy - Self sealing No. 
ΑΡΒΥ - Self sealing Νο. 
1 Cell Assy - Self sealing No. 

1 ea ban - Self sealing No. 
Fuel Cell Asy - Self sealing No. 
ким i Assy. - Self sealing No. 
ell Assy, - Self sealing No. 

Fuel Cell Assy - Self sealing No. 
ი I | Assy: - Self sealing No. 

1 ae - Self sealing Νο. 


Washer + Balljseat stl 7/16 in. bolt 


| Clevis stl 10-32 x 17/32 in. 
Washer + " stl reg ser No. 10 bolt 
ο 


4 outer panel LH (USR) 
4 outer panel RH (USR) 
5 outer panel LH (USR) 
5 outer panel RH (USR) 
6 outer panel LH (USR) 
6 outer panel RH (USR) 
7 outer panel LH (USR) 
7 outer panel RH (USR) 
8 outer panel LH (USR) 
8 outer panel RH (USR) 

9 outer panel LH (USR) 

9 outer panel RH (USR) 

10 outer panel LH (USR) 
10 outer panel RH (USR) 
11 outer panel LH (USR) 
11 outer panel RH (USR) 


взу + Fuel cell access (USR) (Used on USR part No. 
IFCE1D797, FCE19798, FCE19803, FCE19804, 


| ЕСЕ 19805, FCE19806, FCE19809, FCE19810, 


Í Í 
la ot ff 


| | FCE19811, & FCE19812) 
| Door Assy + Fuel cell access pump mtg (USR) (Used on USR 
| part No. ЕСЕ19799 & ЕСЕ19800) 
! | 


Section II 
Group Assembly Parts List 


UN ! TS] USABLE 


PER ÜN 
ASSY.| CODE 
Ref 


თ 
>>>>>>>>>>Р>>>>>> PAQU > >> >> >> > >> > >> >>>> 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE გ |OROUP OUTER WING 
ШЫ: MAJOR ASSEMBLY TANK INSTL - OUTBD PANEL FUEL SYS & SELF SEALING (cont 


FART NUMBER I 2 3 ü 5 6 
ჯა... 
11-23 FCD19944 Dobr M Trans tank unit access (USR) (Used on USR part 
| No, ЕСЕ9801, FCD19802, FCE19807 & FCE19808) 1 A 
-24 FCC19266 | წხ - 'Wood (USR) (Used in all self sealing fuel tank assys) 4 A 
-25 FCD19265-4-1 Ri) - Wood (USR) (Used in USR part No. FCF19797 & 
| FOFE19798) 1 Α 
-26 FCD19265-4-2 Rib - IWood (USR) (Used in USR part Νο. FCE19797 & 
. IFCE10798) 1 Α 
FCD19265-5-1 Rib - Wood (USR) (Used in USR part No. FCE19799 & 
| . jFCD19800) 1 A 
FCD19265-5-2 Rib - Wood (USR) (Used in USR part No. FCE19799 & 
| ' ЕСЕ19800) 1 A 
FCD19265-6-1 | Rib - Wood (USR) (Used in USR part No. FCE19801 & 
' ЕСЕ19802) 1 A 
FCD19265.6-2 | Rib - Wood (USR) (Used in USR part Νο. FCE19801 & 
| , FCE19802) 1 A 
FCD19265-7-1 Rib - Wood (USR) (Used in USR part No. FCE19803 & 
| I(FCE19804) 1 A 
FCD19265-7-2 | Re - Wopd ШЕ) (Used in USR part Νο. FCF19803 & 
| | FCE19804) 1 А 
FCD19265-8-1 ib - Wopd (USR) (Used in USR part No. FCE19805 & 
| f dd 1 | A 
FCD19265-8-2 | Ril - Мора (ОБ) (Used in USR part No. FCE19805 & 
| | ΕΟΕ 19806) 1 Α 
FCD19265-9-1 | Riti - Wobd [USR) (Used in USR part No. FCE19807 & 
ЕСЕ! 808) 1 [А 
FCD19265-9-2 Rib - Wood (USR) (Used in USR part No. FCE19807 დ 
FCE 19808) 1 A 
FCD19265-10-1 | {Rib - Waod (USR) (Used in USR part No. FCE19809 & 
| | | Fck19810) | 1 Α 
FCD19265-10-2 | [Rib - Wood (USR) (Used in USR part No. FCE19809 & 
| FC 19810) 1 À 
FCD19265-11-1 Rib - Wood (USR) (Used їп USR part No. FCE19811 & 
FCE19812) 1 A 
FCD19265-11-2 | Rib - Wood (USR) (Used in USR part No. ЕСЕ 19811 & 
| CF19812) 1 A 
SABLEON | MODEL DESIGNATION SERIAL NUMBERS 
CODE | 
A | C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 
B C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8139A 
| 51-17365 thru 51-17367 
| | 52-6000 thru 52-6011 
1 
| [Ὁ | С-1196 51-8035 thru 51-8097 
51-8140A thru 51-8168A 
| 52-5840 thru 52-5954 
| 52-6012 and Subsequent 
|! IK-441 and Subsequent 
l 
1 ! | 
КОЙ. УА] 
ον dp a 2 
ο. 
I ' I 
| i 
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T.O. 1C-119F-4 Section II 


6690 


Figure 12. Outboard Fuel System Bladder Tank Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List ; 


FIGURE გ [GRoup_ OUTER WING UNITS] USABLE 

: ON 
საი [MAJOR ASSEMBLY BLADDER TANK INSTL - OUTER PANEL FUEL SYS МЕ ж 
part numer _ әз, 


*110-680020-1 
*110-680020-2 
78-100022-40 


tl + Оха fuel sys bladder (See fig. 9) 
Door| Assy |- Fuel pump drain access (For subsequent usage of 


AE art see fig. index 11) 
Аїт)сй G PARTS 


Screw -|Washer hd stl 10-32 x 3/8 in. 


um Itu Outbd fuel sys bladder (See fig. 9) 


AN525-10-6 


BJ1000A1 
AN840-4D 
TF31600-6 


Valve - Fuel drain (Auto Valve Inc Dayton, Ohio) 
Adapter|- Hose to pipe thd 

Pump - 'Fuel (ТР) 

ATTAC G P TS 

Boit - Acft st] ага hd 1/4-28 x 29/32 in. 

Washer |- ма stl reg ser 1/4 in. bolt 


ANT4-7 
AN960-416 


110-683039 Gasket + Ере! зуз access door pump mtg 

110-683010 Door Aday - Fuel cell access pump mtg 
АТТА cH G PARTS 

718-681225 Clip he күз access door 

AN364-428 Nut 4 Self тас ng thin stl 1/4-28 

АМТ4-17 Bolt ტი 


FS105D84-1.00 
ANT4-6 


st] drld hd 1/4-28 x 1-29/32 in. 
Bushing ы ура ег Al al .50 OD x . 252 ID x 1.00 in. 
Bolt Acft st] drid hd 1/4-28 x 25/32 in. 


> FPP Pr >>>>>> >> >> >>> oU თ >> 


AN960-416 Washer |- in) stl reg ser 1/4 in. bolt 
110-683014 Anch r Nut Assy - Fuel cell access door 
110-683014-3 Gasket + Anchor nut 
110-683009-11 Gasket + Ере се access pump mtg door 
110-680020-7 H@se|- Фора fuel sys bladder tank 1. 25 ID x 3.50 in. 
АТТА “foe ARTS 
AN748-58 C iB Hóse 
110-680020-3 Tube Assy - Qutba fuel sys bladder tank 1.25 OD x .049 x 32. 00 
in A 
110-683004 Fitting + Fhel|tank side outlet A 
ATTACKING PARTS 
AN4-7 Bolt Ар st] ἀτ]ά һа 1/4-28 x 29/32 in. A 
AN960-416 Washer |- Plain stl reg ser 1/4 in. bolt A 
110-683009-5 Gasket | Fel] tank side outlet ftg A 
110-683034 |> ate - f front spar adapter A 
ATTACHING ARTS 
AN365-1032 Nut 4 801” locking stl 10-32 A 
AN960-10 W. ү - Plain stl reg ser Νο. 10 bolt A 
AN525-10-10 Screw - збан hd stl 10-32 х 5/8 in. A 
110-680020-10 тше “Г - Qutbd fuel sys bladder tank 1/4 OD x .035 x 12. 00 
in} (Usd on part No. 110-680020-1) A 
А шшр Т5 
ΑΝΤ42-4 Clamp J Lóop|type sup. (Use on part No. 110-680020-1) A 
AN823-4D Elbow -| Flared tube & pipe thd (Use on part No. 110-680020 -1) A 
AN913-1D Plug |- Sq Ha hoe thd (Use on part Νο. 110-680020-2) A 
110-683003 Fitti Fhel tank vapor & aux power plant line A 
ATTACHING TS 
ΑΝΊ4-10 Bolt en drld hd 1/4-28 x 1-1/32 in. A 
AN960-416 vele - Plain stl reg ser 1/4 in. bolt Α 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP OUTER WING 


UNITS] USABLE 
es MAJOR ASSEMBLY BLADDER TANK INSTL - OUTER PANEL FUEL SYS (cont) ON 


110-683009-5 Б nk vapor & aux power plant line ftg 
18-681220 bel cell access 

A A TS 
18-681225 1 ell access door 
AN364-428 cking thin stl 1/4-28 
АМТ4-17 ага һа 1/4-28 x 1-29/32 in. 
FS105D84-1.00 i er Al al . 50 OD x .252 ID x 1.00 in. 


FS105D84-2.63 i і ег ΑΙ al .50 OD х. 120 ID х 2.63 in. (Used on No. 
е 


Ш only) 
FS105D84-2. 31 hing - Spacer Al al .50 OD x . 120 ID x 2.31 in. (Used on No. 
f cell| oniy) 


110-683008-1 
110-683008-2 Clip 


No. 4 fuel cell access door fwd 
No. 4 fuel cell access door aft 


ΑΝΊ4-36 Bolt 4 Асі БЇЇ [1/4-28 x 3-25/32 in. 
ΑΝΤά-35 ი Bt1|1/4-28 x 3-21/32 in. 


AN74-33 ft stl|1/4-28 x 3-13/32 in. 
AN'14-32 ft 8(1 1/4-28 x 3-9/32 in. 
ΑΝΤΑ-Ί tlidrld hd 1/4-28 x 29/32 in. 
AN960-416 | Plain stl reg ser 1/4 in. bolt 


wwe უა N) = -: ΟΣ 


о о 


110-683009-11 С ket -| Fuel cell access door 

A-Q12Q ding (TOM) 

G1098C9 j Tank unit (See T.O. 05-65AA-5) (MH) 
G1098C 10 i Tank unit (See Т.О. 05-65AA-5) (MH) 

A ARTS 

AN'14-10 19 hd stl 1/4-28 x 1-1/32 in. 
AN960-416 


со co 


105-683009 
105-683010 


ღალ 


78-681225 
AN364-1032 
АМ74-17 
Е5105084-1. 00 
ANT4-7 drid hd 1/4-28 x 29/32 in. 
AN960-416 in stl reg ser 1/4 in. bolt 


AN6227B7 
42D24-048 cking (With nylon cap) (EN) 
105-683010-3 ing L cell fuel gage 

105-683009 unit trans 

105-683011 y + Fuel cell access 
110-683009-11 ell fuel gage door 


= n n 
>>> >>> >>>>>> >> >> >>>> >>>>>>>>> > >>> PP 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 


R4Q-2 131662 thru 131689 
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T.O. 1C-119F-4 


Section II 


Outboard Fuel System Bladder Tank Installation 


Figure 13. 
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FIGURE & [GROUP _ OUTER WING | 
NUMBER [MAJOR ASSEMBLY OUTBD FUEL SYS BLADDER TANK INSTL ASSY. 
PART NUMBER | 2 3 4 5 6 


*110-680020-1 
*110-680020-2 
39B5435 

AN4123-2 


АМАНТА 
AN960-416 


110-683045 
78-681211 


AN392-65 
AN960-4 


110-683001 
110-683009-7 
110-683013 
110-683012 


ΑΝΊ4-15 
200-1/4 
AN364-1032 
АМ960-10 
АМ23-ВА 


78-681312 


AN'14- 15 
200- 1/4 
AN364- 1032 
AN960-10L 
AN525-10-7 


110-683009-3 
110-683013 
110-683012 


ΑΝΊ4-15 
200-174 
AN364- 1032 
AN960-10 
AN23-8A 
110-683009-7 
2F1-6-11474-1 
2F1-6-11474-3 


2F1-6-11474-2 
2F1-6-11474-4 


2F1-6-11475-1 
2F1-6-11475-3 


2F1-6-11475-2 
2F1-6-11475-4 


2F1-6-11476-1 
2F1-6-11476-3 


In 11 Opty 
Instl + O 


T.O. 1C-119F-4 


na from fig. 12) 


fuel sys bladder LH (See fig. 9) 
fuel sys bladder RH (See fig. 9) 
filler (AA) 

tank filler cap raised 3.00 in. ID 
TS 


t4^ npa 1/4-28 x 29/32 in. 


ain stl reg ser 1/4 in. bolt 


filler cap adapter 


Flapper |- uel tank 2" inter-conn 


TS 
Flar hd stl 1/8 x 2-1/32 in. 


Washer + Plain stl reg ser No. 4 bolt 


el tank flapper 


ა -| Fuel tank flapper sup. 
Plate i 


- Rib|reinf main inter-conn washer 


Spacer -| Fuel|cell main inter-conn 


Spacer -| F eh 
катуе ING TS 


АСЕ |stl| drld hd 1/4-28 x 1-21/32 in. 
r - Lock-O-Seal (Franklin C. Wolfe, Beverly Hills, Calif) 


Se e ing thin stl 10-32 
Y laih stl reg ser No. 10 bolt 
evis $1 10-32 x 17/32 in. 


ΑΡΗ 181 drid hd 1/4-28 x 1-21/32 in. 


Washer + Wock-O-Seal (Franklin C. Wolfe, Beverly Hills, Calif. 


Nut -|Self еа thin stl 10-32 
Washer + Plain stl light ser No. 10 bolt 
ew - Washes hd stl 10-32 x 7/16 in, 


Gale ee cell spacer 
Plate 


ib|reinf main inter-conn washer 


Spacer – Füel|cell main inter-conn 


Wash 


со ΩΩ ΩΩ ΩΩ anaes 


ING PARTS 
ΑΕΠ |stl| drid hd 1/4-28 x 1-21/32 in. 
Lock-O-Seal (Franklin C. Wolfe, Beverly Hills, Calif.) 
f locking thin sti 10-32 
Blain stl reg ser No. 10 bolt 
C Ris m 10-32 x 17/32 in. 
t 4 Fuel|cell main inter-conn spacer 
89V + No. 4 outer panel bladder LH (GY) 


ll Assy 4 No. 4 outer panel bladder LH (Gy) (Use for spare 


replacement in lieu of part No. 2F1-6-11474-1) 


ll Assy 4 Nó. 4 outer panel bladder RH (GY) 


H 
11 


11 
11 


11 
11 


. 4 outer panel bladder RH (GY) (Use for spare 
ent in lieu of part No. 2F1-6-11474-2) 

. 5 outer panel bladder LH (GY) 

. 5 outer panel bladder LH (GY) (Use for spare 
ent in lieu of part No. 2F1-11475-1) 

. 5 outer panel bladder RH (GY) 

. 5 outer pane] bladder RH (GY) (Use for spare 
ent in lieu of part No. 2F1-6-11475-2) 

. 6 outer panel bladder LH (GY) 

. 6 outer panel bladder LH (GY) (Use for spare 
ent in lieu of part No. 2F1-6-11476-1) 


N 
e 
N 
N 
e 
N 
N 
e 
N 
N 
e 


Section П 
Group Assembly Parts List 


UN! TS} USABLE 


თ ით OU OU OU APP PPP Pr >>> >>>>> > PPP Pepe >> >> >> >>>> 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP OUTER WING 


FIGURE & UNITS] USABLE 
აი. MAJOR ASSEMBLY — OUTBD FUEL SYS BLADDER TANK INSTL (cont) ON 
PART NUMBER 


2F1-6-11476-2 e No. 6 outer panel bladder RH (GY) 

2F1-6-11476-4 e Ng. 6 outer panel bladder RH (GY) (Use for spare 
acement in lieu of part No. 2F1-6-11476-2) 
2F1-6-11477-1 e -| №. 7 outer panel bladder LH (GY) 

2F1-6-11477-3 el -| Ng. 7 outer panel bladder LH (GY) (Use for spare 
ο... in lieu of part Νο, 2F1-6-11477-1) 


2F1-6-11477-2 - №. 7 outer panel bladder RH (GY) 


2F1-6-11477-4 e я 7 outer panel bladder RH (GY) (Use for spare 
e 


| ent in lieu of part Νο, 2F1-6-11477-2) 
2F1-6-11478-1 š Ng. 8 outer panel bladder LH (GY) 
2F1-6-11478-3 е Ng. 8 outer panel bladder LH (GY) (Use for spare 
ement in lieu of part No. 2F1-6-11478-1) 
2F1-11478-2 e Мо. 8 outer panel bladder RH (GY) 
2Е1-6-11478-4 š №. 8 outer panel bladder RH (GY) (Use for spare 
ү! in lieu of part Мо. 2F1-6-11478-2) 
2F1-6-11479-1 e ‚ 9 outer panel bladder LH (GY) 
2F1-6-11479-3 e - 9 outer panel bladder LH (GY) (Use for spare 
ent in lieu of part No. 2Е1-611479-1) 
2F1-6-11479-2 "| №. 9 outer panel bladder RH (GY) 
2F1-6-11479-4 - 9 outer panel bladder RH (GY) (Use for Spare 
ent in lieu of part No. 2F1-6-11479-2) 
2Y1-6-11480-1 . 10 outer panel bladder LH (GY) 
2F1-6-11480-3 - 10 outer panel bladder LH (GY) (Use for spare 
ement in lieu of part No. 2F1-6-11480- 1) 
2F1-6-11480-2 - №. 10 outer panel bladder RH (GY) 
2F1-6-11480-4 – No. 10 outer panel bladder RH (GY) (Use for spare 
tement in lieu of part No. 2F1-6-11480-2) 
2F1-6-11481-1 - 11 outer panel bladder LH (GY) 
2F1-6-11481-3 Nq. 11 outer panel bladder LH (GY) (Use for spare 
ent in lieu of part No. 2F1-6-11481- 1) 
2F1-6-11481-2 . 11 outer panel bladder RH (GY) 
2F1-6-11481-4 Νο. 11 outer panel bladder RH (GY) (Use for spare 
ement in lieu of part No. 2F1-6-11481-2) 


თ ით ით ით ით ош ით aw ош ош ош a 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 
R4Q-2 131690 thru 131719 


R4Q-2 131662 thru 131689 
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Section II 


T.O. 1C-119F-4 
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Figure 14. Outer Panel Fuel System Bladder Tank Installation 


Section IL T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [| GROUP 


OUTER WING UN I TS| USABLE 


Number |MAJOR ASSEMBLY TANK INSTL - OUTER PANEL FUEL SYS BLADDER ο. 

PART NUMBER 
14 *110-680020-1 Tank Intl |. Outer panel fuel sys bladder (See fig. 9) Ref A 
*110-680020-2 Tank Instl|- Qutér panel fuel sys bladder (See fig. 9) Ref Α 
- 1 | 110-680017-1 | Liner -:Outer, panel fuel cell #4 side 1) А 
110-680017-2 L ic - o panel fuel cell 44 side 1 A 
- 2 110-680012-1 Liner -|Outer| panel fuel cell #4 front 1 A 
110-680012-2 Liner - Outer panel fuel cell #4 front 1 Α 
- 3 110-680013-1 | Liner -|Outer| panel fuel cell #4 rear 1 A 
110-680013-2 Liner -;Outer panel fuel cell #4 rear 1 Α 
- 4 110-680018-1 Liner - oe panel fuel cell #5 side 1 A 
110-680018-2 Liner -;Outer panel fuel cell #5 side 1 Α 
- 5 |110-680007-3 IL ne -|Outer panel fuel cell #5, 46 & #7 side 4 A 
- 6 110-680014-1 Liner - Outer panel fuel cell #5 front 1 A 
110-680014-2 L ner - Outer panel fuel cell #5 front 1 Α 
- 1 110-680015-1 Liner - Outer panel fuel cell #5 rear 1 A 
110-680015-2 Linef -iOuter panel fuel cell 45 rear 1 Α 
- 8 110-680006-3 Liner - Outer panel fuel cell #6 front 1 A 
110-680006-4 Liner -;Outer panel fuel cell 46 front 1 А 
- 9 110-680006-5 Liner - Outer panel fuel cell 46 rear 1 A 
110-680006-6 Liner -|Outer| panel fuel cell #6 rear 1 A 
-10 110-680007-5 L | -|Outer panel fuel cell #7 & #8 side 2 A 
-11 110-680006-7 Liner -|Outer panel fuel cell #7 front 1 A 
110-680006- 8 Liner - Oute panel fuel cell #7 front 1 A 
-12 110-680006-11 Liner -|O Al panel fuel cell #7 rear 1 A 
110-680006- 12 Liner -jOuter panel fuel cell #7 rear 1 A 
-13 110-680007-7 Liner -|Outer panel fuel cell #8 & #9 side 2 A 
-14 | 110-680006-13 Liner - Outer| panel fuel cell #8 front 1 A 
110-680006- 14 L M - Outer panel fuel cell 48 front 1 A 
-15 110-680006-15 Liner - eI panel fuel cell 48 rear 1 Α 
110-680006-16 Liner - Outer panel fuel cell 48 rear 1 A 
-16 110-680007-11 Liner - ο. panel fuel cell #9 & #10 side 2 A 
-17 110-680006-17 Liner -|Outer panel fuel cell #9 front 1 A 
110-680006- 18 Liner -lOuterj panel fuel cell #9 front 1 A 
-18 | 110-680006-23 Liner - Outer panel fuel cell #9 rear 1 A 
110-680006.24 L i - [Outer] panel fuel cell 49 rear 1 A 
-19 110-680007-13 Liner - o1 panel fuel cell 410 & #11 side 2 A 
-20 110-680006-25 Liner -|Outer panel fuel cell #10 front 1 A 
110-680006-26 L πο. - Outer panel fuel cell #10 front 1 | A 
-21 | 110-680006-27 Liner - ое panel fuel cell #10 rear 1 | A 
110-680006-28 L πε -|О εὖ panel fuel cell #10 rear 1 | A 
-22 | 110-680007-15 L >. -|Outer panel fuel cell #11 side 1 | A 
-23 110-680009-3 Liner - oder panel fuel cell #11 front 1 Α 
110. 680009-4 Liner - Outer panel fuel cell 411 front 1 A 
-24 110-680009- 7 Liner -|Outer panel fuel cell #11 rear 1 A 
110-680009-8 L net = оше panel fuel cell #11 rear 1 A 

USABL MODEL DESIGNATION SERIAL NUMBER 
წვით 
А R4Q2 131662 thru 131719 
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Section II 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


6410 


Outer Wing Panel Assembly 


Figure 15. 
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Revised 1 April 1958 


Section H 
Group Assembly Parts List 


FIGURE & | GROUP 
ας MAJOR ASSEMBLY 
PART NUMBER 


*110-130004-1 
*110-130004-70 
*110-130004-2 
*110-130004-80 
110-130001-87 
110-130001-91 
110-130001-92 
110-130001-97 
110-130001-98 
110-130001-105 
110-130001-111 
110-130001-115 
110-130001-116 
110-130001-125 
110-130001-133 


AN525-10-6 
AN525-10-7 
AN525-10-9 
AN525-10-12 
110-130014 
110-130014-10 
110-130014-20 
110-130014-30 


110-130014-40 


NAS229-9 


18 -100022-40 
18-100045 
AN525-10-6 


18-100044-30 
110-683035-110 


AN507-1032-6 


110-130015 
110-130015-10 


NAS229-9 


78-100045 
AN525-10-6 


78-100044-30 
78-100044 


AN507-1032-6 


110-130017-1 


60 


OUTER WING 


Т.О; 1C-119F-4 


OUTER WING PANEL ASSY 


Door| А#зу|- 
ATTACHING PARTS 


Quter wing access 

o wing access 
uter wing access 

date wing access LH 


8 - 
ару 
Assy |- 


y _ 

y - 

uter wing access RH 

uter wing access 
uter wing access 

dues wing access 
uter wing access 

P iA wing access 
uter wing access 


Washer hd stl 10-32 x 7/16 in. 
Washer hd stl 10-32 x 9/16 in. 
Wash r hd sti 10-32 x 3/4 in. 


Wash hd stl 10-32 x 3/8 in. 


Aday - 
А - 
Assyl- 
Assy 
Ней of part No. 110-130014) 
Assy | - 

u ი 
G 


шег wing fuel cell access 
uter wing fuel cell access LH (See fig. 
uter wing fuel cell access RH (See fig. 


art No. 110-130014) 


li 
ტეო cm PARTS 
Screw -|Braz hd Frearson recess 


Assy 
Assy, - Outer wing fuel ga access 
G ARTS 

- Washer hd stl 10-32 x 3/8 in. 


dutdr wing access door fuel ga sup. 


TS 


88у 
6 PAR 
უღ Pak deg. flat hd stl 10-32 x 3/8 in. 


ву |- е wing fuel cell access 
Assy|- Outer wing fuel cell access (See fig. 16) 
G PARTS 


Braz იძ Frearson recess 


- Outer wing 


sy 
I Gb TS 
rew -|Washer hd stl 10-32 x 3/8 in. 


r wing access door fuel ga sup. 
TS 


-M 


ch flat hd stl 10-32 x 3/8 in. 


- Quter wing fuel cell access LH 


- puter wing sealed fuel cavity LH (See fig. 3) 
uter wing sealed fuel cavity LH (See fig. 3) 
1 wing sealed fuel cavity RH (See fig. 3) 
ხა r wing sealed fuel cavity RH (See fig. 3) 


- Outer wing fuel cell access LH (Use for spares in 


uter wing fuel cell access RH (Use for spares in 


- Outer wing fuel pump drain (For prior usage of 
subject part See fig. 10 index 1 & fig. 12 index 1) 


Outer wing fuel pump sup. wing access door 


UNITS] USABLE 


16) 
16) 


Revised 15 January 1956 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section П 
Group Assembly Parts List 


FIGURE 4 GROUP OUTER WING UNITS | USABLE 

PER | ON 
NUMBER [MAJOR ASSEMBLY OUTER WING PANEL ASSY (Cont л ы 
PART NUMBER 123 45 6 


110-130017-10 Assy + Outer wing fuel cell access LH (See fig. 16) B 
110-130017-2 : А Outer wing fuel cell access RH A 
110-130017-20 : | Outer wing fuel cell access RH (See fig. 16) B 
110-130016-1 А Outer wing fuel cell access LH A 
110 -190016-10 ჩ Outer wing fuel cell access LH (See fig. 16) B 
110-130016-2 А Outer wing fuel cell access RH A 
110-130016-20 A Outer wing fuel cell access RH (See fig. 16) B 
NAS 229-9 d Frearson recess (Use on part No. 110-130017-1, 
-20) АП 
NAS229-9 hd Frearson recess (Use on part No.110-130016-1, 
-2) -10 & -20) #11 
200-10 
t., Beverly Hills, Calif.) (Use on part No. 
16-1, -2, -10 & -20) АП 
110-100029 ter wing fuel cell access door side All 
110-100031 Β uter wing fuel cell access door end An 
110-100011 е -|Ошег wing fuel cell top All 
110-100011-10 e -|Оч{ег wing fuel cell top All 
*'18-210005 y ter wing stab. access АП 
78-210005-10 ssy + Outer wing access (Use on part No.110-130004-1) All 
78-210005-10 oor Assy + Outer wing access (Use on part No.110-130004-1) All 
*78-130067 - Qutér wing outbd ail. bkt АП 
78-130067-1 id - Qutér wing outbd ail. bkt cover АП 
А б PARTS 
AN525-10-6 crew - Washer hd stl 10-32 x 3/8 in. 
*110-135023 Inst] - Outer wing gyro flux gate trans access LH 
K 
*110-135023-11 Inst] - Outer wing gyro flux gate trans access LH 
M 
110-135023-3 Outer wing access All 
A PARTS 
AN525D10-8 asher hd ΑΙ al 10-32 x 1/2 in. АП 
*110-741097-1 
Μ 
Νο Number Ν 
15005-2-A1 0 
AN365B428 cking copper base 21 1/4-28 M 
AN960D416 ain А] а] reg ser 1/4 in. bolt M 
AN4DD5A M 
B1239823-1 i | 
N 
110-133047-1 C 
110-133047-10 
| No: 110-133047-1) D 
110-133047-2 ing TE upper access RH C 
110-133047-20 
D 
AN525D10-10 r hd ΑΙ al 10-32 x 5/8 in. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & [GROUP ОПТЕН WING UN ITS] USABLE 


აი MAJOR ASSEMBLY OUTER WING PANEL ASSY (cont) რა 
PART NUMBER 
110-134010 Window |Assy - Outer wing upper surf. All 
110-134010-5 Pjate - Outer wing upper surf. window assy All 
АТТАС ING PARTS 
AN520B10R9 Screw -| Mach rd recessed hd brass 10-32 x 9/16 in. All 
*110-133070-1 B Insti - Outer wing tie down LH All 
*110-133070-2 B In$tl - Outer wing tie down RH All 
78-136007 ~ Tie down All 
ATTACHING PARTS 
AN3-12A ტი stl 10-32 x 1-9/32 in. 411 
АМ960А 10L Her - Al al light ser No. 10 bolt All 
78-136009L B - si wing tie down LH All 
78-136009R B - Outer wing tie down RH АП 
B111745X Βφοορίαξ]ε] - uter wing fuel nozzle grounding (MAL) G 
AN3117-1 Receptacle - puer wing fuel nozzle grounding (Use for spares 
lidu df part No. B111745x) H 
*110-133049-1 Reinforéing Instl - Outer wing fuel filler neck LH АП 
*110-133049-2 Rei ordin Instl - Outer wing fuel filler neck RH All 
A3122-14-59 Clamp 4 Outer wing hose (TIN) All 
А3122-12-59 mp Outer wing hose (TIN) All 
110-133049-35 - ba r wing panel fue] filler neck 1/2 ID x 5.00 in. All 
110-133049-15 - Wing outer panel fuel filler neck .50 OD x .035 x 
5./00 in. All 
110-133049-17 Ww g outer panel fuel filler neck aromatic res syn 
1/2 ID x 22.00 in. All 
110-133049-23 - Wing outer panel fuel filler neck .50 OD x .035 x 
2.00 in. 


110-683002-23 


Fitting Win outer panel fuel cell vent 


m RAM 


110-133067-21 Fitti a outer panel lower compression rib LH All 
110-133067-22 Fitti ing outer panel lower compression rib RH All 
78-131073 Fitting + Wing outer panel upper splice center 17 All 
78-131074 Férging|- Wing outer panel upper splice center ftg 1 АП 
78-133142L Fitting + Wing outer panel compression rib front spar upper LH 1 АП 
78-133142R Fitting + Wind outer panel compression rib front spar upper RH 1 All 
78-133141L Fitti | ing outer panel compression rib rear spar lower LH 1 All 
78-133141R F ише ind outer panel compression rib rear Spar lower RH Al 
*110-741010-1 Electrical Inst] - Wing outer panel LH (See fig. 17) All 
*110-741010-2 E ectrical nstl - Wing outer panel RH (See fig. 17) All 
*111-130005-1 Leading] Edge|Assy - Wing outer panel LH (See fig. 18) P 
*111-130005-10 L pading Edge |Assy - Wing outer panel LH (See fig. 18) Q 
*111-130005-2 T ng| Edge |Assy - Wing outer panel RH (See fig. 18) P 
*111-130005-20 Leading) Edge|Assy - Wing outer panel RH (See fig. 18) Q 
*110-130003-1 T ln Edge| Assy - Wing outer panel LH (See fig. 20) All 
*110-130003-2 Trailing Edge Assy - Wing outer panel RH (See fig. 20) All 
*110-132044-1 Rib Ass Wing outer panel center sealed fuel cavity АП 
110-683915-21 Fitti 1 ing outer panel fuel cavity drain All 
USA. LE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 
Α C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 
B R4Q2 131662 thru 131719 
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Revised 15 February 1957 


PART NUMBER 


T.O. 1C-119F-4 


GROUP OUTER WING 
MAJOR ASSEMBLY OUTER WING PANEL ASSY (Cont. ) 


MODEL DESIGNATION 


C-119G 


Section 


H 


Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8081 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8082 thru 53-8156 
IK-441 and Subsequent 


51-2662 thru 51-8031 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8116 


51-8032 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8117 thru 53-8156 
IK-441 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-5932 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5933 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


51-8032 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8117 thru 53-8156 
IK-441 and Subsequent 
131690 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 


52-5889 thru 52-5954 
52-6036 and Subsequent 


UN i TS] USABLE 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-441 and Subsequent 


C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 313719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 


64 Revised 15 February 1957 


Section II 


T.O. 1C-119F-4 


Figure 16. Outer Wing Access Door Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GRoup OUTER WING 


FIGURE & UNI TS] USABLE 
INDEX = 0M 
NUMBER [MAJOR ASSEMBLY DOOR ASSY - OUTER WING ACCESS Cope 
ხლის სხა 
16 110-130014-10 per Assy|- Quter wing fuel cell access LH (See fig. 15) Ref | A 
110-130014-20 | Door Assy|- Quter wing fuel cell access RH (See fig. 15) Ref A 
- 1 110-680033-1 Tur -|Outer| wing cell 4 5 door inbd 1 A 
110-680033-2 Liner sued wing cell 4 5 door inbd 1 А 
- 2 78-100040-11 ie r Outer wing access door 2 A 
- 3 78-100040-9 Pad + Outer wing access door 2 A 
- 4 78-100040-12 Pad + Оше ing access door 1 Α 
- 5 18-100043 Pad + bd vins access door center 1 A 
- 6 78-100041 Раа + Outer wing access door center 1 A 
110-130015-10 | Door| - Outer idi fuel cell access (See fig. 15) Ref A 
- 7 18-100040-12 Pad + Outer wing access door 2 A 
- 8 78-100040-11 Pad + = wing access door 2 A 
- 9 78-100040-9 Pad + Outer wing access door 2 A 
-10 78-100041 Pic + Outer ite access door center 2 A 
-11 78-100043 Pad + Outer wing access door center 1 A 
110-130017-10 | Door Assy;- Outer wing fuel cell access LH (See fig. 15) Ref A 
110-130017-20 | Door| Agsy |- ied wing fuel cell access RH (See fig. 15) Ref A 
110-130016-10 or Ачу - ni r wing fuel cell access LH (See fig. 15) Ref A 
110-130016-20 | Door|Assy|- Outer wing fuel cell access RH (See fig. 15) Ref A 
-12 105-130009-1 Pha + оше. wing access door (Use on part No. 110-130017-10 & 
-20) 2 A 
-13 18-100041 Раа Ї foal sius access door center (Use on part No. 110- 
130017-10 & -20) 1 A 
-14 110-680030-3 aa - odor m cell # 4 access door inbd (Use on part No. 
110-130016-10) 1 |A 
110-680030-4 Ae - 0-130 wing cell # 4 access door inbd (Use on part No. 
110-130016-20) 1 А 
-15 110-680030-5 Liner - (Outer) wing cell # 4 access door inbd (Use on part No. 
110-130016-10) 1 A 
110-680030-6 Linel - 0-430 wing cell # 4 access door inbd (Use on part Νο, 
110-130016-20) 1 A 
-16 110-680031-1 L пе - Outer | wing cell 4 4 access door outbd (Use on part No. 
110-130016-10) 1 A 
110-680031-2 Liner - бы wing cell # 4 access door outbd (Use on part Νο, 
110-130016-20) 1 A 
-17 110-680032-1 Lines - წა eine cell # 4 access door center (Use on part No. 
110-130016-10) 1 | A 
110-680032-2 Liney - Ou ein cell # 4 access door center (Use on part No. 
110-130016-20) 1 [А 
U px MODEL DESIGNATION SERIAL NUMBERS 
D 
A R4Q-2 131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Figure 17. Wing Outer Panel Electrical Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE გ [GROUP OUTER WING | 


INDEX | Mayor ASSEMBLY WING OUTER PANEL ELECTRICAL INSTL 


NUMBER 
PART NUMBER 


*110-741010-1 
*110-741010-2 ectri¢al Inst] 
#110-740010-871 А 
#110-744362-1 


UNITS|USABLE 
ON 


Wing outer panel RH (See fig. 15) 
р ү - Fuel booster pump L wing (See fig. 391 and 392) 
ssy -|Fuel booster pump L wing (See fig. 392) 


#110-740010-885 Cable Assy -|Fuel booster pump R wing (See fig. 391 and 392) 
#110-744364-1 C Mi გაგ. -|Fuel booster pump R wing (See fig. 392) 
#110-740010-873 Cable Assy -|Fuel qty L wing (See fig. 391 and 392) 
#110-744363-1 сы; ABE - |Fuel qty L wing (See fig. 392) 
#110-740010-887 C ү Bee ~ (Fuel qty R wing (See fig. 391 and 392) 
#110-744365-1 Cable Assy - Fuel qty R wing (See fig. 392) 
110-745001 Support - i 1 cell elec cable 

A THC G PARTS 
AN'42D6 > amp + Loon type sup. 


AN3030-5 ight Assy ~ Circular formation 

TS 

rew 4 82° flat hd mach stl 4-40 x 3/8 in. 

Light Assy - Circular formation (without lamp and cover) 


T43-1/4 bulb sc mini bay. base 


АМ505-4-10 
AN3030-0A 
AN3121313 


> 
EP 
რ 
2 
Q 
> 


t^ 
Dp 
8 


AN3040-1B Cover 4 Circular formation light (Lunar white) 
AN3144-4502 Lamb – Par 436 bulb screw term. base LH 
10-6-81 Leng - οἳ (LH) (AW) 

110-749058 Bracket Assy| - Pssing light LH 


AT CHING [PARTS 
AN515-8-8 Screw Rd- hd mach stl 8-32 x 1/2 in. 
110-749058-3 » სი ket ~ Wing outer panel passing light (Made from part 
1 No. AN3146-1) 


Par 464 bulb landing 


#AN3130-4560 
#AN3130-4559 
No Number 

2A203-225 


(Type AT225/AP) (Spec MIL-A-7458) (GFAE) (ORTI) 
G PARTS 


p ра 

Lamp - Раг 464 bulb landing 

>. თის AT225A/APN) (Spec MIL-A-7458) (GFAE) 
n 
Pei 


AN510-416-12 Sere Flat hd mach st1 1/4-28 x 9/4 in. 
AN510-416-14 shrew Flat hd mach stl 1/4-28 x 7/8 in. 
No Number ansmitter - Remote compass type MB-1 (GFAE) (For 
p subsequent acft see fig. 15) 

B1239823-1 Limiters, Compass shock mt (ECP) (Included with type 

sine compass) 
56-B6 вы - Elec nes type therm (LEN) 
*110-759011 ine Assy & Instl - Wing outer panel press. (Use on part No. 

| 110-741010-1) 

110-759011-10 Tube Assy - Wing outer panel press. 1/4 OD x .035 x 

56.00 in. B 
110-759011-30 | Assy - Wing outer panel press. 1/4 OD. x .035 x 

1Ρ.00 in. B 
110-759011-50 Tub abs - Wing outer panel press. 1/4 OD x .035 x 

75.00 in. B 
110-759011-70 (8) Assy - Wing outer panel press. 1/4 OD x .035 x 

80.00 in. B 
110-759011-150 Tub => - Wing outer panel press. 1/4 OD x .035 x 

21.00 in. B 
110-759011-90 |. As = Wing outer panel press. 1/4 OD x .035 x 

26.00 in. B 
110-759011-110 Tubé Assy - Wing outer panel press. 1/4 OD x .035 x 

70.00 in. B 
110-759011-130 Tube Assy - Wing outer panel press. 1/4 OD x .035 x 

100.00 in. B 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


წIცსინ & [GROUP © R WIN 


INDEX 


Section Ἡ 
Group Assembly Parts List 


UN I TS| USABLE 


NUMBER 
PART NUMBER 


AN832-4D 
AN815-4D 
#110-740010-855 
#110-744360-1 
#110-740010-833 
#110-744359-1 
110-725010-851 
#110-740010-831 
#110-744358-1 
#110-750010-851 
#110-754196-1 


#Alternate Parts 


Revised 1 August 1959 


MAJOR ASSEMBLY WING OUTER PANEL EI RICA N on 
2 3 4 5 6 


Flared tube bhd & univ 

Flared tube 

Landing and formation lights L wing (See fig. 
392) 

Landing and formation lights L wing (See gig. 


Landing and formation lights R wing (See fig. 
392) 
Landing and formation lights R wing (See fig. 


Auto pilot L wing (See fig. 391 and 392) 
Ail. trim tab R wing (See fig. 391 and 392) 
Ail. trim tab R wing (See fig. 392) 
APN-12 lead ant. (See fig. 391 and 392) 
Lead ant. (See fig. 392) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 and Subsequent 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 

131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


ІК -441 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8081 
IK-441 thru IK-442 
C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8082 thru 53-8156 
IK -443 and Subsequent 


51-2662 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-453 
131662 thru 191119 


ON 
CODE 

1 B 
8 B 
1 С 
1 р 
1 С 
1 D 
1 АП 
1 C 
1 D 
1 F 
1 G 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE à GROUP ი В. WIN UNITS] USABLE 
NUMBER [MAJOR ASSEMBLY — WING OUTER PANEL ELECTRICAL INSTL (Cont ON 


CODE 
იიი“ isese | 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-7864 thru 53-7884 
IK-454 and Subsequent 


| R4Q2 131662 thru 131719 
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Section II 


T.O. 1C-119F-4 


Wing Outer Panel Leading Edge Assembly 


Figure 18. 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


. d R WING UN I TS] USABLE 
NUMBER [MAJOR ASSEMBLY LEADING EDGE ASSY - WING OUTER PANEL E 


PART NUMBER 


*111-130005-1 ing Edge Assy - Wing outer panel LH (See fig. 15) E 
*111-130005-10 ing Edge| Assy - Wing outer panel LH (See fig. 15) F 
*111-130005-2 i dgé Assy - Wing outer panel RH (See fig. 15) E 
*111-130005-20 i бе Aşsy - Wing outer panel RH (See fig. 15) F 
*111-130004-1 ind Edge Assy - Wing outerppanel LH E 
*111-130004-10 ing Edge Assy - Wing outer panel LH F 
*111-130004-2 | ing Edge Assy - Wing outer panel RH E 
*111-130004-20 | ing Edge) Assy - Wing outer panel RH F 
110-134016-1 Assy|- Wing outer panel LE air inlet LH All 
110-134016-2 Agsy|- Wing outer panel LE air inlet RH All 
*18-132566L | Wing landing light glass LH G 
*78-132566-10 Wing landing light glass LH H 
*78-132566R l- Wing landing light glass RH G 
*78-132566-20 | Wing landing light glass RH H 
T8-747138L i Wing landing light LH G 
110-747123-1 Shield 1 Wing landing light LH (Use for spares in lieu of 
part No. 78-747138L) H 
78-747138R wing landing light RH G 
110-747123-2 i ing landing light RH (USe for spares in lieu of 
No. 78-747138R) H 
78-135122-1L | landing light cover вир. LH All 
78-132122-1R ing landing light cover sup. RH All 
78-132566-5 - Wing landing light glass All 
18-132566-8 - Wing landing light glass АП 
78-134019-1L Wing landing light glass LH All 
78-134019-1R | Wing landing light glass RH АП 
18-132566-6 - | landing light glass #11 
78-132566-7 + Wing landing light glass AN 
78-135121-1L, – Wing landing light cover sup. LH ΑΙ] 
78-135121-1R + Wing landing light cover sup. RH All 
АТТА PARTS 
AN507-1032R10 S¢rew 4.100? flat hd recessed mach stl 10-32 x 5/8 in. G 
AN507-1032R10 S¢rew + 100° flat hd recessed mach stl 10-32 x 5/8 in. H 
AN525-10-11 Screw 4 Washer hd stl 10-32 x 11/16 in. G 
AN525-10-12 Serew + Washer hd stl 10-32 x 3/4 in. H 
18-135122-2L Frame | landing light cover sup. LH All 
78-135122-3L ο. ing landing light cover sup. LH B 
78-135122-2R Frame |- | landing light cover sup. RH All 
18-135122-3R dis - Wing landing light cover sup. RH B 
78-132566-12 Gasket |- Wing landing light glass : All 
78-132566-14 G თ - Wing landing light glass B 
78-132566-9 Gasket |- Wing landing light glass All 
78-134019-21, үр + Wing landing light glass LH All 
78-134019-2R Cover + Wing landing light glass RH All 
78-132566-13 Gasket |- Wing landing light glass All 
78-132566-11 G ii - | landing light glass АП 
78-135121-10L F - Wing landing light cover sup. АП 
78-135121-10R F - Wing landing light cover sup. All 
C RTS 
AN3-4A Bolt Ае stl 10-32 x 21/32 in. АП 
18-135121-21, рро - Wing landing light glass LH АП 
78-135121-2R - Wing landing light glass RH All 
*110-134000 1 -|Wing passing light glass (Use on part No. 
| 130005-1) All 
110-134004-3 - Wing passing light cover J 
110-134004-13 K 
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INDEX 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & GROUP OUTER WING 


Section II 
Group Assembly Parts List 


UN TS) USABLE 


үл 
110-134000-33 Gasket | - Wing passing light cover 2 All 
110-134000-31 G T - Wing passing light cover 1 J 
110-134000-23 d et|- Win passing light cover 2 J 
110-134000-35 Gasket |- Wing passing light cover 2 J 
110-134006-3 Frame |- Wing passing light cover inner 1 АП 

ACHING PARTS 
AN507-10-12 T + 100° flat hd mach stl 10-32 x 3/4 in. 18 All 
110-134004-5 Frame - Wing passing light cover 1 C 
110-134004-7 F e Ta passing light cover 1 D 
110-134000-27 G iet ing passing light cover 2 
110-134000-25 G - Wing passing light cover 2 C 
110-134000-37 G - Wing passing light cover 2 D 
110-134001-5 C Wing passing light glass 1 АП 
110-134000-17 G - Wing passing light cover 4 All 
110-134006-10 F - Wing passing light cover inner 1 All 
C PARTS 
AN3DD4 B Al al 10-32 x 17/32 in. All 
110-134006-5 Wing passing light cover inner All 
*110-131000-1 ing outbd panel front LH (See fig. 19) All 
*110-131000-2 Wing outbd panel front RH (See fig. 19) All 
MODEL DESIGNATION SERIAL NUMBERS 
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C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


51-8098A thru 51-8111А 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
151662 thru 131719 


51-8098A thru 51-8109A 


51-2662 thru 51-8097 
51-8110A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 
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Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & 
სსს [MAJOR ASSEMBLY — LEADING EDGE ASSY - WING OUTER PANEL (бу 


PART NUMBER 


| 
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MODEL DESIGNATION 


C-119G 


SERIAL NUMBERS 


51-2662 thru 52-5922 
92-5924 thru 53-3194 
53-8069 thru 53-8156 
IK-441 thru IK -442 
131662 thru 131719 


52-5923 
53-3195 thru 53-7884 
IK -443 and Subsequent 


131662 thru 131719 


51-2662 and Subsequent 
51-8098 and Subsequent 
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Section H 


T.O. 1C-119F-4 


6113 


Wing Outboard Panel Front Spar Assembly 


Figure 19. 
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Section П 
Group Assembly Parts List 


*110-131000-1 
*110-131000-2 
78-133013 


AN365-1216 
AN364-1216 
AN960-1216 
AN182-34A 
NAS464P12-42A 
AN365-918 
AN960-916L 
AN179-33A 
AN365-720 
AN960-716 
AN177-25A 


78-133049-1 
78-133049-2 
78-133049-3 
78-133049-4 
78-133049-5 
8-133009 


AN365-624 
AN960-616L 
AN176-26A 
AN176-25A 
AN365-624 
AN960-616 
AN176-22A 


78-133050-1 
78-133050-2 
78-133050-3 
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Span Аззу|- 
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T.O. 1C-119F-4 


MAJOR ASSEMBLY WING OUTBD PANEL FRONT SPAR ASSY 
PART NUMBER | 2 3 4 5 6 


ut - Self locking stl 3/4-16 
ut + Self flocking thin stl 3/4-16 


Bolt - Асі 
Holt - Clo 


Holt - Ас! 


Bolt|- Λο 


close to! stl 3/4-16 x 3-21/32 in. 
e tol shear 


Vasher - f in stl reg ser 3/4 in. bolt 


ut ~ Self locking stl 9/16-18 

i Plain stl light ser 9/16 in. bolt 
close tol stl 9/16-18 x 3-17/32 in. 
ut - Self /locking stl 7/16-20 
Vasher - Plain stl reg ser 7/16 in. bolt 
close tol stl 7/16-20 x 2-23/32 in. 


Shim - Wing putbd front spar lower hinge 
S АА - Wing putbd front spar lower hinge 
8 
5 
8 


im - Wing butbd front spar lower hinge 
im - [Wing putbd front spar lower hinge stl 
im - [Wing putbd front spar lower hinge stl 
linge η Wing! outbd front spar upper 
TTA ch G|PARTS 
lut + Self ho king stl 3/8-24 
Washe lain stl light ser 3/8 in. bolt 
Bolti- Acft lose tol stl 3/8-24 x 2-53/64 in. 
Bolt|- Acft close tol stl 3/8-24 x 9-45/64 in. 
Nut L Self locking stl 3/8-24 
Washer - Plain stl reg ser 3/8 in. bolt 
cft close tol stl 3/8-24 x 2-21/64 in, 


ihg butbd front spar upper hinge 
ing putbd front spar upper hinge 
ing putbd front spar upper hinge 


MODEL DESIGNATION SERIAL NUMBERS 


ing outbd panel front LH (See fig. 18) 
Spar Assy| - Wing outbd panel front RH (See fig. 18) 
ine VI მით outbd front spar lower 

HING |PARTS 


All 


All 


All 


C-119G 


C-119G 


R4Q2 


C-119G 


51-8144A thru 51-8168A 
52-5847 thru 52-5954 
52-6028 and subsequent 
IK-441 and subsequent 


51-2662 thru 53-7855 
53-8069 thru 53-8156 
IK-441 thru IK-453 
131662 thru 131719 


53-7856 thru 53-7884 
IK-454 and subsequent 


Revised 15 February 1957 


Section II 


T.O. 1C-119F-4 


თ 


e 


Verl 


Meee 


= 


Outboard Wing Panel - Trailing Edge Assembly 


Figure 20. 


ΤΙ 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP OU TER WING 


UNITS] USABLE 
MAJOR ASSEMBLY OUTBOARD WING PANEL - TRAILING EDGE ASSY ine 
ΕΠΣ; ΗΝ ΠΡΕΠΕΙ 
20 *110-130003-1 Traillng Edbe MX - Outbd wing panel LH (See fig. 15) 
*110-130003-2 Trailing rou взу - Outbd wing panel RH (See fig. 15) 
*110-683043 Plate |Assy el sys tank vent terminating 
- 1 110-683044 ы a el sys tank vent terminating J 
110-683044-3 Fi ting -| Fuel sys tank vent terminating (Use for spares in 
lieù of part No. 110-683044) K 
- 1A | 78-130020-21 Dobr - Flap mech access 
- 2 78-130020-22 Dobr Pap a ch access 
TAC ne RTS . 
8| - 3 AN525-10-7 Screw - Washer hd stl 10-32 x 7/16 in. 
*110-130018-1 Tr ss Intl l- Wing outer panel inbd flap hinge rib reinf LH 
*110-130018-2 Truss Instl |- Wing outer panel inbd flap hinge rib reinf RH 
- 4 110-135029 Truss Assy|- Wing outer panel 1იხძ flap hinge rib reinf 
A (ვეთ. RTS 
- 5 AN365-1032 u sue locking stl 10-32 
AN960-10 asher + Plain stl reg ser No. 10 bolt 
AN23-19 Bolt – Clevis stl 10-32 x 1-7/32 in. 
- 6 110-135028 racket Азау ~ Wing outer panel inbd flap hinge rib reinf 
russ 
ATTACHING PARTS 
-1 AN365-428 ut - Self locking stl 1/4-28 E 
AN365-428 Nut - E locking stl 1/4-28 F 
AN365- 1032 M Self locking stl 10-32 F 
AN960-416 w her 4 plain stl reg ser 1/4 in. bolt E 
AN960-416 asher 4 Plain stl reg ser 1/4 in. bolt F 
AN960-10 asher 4 ში stl reg ser 10-32 in. bolt F 
AN4-4A рой -| Adft stl 1/4-28 x 17/32 in. E 
AN3-5A | - Adtt stl 10-32 x 21/32 in. F 
AN4-5A ΓΕ t - Аш p 1/4-28 x 21/32 in. 
*110-132021-1 Rib Assy, - tae flap hinge LH 
*110-132021-2 Rib Assy| - Wing flap hinge RH 
- 8 78-133046 racket + Flap upper sup. bellcrank 
- 9 78-113115 racket + Flap lower sup. bellcrank 
Bulkhead! Al - Vert LH 
Bu iiia Agsy|- Vert RH 
Rib A sj - Wine outer panel LH 
Rib Assy|- Wing outer panel RH 
Bulkhead Agsy|- Vert LH 
τ khead| Assy |- Vert RH 
ih Assy|- Wing outer panel LH A 
*110-132025-10 რი Agsy| - te outer panel LH B 
*110-132025-2 Rib Assy| - Wing outer panel RH A 
*110-132025-20 Rib Assy] - Re outer panel RH B 
-10 78-133036 Fitting Assy - Flap act. lever sup. 
-11 78-163110 Bracket hee Wing flap hinge 
-12 Е5103585-, 281 ushing + Press fit stl .5061 OD x .3120 ID x . 281 in. 
*110-135014-1 Bulkhead) Assy |- Wing flap upper sup. bellcrank LH 
*110-135014-2 Bulkhéad Assy |- Wing flap upper Sup. bellcrank RH 
-13 110-135012-3 Bushi ο Wing flap sup. bellcrank bhd 
*110-135013-1 ate ad A$sy|- Wing flap lower bellerank sup. LH 
*110-135013-2 Bulkhead Assy|- Wing Пар lower bellcrank вир. RH 
-14 110-135012-5 Bushing Wing flap sup. bellcrank bhd 
*110-134011-1 Control st - АП, bal tab LH 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


FIGURE & |GROUP OUTER WING UNITS] USABLE 


სახ" «კის ASSEMBLY OUTBOARD WING PANEL - TRAILING EDGE ASSY (cont) ON 
PART NUMBER I| 23 4 5 6 à 


*110-134011-2 Control Instl – Ail. bal tab RH 
8-152218 Bracket - Wi 
*110-132028-1 
*110-132028-10 
*110-132028-2 
*110-132028-20 
78-133037 hs 


*110-132031-1 Rib Ass 

*110-132031-10 Rib Assy - Wing panel LH 

*110-132031-2 Rib Assy - Wing panel RH 

*110-132031-20 Rib Assy - Wing panel RH 
8-133040 irit SSy - Ail. hinge 
110-133075-10 Fi 


awwer Baga 


ting Assy - Ail. hinge (Use for spares in lieu of part No. 
1841358040) 
AE4 მისის - Ail. hinge ftg (SHA) 

ri 


щоб 
кашын 


AB4A Ben ihg - Ail. hinge ftg (SHA) 
78-727217L Bracket ain ail. mech inbd LH 

18-727217R Bracket + in ail. mech inbd RH 
*78-132067L Rib Авзу| - Wik panel LH 
*78-132067R Ri Арву - Wing panel RH 

78-133037 Fittin м hinge 
*110-720030-1 ade Contrals Inst! - Outer panel LH (See fig. 21 & 22) 
*110-720030-2 асе Controls Inst! - Outer panel RH (See fig. 21 & 22) 
*78-132066L ib Assy| - Wing panel LH 
*78-132066R Rib Assy] - Wing panel RH 

78-133037 TS - um hinge 

*110-132032-1 Rib Assy| - Wing outbd panel 
*110-132032-2 Rib Assy - Wing outbd panel 

8-133040 Fitting Assy - Ail. hinge 

110-133075-10 Fitting Assy - Ail. hinge (Use for spares in lieu of part No. 
5181133040) | 


шоо Q 


Bearing + Ail. hinge ftg (SHA) 

Rib Assy| - Wing outbd panel LH 

Rib Assy| - Wing outbd panel RH 
78-133037 ү -|Ail. hinge 

*110-131001-1 Spar Assy - Wing outer panel rear LH 

*110-131001-2 Spar Assy - Wing outer panel rear RH 
18-133140L racket + Wing outer panel compression rib att LH 
18-133140R racket - Wing outer panel compression rib att RH 
110-133002 > ке |- Wing outer panel геаг враг upper 

АТТА G PARTS 

AN365-428 Nut - Self locking stl 1/4-28 

AN960-416L r 4 Plain stl light ser 1/4 in. bolt 

AN960-416 | һег ფო stl reg ser 1/4 in. bolt 


sir r Ail. hinge ftg (SHA) 


AN4-7A t stl 1/4-28 x 29/32 in. 

NAS54-14A ose tol stl 1/4-28 x 1-17/32 in. 
NAS54-12A Pond tol stl 1/4-28 x 1-9/32 in. 
110-133006 ing rear spar upper hinge 
FS104D208-. 248 ing + Al al 1.250 OD x .5000 ID x . 248 in. 


110-133001-21 i ing outer panel rear spar lower 
А RTS 

AN365-624 Self locking stl 3/8-24 

AN960-616 Washer + Plain stl reg ser 3/8 in. bolt 

NAS56- 26 Bolt 4C MM tol stl 3/8-24 x 2-53/64 in. 

NAS56-30 Bolt Ἶ Close tol stl 3/8-24 x 3-5/64 in. 
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Group Assembly Parts List 


FIGURE & {GROUP OUTER WING 


INDEX 
NUMBER 


80 


MAJOR ASSEMBLY 


AN365-820 
AN960-816 
NAS58-31 


110-133005 
18-121201 

78-727300L 
78-727300R 


T.O. 1C-119F-4 


UN ITS} USABLE 
OUTBOARD WING PANEL - TRAILING EDGE ASSY (cont) ჩია nel 
PART NUMBER I 23 4 5 6 
Self ocking stl 1/2-20 1 
- Plain stl reg ser 1/2 in. bolt 2 
Olose tol stl 1/2-20 x 3-7/32 in. 1 
g outer panel rear spar lower hinge AR 
- Main ail. mech 1 
- Main ail. mech outbd LH 1 
et} - Main ail. mech outbd RH 1 
- Bevel No. 10 bolt 4 


FS2603-3-16 


MODEL DESIGNA TION 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-2717 

51-8016 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 
53-8069 thru 53-8156 


51-8004 thru 51-8015 
51-2717 

51-8016 thru 51-8097 
51-17365 thru 53-7884 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 53-7884 
IK-441 & Subsequent 
131662 thru 131719 


53-8069 thru 53-8156 


51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 


51-8004 thru 51-8015 
51-2116 

51-8017 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 
131662 thru 131719 
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FIGURE & [GROUP OUTER WING UNITS USABLE 


ας MAJOR ASSEMBLY OUTBOARD WING PANEL - TRAILING EDGE ASSY (cont) 


PART NUMBER 
20 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-3211 thru 53-7884 
53-8131 & Subsequent 
IK-446 & Subsequent 
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Section II 


Outer Ῥαπε] Surface Controls Installation 


Figure 21. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP OUTER WING 


FIGURE & UN I TS| USABLE 
ας MAJOR ASSEMBLY OUTER PANEL SURFACE CONTROLS INSTL ON 


PART NUMBER 12 3 ს 5 6 


*110-720030-1 
*110-720030-2 
110-727220-50 
110-727220-70 
AN155-80L 
110-720001-50 
78-727229 
78-727269-10 
110-720015-10 
110-720015-30 
AN155-16L 
*78-727260 
*110-727035-1 
78-727204-1 
178-727028 
AN161-16RS 
18-121239 
78-727201 


m 
g 


Ace თი folg Instl - Outer panel LH (See fig. 20) 
ntrolg Instl - Outer panel RH (See fig. 20) 

able Assy -|Main αἰ], outer panel (See fig. 390) 
Cable Assy -|Main ail. outer panel (See fig. 390) 


Es 
g 


ock - |Cable|pulley (Made from part No. NAS35) 
Cable Assy -|Surf. conl ail. lock & tab (See fig. 390) 
Cable TT -| Lock panel surf. conl (See fig. 390) 
able d -|Lock panel surf. conl (See fig. 390) 
Barrell- Trnbkl 
En ett elease Instl - Main ail. lock 


Barrel |~ Trnbkl 
Rod E Sy - Surf. conl term. 


το соло თ н> 55 εὖ = 


Emergency Release Instl - Main ail. lock 
Reducer -|Emer releasemain conl lock 
uL - Emer release main conl 


ჯ 
ულ 
ლ 


rk -[Trhbkl 
Spring p Emer release main ail. lock 
s ву| - Emer release main ail. lock 


AN155-16S τής] |- Trnbkl 

110-720015-50 C ble ssy - Lock panel surf. conl (See fig. 390) 
110-726217-1 [sprit F Surf. conl lock 

AN210-6A Pulley ti-friction brg conl 


*110-727200-1 
*110-727200-2 
110-727201-21 
110-727201-22 


"d Ὅ 


Bra Κα LL - Main ail. pulley LH 
Bh 13 თი - Main ail. pulley RH 

aqket - Mმ1ი 211, pulley LH 
ელი - IMain ail. pulley RH 


საა Дюк πὶ πὶ = = кн = о @ кою κα κα = wee 


ed on fig. 22) 


MODEL DESIGNATION 


SERIAL NUMBERS 


Α C-119G 51-2662 thru 52-5846 
52-6000 thru 52-6027 
53-8069 thru 53-8156 

R4Q2 131662 thru 131719 


B σ-119α ` 52-5847 thru 52-5954 
52-6028 thru 53-7884 
IK-441 and Subsequent 
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Figure 22. Outer Panel Surface Controls Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


αν wasa UN ITS| USABLE 

ON 
МЕХ [MAJOR ASSEMBLY OUTER PANEL SURFACE CONTROLS INSTL Ka 
PART NUMBER | 23 4 5 6 


(Contin ed from figure 21) 


*110-720030-1 Contrbls| Inst] - Outer panel LH (See fig. 20) 
*110-720030-2 Controls! Inst] - Outer panel RH (See fig. 20) 
110-727240-10 hea + Main ail. outbd mech 


110-727240-20 88V + Main ail. outbd mech 

ING PARTS 

AN310-4 astellated air frame stl 1/4-28 

AN960-416 | - Pa n stl reg ser 1/4 in. bolt (Use on part No. 110- 
121 240-10) 

AN960-416L - Plain stl light ser 1/4 in. bolt (Use on part No. 110- 
1240-20) 

AN4-11 st] 1/4-28 x 1-5/32 in. (Use on part No. 110-727240- 


AN4-16 st] 1/4-28 x 1-25/32 in. (Use on part No. 110- 
0) 
AN4-13 st] 1/4-28 x 1-13/32 in. (Use on part No. 110- 


AN4-15 1/4-28 x 1-21/32 in. (Use on part No. 110- 

0) 

110-720001-10 nd Assy ~ Surf. conl term. 

AT48A aring| (TOR) | 
AN316-6R Tr stl RH thd 3/8-24 

110-727280-10 Assy j- Main ail. mech surf. conl (Use on part No. 

121240-10) 

110-727280-30 2 – Main ail. mech surf. conl (Use on part Νο 


1240-20) 

FS105884-.122 pacer stl .50 OD x .120 x .122 in. 
110-727210 4 Шш ail. inbd mech 

110-727205 4 Main ail. outbd mech 

PARTS 

AN4-12 stl 1/4-28 x 1-13/32 in. 

AN4-24 stl] 1/4-28 x 2-21/32 in. 

AN4-11 stl] 1/4-28 x 1-5/32 in. 
AN960-416 - Hlain stl reg ser 1/4 in. bolt 
AN320-4 ft shear stl 1/4-28 


110-72001-10 nd Assy = Surf. conl term. 

AT4SA aring| (TOR) 

AN316-6R u Check stl RH thd 3/8-24 | 
78-727222 I BY |- ს ail. inbd mech (Use on part No. 110- 

0 
78-727219 | Main ail. outbd mech (Use on part Νο. 110- 
7217205) 
*110-727235-1 і Assy & Inst] - Main ail. inbd LH 
*110-727235-2 i Assy & Instl - Main ail, inbd RH 

110-727202-1 ssy - Main ail. mech inbd LH 

110-727202-2 Assy - Main ail. mech inbd RH 
TS 
AN3 64-624 Self locking thin stl 3/8-24 
AN960-616 = Blain stl reg ser 3/8 bolt 
AN6-33 cft stl 3/8-24 x 3-29/64 in. 


AN200K6 ing|- Heavy duty ball 
FS109864-.187- 
- Press fit stl .3766 OD x .250 ID x . 5016 fl dia 
ix 1062 fl lgth x . 187 in. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP OUTER WING 
MAJOR ASSEMBLY OUTER PANEL SURFACE CONTROLS INSTL 


FIGURE & 


PART NUMBER 


718-727211L 
78-727211R 


y + Main ail. mech inbd LH 


AN364-524 
AN960-516 
AN5-33 


AN200K5 
18-721213-1 


Heavy duty ball 
ain ail. mech inbd & оша (Made from part No. 
4A) 
ain ail. mech inbd & outbd (Made from part No. 
5-11А) 
Nu -|Сһеси stl RH thd 5/16-24 
Idler Instl 4 Main ail. LH 
Idipr ხან Mpin ail. RH 

ody + Main ail. 
ARTS 


78-727213-3 


AN316-5R 
*110-727230-1 
*110-727230-2 

78-727208 


AN364-428 Nut - Self 1 cking stl 1/4-28 
AN960-416 Washer + Plain stl reg ser 1/4 bolt 
AN4-22A Bolt 4 ΑΦ t1 1/4-28 x 2-13/32 in. 


AN201K4A 
18-721331 
78-727325 


Bebring L Intermediate duty ball 
Br თი r Ail. sensitivity cartridge sup. 
C ας ο - #11, sensitivity spring (See fig. 23) 
თა CHING TS 
Nut - | Aoft ae stl 10-32 


M sher + Plain stl reg ser No. 10 bolt 
i 10-32 x 1-5/32 in. 


AN320-3 
AN960-10 
AN3-11 


*110-727225-1 
*110-727225-2 
110-727204-1 
110-727204-2 


Aspy & Instl - Main ail. outbd LH 

Meachanism |Авву & Instl - Main ail. outbd RH 
sdy Main ail. mech outbd LH 

y 4 Main ail. mech ора RH 

TS 

Nut - Acft ghear stl 3/8-24 

Washer ain stl reg ser 3/8 bolt 

Bolt 4 Ајн 89 3/8-24 х 3-5 /64 in. 


AN320-6 
AN950A616 
AN6-30 


d 
μας 
6 
τὰ 
=i 
= 
το Ὁ 


AN200K6 eae g + Heavy duty ball 
e - 


78-727213-2 SET п ail. mech inbd & outbd (Made from part No. 
AN5-10A) 
78-727213-4 Screw - js ail. mech inbd & outbd (Made from part No. 
5-13A) 
| AN316-5R Nut - = 80 RH thd 5/16-24 
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Figure 23.  Aileron Sensitivity Spring Cartridge Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP OUTER WING 


FIGURE & 
να. MAJOR ASSEMBLY AILERON SENSITIVITY SPRING CARTRIDGE ASSY 
part numser πα 


78 -727325 Cart idde Assy -| Ail. sensitivity spring (See fig. 22) 
RE4F5 End 4 Rod (ЕДЕ) 
AN316-5R Nut - Cheek stl RH thd 5/16-24 


UN I T$] USABLE 


> 


Ref 
1 1 
1 1 
2 78-727327 Cap Assy - Ail. sensitivity upper 1 All 
3 FS103A65-680 Bushing |- Press fit Al bronze . 3766 OD x .3120 ID x .680 in. 1 All 
4 78-7277333 Spring - Ail. sensitivity 1 All 
5 78-7127329 C aed -| Ail. sensitivity lower 1 All 
6 K3A | ng (FAF) 1 All 
7 78-727323 Plunger|- Ail.| sensitivity spring cartridge 1 All 
8 78-727322 Sleeve -| Ail sensitivity cartridge 1 All 
FS103A65-. 560 Bushing - ires fit Al bronze . 3766 OD x . 3120 ID x .560 in. 1 All 
78 -727332 Spring - Al ensitivity 1 All 
18-121321 Spacer + Ail. sensitivity spring 1 | AU 
18-121324-10 Вагге1 1. sensitivity cartridge 1 A 
78-121324-30 Bir Ail. sensitivity cartridge (Use for spares in lieu of part 
No. 18-1771324-10) 1 B 
78-727324-2 Screw -|Ail. sensitivity cartridge (Made from part No. 
AN500A8-4) 1 B 


M peel oN MODEL DESIGNATION SERIAL NUMBERS 
σ ; 


А C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8102 


B C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 
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Figure 24. 


87 


Revised 1 October 1958 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & 


სს [MAYOR ASSEMBLY TAIL INSTL 


PART NUMBER 


*110-200050-10 
*110-200050-30 
*110-200050-50 
*110-200201-1 stl|- Tail LH (See fig. 25) 

*110-200201-2 ing Instl- Tail RH (See fig. 25) 

110-220051-50 V ssy - Covered zero bal (May be used for AF spares 
u pf part No. 110~220051-110) (See note) (See fig. 


110-220051-110 ator Assy - Covered zero bal (Use for AF Spares in lieu 
р Νο. 110-220051-50) (See note) (See fig. 26) 
О 


E:| Багі No. 110-220051-50 and 110-220051-110 may 
be used for AF spares in lieu of part No. 110- 
220051-170 except 110-726315-1 replaces 110- 
726297-10 and add 2 req 110-726290-31, 4 req 
ach AN398-60, AN380-3-4 and AN960-816 
110-220051-170 atdr Assy - Covered zero bal (Use for spares in lieu of 
parti Ng. 110-220051-50 and -110) (See fig. 26) 
127-220001 r Ass) - Covered zero bal (See fig. 26) 
G|PARTS 
AN310-6 cft castle stl 3/8-24 
AN960-616L in stl light ser 3/8 in. bolt 
AN6-33 1 3/8-24 x 3-29/32 in. 
110-240060-10 Sy|- Covered (Use on LS) (See fig. 31) 
110-240060-90 Assy |- Covered (Use on LS) (See fig. 31) 
=> Use for spares in lieu of part No. 110-240060-10 
110-240070-50 ASSy|- Covered (Use on LS) (See fig. 31) 
110-240070-110 Agsy |- Covered (Use on LS) (See fig. 31) 
110-240070-150 Sy - Covered (Use on LS) (See fig. 31) 
110-240060.30 Sy - Covered (Use on RS) (See fig. 31) 
110-240060-110 Sy - Covered (Use on RS) (See fig. 31) 
: | Use for spare in lieu of part No. 110-240060-30 
110-240070-70 Sy|- Covered (Use on RS) (See fig. 31) 
110-240070-130 sy|~ Covered (Use on RS) (See fig. 31) 
110-240070-90 Sy |- Covered (Less act. use as AF service repl) 
fig. 31) 
110-240070-230 y|- Covered (See fig. 31) 
: | Less act. use for AF spares in lieu of part No. 
070-90 
127-240003-10 - Covered (Use on LS) (See fig. 31) 
127-240003-30 - Covered (Use on RS) (See fig. 31) 
127-240003-50 ~ Covered (Less act. use as navy service repl) 


121 -240003 -70 - Covered (See fig. 31) 

:| Less act. use for Navy spares in lieu of part 
. 121-240003-50) 

PARTS 

АМ№Т4-7 t sfl drld hd 1/4-28 х 29/32 in. 

AN960-416 lain stl reg ser 1/4 in. bolt 

AN310-4 castel stl 1/4-28 

AN960-416 Plain stl reg ser 1/4 in. bolt 

AN4-22 cft stl 1/4-28 x 2-9/32 in. 

AN386-1-13A i hd|No. 1 taper 1-5/8 in. grp x 10-32 
AN975+3 hogen pin (Used on part No. AN386-1-13A) 


AN365-1032 loqking stl 1/4-28 (Used on part No. AN386-1-13) 
110-230-125 i sy (See fig. 32) (See note *) 
110-230125 i Hi(See fig. 32) (See note*) 
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–უ–=.ე.ი........ეეეუქბქუევიღაეოა” 


INDE 4 
ΠΤΙ MAJOR ASSEMBLY TAIL INST ont ON 


CODE 
PART NUMBER I 2 3 4 5 6 


110-230125-10 À tH (See fig. 32) (See note *) 
110-230110 
110-230125-81 See fig. 32) (See note *) 

110-230125-71 See fig. 32) (See note *) 

110-230110-1 IS (See fig. 32) (See note **) 

T NOTE: | Alternate parts for AF (RS only) Navy (Either 
LH or 


Q z Ζω 2 


EBO70 
AN960-716 lain stl reg ser 7/16 in. bolt 
NAS143-7C sink type with .441 in. ID 
FS147-35 renching 7-16/20 x 2-5/16 in. 
NAS143-7C sink type with .441 in. ID 
FS147-35 renching 7-16-20 x 2-5/16 in. 
EBO80 
AN960-816 - Plain stl reg ser 1/2 in. bolt 
NAS143-8C - (sink type with .504 in. ID 
FS148-35 Bolt |- Int wrenching 1/2-20 x 2-3/16 in. 


ee ასა Ph ასა სა ასს > + SP 
> 
= 
= 


78-321130L Fittings As$sy|- Stab. to boom drag rear LH All 
78-321130R Fitting Assay |- Stab. to boom drag rear RH All 
ATTACHING PARTS 
AN365-428 Nut + Self locking stl 1/4-28 2 All 
AN960-416 asler|- Plain stl reg ser 1/4 in. bolt 4 All 
AN4-TA Bolt |- Acft a 1/4-28 x 29/32 in. 2 All 
78-321130-10 be Assy|- Stab. to boom drag ftg rear 1 All 
78-321130-20L Tube А$5у|- Stab. to boom drag ftg rear LH 1 All 
78-321130-20R Tube Assy|- Stab. to boom drag ftg rear RH 1 All 
18-321131L Fitting Assy + Stab. to boom drag front LH 1 All 
78-321131R Fitting Assy + Stab. to boom drag front RH 1 All 
ATTACHING PARTS 

AN365-428 t- Self lpcking stl 1/4-28 2 All 
AN960-416 შია er|- Plain stl reg ser 1/4 in. bolt. 4 All 
AN4-7A i cft stl 1/4-28 x 29/32 in. 2 All 
78-321131-10 Tuba A$sy|- Stab. to boom drag ftg front 1 C 
18-321131-30 Tube Assy|- Stab. to boom drag ftg front (Use for spares 

in lieu of part No. 78-321131-10) 1 All 
78-321131-20L Tuba Agsy, - Stab. to boom drag ftg front LH 1 All 
18-321131-20R Tube Assy] - Stab. to boom drag ftg front RH 1 All 
110-210100-61 abilizer Assy ~ Main (See fig. 33) 1 All 


S 
ATTACHING PARTS 
Nut + Self locking stl 3/4-16 
Washer! ~ Plain stl reg ser 3/4 in. bolt 
NAS143-12 Washer| - Plain type .757 ID 
AN12-21A Bolt|- Acft stl 3/4-16 x 2-9/32 in. 
F 


AN365-1216 
AN960-1216 


*110-230133 piring Agsy|- Ventral fin 

110-230133-35 Ektrusibn |- Rubber 

110-230133-43 Extrusipn |- Rubber 

110-230133-53 Erbe п |- Rubber 

110-230133-33 ელლი Nose 

110-230133-10 Fairing Agsy - Side LH (Use on part Νο. 110-230130-1 or 
-41) All 
110-230133-20 Fgiring Agsy - Side RH (Use on part No. 110-230130-1 or 

-41) AM 
110-230133-30 шш ΑΒΦΘΥ - Side LH (Use on part No. 110-230130-10) All 


= ΒΦ 50 = "V ην > > და 
> 
τ. 
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FIGURE & A 
INDEX 
NUMBER 


PART NUMBER 


110-230133-40 
110-230133-37 
110-230133-38 
110-230133-57 
110-230133-58 
110-230133-47 
110-230133-48 
110-230143-61 
110-230133-62 
#110-230130-41 
#110-230130-51 


AN365-624 
AN365-524 
AN960-616 
AN960-516 
AN6-15 
AN5-12 
#110-230131 
#110-230131-5 
#110-230131-7 


110-23303 
NAS75-5-008 
110-233004 

NAS'15-6-012 


#Alternate parts 


90 
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Fairjin 


Fin Assy 


τ y 


Сар - 


1 
ИЕ 


Fitting 
Bus 


{Ары QN 


COD 


Α 


Fairing 


Fairing - Trailing edge RH 
Ve 


V 


Fin Assy 
arias PARTS 
Self loc 
Nut + Self floc 
Sod ~ Plain stl reg ser 3/8 in. bolt front 
er - Plain stl reg ser 5/16 in. bolt rear 
lt|- | stl 3/8-24 x 1-45/64 in, front 
" - Acf 


D 
Hing 


ntral 
ntral 


king stl 3/8-24 front 


ing stl 5/16-24 rear 


MAJOR ASSEMBLY TAIL INSTL (Cont 


Fairing A8sy - Side RH (Use on part No. 110-230130-10) 
- Side LH (Use on part No. 110-230133-10) 
- Side RH (Use on part No. 110-230133-20) 
g - Side LH (Use on part No. 110-230133-30) 
hiring - Side RH (Use on part No. 110-230133-40) 
Fairing - [railing edge LH (Use on part No. 110-230130-41) 
g| - Trailing edge RH (Use on part No. 110-230130-41) 
Fairing] - [railing edge LH (Use on part No. 110-230130-51) 
(Use on part No. 110-230130-51) 


5/16-24 x 1-11/32 in, rear 


τ 

Chp - T r fin bottom 
ower fin bottom 

Cap |- Шо 


r fin bottom (Future spares procurement in 


y - Lower Їїп to boom att 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119C 


C-119G 


C-119G 


ieu of part No. 110-230131-5 and 110-230131) 


ing - Plain press fit stl .3125 ID x .250 in. 
y - Lower fin to boom att 
- Plain press fit stl. 375 ID x .375 in. 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098 thru 51-8168 


51-2668 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8103 
IK-441 thru IK-442 


51-8098 thru 51-8111 


51-2662 thru 51-2684 
91-8112 thru 51-8115 


51-2685 thru 51-2716 
51-8016 

51-8116 thru 51-8168 
53-8069 thru 53-8102 


51-7968 thru 51-8015 
51-2717 
51-8017 thru 51-8097 
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FIGURE & 
INDEX 


NUMBER [MAJOR ASSEMBLY TAIL INSTL (Cont 
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part wowee Jise ooo o 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBERS 


51-17365 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 


51-2662 thru 51-2716 
51-8016 
51-8112 thru 51-8168 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


51-2662 thru 51-8063 
51-8112 thru 51-8168 
51-17365 thru 51-17367 
52-5922 thru 52-5923 
52-6000 thru 52-6023 
53-3179 thru 53-7884 
53-8104 thru 53-8156 
IK-443 and Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3178 
IK-441 thru IK-442 


51-2662 thru 51-8057 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


51-8058 thru 51-8097 
52-5840 thru 52-5954 
52-6016 and Subsequent 
IK-441 and Subsequent? 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8104 thru 53-8166 
IK-443 and Subsequent 
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Group Assembly Parts List 
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6319 


Figure 25. Tail Fairing Installation 
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Figure & |GROUP TAIL 
მიაქ) MAJOR ASSEMBLY ТАП, FAIRING INSTL 
PART NUMBER 


*110-200201-1 

*110-200201-2 
110-200205-10 
110-200205-30 


110-200205-20 
110-200205-40 


110-200206-10 
110-200206-30 


110-200206-20 
110-200206-40 


110-200204-1 
110-200204-2 
110-726296-1 
110-726296-50 


110-726296-2 
110-726296-60 


AN525-10-8 
АМБ25-10-9 
AN525-10-10 
AN970-3 
110-200201-3 
NAS43-3-10 


78-210005-10 


Revised 15 February 1957 


T.O 1C-119F-4 


Section H 
Group Assembly Parts List 


UNITS] USABLE 


ON 
––>>__9_..3... 
Fdiring [Inst] + Tail LH (See fig. 24) Ref | All 
Fair ing Instl 4 Тш RH (See fig. 24) Ref | All 
Ра ү end F Stab. to boom top LH 1 A 
Fairing |Авву L Stab. to boom top LH (Use for spares in lieu of 
part Νο] 110-200205-10) 1 B 
Fairing ტანა - Stab. to boom top RH 1 À 
Fairing |Assy Г Stab. to boom top RH (Use for spares іп lieu of 
part Νο] 110-200205-20) 1 B 
Fairing |Assy + Stab. to boom bottom LH 1 C 
F. ing heb | Stab. to boom bottom LH (Use for spares in lieu 
| оѓ рагі No. 110-200206-10) 1 D 
Fairing Assy + Stab. to boom bottom RH 1 C 
Firing pace Stab. to boom bottom RH (Use for spares in lieu 
ofl part No. 110-200206-20) 1 D 
T Assy + Fin to boom LH 2 АП 
Fairing ащ F Fin to boom RH 2 All 
iring Assy - Surf. conl lock elev upper LH 1 C 
Fairing ΙΑΘΒΥ + Surf. conl lock elev upper LH (Use for spares 
in T f part Νο, 110-726296-1) 1 D 
iring |Assy + Surf. conl lock elev upper RH 1 D 
Fairing fae Surf, conl lock elev upper RH (Use for spares 
іп lidu of part No. 110-726296-2) 1 D 
ATT. CHING PARTS 
V -| W: a hd stl 10-32 x 1/2 in. 1 All 
-| Washer hd stl 10-32 x 9/16 in. 12 All 
ài - "ha r hd stl 10-32 x 5/8 in. 34 | All 
er |- af No. 10 bolt 12 All 
ег - Asbestos cloth 1.00 OD x . 31 ID x . 06 in. 26 All 
r+ n 5/16 OD x .049 x 5/32 in. 12 АП 
Door| - Acdess (Used on part No. 110-200205-30 & 
| 110-200205-40) 1 Β 
USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
| C-119G 51-8098A thru 51-8111А 
B C-119G 51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
σ C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
D C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8103 thru 53-8156 
IK-443 and Subsequent 
93 
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Figure 26. Covered Zero Balance Elevator Assembly 
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T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


110-220051-50 A გ. 
ieu of part No. 110-220051-110) (See note) (See fig. 24) 
110-220051-110 


ladd 2 req 110-726290-31, 4 req each AN398-69, 

|AN380-3-4 and AN960-816. 

110-220051-170 a sy - Cover zero bal (Use for ΑΕ' spares in lieu of part 
( 220051-50 & -110) (See fig. 24) 


127-220001 
FS1045-10 
110-222070 
110-222070-3 


Covered zero bal (See fig. 24) 


8 type insp 


access 
access 


AN525-10-8 Washer hd stl 10-32 x 1/2 in. 


105-222093-3 
105-222093-5 


lev wt access 

levy wt access 

G PARTS 

1005 flat hd mach stl 10-32 x 7/16 in. 
Truss hd stl 10-32 x 1/2 in. 


AN507-1032-7 
AN526-1032-8 


110-222094-10 ~ Elev access reinf 

110-222094-30 i= Klev access reinf 

ARTS 

° flat recessed hd mach stl 10-32 x 5/8 in. 
μη hd stl 10-32 x 5/8 in. 


AN507-1032R10 
AN526-1032-10 


aA BRK REV BK 


110-728628 


AN364-428 
AN960-416 
AN24-16A 
AN24-18A 
AN24-21A 


ocking thin stl 1/4-28 

n Stl reg ser 1/4 in. bolt 
levis Stl 1/4-28 x 1-1/32 in. 
levis stl 1/4-28 x 1-5/32 in. 
levis stl 1/4-28 x 1-11/32 in. 


RE4F5 od end (FAF) 

AN316-5R eck stl RH thd 5/16-24 
110-728629 ev| spring tab mech 
110-727613 j- Elev conl & spring tab act. 


AN364-524 
AN960-516L - Plain stl light ser 5/16 in. bolt 
AN25-38A ini ΒΗ 5/16-24 x 2-27/64 in. 

r 


G PARTS 
Self locking thin stl 5/16-24 


AN207D5 იფ - Te duty double row ball 
AN200KS4 ngj - Heavy duty ball 

FS109864-. 21- shing| - Fl press fit stl .3766 OD x . 250 ID х. 5016 fl 
. 062 de x .062 fl Igth x . 21 in. 

78-727151 εν spring tab conl adj stop (Made from AN4-21) 
110-727185 lev spring tab conl adj stop (Made from AN5-21) 
110-728402- 10 Sy |- Elev trim tab push pull 

110-72840 2-30 Agsy |- Elev trim tab push pull (Use for spares in lieu of 
part No. 110-72840 2-10) 
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Deleted 
LC-C6 
ALPPH-T6-8 


NAS509-8 
78-727602 


78-727602-3 


78-728001-1 
110-728403-3 
105-728625-10 


Deleted 
LC-C6 
ALPPH-T6-8 


REB3N2 
AN316-5R 
78-728763 
78-728001-3 
110-220057 
127-220002 
110-220058 
127-220003 


AN310-3 


AN960-10 


AN3 -7 


110-223057 
110-223054 


AN365-1032 
AN3-5A 
AN525-10-11 
AN960-10L 
AN960A10L 
52EE048 
AN960A416L 
AN525-416-11 


AN200KS3 L 
110-220055 
110-220056 
110-223060 


in, Rivet stl) huck (HKM) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


pin hi-shear (HKM) 
stl, huck (HKM) 


am 

rf. conl tab act. push pull (Used on part No. 
-128402-10) 

“is conl tab act. push pull (Used on part No. 


28402-30) 

ley trim tab act. push pull 
levy trim tab push pull safety 
Surf. conl elev spring tab 
ARTS 


llar, Rivet pin, hi-shear (HKM) 


= me 


- od end (FAF) 
Check stl RH thd 5/16-24 
Elev spring tab push pull rod 
. conl elev spring tab push pull 
ν covered spring 
v covered spring 
a covered trim 
v covered trim 
HING FARTS 
Acft dastle 10-32 (5 еа. req on part No. 110-220057 or 
12 E (7 ea. req on part No. 110-220058 or 


EA = 5; πὶ μα πι κα κα 


127-22003) 

Plain stl (10 ea. req on part No. 110-220057 or 127- 

4 ea. req on part No. 110-220058 or 127-220003) 
10-32 x 29/32 in. (5 ea. req on part No. 110- 

r 127-220002) (7 ea. req on part No. 110-220058 or 
03) 


lev spring & trim tab horn reinf 
S$y r Elev spring & trim tab 
ARTS 

f locking stl 10-32 

t1 10-32 x 21/32 in. 

her hd 8L1 10-32 x 11/16 in. 
in stl light ser No. 10 bolt 
Washer + Plain Alallight ser No. 10 bolt 
Nut -|Washer face (ΕΝ) 

Washer + Plain stl light 

დ) - Washer hd st] 1/4-28 x 11/16 in. 


** #1 Permissible per T.O. 1C-119-204 


E ring - Heavy duty ball 
Fram οὶ - Elev spring tab (Use on part Νο. 110-220057) 


Fram EET - Elev trim tàb (Use on part No. 110-220058) 
upport Assy - Elev spring tab male hinge (4 ea. reg on 
Αγά Νο. 110~220055) (6 ea. req on part Νο. 


119 - 220056) 
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MAJOR ASSEMBLY 


AN365-1032 
AN960-10L 
AN525-10-10 


KS3L 
105-223055-5 

110-220050-50 
110-220050-110 


110-220050-150 
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T.O. 1C-119F-4 


GROUP TAIL : 


COVERED ZERO BALANCE ELEVATOR ASSY (cont) PER 


ASSY. 
PART NUMBER | 2 3 4 5 6 


TS 
lf locking stl 10-32 


Bearing - (FAF) 
1. acer + Elev tab 


(5 ° με] 27) 


(See fig} 27) 


ON 


C-119G 


C-119G 


R4Q2 


C-119G 


asher |- Plain stl light ser No. 10 bolt 
-| Washer hd stl 10-32 x 5/8 in. 


e Assy 4 Elev xero bal (Use on part No. 110-220051-50) 
e Assy 4 Elev zero bal (Use on part No. 110-220051-150) 
is e fig! 27) 


e Asgy – Elev zero bal (Use on part No. 110-220051-170) 


MODEL DESIGNATION SERIAL NUMBERS 


Section II 
Group Assembly Parts List 


UNITS] USABLE 
ON 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8097 
51-17365 thru 52-5921 
92-5924 thru 53-3165 
53-8069 thru 53-8103 
IK-441 thru IK-442 


91-2662 thru 51-2667 
51-8098A thru 51-8127A 


51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8104 thru 53-8166 
IK-443 & Subsequent 


131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 ги 52-6011 

131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 
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USABL 
COD 


K 


T.O. 1C-119F-4 


GROUP ТАП, 
MAJOR ASSEMBLY COVERED ZERO BALANCE ELEVATOR ASSY (cont) 
PART NUMBER I 2 3 4 5 6 


MODEL DESIGNATION 


C-119G 


` R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


UR TS] USABLE 
ON 
CODE 


SERIAL NUMBERS 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
53-8069 thru 53-8102 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 thru 53-7884 
53-8103 thru 53-8156 
IK-441 & Subsequent 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 
53-8069 thru 53-8077 


51-2668 thru 51-8097 
51-17365 thru 53-7884 
53-8078 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


52-5922 thru 52-5923 
53-3179 thru 53-7884 
53-8103 thru 53-8156 
IK-443 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3178 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 
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Figure 27. Elevator Frame Assembly 
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Section II 
Group Assembly Parts List 


FIGURE ჭ 
INDEX 
NUMBER 


PART NUMBER 


*110-220050-50 

*110-220050-110 
*110-220050-150 
110-220050-85 


AN525-10R7 


110-728758-21 
110-728758-23 


AN365-1032 
AN960-10L 
AN3-10A 


110-727631-21 
110-727623-21 
110-72763 1-22 
110-727623-22 
4576-53-10 


*110-728620-10 
*110-728620-30 
110-222111-21 
110-222111-21 
110-222111-23 
110-222080-30 
110-222080-5 

110-726290-31 


ÀN398-69 
ÀN960-816 


110-726288-3 


AN395-31 
AN960-516 


110-726290-5 
110-726316-1 


AN398-69 
AN960-816 


NAS77-8~40 


110-726317-1 
110-726317-11 


NAS77-8-40 


110-726297-21 
110-726297-10 


110-726315-1 


АМЗ 65-428 


100 


Т.О. 1C-119F-4 


P 


| 


— 
I 
= 


1 
No. 
PARTS 
lodking stl 10-32 


syi- 


GROUP TAIL 
MAJOR ASSEMBLY ELEVATOR FRAME ASSY 


EramelAssy |- Blev zero bal (See fig. 26) 
К#ташеАзву - Blev zero bal (See fig. 26) 
frame|Assy |- Blev zero bal (See fig. 26) 
Door -|Elev access 
AT fadar ор ARTS 
asher hd stl 10-32 x 7/16 in. 


lev spring tab bellcrank 
ν spring tab belicrank (Use for spares in lieu of 


110-728758-21) 


n stl light ser No. 10 bolt 
10-32 x 1-1/32 in. 


[ιόν spring tab cam ᾧ elev horn LH 
lev surf. conl horn 

а у spring tab сат & е1еу horn ВН 

lev surf. conl horn 

Elev tab flex, shaft (Component of Breeze part No, 


d-s -4102) 


hd stl 1/2 x 2-7/16 in. 


lain stl reg ser 1/2 in. bolt 


~ Flanged press fit stl , 6265 OD x .500 ID x 

. #00 in. Ig 

syl- Elev gust lock sector sup. 
Elev gust lock sector sup. (Use for spares in 


f part No. 110-726317-1) 


eu (ο 
ing - Flanged press fit stl .6265 OD x . 500 ID x 
| . 400 in. lg 
Sy. - Surf. conl lock elev sector 
1: Surf. conl lock elev sector (Use for spares іп 
art No. 110-726297-21) 
Sy|- Elev gust lock sector 


RTS 
locking stl 1/4-28 


Cr re Pe σ re 


бо οι 2 gH 


=> 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


TAIL 
FIGURE გ LGROUP UN 1TS| USABLE 
ER MAJOR ASSEMBLY ELEVATOR FRAME ASSY (Cont. ) PER | ON 


ASSY.| CODE 
PART NUMBER 
27 AN364-428 ing thin stl 1/4-28 1 All 
AN960-416L ashe in stl light ser 1/4 in. bolt 4 | All 
AN4-7A 1/4-28 x 29/32 in. 3 All 
AN4-10A 50 |1/4-28 x 1-5/64 in. 1 All 
-21 NAS75-6-016 ing + T fit stl . 5013 OD x . 375 ID х. 500 in. 2 D 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-8098A thru 51-8111A 


C-119G 51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 & IK-442 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 & IK-442 


131662 thru 131719 


51-8098A thru 51-8108A 
52-5922 thru 52- 5923 
53-3136 thru 53-7884 
53-8103 thru 53-8156 
IK-443 and Subsequent 


51-2662 thru 51-8097 
51-8109A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
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T.O. 1C-119F-4 


MAJOR ASSEMBLY ELEVATOR FRAME ASSY (Cont. ) 


ες NEMPE 


MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


SERIAL NUMBERS 


53-8069 thru 53-8102 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 


52-5922 thru 52- 5923 
53-3166 thru 53-7884 
53-8103 thru 53-8156 
IK-443 and Subsequent 


53-3166 thru 53-3170 


52-5922 thru 52-5923 
53-3171 thru 53-7884 
53-8103 thru 53-8156 
IK-443 and Subsequent 
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6773 


Figure 28. Elevator Mechanism Installation 
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Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


104 


group ТАП, 


T.O. 1C-119F-4 


MAJOR ASSEMBLY ELEVATOR MECHANISM INSTL 


PART NUMBER 


*110-728620-10 

*110-728620-30 
110-728752 
110-727634 


AN23-18A 
AN23-16A 
AN960-10L 
AN365-1032 


REB3N 
REB3N2 
AN316-4R 
AN316-5R 
NAS354-4-530 
NAS354-5-530 
105-728622-30 
105-728622-110 


AN23-16A 
AN23-18A 
AN365-1032 


78-728767 
78-728767-10 


RE3H5 
FS107D43-1.00D 
105 -728622-10 
REB3N 
AN316-4R 
78-7128757 
105-728622-10 
105-728622-90 


AN23-16A 
AN365-1032 


REB3N 
REB3N 
AN316-4R 
AN316-4R 
18-128151 
105-728622-50 


AN23-18A 
AN365-1032 


REB3N 
AN316-4R 
RE3H5 
18-128151 
78-728755 


Inst] - Elev spring tab (See fig. 27) 
Inst] - Elev spring tab (See fig. 27) 
yr ao Spring tab push pull 

ASBy 


рагі №. 110-728752) 
= ty TS 


levis} stl 10-32 x 1-5/32 in. 
leyis| stl 10-32 x 1-1/32 in. 

lain stl light (Use on LH rod) 
lf locking stl 10-32 


Rod end (FAF) 

Rod end (FAF) 

k stl RH thd 1/4-28 

k stl RH thd 5/16-24 
solid sti 1/4-28 

b solid stl 5/16-24 
lev spring tab mech 


. 105-728622-30) 

TS 

18 stl 10-32 x 1-1/32 in. 
vig stl 10-32 x 1-5/32 in. 
lodking stl 10-32 


- Elev spring tab mech 


rt No. 78-728767) 

ing - Rod end (FAF) 

Running fit Al αἱ 1/4 OD x 1.00 in. 

- Elev spring tab mech 
ing - Rod end (FAF) 
heck stl RH thd 1/4-28 
lev spring tab push pull rod 

T spring tab mech 


PARTS 
vis stl 10-32 x 1-1/32 in. 
αν. stl 10-32 


იქა 105-728622-70) 


Rod end (FAF) 
Rod end (FAF) 
k stl RH thd 1/4-28 
h stl RH thd 1/4-28 
spring tab push pull rod 
sy|- Elev spring tab mech 
PARTS 
10V18 stl 10-32 x 1-5/32 in. 
6” locking stl 10-32 


NN Rod end (FAF) 
heck 8L1 RH thd 10-32 
Rod end (FAF) 
Spring tab push pull rod 
yi 88V -|Elev spring tab Short push pull 


lev spring tab mech (Use for spares in lieu of 


Hlev spring tab mech (Use for spares in lieu of 


- Elev spring tab mech (Use for spares in lieu 


lev spring tab mech (Use for spares in lieu of 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


group TAIL 


UN I TS} USABLE 
rj 
ATTACHING PARTS 
AN23-18A Balt + Clevis stl 10-32 x 1-5/32 in. All | 
AN365-1032 Nut -| Self locking stl 10-32 All 
RE3H5 Bearing |- Hod end (FAF) All 
78-2876 Tube |Assy - Elev spring tab spliced push pull J 
18-128161-10 Tube Assy lev spring tab spliced push pull (Use for spares 
inllieh of part No. 718-728767) K 
18-128168-30 Tube |Азву + Elev spring tab spliced adj push pull C 
18-128168-50 Tube |Assy lev spring tab spliced adj push pull (Use for 
spards in lieu of part Νο. 78-728768-30) D 
ATTACHING PARTS 
AN23-26A Bolt ee s stl 10-32 x 1-21/32 (Use on RH tube assy) All 
AN23-16A Bolt + Clevis stl 10-32 x 1-1/32 (Use on LH tube assy) All 
AN23-18A Balt + Clevis stl 10-32 x 1-5/32 in. Al 
AN365-1032 Nut - 801 locking stl 10-32 All 
RE3H5 Bearing |- Rod end (FAF) (Use оп part No. 78-728767 δι -10) All 
REB3N Bdaring|- Rod end (FAF) (Use on part No. 78-728768-30 & 
-50) All 
AN3K6-4R Nut - Check stl RH thd 1/4-28 (Use on part No. 78-728768-30 
& |-50) All 
18-728757 d ἡ Elev spring tab push pull rod (Use on part No. 78- 
728768-30 & -50) 1 All 
110-728768 lev spring tab spliced push pull 1 All 
REB3N Bearing|- Rod end (FAF) 1 All 
AN316-4R CHeck stl RH thd 1/4-28 1 All |I 
18-728757 d 4 Elev|spring tab push pull rod 1 All 
FS107D43-1. 00D - Running fit Al al 1/4 OD x 1.00 4 AM |Ë 
110-728756 -| Elev spring tab push pull 1 АП 
105-728626 -|Spring tab mech act 1 All 
TS 
AN23-18A is stl 10-32 x 1-5/32 in 2 All | 
AN365-1032 10C ng stl 10-32 2 All 
REB3N - Rod end (FAF) All 
AN316-4R eck stl RH thd 1/4-28 All | | 
78-7728757 ev|spring tab push pull rod All 
78-728756-10 - Elev spring tab push pull All 
ATTACHING PARTS 
AN23-18A Bolt + Cllevis stl 10-32 x 1-5/32 in. (For opposite att see index 
21А) All 
AN365-1032 Nut - Self locking stl 10-32 All 
REB3N ват - Rod end (ΕΑΕ) АП 
AN316-4R Nut - Check stl RH thd 1/4-28 All 11 
18-128160-10 Tube|Assy|- Elev spring tab push pull G 
18-128160-30 Tube|Assy |- Elev spring tab push pull (Use for spares іп 
lieu of part No. 78-728760-10) H 
RE3H5 Béaring|- Rod end (FAF) All 
78-7728757 End + Elev spring tab push pull rod All 
110-7286 21-10 Веста ssy - Elev spring tab mech All 
105-728621-30 Béllcra ssy - Elev spring tab mech All 
ATTACHI TS 
AN4-11A Bolt + Acft|st] 1/4-28 x 1-5/32 in. (Use on part No. 110- | 
7 а 0) АП 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


AN4-12A 
AN960-416L 
AN960-416L 
105-728621-10 
105-728621-70 


AN4-11A stl 1/4-28 x 1-5/32 in. 
AN960-416L als stl light ser 1/4 in. bolt 


110-728741 Aissy - Elev spring tab mech 
110-727635 Assy - Elev spring tab mech (Use for spares in lieu 
lo. 110-728741) 


À T A AT? 
AN24-25A D^ t – Adft stl |1/4-28 x 2-21/32 in. 
AN960-416 asher + Plain reg ser 1/4 in. bolt 


AN365-428 Nut - elt ldcking stl 1/4-28 


*110-728776 elleyank Support Assy & Instl - Elev spring tab (See fig. 30) 
110-728623-10 artridge Assy - Elev spring tab (See fig. 29) 
Д Д NG OAR TS 
AN365-1032 ut - Self locking stl 10-32 
AN960-10L asher + Plain stl light ser No. 10 bolt 
AN23-16A olt -~ Adft stl 10+32 x 1-1/32 іп. 
AN365-1032 к - Be * ng stl 10-32 


AN960-10 h lain stl reg ser No. 10 bolt 
AN3-10A Bolt j^ ft stl [10-32 x 1-1/32 in. 


BLE O MODEL DESIGNATION SERIAL NUMBERS 
ODE 


A C-119G . 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8127A 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8111A 
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Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


Section II 
Group Assembly Parts List 


SERIAL NUMBERS 


51-2668 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8102 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 
131690 thru 131719 
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Section Π Т.О. 1C-119F-4 


6422 


Figure 29. Elevator Spring Tab Surface Cartridge Assembly 
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FIGURE & 
INDEX 
NUMBER 


о со-- თ თ ს WN = 


110-728623-10 
REB3N2 
AN316-5R 
AN365-720 
110-728716 
FS10381514-2, 75 
110-728719 
FS103887-3. 00 
110-728719-3 
18-128816 
110-728623-5 
110-728718 
Е5103587-. 48 
AN320-7 
110~728624-3 
110-728730 
110-728714 


ა. - 


sher Wei 


ng 


ssy - 


eve Ass 
ing ἡ Elev 


Bushing 


T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


е Assy - Elev spring tab (See fig. 28) 


end (FAF) 
ck stl 5/16-24 R thd 


Self locking stl 7/16-20 
- d Spring tab cartridge 
ng|- 


ress fit stl , 9385 OD x . 8750 ID x 2, 75 in. 

Elev spring tab cartridge 

ress fit stl . 5010 OD х. 4375 ID x 3. 000 in. 
- Elec spring tab cartridge 

Spring tab cartridge 

end preload 

r Elev surf. conl spring tab cartridge cupper 


- Press fit stl . 5010 OD x . 4375 ID x . 48 in. 


Nut + Acft shear stl 7/16-20 
Stud + Hlev spring tab cartridge 

თ eeu lev spring tab cartridge 
ών - ief 


spring tab cartridge 
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T.O. 1C-119F-4 


Section II 


Figure 30. Elevator Spring Tab Bellcrank Support Installation and Assembly 
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FIGURE & 
INDEX 
NUMBER 


30 


Т.О, 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP ТАП. 


MAJOR ASSEMBLY ELEVATOR SPRING TAB SUPPORT BELLCRANK INSTL & ASSY 
ხიიხი ი.ა: 0 0 0 0 0 0 | 


*110-728776 
FS105885-. 062 
78-2813 


UN | TS] USABLE 


Bellctank Ihstl &|Assy - Elev spring tab sup. (See fig. 28) 
Bushing |- Spader stl . 500 OD x . 315 ID x . 062 in. 
Housing |Assy + Elev spring tab bellerank sup. 
ATTACHING FARTS 


AN365-1032 Nut -|Self с stl 10-32. АП 
AN960-10 Washer L Pllain stl reg ser No. 10 bolt ΑΗ 
AN3-5A Bolt ტი 61110-32 x 21/32 in. #11 


NAS50-81 Ring + Int net 1 All 
AN201K5A Bearing |- Intermediate duty ball 1 All 
78-728772 Housing |- Elev spring tab bellcrank sup. 1 АП 
110-728762-21 Arim Elev spring tab bellcrank ` 1 АП 
18-128161-2 Arm - Elev snring tab bellcrank 1 АП 
18-128186 Shaft Asby Elev spring tab bellcrank sup. 1 All 
78-728775 თ თ - Elev spring tab bellcrank sup. 2 All 
78-128181 Shhàft|- Eley spring tab bellcrank sup. 1 | АП 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 31. Covered Rudder Assembly 
112 


Revised 1 April 1958 


FIGURE ἆ 
INDEX 
NUMBER 


110-240060-10 


110-240060-90 


110-240070-50 


110-240070-110 
110-240070-150 


127-240003-10 
110-240060-30 


110-240060-110 


110-240070-70 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section ЇЇ 
Group Assembly Parts List 


overed (Use on LS) (See fig. 24) 
overed (Use on LS) (See fig. 24) 
for spares in lieu of part No. 110-240060-10) 
Covered (Use on LS) (See fig. 24) 
- Covered (Use on LS) (See fig. 24) 
ssy + Covered (Use on LS) (See fig. 24) 
ssy + Covered (Use on LS) (See fig. 24) 
y + Covered (Use on RS) (See fig. 24) 
Covered (Use on RS) (See fig. 24) 
for spares in lieu of part No. 110-240060-30 


ssy + Covered (Use on RS) (See fig. 24) 


110-240070-130 
110-240070-90 


spy + Covered (Use on RS) (See fig. 24) 
[Assy + Covered (Use on AF Spares providing that applicable 
. is used) (See fig. 24) 


110-240070-230 yl 


127-240003-30 
127-240003 -50 


127-240003-70 
110-240025-3 
AN525-10-6 
78-245006-1 
AN525-10-7 
FS1045-10 
110-240065-15 
110-240030-15 
AN525-10-7 
110-728431 
110-738431-11 
LC -C6 
ALPPH-T6-8 
718-727602 
78-727602-3 
78-728001-1 
110-242023 
127-240004 
AN365-1032 
AN960-10 

AN3 -10A 


*110-242021 
110-243005 


AN3 -7A 
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Tube 


ATTACHI 


vered (See fig. 24) 


se for AF spares in lieu of part No. 110-240070-90 
roviding the applicable act. is used. 

y + Covered (Use on RS) (See fig. 24) 

Assy + Covered (Less act.) (Use for R4Q2 spares providing 


appli uH ct. is used) (See fig. 24) 
> 


Covered (Less act.) (See fig. 24) 


far R4Q2 spares in lieu of part No. 110-240003 -50 


r Assy 
к А 
ἀτληρ]- Rud trim tab conl rod . 
CHING PARTS 
Ww- те hd stl 10-32 х 3/8 in. 


- Rud access 


G PARTS 


τ8πιθ assy access 
Γ8πιθ assy access 


Те Adsy|- Rud trim tab upper surf. conl 


sy|- Rud trim tab upper surf. conl (Use for spares in 
ii f part No. 110-728431) 
G PARTS 


Collar + Rivet pin, hi-shear (HKM) 
Pin 4 Rivet stl, huck (НКМ) 


Surf. conl rud trim tab upper push pull 
Surf. conl rud trim tab upper push pull 
urf. conl rud trim tab push pull 
Cóvered rud trim 
Covered rud trim 
ARTS 

M locking st] 10-32 

- Plain stl reg ser No. 10 bolt 


+ Acft| st] 10-32 x 1-1/32 in. 


e Assy - Rud trim tab 
rn|Agsy - Rud trim tab 
G PARTS 

cft stl 10-32 x 29/32 in. 


113 


Section H 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


PART NUMBER 


AN960A10 
AN365-1032 
AN960A10 
AN525-10-10 


AN200K3L 
110-242017 


AN365-1032 
FS 2603 -3 -8 
110-242020 
AN525-10-18 
AN525-10-10 
AN960A10 


110-243007 


AN3 -6A 
AN960A10 


AN200K3L 
110-727460 


LC-C6 
ALPPH-T6-8 


REB3N 
110-727456 
110-727460-10 
110-242024 
127-240005 


AN365-1032 
AN960-10 
AN3-10A 


*110-242022 
110-243007 


AN3-6A 
AN960D10 


AN200K3L 
110-243006 


AN3-6A 
AN960D10 


AN200K3L 
110-240065 
110-240065-10 


110-240030 
110-240030-10 


110-240038 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP TAIL | 


COVERED RUDDER ASSY (Cont) 


Rod uma 


Washer] - Plain ΑΙ al reg ser No. 10 bolt 
ა. Self locking st] 10-32 

asher|- Plain Al al reg ser No. 10 bolt 
S¢rew 4 Washer hd stl 10-32 x 5/8 in. 


Beaning - Heavy duty ball 
Bracket - Rud trim tab 
CHING PARTS 

Nut + Self locking stl 10-32 
sher|- Bevel No. 10 bolt 
Spacer L Rud trim tab frame 
Screw ] Washer hd st1 10-32 x 1-1/8 in. 
8 vs Washer hd stl 10-32 x 5/8 in. 
Washer) - Plain Al al reg ser No. 10 bolt 


TE Assy - Rud tab 
G PARIS 
жн - Acft stl 10-32 x 25/32 in. 
did - Plain #1 21 reg ser Νο. 10 boit 


E - Heavy duty ball 

d spring tab upper surf. conl 
G PARTS 

n pin hi-shear (HKM) 

stl, huck (НКМ) 


arin end (FAF) 
6 rf. conl rud spring tab push pull rod 

A - Rud spring tab upper surf. conl 
x y pvered rud spring 

y 

G 

I 


bvered rud spring 


a 
- 
Uu 


ing stl 10-32 
n stl reg ser No. 10 bolt 
|, st] 10-32 x 1-1/32 in. 


E S > Q OŠ αι! 


ame aly - Rud spring tab 

Fitting Assy - Rud tab 

ING PARTS 

Bolt |- Acft stl 10-32 x 25/32 in. 

Sher|- Plain Al al reg ser No. 10 bolt 


Bla ing - Heavy duty ball 


| н rn Agsy - Rud spring Jab 
ATTAC TS 


G და 
Bolt |- Acft stl 10-32 x 25/32 in. 
ს - Plain Al al reg ser No. 10 bolt 


οκ - Heavy duty ba1l 
58у ud 


a E y ] ad 


ОТЕ: Us for spares in lieu of part Νο. 110-240065 
dc ssy + Rud 
e Assy + Rud 


: Use for spares in lieu of part No. 110-240030 
p Assy -| Rud 


UN I TS] USABLE 
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FIGURE & GROUP TAIL 


INDEX 
NUMBER [MAJOR ASSEMBLY 


110-240039 
110-240022-10 
110-240022-30 


FS2221853-.18 


FS2229S53-03-.15 


78-245008 
78-245008-10 


NAS77-4-63 


110-728417 
110-728416 
110-727453-1 
110-727466-1 


АМЗ 65-428 
AN960-416 
AN4-34A 
110-727444-5 


BH2216 
BH2216-OH 
*110-240024 
110-240024-5 
110-240065-11 
110-240030-11 


AN525-10-7 
*110-728430-150 
*110-728430-110 

401AP3A 

401AT3A 


ÀN365-428 
AN960D416 
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COVERED RUDDER ASSY (Cont) 


CODE 
PART NUMBER 12 3 ს 5 6 


Adtuator Ass 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Group Assembly Parts List 


UNITS] USABLE 
ON 


Else - Rud 
d hinge 


ing + Rud hinge (Use for spares in lieu of part No. 


110-240022-10) 


Bushing - Stl . 3141 OD x . 170 ID x .180 in. (Used with 


110-240022-10) 


Büshing - Fl press fit stl , 3141 OD x . 170 ID x . 4191 fl aid 


x | 09 fl Igth x . 150 in. (Use with 110-240022-30) 


tting Assy - Rud hinge 
tting Assy - Rud hinge (Use for spares in lieu of part No. 


- Fl press fit stl . 3761 OD x . 250 ID x . 500 fl dia 
x | 062 fl lg x . 630 in. (Use on part No. 78-245008-10 
- Rud elec tab surf. conl fwd 

- Rud elec tab surf. conl aft 

ჩათ - Upper rud spring tab mech serf. conl 


245008) 


Agsy - Upper rud spring tab mech surf. conl 

: Use for spares in lieu of part No. 110-727453-1 
PARTS 

fan s stl 1/4-28 


r|- Plain stl reg ser 1/4 in. bolt 
деп stl 1/4-28 x 3-17/32 in. 
- Upper rud spring tab mech brg 


” (ТОВ) (Use on part Νο, 110-727453-1) 

aring|(TOR) (Use on part No. 110-727466-1) 
y - Rud access 

- Rud access 

- Access 

PARTS 

-|Washer hd stl 10-32 x 7/16 in. 


Adtuato Arey - Rud elec tab LH 


- Rud elec tab RH 
tor - Linear (LA) (Use on LS) 


ШР - Linear (LA) (Use on RS) 


ARTS 
Self locking 811 1/4-28 


Washer - Blain Al al reg ser No. 10 bolt 


of 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2684 
51-8112 thru 51-8115 


C-119G 51-2685 thru 51-2716 
51-8016 
51-8116 thru 51-8168 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 


IK-441 & Subsequent 
131662 thru 131719 
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Section Π T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP TAIL 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY COVERED RUDDER ASSY (Cont) 
PART NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 


51-8112 thru 51-8168 


51-2662 thru 51-8029 
51-8098 thru 51-8137 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
51-8138 thru 51-8168 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-8098 thru 51-8128 


C-119G 51-2662 thru 51-8097 
51-8129 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


51-8098 thru 51-8111 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8093 
IK-441 and IK-442 


131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8094 thru 53-8156 
IK-443 & Subsequent 
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FIGURE გ [GROUP 


PART NUMBER 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


ου ee ee eee) 


Section II 


Group Assembly Parts List 


ieee MAJOR ASSEMBLY COVERED RUDDER ASSY HEP PINE RUM '_ 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3178 
53-8069 thru 53-8102 
ІК -441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3179 thru 53-7884 
53-8103 thru 53-8156 
IK-443 & Subsequent 


UN I TS] USABLE 
ON 
CODE 


116A 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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T.O. 1C-119F-4 Section II 


6125 | 


Figure 32. Fin Assembly 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


UN I TS] USABLE 
MAJOR ASSEMBLY A Q: V 


C006 
PART NUMBER 
110-230110 i q e fig. 24) (See note *) A 
110-230110-1 i 8 ig. 24) (See note **) A 
110-230125 1 g e fig. 24) (See note *) B 
110-230125-71 i e fig. 24) (See note **) B 
110-230125-10 i e fig. 24) (See note *) C 
110-230125-81 i ig. 24) (See note **) C 
110-230125 i ig. 24) (See note *) H 

Itgrnate parts for AF (RS only) Navy (Either LH 

r RH) 

Itérnate parts for AF (LS only) 
78-233048 fin access hole All 
ÀN525-10-8 6 АП 
78-233049 8 All 
78-233009 1 All 
AN200KS4 1 All 
78-233005 1 All 
AN200KS4 ing - Heavy duty ball 1 All 
18-233004-10 B - Fin hinge lower 1 All 
AN200KS4 Heavy duty ball 1 Al 
18-233045 T n upper (RH only) 1 D 
78-233045-2 T n upper molded cloth 1 H 
78-233045-2 T n upper molded cloth (RH only) 1 E 
18-233045-10 η n upper molded cloth (RH only) (Use for spares 

ieu of part No. 78-233045 and 78-233045-2) F 

18-233045-30 т Fjn molded cloth (RH only) (Use for spares in 

art No. 78-233045-10) G 
110-233008-1 Tip μον + Fin LH K 

აცი. ON MODEL, DESIGNATION SERIAL NUMBERS 
COD 


C-119G 51-8098A thru 51-8111A 


C-119G 51-2662 thru 51-8063 
51-8112Athru 51-8168A 
51-17365 thru 51-17367 
52-5922 thru 52-5923 
52-6000 thru 52-6023 
53-3179 thru 53-7884 
53-8104 thru 53-8156 
IK-443 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-6064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3178 
53-8069 thru 53-8103 
IK-441 thru IK-442 


C-119G 51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 
51-8098A thru 51-8168A 
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Figure & |GROUP À 
ასს MAJOR ASSEMBLY ΝΑ გ) 
––ა».ა.___ 


| 


Revised 1 August 1959 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


.52-5889 thru 52-5922 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5924 thru 52-5954 
52-6036 thru 53-3194 
53-8069 thru 53-8109 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-8110 and Subsequent 
IK-443 and Subsequent 


131662 thru 131719 


51-2662 and Subsequent 
51-8098 


UN | TS| USABLE 
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Т.О. 1C-119F-4 


Section II 


Figure 33. Stabilizer Assembly - Main 
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120 


FIGURE & 
INDEX 


NUMBER [MAJOR ASSEMBLY 


110-210100-61 
*78-210005 

78-210005-10 
110-726239-30 


NAS443-5 

NAS145-44 
AN960-516 
NAS143-5C 


110-213110-30 
110-213110-10 


AN365-524 
AN960-516 
NAS143-5C 
NAS145-26 


NAS145- 27 


NAS50- 168 
110-213102 


110-213103 
AN206DS8 


110-213100-11 
110-213100-13 
110-213100-15 
110-200061-10 


110-200061-20 


*110-200051-70 
*110-200051-80 
110-200051-190 


110-200051-200 


AN365-428 
AN960-416 
AN4-17A 


*110-741003 
78-749162-3 


56B5C 


AN3030-5 


AN505-4-10 


AN3040-1B 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


STABILIZER ASSY - MAIN 


Door 
Bracket 
Nut - Se 
Bolt + I 


Bracket 
Bracket 


ATTACHING 
Nut - Self loc 
Washer + Plain stl reg ser 5/16 bolt 
| type with .315 D 
ching st1 5/16-24 x 1-5/8 in. (Use on part No. 


Balt + I 
11 


Bea η 


Bu 


Fitting - 
ш 4 
Fitting 4 
Fitting 3 


Fitting 


"m 


Stabilizer Assy - 
Rb Assy |- Stab. access 


ATI CHING 
Washer - Csi 
Ring + n 


Bearing 


Stop Assy 4 


t wre 


As 
РА 


t wre 


п |Ав 


110-7 
shing 


Stab. 
Elev 


ev 


Ellec 


FARTS 


part weer ease ooo I 


Main (See fig. 24) 


Assy - Stab. access 


- Stab. hinge outbd 


PARTS 

ocHing stl int wrenching 5/16-24 
jeune stl 5/16-24 x 2-3/4 in. 

Washer i- Plai 

Washer |- Osink type with . 315 ID 


stl reg ser 5/16 bolt 


Pid - Stab. hinge 
y - Stab. hinge 


TS 
ing stl 5/16-24 


-413110-30) 
Bolt + Int wrenching stl 5/16-24 x 1-11/16 in. (Use on part No. 
11р-213110-10) 


et (Use also on part No. 110-726239-30) 
y - Stab. hinge bkt (Use also on part No. 


26239-30) 


hinge bkt 


10-200061-20) 
TS 


See locking stl 1/4-28 


lain stl reg ser 1/4 in. bolt 
stl 1/4-28 x 2-1/32 in. 


8-749162-3) 
- Circular formation 


flat hd mach stl 4-40 x 5/8 in. 


- Stab. hinge brg (Used also on part No. 
110-726239-30) 
- Heavy duty double row ball (Use also on part 
110-726239-30) 
.| hinge bkt 
.| hinge bkt 


motion stop outbd (Interchangeable with part No. 
110-200051-190) 

| motion stop outbd (Interchangeable with part Νο. 

00051-200) 

1 -|Elev motion outbd 
1 -|Elev motion outbd 
Elev motion outbd (Use for spares in lieu of part 
Να. 110-200061-10) 
Elev motion outbd (Use for spares in lieu of part 


res type therm 0? to 500? (SP AN-B-19) (LEN 
part No. 56B4 same as part No. AN5525-2) 
4 Res therm (LEN) (Use for spares in lieu of part 


წი formation light (Lunar white) 


Section II 
Group Assembly Parts List 


GROUP TAIL 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP ТАП. ; 
MAJOR ASSEMBLY STABILIZER ASSY - MAIN (cont) 


FIGURE & 
INDEX 
NUMBER 


UN 1TS| USABLE 
ON 


PART NUMBER 


AN3121-313 
#110-740010-927 
#110-744368-1 
#110-740010-149 
#110-744308-1 


Lamp - IT-3-1/4 bulb sc mini bay. base 

Cable Assy) - Stab. elec (See fig. 391 & 392) 

Cable Assy - Stab. to tail cone R (See fig. 392) 

Cable Assy - Stab. elec (See fig. 391 & 392) 

Cable Assy - Trim tab circuit thru stab. (See fig. 392) 
PARTS 

Clip + Wire harness (UC) 

Clip - Wire harness (UC) 


49165-22 
49158 


110-211108 


Cover - EA access hole 
ATTACHING PARTS 
Scirew - Washer hd stl 10-32 x 1/2 in. 


ÀN525-10-8 


*110-210102 
*110-210103 
*110-213004-10 
*110-213004-20 
*110-213106-10 
*110-213106-30 


nad F Stab. front 


Spar 
Spar [Assy + Stab. rear 
rir 45 - Stab. front spar attach. fwd 
i s ASSy - Stab. front spar attach. rear 


ing Assy - Stab. rear spar attach. fwd 
ing Assy - Stab. rear spar attach. rear 


78~215049 Bushing|- Stab. spars fwd ftg 
18-215050 Bushing|- Stab. spars rear ftg 
110-210101 Leading Edge |Азѕу - Stab. 


110-210101-1 


Leading |Edge Assy - Stab. 

**NOTE: Use|for spares in lieu of part No. 110-210101 
Tianjitibn & Elbow Assy - Stab. LE LH 

P Rie Elbow Assy - Stab. LE RH 

Surface Controls Instl - Stab. cable (See fig. 34) 


78-774675L 
78-774675R 
*110-720040 


# Alternate Parts 


USA a ON MODEL DESIGNATION SERIAL NUMBERS 
COD 


A C-119G 51-8098A thru 51-8142A 
B 


C-119G 51-2662 thru 51-8097 
91-8143A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 191719 


C-119G 


51-8098A thru 51-8111A 


C-119G 51-2662 thru 51-8097 
51-8112А thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


E C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
93-8069 thru 53-8156 

R4Q2 131662 thru 131719 


F C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-441 & Subsequent 
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Section II 


6427 


Figure 34. Stabilizer Cable Surface Controls Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP ТАП, 


FIGURE & 


UN | TS} USABLE 


სასის [MAJOR ASSEMBLY STABILIZER CABLE SURFACE CONTROLS INSTI vd 
PART NUMBER 
34 *110-720040 Surfa ce|Contrpls| Instl - Stab. cable (See fig. 33) Ref | All 
- 1 110-728630-10 Cable Ίο]. lev tab surf. conl (See fig. 390) 1 All 
- 2 110-728630-30 Cable Assy - ma tab top surf. (See fig. 390) 1 A11 
- 3 AN210-2A Pulley 4 Anti+friction brg conl 4 All 
-4 8-728656 Bracket - ley, tab pulley surf, conl 1 АП 
- 5 | 78-728653 Bracket - Elev tab pulley surf. conl 1 All 
ATTAC ING ARTS 
- 6 | AN365-428 Nut 4 Self locking stl 1/4-28 4 | All 
AN960D416 Asher |- Al dl reg ser 1/4 in. bolt 8 All 
AN4-11A Bolt | Actt οἱ] 1/4-28 x 1-5/32 in. (Use on part No. 
78-728656) 2 All 
AN4-6A Bolt - ad st] 1/4-28 x 1-5/32 in. (Use on part No, 
78- eis 2 All 
AN4-6A Bolt + n sti 1/4-28 x 25/32 in. (Use on part No. 
178-28653) 4 | All 
- 7 78-728099 сатаа - Tab drum cable guard 1 АП 
- 8 18-128094-10 Guard – Tab მოთ cable short 1 All 
- 9 78~728090-10 G EE -| Tab drum cable lg 1 All 
-10 78~728095 Spacer Tab drum cable guard 2 All 
-11 78-727417-2 ar|- წაი, 0ი1 tab cable drum (Made from Breeze part No. 
4859112-10) 1 All 
ATTACHING PARTS 
-12 | AN365-428 Nut 4 sai ocking stl 1/4-28 4 | All 
AN960D416 Washer |- Al al reg ser 1/4 in. bolt 8 | All 
AN4-21A Bolt + Acfti st] 1/4-28 x 2-5/32 in. 2 All 
AN4-13A Bolt F ΠΕ st] 1/4-28 x 1-13/32 in. 2 АП 
*110-728670 Mbchanis UN - Elev surf. conl tab NP | АП 
-13 WS0312-4102-28 Shaft & Case Assy - Flex. (Component of Breeze Assy Νο, 
4116158-4102) (BC) 1 A 
WS0312-3910-28 Shaft & Cage Assy - Flex, (Component of Breeze Assy No. 
4776+58-3910) (BC) 1 B 
WS0312-3910-34 Shaft] & Case Assy - Flex. (Component of Breeze Assy No. 
4116158-3910) (BC) (Use for spares in lieu of (BC) 
n o. WS0312-4102-28, WS0312-3910-28) 1 C 
ATTACHING PARTS 
-14 | AN365-1032 Nut 4 Self locking stl 10-32 4 | All 
AN960D10 Waster - Al al reg ser No. 10 bolt 8 All 
AN3-5A A cft stl 10-32 x 21/32 in. 4 | All 
-15 78-728782 Cli r lev surf, conl flex. shaft 1 #11 
-16 4857-1-1 Block - “| 90° drive coupling (Component of Breeze Assy 
Np 776-58-4102) (BC) 1 All 
USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-2662 thru 52-5869 
52-6000 thru 52-6034 
R4Q2 131662 thru 131719 
B C-119G 52-5870 thru 52-5954 
52-6035 thru 53-7831 
53-8103 thru 53-8148 
IK-441 thru IK-449 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [ GROUP ΤΑΙΙ. 


სას" [MAJOR ASSEMBLY STABILIZER CABLE SURFACE CONTROLS INSTL (Cont. ) 


PART NUMBER 


34 MODEL DESIGNATION SERIAL NUMBERS 
C-119G 53-7832 thru 53-7884 
53-8149 thru 53-8156 

IK-450 and Subsequent 
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Section II T.O. 1C-119F-4 


Figure 35. Final Fuselage Assembly 
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FIGURE & LGROUP 


NDEX 


NUMBER 


35 


MAJOR ASSEMBLY 
PART NUMBER 
*110-300000 


*110-310310 
*110- 1771229 


*110-771246-1 


*110-751000 

127-751021 
*110-310749 
*110-000003 
*110-710631 
*110-720000 
*110-630002 
*110-630567 
*110-790028 
*110-790020 
*110-790051 
*110-710633 
*110-710635 
*110-730003 
*110-730145 


*213-730004 
*213-770015 
*213-310815 


*110-783002-50 
| *110-783002-90 
*110-783002-70 


*110-783002-110 


*110-727800 
*110-710000 


*110-710000-10 


*110-773870 
*110-770000 


*110-733001-1 


*110-796100-11 


*110-741118 
110-749098 


110-710165 


*110-680511-1 


Revised 1 February 1959 


FUSELAGE 
FINAL FUSELAGE ASSY ` 


1 2 3 4 5 6 


Fuselage Assy 


US 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 
Group Assembly Parts List 


UNITS] USABLE 


Seat Insti – 
Seat Instl - 


Anterina | In 
Controls In 
Center Win 
Instrument 
Controls In 
Engire oe 


თი B 


Ῥαπε] Α 
15 


ai 


АВЕ ON 
CODE 


dux 

Power Hlant 
Hand |Startér 
Tubing "iia - Pilots inst panel (See fig. 257) 


(See 
Heat, S dc & Deicing Instl - Fus & cockpit (See fig. 
Heat, урц! on & Deicing Instl - Fus & cockpit (See fig. 


Haat, р, Ἐν, : & Deicing Instl - Fus & cockpit (See fig. 
t 


Priming Unit 
es with hot fuel prime) 


- |Final 
Fus troop (See fig. 38 & 40) 


Seat Assy & instl - Fus center troop (See fig. 39) 


Two man center troop (See fig. 40) 


Antenna 1180 + Radio sys (See fig. 41) 
au + Radio sys (See fig. 42) 


t1|- Emer life raft (See fig. 43) 
b ection to Fuselage Instl (See fig. 45) 
Lines Inst] - Fus (See fig. 140) 
(1 – Fus surf. (See fig. 212, 213, 214) 
ols Instl - Fus (See fig. 229) 


ontrols Inst] - Fus (See fig. 230) 


Instl - Aux power plant (See fig. 254) 
Stl - Aux (See fig. 255) 
stl - Aux power plant (See fig. 255) 


-|Pilots inst panel (See fig. 258) 


Hydraulic уша Instl - Киз (See fig. 259 & 260) 


-|Fus hyd sys (See fig. 270, 271, 272, 273, 274, 
) 


- Fus flight operable doors hyd (See fig. 276 & 277) 


Anchor Te Inst] - Fus flight operable doors (See fig. 202) 


nigm Instl - Fus flight operable doors guide bar 
ig.| 203) 


292, 
295, 296, 297 & 298) 

293, 
296, 297 & 298) 

293, 
, 297 & 298) 

on & Deicing Instl - Fus & cockpit (See fig. 
296, 297 δι 298) 

E - Flap (See fig. 308) 

~ Pilots inst (See fig. 312) 

- Pilots inst (See fig. 312) 


293, 


Oxygen $ystem Instl (See fig, 314, 315 & 316) 


Ingtl - Fus (See fig. 319, 320 ἃ 321) 
Inst] - Fus hyd emer air brake (See fig. 53, 53A, 
54) 


trigger nue - Paratroop static line (See fig. 53 & 54) 
Prime Inst] - 


ot fuel 
Sy| - Overhead conl hot fuel prime (See fig. 151 & 
) 


ше Instl - Hot fue1 prime (See fig. 313)(Applicable to 


craft retrofitted with hot fuel prime) 
stl - Hot fuel (See fig. 84) (Applicable to aircraft 


(Continued on figure 36) 


MODEL DESIGNATION SERIAL NUMBERS 


Ф 


C-119G 51-2662 thru 51-2667 


51-8098 thru 51-8168 
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Section H 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


INDEX ON 
NUMBER [MAJOR ASSEMBLY FINAL FUSELAGE ASSY (Cont) რაბ 
PART NUMBER 
35 ` USABLE ON 
λα MODEL DESIGNATION. SERIAL NUMBERS 
B C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 191719 
C C-119G 51-2662 thru 51-2675 
51-8098 thru 51-8127 
D C-119G 91-2676 thru 51-8097 
51-8128 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
E C-119G 51-2662 thru 51-8052 
51-8098 thru 51-8168 
R4Q2 131662 thru 131719 
F C-119G 51-17365 & Subsequent 
IK-441 & Subsequent 
| G C-119G 51-2662 & Subsequent 
Í IK-441 & Subsequent 
H R4Q2 131662 thru 131719 
J C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
R4Q2 131662 thru 131719 
K C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5846 
52-6024 thru 52-6027 
| L C-119G 52-5847 thru 52-5888 
52-6028 thru 52-6035 
M C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 
| IK-441 δι Subsequent 
P C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
| 53-8069 thru 53-8156 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
Q + C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 & Subsequent 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UN I TS | USABLE 


FIGURE & [GROUP 


INDEX 
NUMBER [MAJOR ASSEMBLY 


35 


Revised 1 February 1959 


** АСЕТ with emerged 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


FINAL FUSELAGE ASSY (Cont) 


PART NUMBER | 2 3 4 5 6 


USABLE ON 
CODE 


R 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


псу air brake installation 


53-7856 thru 53-7884 
IK-454 & Subsequent 


51-8064 thru 51-8084 
51-8087 thru 51-8094 
51-8096 thru 51-8097 
52-5842 thru 52-5843 
52-5846 thru 52-5847 
52-5852 
52-5857 
52-5861 thru 52-5862 
52-5865 
52-5868 
52-5871 thru 52-5874 
52-5876 
52-5881 
52-5883 
52-5885 
52-5887 
52-5889 
52-5891 thru 52-5892 
52-5900 
52-5902 
52-5904 thru 52-5905 
52-5911 
52-5914 thru 52-5917 
52-5919 thru 52-5920 
52-5922 
52-5925 thru 52-5946 
52-5948 
52-5950 
52-5953 thru 52-5954 
52-6024 thru 52-6058 
52-9981 thru 52-9982 
53-3136 
53-3142 thru 53-3177 
53-3179 thru 53-3212 
53-3214 
53-3216 thru 53-3222 
53-7826 thru 53-7854 
53-7857 thru 53-7858 
53-7860 thru 53-7884 
53-8070 
53-8072 thru 53-8097 
53-8104 thru 53-8125 


UN I TS] USABLE 
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Section II Т.О. 1C-119F-4 


Figure 36. Final Fuselage Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


ΠΝ გ | GROUP FUSELAGE UNITS| USABLE 

ON 
NUMBER MAJOR ASSEMBLY FINAL FUSELAGE ASSY con 
PART NUMBER | 2 3456 


(თთიხისიძ from fig. 35) 

*110-300000 8 Final (See fig. 35) All 

* 1105300000 - Final (Repairable sections) #11 

1 1108310300 y - Fus sta 106. to 549, 1 All 
2 11053 10300-900 Section - Fus 1/2 sect. sta 106. to 301. 1 All 
3 1108310302 {Чот Section - Fus 1/4 sect. sta 106. to 196,5 1 АП 
4 11093 10302-1 ttom Section - Fus 1/8 sect. sta 106. to 196.5 1 All 
5 1108310302-2 bttom Section - Fus 1/8 sect. sta 106. to 196.5 1 All 
6 1108310304 ottom Section - Fus 1/4 sect. sta 196.5 to 301.5 1 All 
7 11053 10300-901 bttom Section - Fus 1/2 sect. sta 301.5 to 549. 1 All 
8 1108310306 {Чот Section - Fus 1/4 sect. sta 301.5 to 409. 1 All 
9 1105310308 ttom Section - Fus 1⁄4 sect. sta 409. to 549, 1 All 
1108310724 е Assy Βία 546. {ο 549, 1 жж 
11083 10000-1 Panel|- Fus aft sect. sta 319. to 549. LH 1 ** 
11083 10000-2 Ῥαμε] - Fus aft sect. sta 319. to 549, RH 1 ** 
11083 10000-10 Panell - Fus fwd sect. sta 87 to 319. LH 1 All 
11083 10000-20 Panel - Fus fwd sect. sta 87. to 319. RH 1 All 


©зше: Not applicable to A/C retro fitted with flight 
operable door 
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Section IL T.O. 1C-119F-4 


Figure 37. Auxiliary Fuel Tank Installation 
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со —1 თ თ ია wD = 


*110-683058-1 

*110-743001 
AN3160-20 
49165 
49159 
AN815-20D 
AN924-20D 
USAF934-116 
AN833-20D 
110-683058-170 
110-683058-310 


390A20D75 


184-20 
AN742-22CB 
AN'142-26C 


AN821-20D 
AN924-20D 
USAF934-116 
AN833-20D 
110-683058-150 
390420075 


184-20 
AN'142-22CB 
AN'142-26C 


AN815-20D 
110-683058-43 


AN748-58 
AN737-58 


24132 
110-683058-47 
USAF934-27 
USAF934-25 
525GG1 
AN840-21D 
390A20D90 
110-683058-130 
110-683058-13 


AN'142-26C 
AN'142-22C 
AN742-22CB 


AN824-4D 
ÀN822-4D 
110-683056 
K9500A1 
7501-1 
AN816-4 
AN816-4 
110-683058-50 


Revised 15 January 1956 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


daker - Sw type non trip free 20 amp 
(Used on wire from jct box to pump) (UC) 
sed on wire from jct box to pump) (UC) 
tube 

d tube bhd & univ ftg 

O'' ring gasoline & kerosene resistant 


~ Aux fuel tank 1.25 OD x . 049 x 74.50 in. 
- Aux fuel tank 1.25 OD x .043 x 77.75 in. (Use for 


spards in lieu of part No. 110-683058-170) 


IN 


s 


F 


sy|(AQ) 


y (40) 
G mm 
onded|swivel mtg lug sup. (AP) 


Loopitype sup. cushion bonded 
Lgopitype sup. cushion 


ARTS 
swivel mtg lug sup. (AP) 
type sup. cushion bonded 


Laop|type sup. cushion 


Flared tube 90 deg. 

r&d tube bhd & univ ftg 

- TO'| ring gasoline & kerosene resistant 
Flared tube & bhd univ 90 deg. 


yj- Aux fuel tank 1. 25 OD x . 049 x 85.75 in. 


lared tube 
fuel tank 1. 25 ID x 3. 50 in. 


TS 
e 


56 


fuel tank tube 

О"! ring gasoline & kerosene resistant 

|Ο'] ring gasoline & kerosene resistant 

heck (Spec 28430) (PA) 

fo le to pipe thd 

(AQ) 

- Aux fuel tank 1.25 OD x .049 x 117.75 in. 
fuel tank 1.25 OD x .049 x 68.50 in. 


type sup. cushion 
type sup. cushion 
type sup. cushion bonded 


d tube & pipe thd 
ux fuel tank .25 OD x .035 x 22.19 in. 


ма ма а МӘ на на ҺА на Ба 


-1 MN PH 


а N O5 სა ка юма = μα 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY AUXILIARY FUEL TANK INSTALLATION (cont) 
ASSY. | CODE 
μες ji 23:450 55/7 77777 | 


UNITS| USABLE 


3" 
-36 110-683058-70 Tube | Agsy |- Ίο fuel tank . 25 OD x .035 x 7.50 in. 
-31 110-683058-30 Tube |Авву L 2 fuel tank . 25 OD x . 035 x 1.69 in. 
110-683058-250 Tube |Assy + Aux fuel tank .25 OD x .035 x 1.69 in. 
110-683058-300 Tube Asby = Aux fuel tank .25 OD x . 035 x 4. 31 in. (Use retro 
for spares in lieu of part No. 110-683058-250) 
-38 110-683058-10 Tube |АзБу |- Aux fuel tank . 25 OD x .035 x 3. 12 in. 
110-683058-230 Tube| Assy - dox fuel tank .25 OD x . 035 x 3. 13 in. 
АТТАС NG TS 
-39 184-4AF Clip + Bbnded swivel mtg lug sup. (AP) 
184-4 Clip + Bonded|swivel mtg lug sup. (AP) 
ANT35D4 С ») -| L900 type bonding 
AN742D6C Clamp - Ldop type sup. cushion 
-40 #121072-011-03 Pump - Fuel (USAF28604) (MIL-P-5248) (PE) 
*TF31600-6 D nj - თნ ὅρος 28604) (ТР) (Use for spares in lieu οἵ part 
Nq. 121072-011-03) 
ATTACHING PARTS 
~41 AN74-6 Balt + Aft arla hd stl 1/4-28 x 25/32 in. 
AN960-416 Washer |- Plain stl reg ser 1/4 in. bolt 
-42 110-683039 G КІ Ере ротр mtg 
-43 110-683058-41 Ндве|- Au 1 tank 2.00 ID x 15.00 in. 
ATTACHI TS 
~44 AN748-82 Clamp -| Hase 
AN37-82 Clamp -| Hase 
115-40-2-12 Clip AB) 
~45 110-683053 Dyain С al Assy - Aux fuel sys 1 
~46 AN816-4D Nippl ] Flhr d tube & pipe thd 2 
AN816-4D Nipple -| Flared tube & pipe thd 1 
-41 110-683056 Adapter |- fuel tank IPT union 1 
-48 K9500A1 Valv ΚΟΕ} 1 
7501-1 Valve (КОЕ) 1 
-49 110-683058-190 Tube Авву - Aux fuel tank . 25 OD x .035 x 27, 75 in. 1 
| 110-683058-290 Tube 458 - 4ш fuel tank . 25 OD x .035 x 30.00 in. 1 
АТТА CHING PARTS 
-50 184-4AF Clip (AP) 1 
-51 AN'156D32 Flange 4 ө 1 ftg 2 
-52 ANT63-32 G sni S m ftg 2 
-53 AN'T59-32 Elbow -[|Hose flanged swivel 90 deg. 2 
-54 A1125 Tank (BM) 2 
-55 110-680042-30 Cradle Assy -| Aux fuel sys tank fwd 1 
-56 110-680042-90 cil SSy -| Aux fuel sys tank aft 1 
110-680042-150 Суа e Ass Aux fuel sys tank aft (Use for spares in lieu of 
part No. 110-680042-90) 1 
ATT CUM TS 
-5" AN18H17 ви apt stl drid hd & shank 1-1/8-12 x 2-1/16 in. 
AN12H17 Balt + Acft|stl drld hd & shank 3/4-16 x 2-1/32 in. 
-58 110-683059-3 Spacer + Aux {це1 sys Benson tank 
110-683059-5 "t 1 Aux fuel sys Benson tank 
-59 110-683057-10 Strap Agsy|- Aux fuel tank 
110-683057-20 Bad Agsy|- Aux fuel tank 
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FIGURE & [GROUP FUSELAGE 
თ. MAJOR ASSEMBLY AUXILIARY FUEL TANK INSTALLATION (Cont. ) 
PART NUMBER | 2 3 ს 5 6 | 


| 
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T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


Section H 
Group Assembly Parts List 


UNITS] USABLE 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 | 
51-7968 thru 51-8003 
51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2670 
51-7981 thru 51-8015 
§1-2717 

51-8017 thru 52-5921 
52-5924 thru 52-5949 
52-6000 thru 52-6055 
53-8151 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


51-2671 thru 51-2716 
51-8016 

51-7968 thru 51-7980 
52-5922 thru 52-5923 
52-5950 thru 52-5954 
52-6056 thru 53-7884 
53-8069 thru 53-8150 
IK-443 and Subsequent 


51-2662 thru 51-8017 


51-8018 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
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Section IL 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


INDEX 


NUMBER [MAJOR ASSEMBLY 


136 


PART NUMBER 


T.O. 1C-119F-4 


AUXILIARY FUEL TANK INSTALLATION (Cont. ) 


MODEL DESIGNATION 

R4Q2 

K C-119G 
R4Q2 

L C-119G 
R4Q2 

M C-119G 
R4Q2 

N C-119G 
R4Q2 

P C-119G 
R4Q2 

Q C-119G 

R C-119G 
R4Q2 

LI C-119G 


SERIAL NUMBERS 


131662 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131789 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-2662 thru 52-5915 
52-6000 thru 52-6047 
131662 thru 131719 


52-5916 thru 52-5954 
52-6048 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5942 
52-6000 thru 52-6055 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5943 thru 52-5954 
52-6056 and Subsequent 
IK-443 and Subsequent 
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UN} TS] USABLE 


Section II 


T.O. 1C-119F-4 


Fuselage Troop Seat Installation 


Figure 38. 
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Section Ἡ T.O. 1C-119F-4 
Group Assembly Parts List 


78-771201 wo man troop 

78-771200 ‘our man troop 

78-771200-50 - Four man troop 

78-771201-10 - Two man canvas troop (Use on part 

78-771201) 

78-771200-10 eat Ed - Four man canvas troop (Use on part 
.178-771200 & 78-771200-50) 

78-771231 Two man troop seat front (Use on part 

. |78-771201) 

78-7711230 Four man troop seat front (Use on part 

Νο. |78-771200 & 78-771200-50) 

48132 Button (UC) 

78-771226L ssy - Two man troop seat spreader LH (Use on 

art No, 78-771201) 

78-771226L | ssy - Four man troop seat spreader LH (Use on 


*110-310310 $ шк fig. 35) 


part Мо. 78-771200 ἃ 78-771200-50) 
78-771226R Tube Assy - Two & four man troop seat spreader 
78-771217 Fitting] - Troop seat rear spreader 

78-771214 lug -|Troop seat spreader tube 

78-771215 be -| Troop seat spreader 


78-771 2251, Fitting} - Two man troop seat spreader LH (Use on part 
0. | '78-771201) 

78-771225L itting! - Four man troop seat spreader LH (Use on part 
; 0. | 78-771200 & 78-771200-50) 

78-771225R itting| - Two & four man troop seat spreader RH 


78-771228 ір -| Two man troop seat center ret (Use on part 
No. | 78- 771201) 

18-1122 i Four man troop seat long ret (Use on part 
ο.) 78-771200 & 78-771200-50) 

78-771229 i oop seat end ret 

ACA1680 . | - Four man troop (ORO) 


78-771205-3 Troop seat (Use on part No, 78-771200-50) 
78-771205L - Troop seat LH 

78-T71205R - Troop seat RH 

78-771205R - Troop seat RH (Use on part No. 78-771201) 
78-771205-30 - Troop seat RH (Use on part No. 78-771200-50) 
PARTS 


Piti > r > >> > >>>>> > oU» > > > FO = > > 


ააა. o το bo № 


78-771218 


78-771208-20L i Assy - Troop seat leg upper LH 
78-771208-20R itting| Assy - Troop seat leg upper RH 
PARTS 

AN365-1032 ~ Self locking stl 10-32 

AN960-10 her - Plain stl reg ser No. 10 bolt 
AN23-23A levis stl 10-32 x 1-15/32 in. 


78-771236-21 - Troop seat leg 

PARTS 

AN365-1032 - Self locking stl 10-32 

AN960-10 er - Plain stl reg ser No. 10 bolt 
AN23-24A р levis stl 10-32 x 1-17/32 in, 


FS103D43-1. 135 ushing - Al al . 2510 OD x . 1900 ID x 1. 135 in. 
78-771210 lug - Troop seat leg 

78-625038 ring |- Troop seat leg 

78-771212 ushing - Troop seat leg 


>>>> >>> > >>> >> om 
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FIGURE & | GROUP FUSELAGE 
10. MAJOR ASSEMBLY FUSELAGE TROOP SEAT INSTL (Cont. ) 
PART NUMBER 123456 


78-771209-221 
178-771235 
718-771207 
”8- 771237 
78-771211 
78-771213 
78-771220 


78-771220 


78-313312-1 
78-313312-3 
110-771241 
110-771241-3 


49F6550-1 
AC3438 
AC3439 
AC201430 


78-313487 
78-313361 
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Cla 
ο 
Strap Assy - 
ook - |Тгро 


itting |- Hus 
ingl- Fus 


Hook - Fo 


c 

რ 
> > 
017—0: 
თით 
"ed се 
Τι 


Latch - 


edge 


E| 


T.O. 1C-119F-4 


Troop seat leg latch 


Troop seat leg 


үз + Troop seat leg 


[ Troop seat leg latch 
Troop seat leg 


4 ο. 
Rod} Troop seat leg latch release 


Hook Pu: man troop seat back strap (Use on part 
. Ї8-111201) 


r man troop seat back strap (Use on part 


78-771200 δι 78-771200-50) 


чоор seat 


p seat safety belt (EV) 
p seat safety belt (EV) 


Troop seat 
seat 


MODEL DESIGNATION 
C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 
R4Q2 


Two man troop seat rear 
our man troop seat rear 


troop seat (Use for spares in lieu of 
рагі №. 110-771241) 
Agsy |- р зе (GFAE) 


ng|- Tro 
p oy + Troop seat safety belt (Made of one (1) AC3438 
e (1) AC3439) (Use for spares) (ORO) 


(For subsequent АСЕТ see fig. 40) 


SERIAL NUMBERS 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-8030 


51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6003 


51-2662 thru 52-5869 
52-6000 thru 52-6029 
131662 thru 131719 


52-5870 thru 52-5921 
52-5924 thru 52-5926 
52-6030 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 


IK-441 thru IK-442 
131662 thru 131719 


Section II 
Group Assembly Parts List 


UN I TS| USABLE 


>>> PrI QPPP > FPP > >> 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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T.O. 1C-119F-4 Section H 


ат 
Е 
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я 
MY 
A 
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r 
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ШО W" CC ñ 
μμ” 


6431 
Figure 39. Fuselage Center Тгоор Seat Assembly апа Installation 


Revised 1 June 1956 141 


Section II T.O. 1C-119F-4 


Group Assembly Parts List 


GROUP — FUSELAGE 
MAJOR ASSEMBLY FUSELAGE CENTER TROOP SEAT ASSY & INSTL 
μπας με. LL] 


*110-771229 
110-771229-210 
110-771229-170 
110-771229-190 
110-771229-30 
78-771229 
78-771227 
78-771218 
110-771241 
110-771241-3 


FIGURE & 
INDEX 


UN! TS] USABLE 
NUMBER 


და თ > C N) юз 


ter ret 

g point cap 

- Hus troop seat (Use on part No, 110-771229-30) 
- Fus troop seat (Use on part No. 110-771229-30) 


-ᾱ У 


110-771233 
AN3-17A 
110-771234 
78-771208-20L 
78-771208-20R 
78-77 1208~30 
78-771208-10L 
78-771225L 
78-771200-10 
78-771220 
78-771215-3 
110-771232 
110-771230 
АМ№165-325 
AN155-32S 
AN161-32LS 
110-771235 
110-771236 
110-771231 
49F6550-1 
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јосун 


=: 


B 
L 
B 


э] ol т 


Е. 


usHing - 


- Fus center troop 

cft stl 10-32 x 1-29/32 in. 
Tube - Fus center troop 

ing Assy - Troop seat upper leg 
ing |Assy - Troop seat upper leg 
y - Fus center troop 
reader fus center troop 


center troop 
eader 
iagonal 

S center troop 

kl (For pin) 
rnbkl 
[Γγῃοκι 
- Киз center troop 
Fus center troop 
y t Fus center troop 
y + Troop safety (GFAE) 


subsequent acft see fig. 40) 


MODEL DESIGNATION 


C-119G 


Lon Spares in lieu of part No. 110-771241) 
ub 


ing T - Troop seat upper leg 


k Assy - Fus center troop 


= 
МЮ = б ას + + ка һа N) = UI 


— 
> > > > > > > >> > > > >> > >> >> >> >>> G ο > >> > > > > >> > 


+ Оо თ Оо თა O; с» თ > с 


SERIAL NUMBERS 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-6029 
IK-441 thru IK-442 
131662 thru 131719 


92-6030 thru 52-6047 
93-8069 thru 53-8156 
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Section II 


SEIN 


(111111111! 


po OD tele 


TH ΠΠ. 
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III 
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T.O. 1C-119F-4 


INS 


Figure 40. Fuselage Troop Seat Assembly and Installation 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP 


INDEX 
NUMBER 


144 


MAJOR ASSEMBLY 
PART NUMBER 


*110-310310 
78-313312-7 
110-771241-3 
49F6550-1 
49F6550-1 
178-313487 
718-313361 
ACA1142-8 

*110-771246-1 
110-771247-11 
110-771247-31 
110-771248-11 


110-771248-31 


49F6550-1 
49F6550-1 
ACA1142C9 


FUSELAGE 


T.O. 1C-119F-4 


FUSELAGE TROOP SEAT ASSY & INSTL 


Bel 


Strap Assy|- 
მიი - Tropp seat 


Strap Assy - 


(Continued from fig. 38 & 39) 


Seat пап -| Fus troop (See fig. 35) 


Assy - Two man troop seat rear 


Fus troop seat 


Fitting 
ნი yis y 4 Safety (GFAE) 


SSy 4 bd (STHL) (GFAE) 
roop seat 


t Asgy gu man troop (ORO) 
an center troop (See fig, 35) 


wo man center troop seat 
wo man center troop seat (Made from Air 
| Associates part No. FD78) 


| Assy - Two man center troop seat 
belAssy 


| Strap Agsy|- Two man center troop seat (Made from Air 


Wis iates part No. FD78) 

t Assy 4 Safety (GFAE) 

ΕΤ HAE) 
59у 4 Two man troop (ORO) 


ABLE ON MODEL DESIGNATION SERIAL NUMBERS 
| 
А C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 & Subsequent 
B C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
ς C-119G IK-443 & Subsequent 
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UN I TS} USABLE 
ON 


to 
μα 
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T.O. 1C-119F-4 Section Ἡ 


Figure 41. Radio System Antenna Installation 


Revised 1 June 1956 145 


Section II 


Group Assembly Parts List 


FIGURE & [GROUP 


INDEX 
NUMBER 


FUSELAGE 


T.O. 1C-119F-4 


MAJOR ASSEMBLY RADIO SYSTEM ANTENNA INSTL 


PART NUMBER 


*110-751000 
AT225/ARN 
AF2A203-225 


AN509-416-12 


AS-313B/ARN-6 
AS-313B/ARN-6 
AF2A264-313B 


CW-141/ARN 
CW-141/ARN 
2A'190-141 


AN502-10-10 
AN502-10-8 


AT -172/ARN-14 
No Number 


AN515-10-10 


110-756090 
AS-215/ARN 
No Number 


78~758545 


AN365-1032 
AN960-10 
AN525-10-10 


110-751018 
11637 


AN525-832-8 
AN960-10 


78-758545 


AN365-1032 
AN960-10 
AN525-10-10 


MS656/AR 
MX273/AR 


ÀN365-836 
AN960-8 
NAS43DD3-12 
AN22-14A 


MX273/AR 


ge ERE 


52 


ώς 


eae 


Spa! 
olt - 


raw 


Shadkl 


- Radio sys (See fig. 35) 


d stl 5/16-24 x 7/32 in. 


| compass loop (GFAE) 
Radio compass loop (GFAE) 

adio compass loop type AS-313B/ARN-6 (BX) 
E 


fil h mach 10-32 x 5/18 in. 
fil h mach 10-32 x 1/2 in. 


E) 

AT -172/ARN- 14 (CR) 
RTS 

mach 8L1 8-32 x 7/8 in. 


ind landing ant. mast 
- Marker beacon (GFAE) 


VI 

м er beacon ant. 

G PARTS 

H locking stl 10-32 

Р in stl гер ser Νο. 10 bolt 
=> hd stl 10-32 x 5/8 in. 


sy - Marker beacon type AS215/ARN 

sy - Marker beacon type AS215/ARN (TROD 
vision) 

PARTS 

er hd st] 8-32 x 1/2 in. 


en - Plain Stl reg ser No. 10 bolt 


G PARTS 


a 4 Marker beacon ant, 

ut + Self locking stl 10-32 

ashe eae stl reg ser No. 10 bolt 
§ a 


sher hd stl 10-32 x 5/8 in. 


- Anf. (DCP part No. 12251) 

tor + Ant. strain (With MX656/AR, (1) shackle & 
18973 (1) plain cap) 

ING|PARTS 

Self |lodking stl 8-36 


ა. - Plain stl reg ser No. 8 bolt 
er|- Screw & bolt ΑΙ al 5/16 OD x .049 x 3/16 in. 


levis] stl 8-36 x 29/32 in. 


წ. r t. strain (With one "L" splice cap) (DCP 


рагі Νο. 12354) 


UNITS|USABLE 


ით თ ძო UU ышоч шо ш 


СОО m ὃν ANA OH 


σι 
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T.O. 1C-119F-4 Section П 


Group Assembly Parts List 


FUSELA 

GROUP ΕΕ: UNITS| USABLE 
MAJOR ASSEMBLY RADIO SYSTEM ANTENNA INSTL (cont) ON 
PART NUMBER 123 4 5 6 


MX273/AR 


sulator 4 Ant. strain (With 47B40876 "І" splice cap δι 
13978 (1) plain cap) 


MX 273/AR 
MX276/AR 
MX274/AR 
MX 274/AR 
MX270/AR 
AN115-16 


sulator 
Insulator 


Ant. strain (With two 13973 plain caps) 
Ant. (DCP part No. 12346) 
it|- Ant] tension (DCP part Νο, 12330-1) 
it|- Ant] tension (DCP part No. 12330-1) 
Insu atdr J Ant. (DCP part No. 12354-1) 
Shackle - Cable 
TACHING PARTS 
AN365-1032 t + Self locking stl 10-32 
AN960-10 asher| - Plain stl reg ser No. 10 bolt 
AN23-10A Bolt|- Cleyis|stl 10-32 x 21/32 in. 
AN23-9A Bolt|- Cleyis|stl 10-32 x 19/32 in. 


nooo oogoumUu-« 


110-751000-35 ird io|sys ant. (Approximately 75.00 in.) (Made from 
. WSU-5U) 


Sys ant. (Approximately 75.00 in.) (Made from 


ζω 


110-751000-35 ird 
110-751000-37 sys ant. (Approximately 710.00 in.) (Made from 
. WSU-5U) | 

110-751000-55 sys ant. (Approximately 800.00 in.) (Made from 
CU65/ARN6 
CU65/ARN6 


AN365-632 
AN365-632 


ing stl 6-32 
ing stl 6-32 


AN960D6 
AN960D6 
АМ515-6-14 
AN515-6-14 


AN520-10-10 
AN960-10 
78-758110-3 


*110-751009 
WTTA 
MC163B 
M396 
FT470 

*110-75 1009-3 
F10A 
78-758523 

*110-751009-5 
W106A 
RL42B 


AN365-428 
AN960-416 
ÀN525-416-12 
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asher! 


Scr 


in Al al reg ser No. 6 bolt 

in Al al reg ser No. 6 bolt 
mach stl 6-32 x 7/8 in. 
mach stl 6-32 x 7/8 in. 


imeter type AT-4/APN-1 (SW) (Class 16-A) 
imeter type AT-4/APN-1 (RCA) (Class 16-A) 


RTS 
hd mach stl 10-32 x 5/8 in. 
lain stl reg ser No. 10 bolt 
ltimeter ant. 


z 
"d 


iaison radio ant. (ARIN) 


- Liaison radio ant. (AUI) 
iaison radio ant. (ARIN) 


= на = μὰ 


- Liaison radio ant. 
id - Liaison radio ant. (AUD 


2 
"d 


‚ею 


asher hd stl 1/4-28 x 3/4 in. 


momomo πως г 3 


uuu 22222222222 >>> > > 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR_ASSEMBLY 


PART NUMBER 


78-743019-3 
110-751009-7 


110-751009-11 
110-756067 
AN505-8-10 


*110-751096 
AN115-16 


AN365-1032 
AN960-10 
AN23-10A 


MX274/AR 
110-751096-3 
MX270/AR 

110-751096-5 


AN341-416 
AN395B416 
AN960B416 
AN520B416-18 


110-756060 


AN365-1032 
AN960-10 
AN525-10-12 


110-756061-3 
*110-313076-11 
110-754231-1 


#Alternate Parts 


148 


АС 


T.O. 1C-119F-4 


GROUP FUSELAGE 


RADIO SYSTEM ANTENNA INSTL (cont) 


Condenser assy 
amp (Made from Dillingham Lewis Co part No. 


-120 
ΤῊΝ 9 UF 200 V dc (Made from MAL part Νο. AG451) 
at ү cover (Use in spacer provided for AT-234 
) 


n 2 
ტ С [PARTS 
τον; ch flat hd stl 82° 8-32 x 5/8 in. 


Amtenna Absy - Collins 188-4 radio 


Shad le - Cable 
HING |PARTS 

Nut | Self ocking stl 10-32 

Washer - Plain stl reg ser No. 10 bolt 

It - თია stl 10-32 x 21/32 in. 


it|- Ant. tension (DCP part Νο, 12330-1) 
ir ნიჭით 75.00 in. (Made from ant. wire WS510) 
მაა ი: г + Ant. (DCP part No. 12354-1) 

iré - გის, 720.00 in. (Made from ant. wire WS510) 


á cama PARTS 
LL "> elec brass 1/4-28 


asher - Spring lock bronze med ser 1/4 in. bolt 
asher - Plain press reg ser 1/4 in. bolt 
hd mach brass 1/4-28 x 1-1/8 in. 


айке, - Collins radio ant. lead in ins 
ACHING |PAIRTS 


lain stl reg ser No. 10 bolt 


t - Self locking stl 10-32 
he + Washer hd stl 10-32 x 3/4 in. 


бра - Collins radio ant. lead in ins 

Bracke} Absy - Collins radio ant.. lead in 

Gable Assy - Radio matching unit to fixed ant. (R276B) 
(866 fig. 392) 


k MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2668 


51-8098A thru 51-8168A 
C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6011 


91-8035 thru 51-8097 
52-5840 thru 52-5954 

52-6012 and Subsequent 
IK-441 and Subsequent 


UNI TS] USABLE 


a AD PUD л DODD παπα DUD шш ч 'u >> 2 
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FIGURE & 
INDEX 
NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 
C-119G 


C-119G 


Section Ἡ 
Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 thru 53-8156 
IK-443 and Subsequent 


51-8035 thru 51-8097 
52-5840 thru 53-5954 
52-6012 and Subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
52-6036 thru 52-6058 


51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-5907 thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5921 
52-5925 thru 52-5946 
52-5948 thru 52-5950 
52-5952 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3135 
53-313" thru 53-3168 
53-8069 

53-8071 


51-2690 thru 51-2707 


51-8064 thru 52-5888 
52-6000 thru 52-6058 


148A 


Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


148B 


GROUP FUSELAGE 
MAJOR ASSEMBLY 


PART NUMBER 


T.O. 1C-119F-4 


RADIO SYSTEM ANTENNA INSTL (Cont. ) 


MODEL DESIGNATION 


C-119G 


C-119G 


UN ITS} USABLE 


SERIAL NUMBERS 


51-2662 thru 52-6035 
52-9981 and Subsequent 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-5840 

52-5848 

52-5855 thru 52-5856 
52-5888 

52-5865 

52-5875 

52-5890 

52-5895 thru 52-5897 
52-5903 

52-5906 

52-5909 

52-5912 thru 52-5913 
52-5922 thru 52-5924 
52-5947 

52-5951 thru 52-5952 
52-6000 thru 52-6058 
53-3136 

53-3169 thru 53-7884 
53-8070 

53-8072 thru 53-8156 
IK-443 and Subsequent 


52-5889 
52-5891 thru 52-5892 
52-5898 thru 52-5902 
52-5905 
52-5907 
52-5910 thru 52-5911 
52-5914 thru 52-5920 
52-5922 thru 52-5923 
52-5925 thru 62-5946 
52-5948 
52-5950 
52-5953 thru 52-5954 
52-9981 thru 52-9982 
93-3137 thru 53-3177 
53-3179 thru 53-3206 
53-8069 
53-8071 
53-8098 thru 53-8101 
53-8105 thru 53-8126 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-5922 thru 52-5923 
52-6000 thru 52-6058 ` 
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T.O. 1C-119F-4 Section IH 
Group Assembly Parts List 


Figure & | GROUP FUSELAGE UN ITS] USABLE 
η, = ASSEMBLY — RADIO SYSTEM ANTENNA INSTL а ) 


II. NUMBER I ღ_- ვ ს 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 
52-5875 
52-5890 
52-5895 thru 52-5897 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
52-5924 
52-5947 
52-5951 thru 52-5952 
53-3136 
53-3169 thru 53-7884 
53-8070 
53-8072 thru 53-8156 
IK-443 and Subsequent 


52-5923 
53-3181 thru 53-3194 
53-8106 thru 53-8156 
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Section II T.O. 1C-119F-4 


Figure 42. Antenna Installation - Radio System 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


МОЕ, [MAYOR ASSEMBLY ANTENNA INSTL - RADIO SYS 


PART NUMBER 


UN I TS] USABLE 


42 *127-751021 io sys (See fig. 35) A 
*127-756070 Ante па [1901 + Range receiver A 
- 1 | MX656/AR Shackle - Ant. (DCP part No. 12251) Α 
АТТАС ING PARTS 
- 2 AN3 20-2 si -|C J shear stl 8-36 A 
AN960-8 Washer + Plain stl reg ser No. 8 bolt A 
AN22-14 Bolt + Clevis stl 8-36 x 29/32 in. A 
- 3 | MX273/AR Ingulatot -|Ant. strain (DCP part No. 12354) A 
- 4 | MX276/AR In "ο - Ant. (DCP part No. 12346) A 
- 5 AN115-16 Shackle + Cable A 
ATTACHING PARTS 
~ 6 AN365- 1032 Nut -/Self Locking stl 10-32 A 
AN960-10 Washer lain stl reg ser No. 10 bolt A 
AN23-9A Bolt + devis stl 10-32 x 19/32 in. A 
- 71 | MX274/ AR Unit + Ant. [tension (DCP part No. 12330-1) A 
- 8 127-756066-10 Mast |Assy + Range receiver ant. D 
#127-756066-50 Mast |Assy - Range receiver ant. E 
#127-756066-30 Mast Assy - Range receiver ant. (Use for spares in lieu of 
part No. 127-756066-10) C 
- 9 127-756049 Post Assy + Range receiver ant. B 
127-756049-10 ამითი Assy + Range receiver ant. (Use for spares in lieu of 
part No. 127-756049) C 
ATITACHING yide 
-10 AN525-10-10 Screw - Washer hd stl 10-32 x 5/8 in. A | 
-11 | CU65/ARN6 Coupling - Ant. (FAC) A 
AYT CHING р 
-12 AN365-632 Nut - [Self locking stl 6-32 A 
AN960D6 Washer Plain Alalreg ser No. 6 bolt A 
AN515-6-14 Screw - Баћа mach stl 6-32 x 7/8 in. A 
«19 | No Number Antenna |Assy L Marker beacon type AS-215/ARN (GFAE) A 
-14 78-758545 Panel - Marker beacon ant. A 
ATTACHING HARTS 
-15 AN365-1032 Nut - зе, 1 ahs stl 10-32 A 
960-10 Washer + Plain stl reg ser No. 10 bolt A 
AN525-10-10 Sc κα - Washer hd stl 10-32 x 5/8 in. A 
*110-751009 нем & Fainledd Instl - Liaison radio ant. NP | A 
-16 WTTA Weight -| Liaison radio ant. (AUI) 1 A 
-11 M396 2 -|Liaison radio ant. (Acft Radio Industries) 1 A 
-18 MC163B Clamp -|Liaison radio ant. (Acft Radio Industries) 1 А 
-19 | FT470 Clam Ан. - Fairlead (AUD 1| А 
*110-751009-3 Fairlead - Liaison radio ant. NP A 
-20 F10A Fairlead - Liaison radio ant. (AUI) 1 A 
*110-751009-5 Wire + Iliaison radio ant. NP | A 
-21 W106A Wire iaison radio ant. (GFAE) 1 A 
-22 RL42B Reel aijon radio ant. (GFAE) w 1 Α 
ATTACHING BARTS 
-23 AN365-428 Nut - sey locking stl 1/4-28 A 
AN960-416 Washer Bui stl reg ser 1/4 in. bolt A 
AN525-416-12 Sc e ч Washer hd stl 1/4-28 x 3/4 in. А 
-24 18-143019-3 Cover - ae assy A 


151 


Section II 
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FIGURE & [GROUP 


INDEX 
NUMBER 
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MAJOR ASSEMBLY 
PART NUMBER 


110-751009-7 


110-751009-11 
110-756067-3 


AN505-8-10 
No Number 


AN365-832 
AN960-8 
AN935-8 
AN507-832-14 


No Number 


AN520-10-7 
AN960-10 


No Number 
No Number 


AN520-10-10 


110-756090 
MX656/AR 


AN320-2 
AN960-8 
AN22-14 


MX273/AR 
MX276/AR 
AN115-16 


AN365- 1032 
AN960-10 
AN23-9A 


MX274/AR 
CU65/ARN6 


AN365-632 
AN960D6 
AN515-6~14 


MX270/AR 
AN115-16 


AN365-1032 
AN960-10 
AN23-10A 
MX274/AR 


# Alternate Parts 


T.O. 1C-119F-4 


FUSELAGE 


ANTENNA INSTL ~ RADIO SYS (cont) 


B+120) 
UF 200 V de (Made from MAL part No. AG451) 
sys cover 

CHING PARTS 

Mach/flat hd stl 82° 8-32 x 5/8 in. 


na|- Padio IFF type AS-133/APX (GFAE) 
ING PARTS 
Self locking stl 8-32 
- Plain stl reg ser No. 8 bolt 
ring lock stl No. 8 bolt’ 
d flat hd 100° stl 8-32 x 7/8 in. 


W-141/ARN (GFAE) 
TS 


Rd hd mach stl 10-32 x 7/16 in. 
- Hlain stl reg ser No. 10 bolt 


- Radio compass loop type AS-313B/ARN-6 (GFAE) 
dio omni-range type AT-172/ARN-14 (GFAE) 
ARTS 

mach stl 10-32 x 5/8 in. 


.|mast 
4 (DCP part No. 12251) 


RTS 
ear stl 8-36 


М stl reg ser No. 8 bolt 
t 


1 8-36 x 29/32 in. 


‚ Strain (Dayton Acft Prod.) 
Ant. (Dayton Acft Prod.) 
able 
ARTS 
ing stl 10-32 
lain stl reg ser No. 10 bolt 


sion (Dayton Acft Prod. ) 
. (FCD 
TS 
ing stl 6-32 

Al al reg ser No. 6 bolt 
mach stl 6-32 x 7/8 in. 


. (Dayton Acft Prod.) 
e 
TS 


king st1 10-32 
lain stl reg ser No. 10 bolt 


5 stl 10-32 x 21/32 in. 
.| tension (Dayton Acft Prod. ) 


Filter -|20]amp (Made from Dillingham Lewis Co, part No. 


UN I TS| USABLE 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & {GROUP FUSELAGE 


ი, MAJOR ASSEMBLY ANTENNA INSTL - RADIO SYS (cont 


n [зу oO 


სიისა 0M MODEL DESIGNATION SERIAL NUMBERS 


UN I TS] USABLE 


R4Q-2 131662 thru 131719 


R4Q-2 131662 thru 131709 


R4Q-2 131710 thru 131719 
R4Q-2 131662 thru 131689 


R4Q-2 131690 thru 131709 
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6433 


Figure 43, Emergency Life Raft Control Installation 
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Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


T.O. 1C-119F-4 


FIGURE & UNITS| USABLE 
| 2 3 4 5 6 
43 *110-310749 Controls Ihsth - Emer life raft (See fig. 35) All 
- 1 78-311564 andle |- Lifd raft release load reducer All 
ATTACHING PARTS 
- 2 AN960-10L Vasher - Plain stl light ser 10-32 All 
AN393-11 Pin - Hlat ხძ stl 3/16 dia x 25/64 in. All 
- 3 78-318847-2 Clip! - еге emer life raft release All 
~ 4 *110-772003 Reducer Inst] - Emer life raft load (See fig.-44) All 
- 5 F160 Pulley mer life raft release (FIN) All 
ATTACHING |P ARTS 
- 6 AN320-4 ut - Acftishear stl 1/4-28 All 
AN960-416 Vasher - Plain stl reg ser 1/4 in. bolt All 
AN4-11 Holt - Actt stl 1/4-28 x 1-25/32 in. All 
- 7 78-311545-24 be - Emer|life raft conls . 50 OD x . 035 x 50.00 in, Al 
- 8 110-310749-25 ube -|Emer|life raft conls . 50 OD x . 035 x 65,00 in. All 
- BA 110-310749-57 ре -|Emer|life raft conls . 50 OD x . 035 x 9.00 in. E 
- 9 110-310749-10 Cable Assy -i Life raft release (See fig. 390) All 
TTACHING PARTS 
-10 AN310-3 t + Acft castle stl 10-32 All 
AN960-10 fasher - Plain stl reg ser No. 10 bolt All 
AN23-12 Bolt|- Cleyis|stl 10-32 x 25/32 in. All 
-11 AN210-2A Pulley + Anti-friction brg conl All 
AT HING |PARTS 
~12 AN320-3 t - Acft shear stl 10-32 AM 
AN960-10 asher - dn stl reg ser No. 10 bolt All 
AN23-15 Bolt|- Clevis| stl 10-32 x 31/32 in. All 
-13 110-310749-290 Cable Assy -|Life raft release (See fig. 390) 1 All 
-14 110-310749-210 cl ssy - Life raft release (See fig. 390) 1 All 
-15 110-310749-230 Cable Assy - Life raft release (See fig. 390) 1 All 
-16 110-310749-250 фое ssy -| Life raft release (See fig. 390) 1 All 
-17 110-310749-110 οὐ ssy - Life raft release (See fig. 390) 1 All 
-18 110-310749-130 Qable Assy - Life raft release (See fig. 390) 1 All 
-19 110-310749-270 Qable ү -ILife raft release (See fig. 390) 1 F 
110-310749-470 Cable Assy - Life raft release (See fig. 390) 1 G 
-20 110-310749-170 Cable Assy - Life raft release (See fig. 390) 1 F 
110-310749-490 Cable Assy - Life raft release (See fig. 390) 1 G 
-21 110-310749-150 Cable Assy - Life raft release (See fig. 390) 1 All 
-22 110-313071 Plat -| Life raft release 1 All 
ATTACHING |PARTS 
-23 AN310-3 ut |. castle stl 10-32 3 All 
AN960-10 ashen - Plain stl reg ser 10-32 3 All 
AN23-12 olt|- Clekis|stl 10-32 x 25/32 in. 1 AU 
AN23-13 olti- Clevis| stl 10-32 x 27/32 in. 2 All 
-24 AN210-1A Pulley L Anti-friction brg conl All 
ATTACHING|PARTS 
-25 AN320-3 d. L Acfti shear stl 10-32 АП 
AN960-10 asheri - Pidin stl reg ser No. 10 bolt All 
AN23-15 |. - Clekis|stl 10-32 x 31/32 in. All 
-26 110-310737 able Thb Assy - Life raft emer extension release LH (See 
fig. 1390) A 
110-3 10737-30 Cable Assy -| Life raft emer extension release LH (See fig. 
390) B 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


UN | TS} USABLE 
INDEX 


NUMBER [MAJOR ASSEMBLY EMERGENCY LIFE RAFT CONTROLS INSTL (Cont. ) E 
PART NUMBER 
110-310737-70 C: d Agsy|- Life raft emer extension release LH (See fig. 390) C 
110-310737-90 Cable Αἠ5γ|- Life raft emer extension release LH (See fig. 390) C 
110-310738 НИ & Tube Assy - Life raft emer extension release RH (See 
fig. TN A 
110-310738-30 Cable Aşsy|- Life raft emer extension release RH (See fig. 390) B 
110-310738-50 Cable ASSy|- Life raft emer extension release RH (See fig. 390) C 
110-310737-50 Cable Assy - ү raft emer extension release LH (See fig. 390) D 
AN210-1B Pulley -|Anti-friction brg conl C 
Τ8- 124043 Bracket |- ΤΙ pilot floating pulley C 
Е5105554-25 Bushing |- Spaqer stl .31 OD х.028х.25 in. АП 


U Ай oN MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 
B C-119G 51-8030 thru 51-8063 
52-6001 thru 52-6023 
R4Q2 131662 thru 131719 
C C-119G 51-8064 thru 51-8097 


52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 


D C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


E C-119G 52-5866 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


F C-119G 51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


G C-119G 52-5922 thru 52-5923 
93-3136 and Subsequent 
IK-443 and Subsequent 


156 Revised 15 February 1957 


T.O. 1C-119F-4 Section II 


се СШ у-ү» 
AS -Tr 


(or^ 


6434 


Figure 44, Emergency Life Кай Load Reducer Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


M სარია MAJOR ASSEMBLY REDUCER INSTL - EMER LIFE RAFT LOAD 


PART NUMBER 


*110-772003 | - Pines life raft load (See fig. 43) 
8-311564 and ife raft load reducer release 
110-772002-30 Emer life raft (See fig. 390) 
110-772002-5 life raft 1/4 OD x . 028 x 94. 50 in. 
110-772002-50 Emer life raft (See fig. 390) 

ARTS 

AN503-8-8 fil h mach stl 8-32 x 1/2 in. 

78-726032-2 able ret 


AN155-168 
78-311588 Life raft load reducer release (See fig. 390) 
TS 

AN503-8-8 fil h mach stl 8-32 x 1/2 in. 

78-726032-4 ret 
110-772003-7 ife raft cable 


78-311566 ifé raft load reducer shaft 
78~311574 ife raft load reducer release cable 
TS 

AN365-1032 Self locking stl 10-32 

AN960-10L - Plain stl light ser No. 10 bolt 
AN3-4A st} 10-32 x 17/32 in. 


78-311567 ife raft load reducer release 
18-3115'"3 E raft load reducer release 


78-311573-1 ing - 
18-311563 L 
FL3C3 i ) 


1 bronze fl life raft load reducer 
e raft release load reducer double 


TS 
FS105D53-297 i pacer stl . 31 OD x . 049 wall x . 297 in. 
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T.O. 1C-119F-4 Section П 


Figure 45. Center Wing Section to Fuselage Installation 
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Section II 
Group Assembly Parts List 


160 


FIGURE ἆ 
INDEX 
NUMBER 


*110-000003 

*110-100020-1 

*110-100020-2 
110-100023-1 
110-100023-2 
78-100112 


AN525-10-6 


AN525-10<6 


110-100020-10 


‚ 110-100020-20 


AN525-10R16 
AN525-10-10 


78-100100-1L 
78-100100-1R 
78-100100-2 
110-100020-30 
110-100020-40 
*110-100021-1 
*110-100021-70 
*110-100021-2 
*110-100021-80 
*110-100021-10 
*110-100021-50 
*110-100021-20 
*110-100021-60 
110-100021-3 
110-100021-4'7 
110-100031-4 
110-100021-48 
110-100021-5 
110-100021-51 
110-100021-6 
110-100021-52 
110-100021-7 
110-100021-53 
110-100021-8 
110-100021-54 
*110-100021-30 
*110-100021-40 
78-100101-2L 
78-100101-2R 
78-100101-3L 
78-100101-3R 
78-100101-12L 
78-100101-12R 
110-100021-17 
110-100021-27 
110-100021-25 
110-100021-31 
110-100021-18 


1 2 3 4 


Fa 
Fa Fa 


Fa 


; 


W - 


Fhi 


T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER WING SECT. TO FUS INSTL 


PART NUMBER 


5 6 


Center Wing 199077 ხი Fuselage Instl (See fig, 35) 
Fairing|Ingtl + Wing to fus LH 
ფათ Te L Wing to fus RH 


- Top insp LH 
= Top insp RH: 
ottom insp 

ARTS 


100023-1 & -2) 


100112) 


ng Assy - Wing to fus LH 
ng|Assy - Wing to fus RH 
G PARTS 

Recessed washer hd stl 10-32 x 1 in, 
w + Washer hd stl 10-32 x 5/8 in. 


iring|- Wing to fus LH 
iring|- Wing to fus RH 
iring - Wing to fus 


შეს jun - Wing to fus LH 
iring| #4 

ng|ASSy- Wing to fus LE LH 
ng|Assy - Wing to fus LE LH 
Fairing jie - Wing to fus LE RH 
Fairing A 


sy - Wing) to fus RH 


Sy - Wing to fus LE RH 
d Assy - Wing to fus LE LH 
iring Assy - Wing to fus LE LH 
iring Assy - Wing to fus LE RH 
iring Assy - Wing to fus LE RH 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE RH fairing 
Strip - Wing to fus LE RH fairing 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE RH fairing 
Strip - Wing to fus LE RH fairing 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE LH fairing 
Strip - Wing to fus LE RH fairing 
Strip - Wing to fus LE RH fairing 
iri a Assy - Wing to fus LE LH 


iring Assy - Wing to fus LE RH 
Fairing - Wing to fus LE LH 
T - Wing to fus LE RH 


ში ng - Wing to fus LE LH 
iring - Wing to fus LE RH 
Fairing - Wing to fus LE LH 
T - Wing to fus LE RH 

iring - Wing to fus LE LH 
Fairing - Wing to fus LE LH 
Fairing - Wing to fus LE LH 
Fairing - Wing to fus LE LH 
ΠΕ - Wing to fus LE RH 


Washer hd stl 10-32 x 3/8 in. (Use on part No. 110- 


Washer hd stl 10-32 x 3/8 in. (Use on part No. 78- 


UN | TS} USABLE 


ხა 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER WING SECT. TO FUS INSTL (cont) 


FIGURE & 
INDEX 


UNITS | USABLE 
NUMBER ON 


PART NUMBER | 2 3 ს 5 6 


110-100021-28 Е ee - Wing to fus LE RH 1 
110-100021-26 τὲς ng - Wing to fus LE ΒΗ 1 
110-100021-32 E ire - Wing to fus LE RH 1 
110-100021 -23 Door - LE insp panel access LH H 
110-100021 -33 T - LE insp panel access LH 1 
110-100021-24 or - LE insp panel access RH 1 
110-100021-34 Door - LE insp panel access RH 1 
ATTACHING PARTS 
AN525-10-7 Screw - Washer hd stl 10-32 x 7/16 in. 9 
*110-100030-1 ადა a. - Wing to fus lower spar LH NP 
110-100030-2 FàiringiAssy - Wing to fus lower spar RH NP 
110-100030-5 Fàiringi- Wing to fus lower spar LH 1 
110-100030-6 Fairing|- Wing to fus lower spar RH i 
*110-100030-10 Fairing|Assy - Wing to fus lower spar LH NP 
*110-100030-20 Flirine Assy - Wing to fus lower spar RH NP 
110-100030-3 Fairing - Wing to fus lower spar LH 1 
110-100030-4 Fairing - Wing to fus lower spar RH 1 
*178-100102-20L Fairing|Assy - Wing to fus bottom LH NP 
*78-100102-20R Fairing Assy - Wing to fus bottom RH NP 
78-100102-3L Fairing - Wing to fus bottom LH 1 
78-100102-3R Fairing - Wing to fus bottom RH 1 
*110-100022-1 Fairing Assy - Wing to fus TE LH NP 
*110-100022-2 Fairing| Assy - Wing to fus TE RH NP 
78-100104-1L Skin - Wing to fus TE fairing LH 1 
78-100104-1R Skin |- Wing to fus TE fairing RH 1 
78-100104-5L Fairing] - Wing to fus TE LH 1 
78-100104-5R Fairing|- Wing to fus TE RH 1 
*78-100104-10L Skin no - Fairing LH NP 
78-100104-10R sy ~ Fairing RH NP 
78-100104-2L in|- Wing TE fairing LH 1 
78-100104-2R - Wing TE fairing RH 1 
78-100104-3L iring - Wing to fus TE LH 1 
78-100104-3R iring - Wing to fus TE RH 1 
78-100104-4L in|- Wing TE fairing LH 1 
78-100104-4R - Wing TE fairing RH 1 
*110-100022-10 Fairing] Assy - Wing to fus TE LH NP 
*110-100022-20 Fairing Assy - Wing to fus TE RH NP 
110-100022-5 iring - Wing to fus TE RH 1 
110-100022-6 iring - Wing to fus TE RH 1 
110-100022-7 iring - Wing to fus TE LH 1 
110-100022-8 iring - Wing to fus TE RH 1 
*110-310022-1 kin Inst] - Fus to wing lower LH NP 
*110-310051-1 kil Instl - Fus to wing lower LH NP 
*110-310022-2 kin Instl - Fus to wing lower RH NP 
*110-310051-2 NP 
110-313017 1 
110-313622-21 
1 
778-313440 s stringer att (Made from part No. 718-313439) 4 
110-313019 А wing att outbd 1 
110-313623-21 s wing att outbd 1 
UWN1018 t wrenching 5/8-18 (SPS) 
NAS443-12 t wrenching 3/4-16 
EB126 
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Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


45 
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GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER WING SECT. TO FUS INSTL (cont 
nemen зз, /— | 


78-311355 
110-313649-3 
110-313649-5 


78-311354 
110-313648-5 


110-313648-11 


110-313648-3 


110-313648-7 


FS150-42 
110-313647-3 
110-313647-5 


AN365-624 
NAS443-7 
EBO70 
AN960-616 
AN6-11A 
ΑΝΘ-15Α 
МА8141-32 


NAS147-33 


NAS147-21 


Washer| - 


ine ea - 


T.O. 1C-119F-4 


lieu p 


110-81 


de. 
110-81 
t wr 


110-81 


) 


itl- ΑΟ s 


ү "o: 1 


Bplt|- Int wrenching 7/16-20 x 2-1/16 іп. (Used on part No. 


-81 
t wr 


Washer|- Plain stl fus wing att 5/8 in. bolt 
Washer - 
Meshes - Fus to wing ftg att lower plain (Use for spares in 


s to wing ftg att lower plain 


part No. 110-313649-3) 


lain stl fus wing att 5/8 inl bolt 
er - Fus to wing ftg att lower bevel (Use on part Νο, 


110-51 
Washer - te 

toc 

110-81 
Washer - 


3623-21) 


S to wing ftg att lower bevel (Use on part No. 


3623-21) (Use for spares in lieu of part No. 
3648-5) 


S to wing ftg att lower bevel (Use on part No. 


3622-21) 


S to wing ftg att lower bevel (Use on part No. 


3622-21) (Use for spares in lieu of part No. 
3648-3) 
enching stl 5/8-18 x 2-5/8 in. 


1{|- τ to wing lower (Made from part No. NAS152-41) 
8 10 wing lower (Use for spares in lieu of part No. 


3647-3) 


ocking stl 3/8-24 
Ἢ wrenching 7/16-20 


- Plain stl reg ser 3/8 in. bolt 


+ - Асї 8 


tl 3/8-24 x 1-13/64 in. 

t1 3/8-24 x 1-45/64 in. 

enching 7/16-20 x 2,00 in. (Use on part No. 
3622-21) 


3623-21) 
enching 7/16-20 x 1-5/16 in. 


UN | TS| USABLE 


o 


eu HUC деш 


AR m 


110-313018 
110-313624-21 
110-313020 

110-313625-21 


UWN1018 
NAS443-12 
EB126 
78-311355 
110-313649-3 
110-313649-5 


FS150-37 
110-313647-3 
78-311354 


110-313048-3 


110-313648-5 
110-313648-11 


AN365-624 
NAS443-6 
EB064 
AN960-616 


Nut 


αι 


u of 


ashe 
. 11 
Washe - fo 
10 31 
Washen - Fu 
Washe 
lieu jof 


aspen - 


- Hus wing att inbd 
- Hus wing att inbd (Made from part No. 78-313158) 
- Hus wing att inbd 

dus wing att inbd (Made from part No, 78-313158) 
TS 


pom stl reg ser 3/8 in. bolt 


de | 

t wrenching 5/8-18 (SPS) 
t wrenching 3/4-16 

2 


- შარი stl {18 wing att 5/8 in, bolt 


S to wing ftg att lower plain 


Fus to wing ftg att lower plain (Use for spares іп 


asne 
M 
Bolt|- Int wr 


part Νο, 110-313649-3) 
enching stl 5/8-18 x 2-5/8 in. 


წ. - Fug to wing lower (Made from part Νο, NAS152-41) 
- Plain stl fus wing att 5/8 in. bolt (Used on part 


0-313018) 

s to wing att R spar bevel (Used on part No. 
3020) 

s to wing ftg att lower bevel 


- us to wing ftg att lower bevel (Use for spares in 


part No. 110-313648-5) 


Nut + Self locking stl 3/8-24 
t wrenching 3/8-24 


μα οι x Ὁ =< 3 Ὁ Ee duaa 


e 


ος κ δι ou 


FIGURE ἆ 
INDEX 
NUMBER 


45 


-34 
-35 
-36 


-37 


GROUP 
MAJOR ASSEMBLY 


AN6-11A 
AN6-15A 
NAS146-20 


NAS146-29 
NAS146-19 


NAS146-27 


*110-720010 
*110-110000 
*110-310000 
*110-310026 
*110-314002-10 
*110-314004-1 
*110-314004-10 
*110-314002-20 
*110-314004-2 
*110-314004-20 
110-313058 


Revised 15 February 1957 


FUSELAGE 


Section H 
Group Assembly Parts List 


T.O. 1C-119F-4 


UNITS | USABLE 


CENTER WING SECT. TO FUS INSTL (Cont. ) ON 


Center Win 


Floor Instl |- 
Beam A$sy 
Beam) yes 
Beam) Assy 
Beam Assy 
Beam Assy 
Beam Assy 


ABLE ON 
CODE 


A 


CODE 


stl 3/8-24 x 1-13/64 in. 
stl 3/8-24 x 1-45/64 in. 


t wrenching stl 3/8-24 x 1-1/4 in. (Used on part No. 

110-313624-21) 

lt 4 Int wrenching stl 3/8-24 x 1-13/16 in. (Used on part 
| No, 110-313624-21) 

Bolt 4 Int wrenching stl 3/8-24 x 1-3/16 in. (Used on part 

Νο, 110-313625-21) 

Bolt + Int wrenching stl 3/8-24 x 1-11/16 in. (Used on part 

No. 110-313625-21) 


Surfate Contrdls Inst] - Center sect. (See fig. 46, 47, δι 48) 
Assy (See fig. 50 & 52) 
Fuselag Wi eh Assy (See fig. 94, 96, 98, & 99) 


S to wing aux 
- Aux floor LH 
- Aux floor LH 
- Aux floor LH 
- Aux floor RH 
- Aux floor RH 
- Aux floor RH 


Hanger + Litter strap 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 


53-8069 thru 53-8156 


51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8098A thru 51-8127A 


51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-2667 
51-8128A thru 51-8168A 
C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


R4Q2 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8168A 
C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
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Section IL 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


GROUP FUSELAGE 


MAJOR ASSEMBLY 


PART NUMBER 1 2 3 4 5 6 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


CENTER WING SECT. TO FUS INSTL (Cont. ) 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
92-6012 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8086 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8087 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 


131690 thru 131719 


91-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52- 5954 
52-6012 thru 53-7845 
53-8069 thru 53-8156 
IK-441 thru IK-453 
131690 thru 131719 


53-7846 thru 53-7884 
IK-454 and Subsequent 


51-8035 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-8035 thru 51-8097 
92-5840 thru 52-5907 
52-6012 thru 52-6040 
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UNITS] USABLE 


T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE ` 
Wines MAJOR ASSEMBLY CENTER WING SECT. TO FUS INSTL (Cont. ) 


UNITS | USABLE 
ON 


| CODE 
PART NUMBER 1 23 4 5 6 
45 USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
C Ἴ 
V (C0იL.) R4Q2 131690 thru 131719 
w C-119G 52-5908 thru 52-5954 


52-6041 and Subsequent 
IK-441 and Subsequent 
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Section H T.O. 1C-119F-4 


3 
TIAS tie К 
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L | 6436 
Figure 46, Center Section Surface Control Installation 
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FIGURE & 


INDEX 
NUMBER 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER SECTION SURFACE CONTROL INSTL 


T.O. 1C-119F-4 


PART NUMBER 1 2 3 4 5 6 


*110-720010 
110-726080-30 
110-726080-50 
110-726080-70 
110-726080-130 
110-726080-110 
110-726085-30 
110-726085-50 
110-727245-10 
110-727245-30 
110-727245-50 
110-727 245-70 
110-727250 
110-727255 
110-727440-10 
110-727440-20 
110-727440-30 
110-727440-70 
110-727440-40 
110-727440-80 
AN155-16L 
AN155-16L 
AN155-80L 
110-727209 
18-727011-2 


AN161-80RL 
AN165-16RL 
FS2491-8-2 
FS2491-8-4 
FS2491J3-2 
FS2491-3-4 
*110-726105-1 
*110-726105-2 
110-726105-3 
110-726105-5 


AN742-18C 
AN741D8 


*110-726105-10 
*110-726105-20 
110-726105-7 

110-726105-11 


AN'142-18C 


*110-728635 
110-728635-3 
110-728635-7 


440E 20-8 


*110-727605-1 
*110-727605-2 


Surface Cont 
Cable Ass 
Cable Ass 
Cable Ass 


y - Ail. (See fig. 
y -| Ail. 
ssy -| Ail. (See fig. 
Cable Assy -| Ail. (See fig. 


ollnstl - Center sect. (See fig. 45) 


y -| Conl lock (See fig. 
y -| Conl Iock (See fig. 
y -| Conl lock (See fig. 


é -| Conl lock (See fig. 


( 
-| Соп] lock (See fig. 
( 


y -| Conl lock (See fig. 
წ -|Conl lock (See fig. 


+ Ail. 390) 
390) 
390) 
390) 


390) 


(See fig. 


(See fig. 


able з -| Ail. 

- Rud LH (See fig. 390) 
Rud RH (See fig. 390) 
-| Elev LH (See fig. 390) 
-| Elev LH (See fig. 390) 
-| Elev RH (See fig. 390) 


(See fig. 390) 


390) 
390) 
390) 
390) 
390) 
390) 
390) 


able ii - Elev RH (See fig. 390) 
r 


kl 
arrel|- Trnbkl 


arrel|- Trnbkl 


ube - 

Tube - 
ds AGHING 
Glamp 
Clamp 


Tub 
Tube - 
Tube - 
ATTACHING 
| ipi 


Tube - 
Tube - 


erminal |- Auto pilot surf. conl 
olt; - Main 
N73-10) 
ork -|Trinbkl 
yel- წია 
ink - Cable|vernier 
ink - Cable/vernier 
ink - Cable|vernier 


ink - Cable|vernier 
ახა Instl + Surf. conl locks LH 


Su 


PARTS 
- Loop type sup. 


oop type sup. 


Surf. conl lock 1.00 OD x 1/16 x 15. 78 in. 
Surf. conl lock 1.00 OD x 1/16 x 18. 50 in. 


PARTS 
- Loop type sup. 


ATTACHING 
Clip - 


Bracket 
Bracket 


PARTS 
ual line sup. (AP) 


stl & Assy - Surf. conl pulley LH (See fig. 49) 
st] & Assy - Surf. conl pulley RH (See fig. 49) 


(Continued on fig. 47) 


onl term. housing wheel (Made from part No. 


ng|Ingtl + Surf. conl locks RH 
ae conl locks 1.00 OD x 1/16 x 11. 92 in. 
f. conl locks 1. 00 OD x 1/16 x 26,00 in. 


Ып Inst] - Surf. conl locks LH 
ng|Instl + Surf. conl locks RH 


Hairleád Inst! - Surf. conl elev tab 
Elev tab fairlead 5/8 OD x .035 x 41.75 in. 
Elev tab fairlead 5/8 OD x .035 x 40.00 in. 


თ 
NE ЦА ΟΣ πὶ κα πὶ πὰ πὸ κα κα κα ο ο МӘ ο ο = ке G 
— 


16 
1 
4 
2 
2 
8 
4 

NP 

NP 
3 
1 


Section II 
Group Assembly Parts List 


UNITS] USABLE 
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Section II 
Group Assembly Parts List 


FIGURE & | GROUP E LAGE 


T.O. 1C-119F-4 


ee MAJOR ASSEMBLY CENTER SECTION SURFACE CONTROL INSTL (Cont. ) 


46 


168 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


ის πα μμ 0 


SERIAL NUMBERS 


51-2662 thru 51-2693 
51-8098А thru 51-8168A 


51-2694 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2662 thru 52-5847 
52-6000 thru 52-6027 
53-8069 thru 53-8156 
131662 thru 131719 


52-5848 thru 52-5954 
52-6028 thru 53-7884 
IK-441 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 47. Center Section Surface Controls Installation 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE à 


MAJOR ASSEMBLY CENTER SECTION - SURFACE CONTROLS INSTL 


ων. Doo 346 e oo | 


FIGURE & 
INDEX 
NUMBER 


UN I TS] USABLE 


*110-7 20010 d Instl - Center sect. (See fig. 45) 
*110-728625 atket Inst! - Surf. conl elev tab 
110-728617-21 Brack o conl elev tab 

PARTS 


AN365-1032 ut |- Self | locking stl 10-32 
AN960-10 ake Plain stl reg ser No. 10 bolt 
AN3-7A oly - Acfit stl 10-32 x 29/32 in. 


AN210-2A Pulley |- Anti-friction brg conl 
NAS43-3-20 Spaqer|- $crew & bolt 5/16 OD x „049 x 5/16 in. 
NAS43-3-16 Spaqer|- Screw δι bolt 5/16 OD x .049 x 1/4 in. 


*110-728005 
110-7 28006-21 


racket -|Surf. conl elev tab pulley 
HING PARTS 

Nut |- Self locking stl 10-32 

Washer dar stl reg ser No. 10 bolt 


| შო t Ihst] - Surf. conl elev tab pulley 
т 


AN365-1032 
AN960-10 
AN3-13A 
AN3-12A 


L stl 10-32 x 1-13/32 in. 
t stl 10-32 x 1-9/32 in. 


AN210-2A 
*110-737620-10 
*110-727620-30 
110-727619-23 


Pulley |- Anti-friction brg conl 
| Inst] - Surf. conl elev & гиа 
Bracket Inst] - Surf. conl elev & rud 
racket -|Surf. conl elev & rud (Used on part No. 
1104727620- 10) | 
rabket -|Surf. conl elev 6 rud (Used on part No. 
104727620-30) 
| -|Surf. conl elev & rud (Used on part Νο. 
1101727620-30) (Use for spares in lieu of part No. 
1101727626-21) 
ATTACHING PARTS 
Nut |- ү locking stl 1/4-28 
ბრი აი Plain Al al reg ser 1/4 in. bolt 
agher -|Plain Al al light ser 1/4 in. bolt 
het stl 1/4-28 x 1-1/32 in. 


110-727626-21 


110-727626-25 


AN365-428 
AN960D416 

AN960D416L 
AN4-10A 
AN4-11A 


t stl 1/4-28 x 1-5/32 in. 


AN210-5A 
110-721039-5 


Anti-friction brg conl 
12 - Cable guard pulley bkt (Used on part No. 


110+727620-10) 


110-727039-5 Stud - Cable guard pulley bkt (Used on part No. 
410+727620-10) 
TTAGHING| PARTS 
AN365-624 Μι - n stl 3/8-24 
AN960D616 ashef -|Plain Al al reg ser 3/8 in. bolt 


FS105D86-47 
FS105D86-121 


Spacer Al al . 50 OD x .377 ID x . 47 in. 
ushin -| Spacer Al al . 50 OD x .377 ID x 1. 21 in. 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 
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FiGURE & | GROUP FUSELAGE 
ER MAJOR ASSEMBLY == SECTION - SURFACE CONTROLS INSTL 


2 3 4 56 | 


PART NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


Section П 
Group Assembly Parts List 


UNITS | USABLE 
ON 
CODE 


SERIAL NUMBERS 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 53-7850 
53-8069 and Subsequent 
IK-441 thru IK-453 
131662 thru 131719 


53-7851 thru 53-7884 
IK-454 and Subsequent 
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Section II 


T.O. 1C-119F-4 
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Figure 48. 


Center Section Surface Controls Li 


Ц 
6438 


istallation 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


ο ae ο о ВОВЕЦАВЕ ОМТ | USABLE 
აიი [MAJOR ASSEMBLY CENTER SECTION SURFACE CONTROLS INSTL ος 
> | PART NUMBER 1 23 4 5 6 
| πε 
48 i (Continued from fig. 47) 
*110-720010 Surfáce Cantrolg Instl - Center sect. (See fig. 45) Ref | All 
110-726015-10 врака Instl - Surf. conl locks pulley NP | All 
*110-726015-30 Bracket Instl'- Surf. conl locks pulley NP | All 
- 1 AN210-2A | Pulley - Anti-friction brg conl 1 | All 
AITTACHING PARTS 
- 2 | AN365-1032 Nut + Self locking stl 10-32 1 | All 
AN960D10L Washer'- Al al light ser No. 10 bolt 1 | All 
AN960D10 Washer - Al al reg ser No. 10 bolt 1 | All 
AN3-12A I Bolti- Acft stl 10-32 x 1-9/32 in. 1 | All 
- 3 110-726011-21 Bracket - Surf. conl locks pulley 1 | All 
*110-726020-10 | Bradket Instl|- Surf. conl locks pulley NP | All 
*110-726020-30 | Bracket Insti - Surf. conl locks pulley NP | All 
- 4 AN210-2A Pulley + Ahti-friction brg conl 1 | All 
ATTACHING PARTS 
- 5 AN365-1032 Nut + Self locking stl 10-32 1 | All 
ΑΝΘΘΟΡΙΟΙ, Washer) - ΑΙ αἱ light ser No. 10 bolt 1 | АП 
AN960D10 Washer; - Al al light ser No. 10 bolt 1 | All 
AN3-12A Bolt |- Acft stl 10-32 x 1-9/32 in. 1 | All 
- 6 110-726013-21 Bi adkel - Surf. conl pulley (Use on part No. 110-726020-10) 1 | All 
- 7 110-726014-21 | Bradkel - Surf. conl pulley (Use on part Νο, 110-726020-30) 1 í All 
*110-726090-1 | Bracke Ingtl - Surf. conl locks pulley cable LH NP | C 
*110-726090-10 B mi Instli- Surf, conl locks pulley cable NP 
*110-726090-2 | Bracket Instli- Surf. conl locks pulley cable RH NP | C 
*110-726090-20 Bracket Ingt1|- Surf. conl locks pulley cable | NP |р | 
- 8 78-726039 | Stud|- Parking lock idler pulley guard 2 |А 
110-726067-5 | Bolt |(Made from AN4-27A) (Use for spares in lieu of part 
| | | No. 78-726039) 2 |В 
- 9 110-726067 | Stud|- Surf. conl lock pulley bkt 4 | À 
110-726067-3 | Bolt (Made from AN4-26A) (Use for spares in lieu of part 
| : No. 110-726067) B 
-10 78-726031-2 | | Phlley τ Single idler All 
-11 78-726032-4 | Cap = Parking lock ret All 


-11А | 110-726081-3 | Stop ;- Gust lock rigging 
110-726081-4 Stop - Gust lock rigging 
-12 110-726066 Shaft - Sunf. conl locks pulley bkt 


-13 | AN201KP12A | Bearing - Intermediate duty ball All 
-14 | 110-726061-25 Bra | - Surf. conl pulley LH All 
110-726061-26 | - Surf. conl pulley RH All 
*110-726050 | sade In Ingtl|- Surf. conl pulley locks N All 


= Ὁ ა ასა ააა ка ке со со μα 
> 
А 
= 


-15 AN210-2A Pulley L Anti-friction brg соп1 


AITTACHING PARTS 
-16 | AN365-1032 Nut + Self locking stl 10-32 1 | All 
AN960D10 | | Washer ~ Al al plain reg ser No. 10 bolt 1 | All 
AN3-12A | Bplt|- Acft stl 10-32 x 1-9/32 in. 1 | All 
UBABLE ОМ | | MODEL DESIGNATION SERIAL NUMBERS 
| CODE | | | 
LJA | C-119G 51-2662 thru 51-8034 | 
ú 51-8098A thru 51-8168A | 
Е 51-17365 thru 51-17367 
i | 52-6000 thru 52-6011 | 
>> R4Q2 131662 thru 131719 
EMEN | 
NE M | 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


"FIGURE & LGROUP FUSELAGE 


Шы К MAJOR ASSEMBLY 


PART NUMBER 


| 


174 


* 


CENTER SECTION SURFACE CONTROLS INSTL 


MODEL DESIGNATION 


C-119G 


C-119G 
R4Q2 


C-119G 


UNITS] USABLE 


SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 


52-6028 and Subsequent 
IK-441 and Subsequent 
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T.O. 1C-119F-4 Section II 
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Figure 49. Surface Control Pulley Bracket Installation and Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
ΝΟΕΙ͂ MAJOR ASSEMBLY SURFACE CONTROL PULLEY BRACKET INSTL & ASSY 
μπε, 238g — η 


*110-727605-1 Braqket Inst!|& Assy - Surf. conl pulley LH (See fig. 46) 
*110-727605-2 Bracket Instl!& Assy - Surf. conl pulley RH (See fig. 46) 
AN210-6A Pulley - Amti-friction brg conl 
110-727606-21 Plate -|Elev & rod pulley bkt lower LH 
110-727606-22 Plate -| Elev & rod pulley bkt lower RH 
110-727604-21 Plate -| Elev & rod pulley bkt upper LH 
110-727604-22 plate ΓΝ & rod pulley bkt upper RH 
ATTACHING [PARTS 
AN365-428 t - Self locking stl 1/4-28 
AN960D416 Vasher - Plain Al al reg ser 1/4 in. bolt 
АМА -27А Bolti- Acft stl 1/4-28 x 2-29/32 in. 


110-727602 Plate - Elp & rod pulley bkt lower 

110-727603-21 Spader |- Eley & rod pulley bkt 

110-727601 Plate - Elv & rod pulley bkt upper 
ATTACHING PARTS 


AN365-624 lut - Self locking stl 3/8-24 

AN960D616 ashen - Plain Al al reg ser 3/8 in. bolt 
AN6-52 Bolt - Acft stl 3/8-24 х 5-21/64 in. 
AN6-60 Bolt|- Acft stl 3/8-24 x 6-5/64 in. 
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T.O. 1C-119F-4 Section II 


Ly, 
i 


@ 


Figure 50. Center Wing Assembly 
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Section II 


Group Assembly Parts List 


ხალ ες 
FIGURE გ | GROUP 


INDEX 
NUMBER 


-11 


-12 


178 


| MAJOR ASSEMBLY 


*110-110000 
*110-110040-1 
*110-110040-2 
| 110-110040-11 
110-110040-12 
110-110040-15 
110-110040-16 


AN525-10-8 
AN525-10-7 


AN525-10-7 


110-110040-3 
110-110040-4 
110-110040-5 
110-110040-6 
110-110040-7 
110-110040-8 
110-110040-17 
110-110040-18 
110-110040- 23 
110-110040-24 
18-128120 

78-728124 


ΑΝΦΗΡΑ 
RL23SB7 
205587 


78-728123 
78-728123-21 


AN531-6-6 


AN200KP5 
110-160001-10 
110-160001-20 


AN310-5 
AN960-516 
AN5-15 
AN310-6 
AN960-616 
AN6-17 
AN320-5 
AN25-24 


18-161756 
18-161706 
110-161704-10 
110-161704-20 


| 


Center 


F 


АТТА 


АТ 


' Bolt - 


| Waster 


FUSE LAGE 
CENTER WING ASSY 


тмн 2 supe Cd 


50ге 
Sdre 
Sdre 


E 
Fair 


Fair 
Fair 
Fair 
| Fair 
| Fair 


| | 
AT TACHING PA 
Screw - 


F 
F]ap'As 
T 


Washer 


i Nut 4 АС Bh 
Bolt +} Clevis 


Cove 
B p 
Brac 


Brac 


ing ASS 
tone Insti 


Door - 
Door - Wi 
Door! - Wir 


le 


Link Assy - 
; Spring + Flap hinge link adj 
CHING PARTS 


it 
Ring | 
Ini ext 5 


w - W: 
1]0- 
жү 


Т.О. 1С-119Е-4 


(See fig. 45) 


Wing to nac inbd LH 
1гїп 1181 + Wing to пас inbd RH 
Wing to nac inbd insp LH 
g to nac inbd insp RH 
g to nac inbd insp LH 
ing to nac inbd insp RH 


| Door 
е PA 


TS 


sher hd stl 10-32 x 1/2 in. 


10040-15 & -16) 


sher hd 511 10-32 x 7/16 in. 


| 110-[10040-11 & -12) 
sher hd stl 10-32 x 7/16 in. (Use on part No. 


ww 


saab Wing to nac 
ing'- Wing to nac 
Wing to nac 
Wing to nac 
Wing to nac 
ing|- Wing to nac inbd RH 

bie to nac inbd LH 
ing to nac inbd RH 
ing to nac inbd LH 
oe to nac inbd RH 


ing 
ng 
ng 


ingl- 
ingi- 
ing|- 
ing 


= Acft 


part 


CHING PAR 
| ას - Аб pastle stl 5/16-24 
წ Plain stl reg ser 5/16 in. bolt 
st] 5/16-24 x 1-23/32 in. 
ft castle stl 3/8-24 
- Plain stl reg ser 3/8 in. bolt 
| Bolt b Ас | 3/8-24 x 1-61/64 in. 
ar stl 5/16-24 
stl 5/16-24 x 1- 35/64 in. 


icf t 


ΠΤ 15 ἃ -16) 


ing flap hinge 


stl 10-32 x 21/32 in. 
- Lock (BMC) 
16-24 tap x 10-32 int thd (BMC) 


Platd - Wihg flap hinge scuff 
Plate - Wing flap hinge scuff (Use for Spares in lieu of 


o. 78-728123) 
TS 


Sheet metal flat hd No. 6x 3/8 in. 


ME - In 
Јар Assy - Wi 
By - 


ing inbd LH 
ing inbd RH 
TS 


r -| Flap inbd access opening 
ket| Agsy - Wing flap hinge 
keti Assy - Wing flap hinge LH 
ket Agsy - Wing flap hinge RH 


inbd LH 
inbd RH 
inbd LH 
inbd RH 
inbd LH 


termediate duty ball 


UN 1TS| USABLE 


(ყვი ხი part No. 


(Use on part No. 


2 


кз > ка ма κα μὲ μα уш μα μα μα 


N № 


πω 


М BO S S NN N Ñ NO 


= = γα № 


Revised 15 February 1957 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


AN4-12A 
AN960-416 


cft stl 1/4-28 x 1-9/32 in. 
eri- Plain stl reg ser 1/4 in. bolt 


FS10 3875-. 343 - Press fit stl . 4391 OD x .3120 ID x . 343 in. 
(Use on part No. 78-161706) 
Bushing) - Plain press fit stl . 4386 OD x .3125 ID x 

| ა. in. (Use on part Νο, 110-161704-10 δι -20) 
ing flap hinge lg 


ing + 
«λοι Assy - Wing flap act. 


G PARTS 
| Self locking stl 1/4-28 


NAS75-5-11 


78-161710 
78-161707-10 


AN365-428 


AN960-416 Washer |- Plain stl reg ser 1/4 in. bolt 
AN4-11A Bolt = Acft|stl 1/4-28 x 1-5/32 in. 
| 
AN200KP6 Bearing| - Heavy duty ball 
78-161709 Fitting + Wing flap hinge 
78-161708-1 riti + Univ short 
*110-110034-1 Support Inst] + Wing center sect. flap lever LH (See fig. 59) 
F*110-110034-2 Support шай + Wing center sect. flap lever RH (See fig. 59) 
110-625524-1 Ducting Inst] + Air ind sys LH (See fig. 51) 
*110-625524-2 Ducting |Instl + Air ind sys RH (See fig. 51) 
110-630502 Engine Poste ls Inst] - Wing center sect. (See fig. 60 & 62) G 
*110-630565 Ere отав Instl - Wing center sect. (See fig. 61-63) H 
110-110001 Wing| Agsy |- Center sect. (See fig. 65) 
*110-680003-1 Fuel System Instl - Wing center sect. LH (See fig. 71 & 72) 
110-680003-2 Fuel System Instl - Wing center sect. RH (See fig. 71 & 72) 
110-741011 Electrical System Instl - Wing center sect. (See fig. 76, 77 &78) 
110-745014 Electrical System Instl - Wing center sect. (See fig. 77) L 
110-685502 Water Injectian System Instl - Wing center sect. (See fig. 55, 
56, & 57) 
110-110022-1 byang ‘edge Instl - Wing center sect. оша 
110-110022-2 Léading| Edge [Inst] - Wing center sect. outbd 
110-110022-13 Door} – Oil cooler shutter act. access 
ATTACHING PARTS 
AN525-10-7 Screw -| Washer hd stl 10-32 x 7/16 in. 
AN525-10-14 Screw -|Washer hd stl 10-32 x 7/8 in. 
110-730118-1 bing Instl -IWing & nac hyd sys (See fig. 81 & 82) 
110-730118-2 bing 10511 -| Wing & nac hyd sys (See fig. 81 δι 82) 
*110-772133-1 Fire Extingui$her System Instl - Wing center sect. LH 
110-772133-2 Fire |Extinguisher System Instl - Wing center sect. RH 
AN816-6-2D Nipple ` Flared tube & pipe thd [o 
AN816-6-2 mole + Flared tube & pipe thd E 
AN6271-6-10.00 Hose; Assy |- Hyd & pneu detachable swivel ftg for 3/8 OD 
tube x 10.00 in. B 
AN6271-6~-8. 50 Hose Assy - Hyd & pneu detachable swivel ftg for 3/8 OD 
tube κ 8.50 in. F 
АМ6271-6-7. 50 Hose} Assy |- Hyd & pneu detachable swivel ftg for 3/8 OD 
tube x 7.50 in. D 
AN6271-6-7. 00 a Assy|- Hyd & pneu detachable swivel ftg for 3/8 OD 
tbe 7.00 in. (Use for spares in lieu of part No. 
AN6371-6-7,. 50) A 
350-6SSW8. 50 Hose} Agsy |(AQ) J 
AN8 25-6 Tee + Flared tube with pipe thd on side 
AN6290-6 He r Straight thd tube ftg boss 
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Section Π 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 


NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


АМ6271-6-52, 00 


350-655V/ 52. 00 
AN815-6D 
AN815-6 
AN8§3-14D 
AN893-14 
AN815-16D 
AN815-16 
AN938-16D 
AN938-16 
AN6290-16 


180 


CENTER WING ASSY (cont) 


T.O. 1C-119F-4 


GROUP FUSELAGE 


Hose Assy - Hyd & pneu detachable swivel ftg for 3/8 OD 


ion -|Fl 


Bushing 


Tee + Int ii 
Tée + Irit 5 


| { 


us 


| !tube k 52.00 in. - 
Hose| Agsy (AQ) 

Union -|Fláred tube 

it 1 tube 

Bushing! - Screw thd reducer 
- Screw thd reducer 
Union -!Flared tube 

Union - Flàred tube 


Gasket L Straight thd tube ftg boss 


(Continued on figure 52) 


i ON | I 
| ο η, | | MODEL DESIGNATION 


C-119G 


C-119G 
C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBERS 


52-5922 thru 52-5923 
53-3165 thru 53-7884 
53-8091 thru 53-8156 
IK-443 & Subsequent 


51-8098A thru 51-8100A 
51-8098A thru 51-8143A 


52-5847 thru 52-5921 
52-5924 thru 52-5954 
52-6028 thru 53-3164 
53-8069 thru 53-8090 
IK-44] thru IK-442 


91-2662 thru 51-8097 
91-8144A thru 51-8168A 
51-17365 & Subsequent 
ІК-441 ἃ Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
91-8101A thru 51-8168A 
51-17365 thru 53-5846 
52-6000 thru 52-6027 
53-8069 thru 53-8156 
131662 thru 131719 


91-2662 δι Subsequent 
I&-441 & Subsequent 


131662 thru 131719 


951-2662 & Subsequent 
IK-441 & Subsequent 


51-8125Α thru 51-8168A 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


INDE UN I TS| USABLE 
nipani CENTER WING ASSY wawas 
NUMBER [MAJOR ASSEMBLY CENTER WING ASSY (cont) Л 


PART NUMBER 


USABLE ON | 
CODE | | MODEL DESIGNATION SERIAL NUMBERS 
i I 
Ν С-119С 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8156 
| R4Q2 131662 thru 131689 
| 
i 
| | Pl | C-119G 51-8035 thru 51-8097 


| 52-5840 thru 52-5954 
| 52-6012 thru 53-7884 
| : IK-441 & Subsequent 
| R4Q2 131690 thru 131719 
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Т.О. 1C-119F-4 Section II 
Group Assembly Parts List 


Н PER ON 
NUMBER | MAJOR ASSEMBLY AIR INDUCTION SYSTEM DUCTING INSTL ASSY. | CODE 


| 51 *110-625524-1 Ducting; Instl + ie ind sys LH (See fig. 50) Ref | All 
*110-625524-2 ш ia + Ajir ind sys RH (See fig. 50) i Ref | АП 
= 1 110-625507 Seal |- Air ind sys valve box 1 | All 
*110-625526-1 | Осі Assy |- Air ind sys 90° elbow LH NP | All 
*110-625526-2 | Duct Assy j- Air ind sys 90° elbow RH NP | All 
- 2 110-625526-50 | Herr - Air ind sys 90? elbow LH (Use for spares) 1 |All 
110-625526-60 ct|Assy |- Air ind sys 90° elbow RH (Use for spares) 1 | #11 
ს - 3 |110-620009-90 | Elbow Assy - Gen blast tube 1 |All 
- 4 110-620008 ' Deflector Assy - Gen blast tube 1 | All 
| = 5 | 326-625-15.312-5 Clamp ხოა. 2 | All 
- 6 326-. 625-14.937-9 | Clamp ΜΑΗ) 1 Α 
326-625-15.75-S Clamp (MAR) 1 B 
326-625-15.51-S | | | Clamp (MAR) 11 C 
- 7 110-625067-11 | Sleeve + Air ind sys 90° elbow 1 | All 
- 8 110-625056-21 | Adapter - ir ind sys 90° elbow LH 1 | All 
110-625056-22 Adapter - Air ind sys 90° elbow RH 1 | All 
- 9 110-620010-30 Adapter Agsy|- Gen blast tube 1 | АП 
USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
‚ CODE 
A C-119G 51-2662 thru 51-8097 
| 51-17365 thru 52-5888 
52-6000 thru 52-6035 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
| | 
Β C-119G 52-5889 thru 52-5921 
| | 52-5924 thru 52-5954 
| 52-6036 thru 52-9982 
IK-441 thru IK-442 
C C-119G 52-5922 thru 52- 5923 
| 53-3136 and Subsequent 
IK-443 and Subsequent 
! | 
PEN x 
1 
! f 
| | 
| 
| | 
! | 
fee -ἢ 
ЯЕ | 
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Section H Т.О. 1C-119F-4 


= 


644i 


Figure 52. Center Wing Assembly 
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T.O. 1C-119F-4 Section H 


Group Assembly Parts List 


(Continued from fig. 50) 


= 


*110-773814 n tem Instl - Nac and boom (See fig. 83) 

*110-790040 Sy ran Insti - Aux power plant 
110-790040-50 sy |- Aux power plant fuel sys 1/4 OD x .035 x 22.69 in. 
110-790040-30 Assy |- Aux power plant fuel sys 1/4 Орх .035 x 26.87 in. 
110-790040-10 °> - Aux power plant fuel sys 1⁄4 OD x 035 x 15.25 in. 


*110-110000 ing өзү (See fig. 45) 
te 


110-790040-190 Assy |- Aux power plant fuel sys 1/4 ODx.035 x 40.38 in. 
110-790040-150 sy - Aux power plant fuel sys 1/4 ODx.035 x 52.87 in. 
110-790040-170 Assy |- Aux power plant fuel sys 1/4 ODx.035 x 42.50 in. 
AN924-4D dar d tube bhd and univ ftg 
AN815-4D i Flared tube 
AN815-4D ion - IFlared tube 
AN816-4 4 Flared tube and pipe thd 
AN832-4D - (Flared tube 3/8 bhd and univ 
*110-000004-1 Ingtl (See fig. 84) 
*110-000004-2 Instl (See fig. 84) 
*110-670502 mlIngtl - Wing center sect. (See fig. 85 and 86) 
*110-730002-1 c System Instl - Wing and пас 
*110-733004-1 i ie 1 -| Wing and nac hyd (For air lines instl see fig. 54) 
*110-730002-2 c $ystem Instl - Wing and nac 
*110-733004-2 g Inst] -| Wing and nac hyd (For air lines instl see fig. 54) 


Ф со тс сњ Wh 


AN815-10D iom -|Flared tube 
AN815-10D ion - Flàred tube 
AN924-10D rus d tube bhd and univ ftg 


AN924-10D F 
AN832-10D Fláred tube 3/8 bhd and univ 

AN837-10D Flared tube and univ 45° 

110-730002-210 sy|- Wing and пас hyd sys 5/8 OD x .049 x 26.00 in. 
110-733004-81 sy|- Wing and nac hyd brake 5/8 OD x .049 x 36.13 in. 
110-730002-170 Syi- Wing and nac hyd sys 5/8 OD x .049 x 32.50 in. 
110-730004-91 Sy|- Wing and nac hyd brake 5/8 OD x .049 x 18.38 in. 
110-730002-230 sy|- Wing and nac hyd sys (Made from part No. 
71-10-92) (LH nac) 

- Wing and nac hyd brake 5/8 OD x .049 x 89.00 
LH nac) 

- Wing and nac hyd sys (Made from part No. 
71-10-79) (RH nac) 

- Wing and nac hyd brake on 5/8 OD x .049 x 62.06 
in. (RH nac) 

Assy|- Wing and nac hyd brake on 5/8 OD x .049 x 52.19 
in. (LH nac) 


ared tube bhd and univ ftg 


110-733004-51 


110-730002-250 
110-733004-71 


110-733004-101 


110-733004-181 
*110-781000-1 
*110-781013-1 
*110-781000-2 
*110-781013-2 
*110-785066-1 
*110-785066-2 
*110-781006-1 


*110-781006-2 
*110-772127 


AN924-16D 
AN924-16 
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<< << 


ББ 


< 
E 


< 


Nut 


- Wing and nac hyd brake on 5/8 OD x .049 x 50.25 
on and De-icing System Inst] (See fig. 92) 
) 
on and De-icing System Inst) (See fig. 92) 
ion and De-icing System Insti (See fig. 92) 


Heat, vent. and de-icing nac aft LH (See fig. 91) 
Heat, vent. and de-icing nac aft RH (See fig. 91) 
lation and De-icing Inst] - Wing center sect. TE LH 
ο. 


Τη, 


ion and De-icing Inst! - Wing center sect. TE RH 
91) 
p - Fire ext sys 

d tube bhd and univ ftg 


Nut + Flared tube bhd and univ ftg 


185 


Section П 


Group Assembly Parts List 


FIGURE გ [ GROUP 
MAJOR ASSEMBLY 
PART NUMBER 


INDEX 
NUMBER 


186 


AN832-16D 
AN832-16 
110-772127-10 
110-772127-30 


AN919-26D 
AN919-26 
AN6290-20 
870224 
870253 


5982486 
982485 


AN3-5A 
AN960-10 
AN970-3 


*110-710632 


110-710632-10 
110-710632-30 
110-710632-50 
110-710632-150 
110-710632-190 
110-710632-210 
AN924-4D 
AN815-4D 
AN815-4D 
AN832-4D 


*110-110030-1 
*110-110030-70 


*110-110030-110 


*110-110030-2 
*110-110030-80 


*110-110030-120 


110-110030-10 
110-110030-50 
110-110030-90 
110-110030-20 
110-110030-60 
110-110030-100 
110-110064-3 


110-110063-1 
110-110063-2 
110-673537 


FUSELAGE 
CENTER WING ASSY (cont 


w 


Containg 


ing 


T.O. 1C-119F-4 


Flared tube 3/8 bhd and univ ftg 
- Fire ext sys container 1.00 OD x .035 x 20.50 in. 
- Fire ext sys container st stl 1.00 OD x .035 
20.43 in. 


ооо 


Bonnet апа Cartridge Assy - Fire ext (WK) 

г Assy - Fire ext (WK) (Repl charged container 
artridge) j 
Bonnet and Cartridge Assy - Fire ext (WK) 

r Assy - Fire ext (WK) (Repl charged container 
th cartridge) 

ARTS 

ft/stl 10-32 x 21/32 in. 

lain stl reg ser No. 10 bolt 

lat stl No. 10 bolt 

ing center sect. inst 

ი) Wing center sect. inst line 1/4 OD x .035 x 


о Ya с? өсө 


Р; 


Ë z £ 


in. 

- Wing center sect. inst line 1/4 OD x .035 x 
.79 in. 

- Wing center sect. inst line 1⁄4 OD x .035 x 
in. 

- Wing center sect. inst line 1/4 OD x .035 x 
in. 

- Wing center sect. inst line 1/4 OD x .035 x 
in. 

r Wing center sect. inst line 1/4 OD x .035 x 
in. 

1атеа tube bhd and univ ftg 

Flared tube (Use on LS) 

Flared tube (Use on RS) 

Flared tube 3/8 bhd and univ 


d Inst] - Wing center sect, 
d Instl - Wing center sect. 
d Insti - Wing center sect, 
d Instl - Wing center sect. 
d Inst] - Wing center sect. 
d Inst] - Wing center sect. 


- Wing center sect. 

- Wing center sect. 

- Wing center sect. 

- Wing center sect. 

- Wing center sect. 

- Wing center sect. 

Oil tank scupper door (Use on part No. 
0-110030-90 and 110-110030-100) 

у - Wing center sect. οἱ] tank scupper LH 


y - Wing center sect. oil tank scupper RH 
il tank scupper (Use on part No. 110-110030-90 
nd 110-110030-100) 


ш шшш UQ > DU Q > t Q > tJ Q > 
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FIGURE & LGROUP FUSELAGE 


INDEX 


NUMBER [MAJOR ASSEMBLY 
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T.O. 1C-119F-4 


CENTER WING ASSY (Cont. ) 


PART NUMBER 12345 6 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


52-2922 thru 52-5923 
53-3166 thru 53-7884 
53-8133 thru 53-8156 
IK-443 and Subsequent 


51-2662 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-592" thru 52-5954 
52-6048 and Subsequent 
IK-443 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8132 
IK-441 thru IK-442 

131690 thru 131719 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 


52-5922 

52-5927 thru 52-5954 
52-6048 thru 53-3194 
53-8069 thru 53-8116 


51-2662 thru 53-7884 
IK-441 and Subsequent 
131662 thru 131719 


UNITS] USABLE 
ON 
CODE 


187 


Section Ἡ T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE UN I TS} USABLE 


ან: MAJOR ASSEMBLY CENTER WING ASSY (Cont. ) ON 


NUMBER 


52 MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-8069 thru 53-8156 


188 Revised 15 February 1957 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Figure 53. Emergency Air Brake Tubing Assembly and Installation 
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Section П 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


РАТ MAJOR ASSEMBLY — EMERGENCY AIR BRAKE TUBING ASSY & INSTL 
PART NUMBER 


*110-733001-1 

*110-733002-1 
110-733023-1 
110-733023-11 


AN735D14 
AN530-8R9 
AN960D8L 


78-724063 
AN4-40A 
NAS43DD6/'83 
NAS43DD6- 73 
NAS43DD6-40 
NAS43DD4-220 
AN396-71 
AN960-616 
110-733020-61 
110-733020-71 


AN310-6 
AN960-616 
AN176-45 


AN919-10D 
AN919-10 

AN6290-8 ` 
412115-0-1 ` 


AN365-428 
AN960-416 
AN4-43A 


*110-733003-1 
*110-733028-1 


*110-733028-111 
110-733028-61 


110-733028-71 
110-733028-51 


AN824-4 
110-733028-81 


AN6287-1 
110-733027-5 
DELETED 
DELETED 
110-733028-31 


190 


T.O. 


1C-119F-4/NAVAER 01-115CCB-4 


UN I TS} USABLE 


ON 
EE аа аа Е 
(Aircraft With Emergency Air Brake Instl) 
Tubing e & Inst] - Fus emer air brake (See fig. 35) All 
Hand e чам Instl - Emer air brake All 
Boot Assy + Emer air brake handle A 
Baot κ y ү Emer air brake handle (Use for spares in lieu 
d of t No. 110-733023-1) B 
АТТАС NG PARTS 
C18 -| Lqop type A 
Bored Sheet metal rd reeessed hd No. 8 x 1/8 in. All 
Washer l- lain Al al light ser No. 8 bolt All 
Spring -| Emer servo disconnect 2 All 
Balt + || acft stl 1/4-28 x 4-1/32 in. 1 All 
E 1 Sqrew & bolt Al al 1/2 OD x . 049 x 1-17/64 in. 1 All 
Spacer + Screw & bolt Al al 1/2 OD x . 049 x 1-9/64 in, 1 АП 
5 T ] Screw & bolt ΑΙ al 1/2 OD x . 049 x 5/8 in. 1 | All 
Spacer 1 Sqrew & bolt Al al 3/8 OD х. 049 x 3-7/16 in. 2 #11 
Pin - F the stl 3/8 OD x 2-7/32 in. 2 | All 
Washer |- Plain stl reg ser 3/8 in. bolt 2 | All 
H Mk SSy - Emer air brake conl valve 1 АП 
Handle Assy - Emer air brake conl valve 1 All 
ATTACHING PARTS 
| Е ε- Cdsidilatea airframe stl 3/8-24 1 All 
Washer |- Plain stl reg ser 3/8 in. bolt All 
n Mach acft stl 3/8-24 x 4-45/64 in. All 
τος - ο thd flared tube All 
Reducen - Ext thd flared tube All 
Gasket + Straight thd tube ftg boss All 
Valv doy All 
АТТ CHING ARTS 
Nut - Self locking stl 1/4-28 All 
whsner - Pan stl reg ser 1/4 in. bolt All 
ЕЕ Mac acft stl 1/4-28 x 4-13/32 in. All 
Bottle їй - Emer air brake (See fig. 53A) (This instl 
erseded by 110-733028-1 insti) C 
Bottle Inst] - Emer air brake (This inst] supersedes 
110- spa instl) D 
вш Inst] - Emer air brake (See fig. 538) E 
Tube) Assy |- Emer air brake bottle CRES 1/4 OD x . 028 x 
4.00 in. D 
Tube Aasy - Emer air brake bottle CRES 1/4 OD x . 028 x 
| 6.00 in. D 
Tube Assy j- Emer air brake bottle CRES 1/4 OD x . 028 
14. 09 in. | р 
тее | Flarbd tube D 
Tube) Agsy |- Emer air brake bottle CRES 1/4 OD x .028 x 
p in. D 
b - ait high press. 3/4 hex D 
A ae ~ Emer air brake valve D 
Tube|Assy|- Emer air brake bottle CRES 1/4 OD x . 028 x 
| 28.0 їп, D 
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MAJOR ASSEMBLY 


110-733028-11 


AN924-4 
AN832-4 
AN815-4 
AN960-716 
AN6290-4 
AN937-4 
АМ5ТТІТТА 
DELETED 


AN515B6-4 
DELETED 


800386 
DELETED 
110-733007-1 


110-733007-11 


AN3-3A 
AN960-10 


870594 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


EMERGENCY AIR BRAKE TUBING ASSY & INSTL (Continued) 


2 
Nut - 
U 
io 
Gasket 
Gage 


την HING 


Clàmb 


Clamp 


ae CHING 


ON 


АВ 
С 


Flare 
Flared tube 3/8 bhd & univ 
U - Flared tube 

Washer - Plain stl reg ser 7/16 in. bolt 


ion - 
Cross - [Int 


Screw - 
Nut (WK) 
Nq. 
Να. 
* 

Α 
Balt a 
waster - 


B “| - 


PART NUMBER | 2 3 ü 5 6 


Tube Абу Emer air brake bottle CRES 1/4 OD х.028х 


6. 00 in. 


d tube bhd & univ ftg 


Straight thd tube ftg boss 
screw thd 


- Single 1-7/8 in. dial press. 5000 psi 


ARTS 


შეი τά ხძ 


6-750-3. 758) 
Ass 


o. 110-733007-1) 
TS 


lain stl reg nO. 10 bolt 


Air (WK) 


б d on Figure 52А) 


MODEL DESIGNATION 


C-119G 


=) - Emer air brake bottle (Made from ΜΑΗ part 
2 


ch acft stl 10-32 x 15/32 in. 


= = Oe Pe = = 
оооооооо 


g 


- Emer air brake bottle (Made from MAR part 
26-750-3. 758) (Use for spare гер] in lieu of 


о оо о 


SERIAL NUMBERS 


52-5927 thru 52-5954 
52-6048 thru 53-3146 
53-8069 thru 53-8081 


51-2662 thru 52-5926 
52-6000 thru 52-6047 
53-3147 thru 53-7884 
53-8082 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


52-5922 
52-5927 thru 53-3194 
53-8069 thru 53-8116 


51-2662 thru 53-7864 
53-8069 and Subsequent 
IK-441 thru IK-457 
131662 thru 131719 


53-7865 and Subsequent 
IK-458 and Subsequent 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 53A. Emergency Air Brake Tubing Assembly and Installation 
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*110-733003-1 
110-733003-51 
110-733003-61 
110-733003-31 


AN824-4 
110-733003-41 


110-733003-71 
110-733003-11 


AN832-4 
AN924-4 
AN960-716 
AN6290-4 
AN815-4 
AN6290-4 
AN833-4 
AN6289-4 
AN6290-4 
AN6291-4 
AN6287-1 
110-733008-3 
AN6290-4 
AN937-4 
AN815-4 
AN6290-4 
АМ5ТТІТТА 
Νο Number 


AN515B6-4 
AN5808-1 


800386 
110-733007-1 


110-733007-11 


АМЗ-ЗА 
АМ9 60-10 


870594 
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Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
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Section II 


Group Assembly Parts List 


- Emer air brake bottle CRES 1/4 OD x . 028 x 
jn. 

- Emer air brake bottle CRES 1/4 OD x . 028 x 
in. 

sy|- Emer air brake bottle CRES 1/4 OD x . 028 x 
. 0B in. 


ed tube 
syl- Emer air brake bottle CRES 1/4 OD x . 028 x 
2 m air brake bottle CRES 1/4 OD x . 035 х 
5 და მში air brake bottle CRES 1/4 OD x . 028 x 
H rd tube bhd & univ ftg 


t + Flared tube bhd & univ ftg 


- Plain stl reg ser 7/16 in. bolt 


[ Straight thd tube ftg boss 


Flared tube 


F Straight thd tube ftg boss 


Flared tube & bhd univ 90° 
ared tube univ ftg 
raight thd tube ftg boss 
ftg gasket back-up 
high press. 3/4 hex 
bier air brake air valve 
raight thd tube ftg boss 
t screw thd 
red tube 
Straight thd tube ftg boss 
ingle 1-7/8 in. dial press. 5000 psi 
jer air brake bottle (Type E-6) (GFAE) 
TS 
ch rd hd 


amp + АСЁ inst 


Y - Emer air brake bottle (Made from MAR part 
. 826-750-3. 758) 
89V - Emer air brake bottle (Made from MAR part 
. B26-7750-3, 758) 

e for spare repl in lieu of part No. 110-733007-1 
RTS 
h acft stl 10-32 x 15/32 in. 


r (WK) 


16 ed On Figure 538) 


MODEL DESIGNATION SERIAL NUMBERS 


.C-119G 52-5922 


= სა ка ка ка ка ра рз һа мш ка μὰ πὲ πὶ μὰ ка ка рш к 


> > ош сш>>>>>>>>>>>Р>Р>>>>> О WU >> > > > 


> >> > 
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Section П T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FUSELAGE 
NUMBER [MAJOR ASSEMBLY EMERGENCY AIR BRAKE TUBING ASSY & INSTL (Continued) 
PART NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G (Cont.) 52-5927 thru 53-3194 
53-8069 thru 53-8116 


C-119G 52-5927 thru 52-6058 
C-119G 52-5922 


53-3136 thru 53-3194 
53-8069 thru 53-8116 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Π 


Figure 53B. Emergency Air Brake Tubing Assembly and Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB_4 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE 
სსს [MAJOR ASSEMBLY EMERGENCY AIR BRAKE TUBING ASSY AND INSTL 
ხს" — C Pads __ LL | 


ith Emergency Air Brake Installation) 


UNITS] USABLE 
ON 
CODE 


*110-733028-111 
110-733028-61 - Emer air brake bottle CRES 1/4 OD x .028 x 

їп. 

110-733028-71 - Emer air brake bottle CRES 1/4 OD x , 028 x 

in. 

110-733028-51 - Emer air brake bottle CRES 1/4 OD x . 028 x 


in. 
AN824-4 τα tube 
110-733028-81 - Emer air brake bottle CRES 1/4 OD x . 028 x 
. | in. 
AN6287-1 Air high press. 3/4 hex 
110-733027-5 - Emer air brake valve 
110-733028-91 - Emer air brake bottle CRES 1/4 OD x .028 x 


802371 
110-733028-31 028 x 


110-733028-101 028 x 
in. 
AN924-4 Flar d tube bhd & univ ftg 
AN832-4 i Flared tube 
AN815-4 i re tube 
AN960-716 - Plain stl reg ser 7/16 in. bolt 
AN6290-4 t + Straight thd tube ftg boss 
AN937-4 -| 13} screw thd 
No Number Е ег air brake bottle type E-6 (GFAE) 
A 
1 A 


RTS 

AN5808-1 eft inst 

800386 

840852 ain Assy (WK) 

110-733007-1 y - Emer air brake bottle (Made from MAR part 

26-750-3. 758) 

110-733007-11 la sgy - Emer air brake bottle (Made from MAR part 
. 826-750-3. 755) 

DTE: Use as spare гер! in lieu of part No. 110-733007-1 


N 
ArTAckIG ARTS 
AN3-3A Bbit|- Madh acft stl 10-32 x 15/32 in. 


AN960-10 Е - Plain stl reg ser No. 10 bolt 


> >> > PP PrP rrr > >> >>> >> > > > 


> >> >Р 


AN6025AA96 ΠΗ -| Non shatterable compressed gas 


Try on Figure 54) 


0 
CODE MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-7865 and subsequent 
IK-458 and subsequent 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 


Figure 54. Emergency Air Brake Tubing Assembly and Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY | EMERGENCY AIR BRAKE TUBING ASSY & INSTL 
πμ, isese /— | 


(Acft with emer air brake instl) 
(Continued from fig. 53) 


UN | TS| USABLE 


AN815-4D Union - Flared tube 
AN924-4D t -| Flared tube bhd & univ ftg 
ой - რი 


m 
л 


*110-733001-1 Tubing Nz шуй - Киз emer air brake (See fig. 35) 


AN832-4D tube 3/8 bhd & univ 
110-733001-31 be ტას us emer air brake 1⁄4 OD κ .035 x 61.62 in. 


110-733001-11 ре |Assy + Flus emer air brake 1/4 OD x .035 x 65.00 in. 


OOS თ > м н 


110-733001-51 be 48 yr n emer air brake 1/4 OD x .035 x 33.62 in. 
110-733001-41 ре [Assy + Fus emer air brake 1/4 OD x .035 x 34. 00 in. 
110-733001-61 be Asiy F d emer air brake 1/4 OD x .035 x 22.31 in. 
110-733001-71 ре Assy - Киз emer air brake 1/4 OD x .035 x 23. 12 in. 


110-733001-91 

110-733001-81 

110-733001-131 
110-733001-111 
110-733001-141 
110-733001-151 
110-733001-161 
110-733001-171 
110-733001-181 
110-733001-191 
110-733001-231 
110-733001-241 
110-733001-251 
110-733001-211 


ре |Аѕву Ь Flus emer air brake 1/4 OD x .035 x 29.50 in. 
ре Assy |- Ejus emer air brake 1/4 OD x .035 x 24.69 in. 
ре [Assy - Fus emer air brake 1/4 OD x . 035 x 68.38 in. 

ΙΑΘΒΥ [ us emer air brake 1/4 OD x .035 x 68.75 in. 
be ΜΗ us emer air brake 1/4 OD x .035 x 32.50 in. 
be ΙΑΞΒΥ [ us emer air brake 1/4 OD x .035 x 30.75 in. 
belAssy Hs emer air brake 1/4 OD x .035 x 60. 43 in. 
be ტა, F Киз emer air brake 1/4 OD x .035 x 60.43 in. 
ре |АзБу [ 1. emer air brake 1/4 OD x .035 x 58.56 in. 
ре |Азву - Hus emer air brake 1/4 OD x .035 x 58.87 in. 
be ტას F Fus emer air brake 1/4 OD x .035 x 31. 19 in. 
be|Assy - Fus emer air brake 1/4 OD x .035 x 33.50 in. 
be |АвБу l ააა emer air brake 1/4 OD x .035 x 45.56 in. 
ре |Asby us emer air brake 1/4 OD x .035 x 43.81 in. 


uddddddHdddHdüudddddddudadz 
რ 
–ეაეაებებიეი”““'ო” 


110-733001-261 ре |AsBy us emer air brake 1/4 OD x .035 x 44. 38 in. 
*110-733004-1 Tubing Inst -lwi g δι nac emer air brake (For hyd lines instl see 
fi 2) Ref 
*110-733004-2 E E sa - Wing & пас emer air brake (For hyd lines inst] see 
fig. 32) Ref 
AN815-4D Union - Flared tube (Use on LH nac) 4 
ANB15-4D Union - ire tube (Use on RH nac) 3 
AN924-4D Nut -| Flardd tube bhd & univ ftg 1 
AN837-4D Elbow -)Flared tube & univ 45 deg. 1 
110-733004-11 T bé Дь a mer air brake 1/4 OD x .035 x 30.00 in. 1 
110-733004-131 Tube |Азву l- Emer air brake 1/4 OD x .035 x 25.00 in. 1 
110-733004-31 Tube ju mer air brake 1/4 OD x . 035 x 49.00 in. 1 
110-733004-111 Tube As y dme: air brake 1/4 OD x .035 x 40. 00 in. 1 
110-733004-141 Tube Assy |- Emer air brake 1/4 OD x .035 x 81.00 in. (LH nac) 1 
110-733004-171 ре Assy + Emer air brake 1/4 OD x . 035 x 47. 25 in. 1 
110-733004-151 Tube Авру r Emer air brake 1/4 OD x .035 x 71. 00 in. (RH nac) 1 


"cops ON MODEL DESIGNATION SERIAL NUMBERS 


Α C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


B C-119G 52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 55. Wing Center Section Water Injection System Installation 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


196 


GROUP 


*110-685502 
110-685502-230 


110-685502-930 
1101-3 

22601 
110-685016-3 
110-685018 
110-685015-23 
AN502-10-10 
AN960-10L 
AN3H5A 
AN924-12D 
AN832-12D 
AN815-12D 
AN837-12D 
AN960-1716 
110-685502-210 
110-685502-50 
110-685502-70 
110-685502-90 
AN6264-12D26.00 
110-685502-190 
110-685502-170 
110-685502-150 
110-685502-130 
110-685502-110 
AN6264-12D41.00 


AN919-20D 
MS28741-10D25. 


MS28741-12D16. 
AN6264-12D33.00 
184-11 

184-17 


MS28741-10D15.00 


FUSELAGE 


MAJOR ASSEMBLY WING CENTER SECTION WATER INJECTION SYSTEM INSTL : 
PART NUMBER i 2 3 5 6 


Water 
be Ass 


‚042 


Горе Ass 


. 042 


T.O. 1C-119F-4 


jdctipn Bystem Inst! - Wing center sect. (See fig. 50) 


ing center sect. water injection sys 1/2 OD x 
2.00 in. 

ing center sect. water injection sys 1/2 OD x 
82. 25 in. | 

hydro carbon fuel self-locking (KOE) 
9798-45) 
off (AP) 


ater injection sys shut-off valve fwd 
ater injection sys shut-off valve 


ing center sect. water injection sys 3/4 OD x 

7. 50 in. 

ing center sect. water injection sys 3/4 OD x 

9. 50 in. 

ing center sect. water injection sys 3/4 OD x 
28. 06 in. 

ing center sect. water injection sys 3/4 OD x 

9.81 in. 

wivel ftg med high press. for 3/4 OD tube x 


ing center sect. waterinjection sys 3/4 OD x 
21.38 in. 
Wing center sect. 
18. 50 in. 
ing center sect. 
32. 00 in. 
ing center sect. 
16. 00 in. 
ing center sect. 
20. 25 in. 
wivel ftg med high press. for 3/4 OD tube x 


water injection sys 3/4 OD x 
water injection sys 3/4 OD x 


water injection sys 3/4 OD x 


water injection sys 3/4 OD x 


thd flared tube 
etach. end ftg med press. for 5/8 OD tube x 


etach. end ftg med press. for 3/4 OD tube x 
wivel {tg med high press, for 3/4 OD tube x 
TS FOR HOSE ASSEMBLIES 


(AP) 
(AP) 


etach. end ftg med press. for 5/8 OD tube x 


T.O. 106-119 Ε:-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNITS} USABLE 
INDEX ON 
NUMBER CODE 
95-30 
1 B 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8102 
131662 thru 131719 


91-8035 thru 51-8097 
52-5840 thru 52-5954 
92-6012 thru 53-7884 
93-8102 thru 53-8156 


51-2662 thru 52-5907 
52-6000 thru 52-6044 
53-8069 thru 53-8081 
131662 thru 131719 


52-5908 thru 52-5954 
52-6045 thru 53-7884 
53-8082 thru 53-8156 
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Section II T.O. 1С-119Е-4 


Figure 56. Wing Center Section Water Injection System Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


All 
Au 


ÀAN815- 10D nion + Flared tube 


*110-685502 jection fave Inst! - Wing center sect. (See fig. 50) 
110-685002-390 ing center sect. water injection sys 5/8 OD x 


ире Asyl - 


. 042 x 45.50 in. All 
110-685002-370 be Assy - Wing center sect. waterinjection sys 5/8 OD x 
. 042 x 56. 75 in. All 


AN924-10D Nut - Flared tube bhd ἃ univ ftg All 
AN833-10D Elbow + Fhar d tube & bhd univ 90° All 
AN960D1416 Washer - Plain Al al reg ser 7/8 in. bolt All 
110-685002-50 


All 


be ABsy| - Wing center sect. water injection sys 5/8 OD x 
T 042 x 81.38 in. 
110-685002-70 be Assy - Wing center sect. water injection sys 5/8 OD x 
. 042 x 60. 50 in. 
- Wing center sect. water injection sys 5/8 ID x 3.50 in. 
ATTACHING PARTS 
Clamp + Hose (TIN) 


All 
All 


110-685502-45 


A3122-16-59 ` All 


AN815-8D 
110-685002-350 


ared tube 
Tube Assy, - Wing center sect. water injection sys 1/2 OD x 
. 042 x 47. 25 in. 


Al 


Al 


AN816-7D Nipple + Flared tube ё pipe thd All 
AN816-4-4D e L Flared tube & pipe thd Ail 
AN917-2D All 


110-68500 2-330 pes Assy; - Wing center sect. water injection sys 1/2 OD x 


. 042 x 67.31 in. 


All 


AN924-8D Nut + Flared tube bhd & univ ftg All 
AN833-8D Elbow + Flared tube & bhd univ 90° All 
AN960D1216 Washes - Plain Al al reg ser 3/4 in. bolt All 
AN816-8 ipple + ji tube & pipe thd All 


110-685002-10 Tubd agsy|- Wing center sect. water injection sys 1/2 OD x 
| „049 x 52. 25 in. All 

110-685002-30 Tube iss] - Wing center sect. water injection sys 1/2 OD x 

. 042 x 10.88 in. All 
110-68500 2-570 Tube Assy| - Wing center sect. water injection sys 1/4 OD x 

. 035 x 81.50 in. 1 Al 
AN816-4D | Nipple + Flared tube & pipe thd 2 An 
AN914-1D Elbow 4 Int & ext pipe thd 90° 2 A 
AN914-1D Elbow 1 Int & ext pipe thd 90° 1 B 
AN822-4D Elbow + Flared tube & pipe thd 90° 1 B 
AN924-4D Nut + Flared tube bhd & univ ftg 2 A 
AN924-4D Nut + Flared tube bhd ἃ univ ftg 1 B 
AN918-1D Cross 4 IPT 1 C 
78-790031 ae - jn fuel valve 2 A 
78-790031 | Fitting F ш fuel valve 1 B 
AN6227B7 | Pack - РО! ring hyd 2 C 
1451-1 Valve -| Dyain hydro carbon fuel self locking (KOE) 

| Федотов 29) 2 C 

AN911-1D | Nipple + Pipe| thd 2 ο 
AN910-1D | С s -| Pipe thd 2 C 
AN833-4D | Elbow 4 Flared tube & pipe thd 90° 2 C 
AN821-4D Elbow + Flared tube 90° 1 C 
AN824-4D | Тее F Hlayed|tube 1 C 
110-685502-250 Tube A$sy|- Wing center sect. water injection sys 1/4 OD x 

. 0351 х 14.00 in. 1 A 
AN815-4D | Union -| Flared tube 1 B 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


UNITS] USABLE 
number MAJOR ASSEMBLY WING CENTER SECTION WATER INJECTION SYSTEM INSTI (Cont. ae 
56-38 110-685502-630 Tube |Assy + vee center sect. water injection sys 1/4 OD x 
«085 k 7| 81 in. 1 | 8 

-39 110-685502-650 Tube ASBy - | center sect. water injection sys 1/4 OD x 
. 085 i 4, 75 in. 1 B 

-40 110-685502-30 Tube Asy p Wing center sect. water injection sys 1/4 OD x 
. 035 κ 9, 38 in. 1 C 

-41 110-685502-10 Tube Asby | center sect. water injection sys 1⁄4 OD x 
. 085 k 8; 00 in. 1 C 

-42 110-685502-270 Tube Aspy ing center sect. water injection sys 1/4 OD x 
.085 k ΜΕ in. 2 | c 

-43 110-685502-290 e|AsBy + Wing center sect. water injection sys 1/4 OD x 
d . 085 κ. in. 1 | c 
-44 *110-685503 T Ingtl + Water injection sys (See fig. 58) NP | АП 


(Cbntinubd on Figure 57) 


обави ОЙ MODEL DESIGNATION SERIAL NUMBERS 
COD 


A C-119G 51-2662 thru 51-2716 
51-8016 
51-8098А thru 51-8168A 


B C-119G 51-7968 thru 51-8015 
51-2717 
51-8017 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8102 
R4Q2 131662 thru 131719 


C; C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6011 
93-8069 thru 53-8102 

R4Q2 131662 thru 131719 
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Figure 57. Wing Center Section Water Injection System Installation 


Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


202 


GROUP 


FUSELAGE 


T.O. 1C-119F-4 


MAJOR ASSEMBLY WING CENTER SECTION WATER INJECTION SYSTEM INSTL 


PART NUMBER 


*110-685502 
AN924-4D 
AN832-4D 
AN815-4D 
110-68550 2-450 
110-68550 2-310 
110-68550 2-430 
110-685502-330 
110-685502-350 
MS28741-4-33 


MS28741-4-35 


A784-8 
110-685502-410 
110-68550 2-890 
110-68550 2-390 
110-68550 2-370 
AN924-4D 
AN804D4 
AN6227B7 
110-68550 2-830 
110-68550 2-850 
AN826-4D 
AN924-4D 
AN804D4 
AN815-4D 
7451-1 


AN6227B7 
110-685502-770 


110-685502-790 
| 110-685502-870 
110-68550 2-810 
AN816-4D 
AN914-1D 


AN822-4D 
AN924-4D 


(Con inued from fig. 56) 


Water Inje 


x 
x 
i 57.00 in. 
x 
x 


tion System Inst! - Wing center sect. (See fig. 50) 


8 


d tube bhd & univ ftg 


No tube 3/8 bhd & univ 


ва tube 
- Wing center sect. water injection sys 1/4 OD x 
14.00 in. 
ing center sect. water injection sys 1/4 OD x 
29. 87 in. 
Wing center sect. water injection sys 1/4 OD x 


ing center sect. water injection sys 1/4 OD x 
24, 69 in. 
ing center sect. 
08. 00 in. 
- Detach. end ftg med press. for 1/4 OD tube x 
1 


water injection sys 1/4 OD x 


- Detach. end ftg med press. for 1/4 OD tube x 
0 


in. 
ARTS 
86 (АР) 


- Wing center sect. water injection sys 1/4 OD x 


x 23. 12 in. 


- Wing center sect. water injection sys 1/4 OD x 


x 82.00 in. 


- Wing center sect. water injection sys 1/4 OD x 


x 43.62 in. 


- Wing center sect. water injection sys 1/4 OD x 


ing center sect. water injection sys 1/4 OD x 


x ნ0. 87 in. 


ing center sect. water injection sys 1/4 OD x 
45. 50 in. 
tube with pipe thd on run 
tube bhd & univ ftg 
tube with bhd on run 
d tube 

hydro carbon fuel self locking (KOE) 
9198-28) 
' ring hyd 

ing center sect. water injection sys 1/4 OD x 
. 87 in. 

ing center sect. water injection sys 1/4 OD x 
. 43 in, 

ing center sect. water injection sys 1/4 OD x 
. 00 in, 

ing center sect. water injection sys 1/4 OD x 
. 12 in. 

d tube & pipe thd 

ext pipe thd 90? 

d tube & pipe thd 90? 

ube bhd & univ ftg 


> > > > > > > P >>> 


>ъ>>>> > > > >> >>> >> > >>>» > > > 


FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER 


AN918-1D 
78-790031 
AN6227B7 
7451-1 


AN911-1D 
AN910-1D 
AN822-4D 
AN821-4D 
AN824-4D 
AN815-4D 
110-685502-910 
110-68550 2-710 
110-68550 2-690 
110-685502-670 
110-685502-750 


110-685502-730 
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Ого 


lb 
Ib 


Tube A 


s + IPT 


Valve + D 
(AF 


T.O. 1C-119F-4 


- Auto fuel valve 


ы ng 
acking -"Oj|' ring hyd 
ain hydro carbon fuel self locking (KOE) 


9H9798-28) 


L Bipg thd 


აა. 
oupling 4 Pipe thd 
V + па tube & pipe thd 90° 

wt Е 

~ Flared tube 

dr 4 ri 
ube Ab 

.03 
Tube ne 


.p3 


ared tube 90° 


ared tube 

Wing center sect. 
. T5 in. 

ing center sect. 
9. 12 in. 


sy 


А i 
Tube Ass 


88V - Wing center sect. 
8.00 in. 
Wing center sect. 
. 75 in. 
ing center sect. 
1. 91 in. 
Wing center sect. 
6.50 in. 


κι κιν жа και X! 


C-119G 


water injection 
water injection 
water injection 
water injection 
water injection 


water injection 


MODEL DESIGNATION 


Section 


II 


Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY WING CENTER SECTION WATER INJECTION SYSTEM INSTL (cont) 


sys 1⁄4 OD x 
sys 1/4 OD x 
sys 1/4 OD x 
sys 1/4 OD x 
sys 1⁄4 OD x 


sys 1⁄4 OD x 


SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 


UN i TS] USABLE 


> > > > Ь>>>>>>> >>> 


> 


> 
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6443 


Figure 58. Water Injection System Tank Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE ἆ UNITS|USABLE 


[parr nusser — [o Zaye ....ῃ 
*110-685503 тапк Inst1 + Water injection sys (See fig. 56) АП 
AN924-10D NE 4 Flared tube bhd & univ ftg B 
110-685505 E al -| Water injection sys pump outlet J 
110-685508 Elbow -| Water injection sys pump outlet (Made from part No. 
ses 0D) K 
AN816-4 Nipple 4 Flaréd tube & pipe thd A 
AN815-4D Union - FláreH tube B 
AN6227B16 Plor - ТО" ring hyd E 
AN6290-10 Gasket + Straight thd tube ftg boss F 
AN6227B7 Pácking - [е һуа B 
RD8500G4A Pump (See|T. O. and 3-10LDA-6) (RO) A 
RG8825F die (RO) B 
ATT CHING PARTS 
AN4H5A Bolt + Acft stl 1/4-28 x 21/32 in. All 
AN960-416L Washer т Рап stl light ser 1/4 іп. bolt АП 
110-683039 Gasket + Water injection tank | All 
L2473 M 4А (CU) (Romec рагі Νο. RD8632A) АП 
110-685504 5 еа aterlinjection sys tank G 
110-685504-10 Sump - к injection sys tank (Use for spares in lieu of part 
чу 10-685504) H 
110-685504-30 Sump - ane injection sys tank (Use for spares in lieu of part 
No. 110-685504 & -10) N 
ATTACHING PARTS 
AN4H6A Bolt - Acft si 1/4-2 x 25/32 in. ο 
ბM74-6 Bolt l- Acft drid hd 1/4-28 x 25/32 in. D 
AN960-416L Whsher |- Plain stl light ser 1/4 in. bolt С 
AN960-416L Washer |- me stl light ser 1/4 in. bolt D 
АМАНТА Bolt b Ас st] 1/4-28 х 29/32 in. C 
AN960-4161L Washer ააა stl light ser 1/4 in. bolt C 
110-683009-11 sket t ater injection tank АП 
RL27SB8 All 
R206SB8L All 
110-683009-3 All 
39B5435 All 
AN4123-2 All 
110-685023-21 All 
110-685011 All 
ΑΝΤΑ-11 #11 
AN960-416L All 
AN4HTA 1/4-28 x 29/32 in. C 
ΑΝΤΑ-Π Bolt - Acft ze hd 1/4-28 x 29/32 in. D 
AN960-416L Washer |- Plain stl light ser 1/4 in. bolt All 
AN507-1032R6 Screw - ყრის stl flat იძ 100 deg. 10-32 x 3/8 in. All 
110-683045 Gasket + Water injection tank All 
ЕА584А-1361 Liquidometer|- Water injection sys tank (LI) ** 
Arc G ARTS 
AN365-428 Nut 4 Self Jocking stl 1/4-28 ** 
AN960-416L Washer | - Plain Al al light ser 1/4 in. bolt жж 
AN4-10A Bolt - Acft ay 1/4-28 x 1-1/13 in. ** 
110-685026-23 Adapter|- Water injection sys tank gage ** 
ATTACHING TS 
2230-4 G in b ** 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 
IL [MAJOR ASSEMBLY WATER INJECTION SYSTEM TANK INSTL (Cont) 


PART NUMBER 


AN4-12A 


ltl- Act ү 1/4-28 x 1-9/32 in. 
110-685027-3 ს W 


sket - Water injection sys adapter 


сш 


110-685005 


3 


pnk Assy] - Το injection sys (Same as (USR) part Νο. 
FCD19306) 
T A$Sy|- Water injection sys 


110-685005-11 


με! 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 518034 
51-8098 thru 51-8168 
51-8053 

51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8102 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8103 thru 53-8156 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131703 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
R4Q2 131704 thru 131719 


51-8035 thru 51-8052 
52-6012 thru 52-6015 
53-8069 thru 53-8081 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6016 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8081 


131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
წირი MAJOR ASSEMBLY WATER INJECTION SYSTEM TANK INSTL (Cont) 
PART NUMBER I 2 3 4 5 6 


UNITS) USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7873 
53-7878 thru 53-7884 
53-8082 thru 53-8156 
IK-441 thru IK-459 
IK-462 & Subsequent 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8102 
R4Q2 131662 thru 131719 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8103 & Subsequent 
IK-441 & Subsequent 


IK-441 thru IK-455 
131662 thru 131719 


53-7874 thru 53-7877 
IK-460 thru IK-461 


er injection system 


жж Acft with quantity gage for water injection system 


Raviced 1 Fehrnuarv 1050 207 
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Figure 59. Wing Center Section Flap Lever Support Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UNITS| USABLE 
სას [MAYOR ASSEMBLY WING CENTER SECTION FLAP LEVER SUPPORT INSTL aa 
PART NUMBER 123456 


*110-110034-1 Support Instl - Wing center sect. flap lever LH (See fig. 50) 

*110-110034-2 Support Instl |- Wing center sect. flap lever RH (See fig. 50) 
110-110034-30 be Assy| - Wing center sect. flap lever sup. 

ATTACHING PARTS 

AN365-524 Nut - Self locking stl 5/16-24 

AN960-516 Washer - Plain stl reg ser 5/16 in. bolt 

AN5-22 Bolt|- Acft stl 5/16-24 x 2-11/32 in. 

AN365-820 Nut - Self locking stl 1/2-20 


AN365-820 1f bon stl 1/2-20 


NAS443-8 lf locking stl int wrenching 1/2-20 
AN178-36A cft close tol stl 1/2-20 x 3-27/32 in. 


110-113057-5 i Wing flap lever sup. 

110-110034-50 - Wing center sect. flap lever sup. 
PARTS 

AN365-720 locking stl 7/16-20 

ΑΝΘ60-716 r - Plain stl reg ser 7/16 in. bolt 
AAF87-15 Acft close tol stl 7/16-20 x 1-23/32 in. 
AN365-524 Self locking stl 5/16-24 

AN960-516 en - n їп stl reg ser 5/16 in. bolt 
AN5-21 - Acf st 5/16-24 x 2-7/32 in. 
110-113076-1: itting|- Hlap lever sup. LH 
110-113076-2 itting |- Flap lever sup. RH 

HING [PARTS 

AN365-624 Nut + Self locking stl 3/8-24 
AN960-616 38 - Plain stl reg ser 3/8 in. bolt 


AN6-26 lti- Acft stl 3/8-24 x 2-33/64 in. 
AN6-27 lti- Acft stl 3/8-24 x 2-61/64 in. 
110-110034-70 sy] EN center sect. flap lever sup. 
G [PARTS 

AN365-428 locking stl 1/4-28 

NAS 143-4C .. 51.531 OD x . 260 ID 
FS144-24 | rẹnching 1/4-28 x 1-1/2 in. 
AN365-428 | γιο stl 1/4-28 

AN960-416 | Washer - Plain stl reg ser 1/4 in. bolt 
AN4-15A | - Λο sth 1/4-28 x 1-21/32 in. 


110-113063-22 ing |- ар lever sup. RH 


110-113063-21 i pe - Flap lever sup. LH 


LE ON MODEL DESIGNATION SERIAL NUMBERS 
ODE 


A C-119G 51-2662 thru 53-3218 
53-8069 thru 53-8138 
IK-441 thru IK-445 

R4Q2 131662 thru 131719 


C-119G 93-3219 thru 53-7884 
53-8139 thru 53-8156 
IK-446 and Subsequent 
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Figure 60. Center Wing Section Engine Controls Installation 


210 Revised 15 February 1957 


FIGURE & 
INDEX 
NUMBER 


t 
თ თ e ο 


- 19 


-20 


-21 


-22 


PART NUMBER 


* 110-630502 
110-630565-3 


789-8 


110-630504-10 
110-630504-30 
110-630505-10 
110-630505-30 
AN155-32L 
AN165-22RL 
FS2491-4-4 
F52491-4-2 


AN320-3 
AN960-10 
AN23-11 


F110-630535-1 
F110-630535-2 
110-630535- 10 
110-630535-81 


110-630535- 20 
110-630539-82 


NAS43-4-85 
NAS43-4-88 
NAS43-4-16 
NAS43-4-21 
NAÀS43-4-33 
NAS43-4-19 
NAS43-3-284 
ен 
110-630516 
110-030517-21 


AN3065-428 
AN96U-416 
AN4-27A 
AN365-428 
АМ960-416 
AN4-20A 


110-630516- 16 


AN365-428 
ANG6U-416 
AN4-14A 
AN365-428 
АМ960-416 
AN4-16A 


BB128 
1109-630031 


G 


Epeipe Contrdls Instl - Center wing sect. 


ү PARTS 
IC 


T.O. 1C-119F-4 


ard - Center wing sect. eng conl cable 


p (AP) 


Link - Vernier cable 


L 
ATT 
Nu 


‚ Washer - Plain stl reg ser No. 


Bo 


nki- Vernier cable 
CHING PARTS 
t - Castle shear stl 10- 32 
10 bolt 
lt ~ Qlevis stl 10-32 x 23/3 
| | 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER WING SECTION ENGINE CONTROLS INSTL 


(See fig. 50) 


Cable Assy - Nac throt eng conl LH (See fig. 390) 
Cable Assy - Nac throt eng conl RH (See fig. 390) 
С Di АРЗУ - Mix. eng conl LH (See fig. 390) 
Cable Assy - Mix. eng conl RH (See fig. 390) 

| Barrel + Trnbkl 

| Eye + Arit |trybkl 


|i Support \АвБу & Instl - Center wing sect. eng conl 
‚ Support Assy & Instl - Center wing sect. eng conl 


E 
| 


i Pulley pete 


Pulley Ass 


- Wing center sect. eng conl 
- Wing center sect. eng conl 


!**NOTE: Use for spares rep] in lieu of part No. 


| 


В; 


110-630535-10 


‚ Pulley Assy - Wing center sect. eng conl 
| Pulley Assy - Wing center sect. eng conl 
| |**NOTE: Use for spares repl in lieu of part No. 


110-63053-2u 
Spacer + Screw & bolt stl 3/8 OD x 
Spacer + Screw ἃ bolt stl 3/8 OD x 
Spacer + Screw & polt stl 3/8 OD x 
Spacer + Screw ἃ bolt stl 3/8 OD x 
Spacér 1 Screw ἃ bolt stl 3/8 OD x 
Spacer + Screw ἃ bolt stl 3/8 OD x 
Spacer + Screw & bolt stl 3/8 OD x 
Pulley - Ball brg (FIN) 
acket Inst - Nac eng conl pulley LH 


| Arm - Eng conl pulley bkt sup. 


ATTÁCHING PARTS 
. Nut - Self locking stl 1/4-28 


Washer - Plain stl reg ser 1/4 in. bolt 


| Bolt + Acft stl 1/4-28 x 2-29/32 in. 
' Nut - Self locking stl 1/4-28 


'Wasner - Plain stl reg ser 1/4 in. 


bolt 
Bolt - Acft.st] 1/4-28 x 2-1/32 in. 


Bracket Assy - Nac eng conl LH 


ATTACHING PARTS 


iWasher - Plain stl reg ser 1/4 in. 


Nut - Self locking stl 1/4-28 
Washer - Plain stl reg ser 1⁄4 in. 
Balt + Acft stl 1: 4-28 x 1-17/32 in. 
Nut - Self locking stl 1 4-8 


bolt 


bolt 
Bolt + Acft stl 174-28 x 1-25.32 in. 
Pulley - Ball bre (FIN) 

Plate - Eng conl nac bkt 
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. 049 x 1-21/64 in. 
. 049 x 1-3/8 in. 

. 049 x 1/4 in. 

. 049 x 21/64 in. 
„049 x 33/64 in. 
.049 x 19/64 in. 

. 049 x 3-7/8 in. 


Section II 
Group Assembly Parts List 


1 
1 
1 
1 
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Section II 
Group Assembly Parts List 


212 


T.O. 1C-119F-4 


шч GROUP FUSE TACE UN ΙΤ] USABLE 
PER ON 
NUMBER | MAJOR ASSEMBLY CENTER WING SECTION ENGINE CONTROLS INSTL (cont) ASSY. | cove 
PART NUMBER 
‘ATTACHING PARTS 
АМТЗА5 Bolt - Acft drld hd 10-24 x 21/32 in. 2 Α 
АМТЗАТ Bolt - de drld hd 10-24 x 29/32 in. 1 A 
AN73A 10 Bolt - Acft drld hd 10-24 x 1-1/32 in. 2 Α 
AN960-10 Waster - Plain stl reg ser No. 10 bolt 4 A 
110-630513-21 Bracket - Eng conl pulley 1 A 
(Qonfinded on figure 62) 
NOTE: For USAF ACFT see figure 61 
i 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
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T.O. 1C-119F-4 


Section II 


Figure 61. Wing Center Section Engine Controls Installation 


Section II T.O. 1C-119F-4 
Group Assembly Parts List | 
FIGURE გ | GROUP FUSELAGE UN | TS} USABLE 
WCE | MAJOR ASSEMBLY ENGINE CONTROLS INSTL - WING CENTER SECTION (AERO PROD. ως 
PART NUMBER 1 23 4 5 6 PROP. ) 
*110-630565 Ehgihe Contrdls Insti - Wing center sect. (See fig. 50) J 
110-630565-3 Guard - Center wing sect. eng conl cable J 
ATTACHING PARTS 
789-8 1 Clamp (AP) | J 
| | d 
110-630572-10 | Cable Assy - Wing center sect. eng conl mix. (LH)(See fig. 390) J 
110-630572-30 iC ble Assy, - Wing center sect. eng conl mix. (RH)(See fig. 390) J 
110-630571-50 Cable Assy. - Wing center sect. eng conl prop. (See fig. 390) J 
110-630571-70 | Cable Assy - Wing center sect. eng conl prop. (See fig. 390) J 
110-630573-10 | Саре Assy - Wing center sect. eng conl throt LH(See fig. 390) J 
110-630573-30 C blé Assy - Wing center sect. eng conl throt RH(See fig. 390) F 
110-630573-50 | Cablé Assy - Wing center sect. eng conl throt RH(See fig. 390) G 
AN165-16RL | Eye + Acftitrnbkl J 
AN155-16L | Barrel + E iie J 
FS2491J3-2 | Link - Cable yernier J 
FS2491-3-4 | Linki- Cable yernier J 
ATTACHING PARTS 
AN320-3 Nut 4 Castellated shear stl 10-32 J 
AN960-10 Washer|- Plain stl reg ser No. 10 bolt J 
AN23-10 | Bolt - levis stl 10-32 x 21/32 in. J 
| | | 
110-630539-1 | Support |Assy & Instl - Wing center sect. eng conl LH(See fig.60) D 
| 110-630539-70 | Support Ав y δι Instl - Wing center sect. eng 0001 LH E 
LL 110-630539-2 is pport Asby & Instl - Wing center sect, eng conl RH(See fig.60) D 
| *110-630539-80 | Support #8 y & Instl - Wing center sect. eng conl RH E 
- 8 110-630539-10 Pulley Assy - Wing center sect. eng conl A 
| 110-630539-81 Pullay te - Wing center sect. eng conl (Use for spares 
| | répl in lieu of part No. 110-630539-10) H 
110-630539-20 Pulley ssy - Wing center sect. eng conl A 
| 110-630539-82 | Pulley - Wing center sect. eng conl (Use for spares 
| ' | répl їп lieu of part No. 110-630539-20) 1 H 
- 9 NAS43-4-85 : Spac r+ Screw & bolt stl 3/8 OD x . 049 x 1-21/64 in, 2 B 
NAS43-4- 100 ; Spacer + Screw δι bolt stl 3/8 OD x .049 x 1-9/16 in. 2 σ 
-10 | NAS43-4-88 | slc г t Screw & bolt stl 3/8 OD x .049 x 1-3/8 in, 1]| J 
-11 NAS43-4-16 | Sdacer + Screw & bolt stl 3/8 OD x .049 x 1/4 in. 1 J 
| -12 NAS43-4-21 | τι r+ Screw & bolt stl 3/8 OD x .049 x 21/64 in. 1 J 
-13 NAS43-4-33 | Spacer + Screw & bolt stl 3/8 OD x .049 x 33/64 in. 1 J 
-14 NAS43-4-19 | Spacer + Screw & bolt stl 3/8 OD x .049 x 19/64 in. 1 B 
| AN960-416 | Washer/- Plain stl reg ser 1/4 in. bolt 1 C 
-15 NAS43-3-284 Spac г г Screw ἃ bolt stl 5/16 OD x . 049 x 3-7/8 in. 1 J 
-16 | 88128 | Pulley + Ball brg (FIN) 7 J 
*110-630516 Bracket 495» 6 Instl - Nac eng con] pulley LH NP J 
-17 110-630517-21 Atm - Nac, eng conl pulley bkt sup. 1 J 
ATTACHING ү. 
-18 AN365-428 Nut 4 Self locking stl 1/4-28 2 J 
AN960-416 Waster|- Plain stl reg ser 1/4 in. bolt 2 J 
| AN4-27A Bolt | Acftj stl 1/4-28 x 2-29/32 in. 1 | J 
AN4-20A Bolt - Act stl 1/4-28 x 2-1/32 in. i J 
-19 | 110-630516-10 | | Bracke Ate - Nac eng conl pulley LH Τί]. jJ: 
ATTACHING ARTS 
- 20 AN365-428 Nut + Self locking stl 1/4-28 3 J 
AN960-416 Washer|- Plain stl reg ser 1/4 in. bolt 3 J 
AN4-14A Bolt |- je stl 1/4-28 x 1-17/32 in. 2 J 
AN4-16A Bolt - Acft stl 1/4-28 x 1-25/32 in. 1 J 
-21 BB128 llay 4 Ball brg (FIN) 4 J 


PAGES 214A AND 214B DELETED 
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-22 ANT4A5 
AN960-416 


-23 110-630031 

-24 ANT3A5 
AN73A 10 
ΑΝΤΟΑΤ 
AN960-10 


-25 110-630513-21 
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T.O. 1C-119F-4 


FIGURE & GROUP FUSELAGE 
უი MAJOR ASSEMBLY ENGINE CONTROLS INSTL - WING CENTER SECTION (AERO PROD. 
PART NUMBER 


Section II 
Group Assembly Parts List 


UN I TS] USABLE 


ON 
CODE 
123 5 6 PROP.) (cont) 
L | 
A'TTACHING PARTS 
Bolt - Acft stl drid hd 1/4-20 х 21-32 in. 1 J 
| Washer - Plain stl reg ser 1⁄4 in. bolt 1 J 
| | Plate - Eng conl nac bkt 4 | J 
ATTACHING PARTS 
| Bolt – Acft stl drid hd 10-24 x 21/32 in. Oe lh. ea 
Bolt - Acft stl drld hd 10-24 x 1-1/32 in. 2 д 
Bolt - Acft stl drld hd 10-24 x 29/32 in. 1 J 
| | sljer|- Plain stl reg ser No. 10 bolt 4 J 
ES NM. 
| Bracket; - Nac eng conl pulley LH 1 J 
| (Continded on figure 63) 
USABLE ON | | 
CODE | | | MODEL DESIGNATION SERIAL NUMBERS 
A| | C-119G 51-8053 thru 51-8097 
| 51-17365 & Subsequent 
IK-441 & Subsequent 
B; C-119G 51-17365 thru 51-17367 
| 52-6000 thru 52-6011 
ο | C-119G 51-2662 thru 52-5954 
i 52-6012 & Subsequent 
IK-441 & Subsequent 
D C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3180 
| 53-8069 thru 53-8105 
| IK-441 thru IK-442 
Е, C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 thru 53-8156 
IK-443 & Subsequent 
F C-119G 51-2662 thru 52-5922 
| | 52-5924 thru 53-3194 
| 53-8069 thru 53-8095 
| i IK-441 thru IK-442 
| |G] | C-119G 52-5923 
| | | | 53-3195 thru 53-7884 
| | | 53-8096 thru 53-8156 
le M IK-443 & Subsequent 
LEE C-119G 51-2662 thru 51-8052 
ο... 51-8098A thru 51-8168A 
pow Tq 
ШЕ Γ | C-119G 51-2662 & Subsequent 
ZEN || IK-441 & Subsequent 
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Section II T.O. 1C-119F-4 


Figure 62. Wing Center Section Engine Controls Installation 
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FIGURE გ | GROUP 


INDEX 
NUMBER MAJOR ASSEMBLY 
PART NUMBER 
62 *110-630502 
*110-630515 
-1 110-630517-21 
- 2 | AN365-428 
AN960-416 
AN4-25A 
- 3 | AN4-20A 
- 4 110-630515-10 
- 5 AN365-428 
AN960-416 
AN4-14A 
- 6 | 88128 
- 1 |AN'T4A10 
AN960-416 
- 8 | AN74A11 
AN960-416 
- 9 |AN310-4 
AN960-416 
AN4-17 
-10 110-630518-3 
-11 | ANT3A5 
AN960-10 
-12 | ANT3A10 
AN960-10 
-13 |NAS43DD3-31 
~14 110- 630031 
-15 110-630518-5 
-16 |AN73A7 
AN960-10 
-17 |AN73A10 
AN960-10 
-18 |ANT3A5 
AN960-10 
-19 110-630514-21 
110-630508-170 
110-630508-150 
-20 110-630594-25 
-21 |AN364-1032 
AN960-10 
AN3-6A 
-22 | 110-630053-50 
110-630053-470 
{ 
| 
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FUSELAGE 


T.O. 1C-119F-4 


WING CENTER SECTION ENGINE CONTROLS INSTL 
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| Bolt 


Bolt 


| asljer|- 
Bolt - Acft stl 1/4-28 x 2- 21/32 in. 
i l- Acft stl 1/4-28 x 2-1/32 in. 

i i 


Washer - 
Bolt - Acft stl 1/4-28 x 1-17/32 in. 
ΠΙΕΙ 


| Mn ია. - Plain stl reg ser No. 10 bolt 
| 9 + 


6 


(Соп inued from figure 60) 


dis nstl - Wing center sect. (See fig. 50) 


acket 150 i- Nac eng conl pulley RH 


ng conl pulley bkt sup. 


PARTS 
elf locking stl 1/4-28 


lain stl reg ser 1/4 in. bolt 


t Аяѕу - Nac eng conl RH 

PA TS 

elf locking stl 1/4-28 

lain stl reg ser 1/4 in. bolt 


dy - Ball brg (FIN) 

ARTS 

F Acft drld hd 1/4-20 x 1-1/32 in. 

Her|- Plain stl reg ser 1/4 in. bolt 
Alcft drld hd 1/4-20 x 1-5/32 in. 

Wer - Plain stl reg ser 1/4 in. bolt 

+ Cástellated airframe stl 1/4- 28 

her - Plain stl reg ser 1/4 in. bolt 

Acft stl 1/4-28 x 1-29/32 in. 


е - Eng conl nac bkt 

PARTS 

ШО drld hd 10-24 x 21/32 in. 
r|- Plain stl reg ser No. 10 bolt 

~ Асгі drid hd 10-24 x 1-1/32 in. 


Screw & bolt Al al 5/16 ODx 


| i Plate - Eng conl nac bkt 
Plate - Eng conl nac bkt 


PARTS 
+ Acft drld hd 10-24 x 29/32 in. 


IW. SURE - Plain stl reg ser No. 10 bolt 


Acft drid hd 10-24 x 1-1/32 in. 


Washer - Plain stl reg ser No. 10 bolt 


+ Acft drld hd 10-24 x 21/32 in. 


Washer |- Plain stl reg ser No. 10 bolt 


! Bracket - Eng conl pulley sup. 


-| Eng conl firewall LH 

- Eng conl firewall RH 

ng conl cable 

PARTS 

ocking thin stl 10-32 

- Plain reg ser No. 10 bolt 


| | Bolt - Acft вй 10-32 x 25/32 in. 


d 1 Mix. conl push 


y 4 Mix. conl push 


OTH: May be used for spares in lieu of part Νο, 


„049 x 31/64 in. 


Section II 
Group Assembly Parts List 


UNITS] USABLE 
PER 
ASSY. 


ON 
CODE 
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Section П T.O. 1С-119Е-4 
Group Assembly Parts List 


Figure & | GROUP FUSE LAGE UNITS USABLE 


INDEX 


NUMBER [MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INSTL (cont) ele 
тие სესე: 
-23 | 110-630053-70 ne ___ 11.4 
| 110-630053-490 |; | Rod Assy + Throt conl push 1 | ** 
**ЧОТЕ: aybe used for spares in lieu of part Νο. 
| | τα 110-630053-70 
ATTACHING PARTS 
-24 | AN320-4 ' | Nut + Aeftishear stl 1/4-28 2 A 
AN960-416L | Washer: - Plain stl light ser 1/4 in. bolt 2 A 
| AN24-21 Bolt - და stl 1/4-28 x 1-11/32 in. 2) A 
+ -24A | 110-630054 ! ს... - Eng conl arm 4 A 
| -25 | AN316-7R | ' Nit = Check вй 7/16-20 RH thd 2 A 
i -26 | REAFT | | | End} Rod (FAF) ` 2 A 
| -αἳ | 110-630053-170 | : Rod Assy - Mix. conl push 1 A 
i | 110-630053-350 | Rod Assy - Mix. conl push 1 жж 
' : NOTE: Maybe used for spares in lieu of part Νο. 
i | ' |110-630053-170 
| -28 110-630053-190 Rod Assy - Throt conl push 1 A 
| 110-630053-370 i | Аба Assy - Throt conl push 1 XX 
| | | | "NOTE: Maybe used for spares in lieu of part No. 
| | | 110-630053-190 
-29 110-630506-290 Pulley Assy - Eng con] mix. 1 A 
-30 | 110-630506-310 | | Pulldy Assy - Eng conl throt 1) А 
| ATTACHING PARTS 
-31 | AN365-428 | | Nut 4 Self locking stl 1/4-28 1 A 
; AN960-416 | Waslier|- Plain stl reg ser 1/4 in. bolt 1 A 
I AN4-37 ! Bolt - Acft stl 1/4-28 x 3-29/32 in. 1 A 
-32 | NAS43-4-57 Space | Screw ἃ bolt 51 3/8 OD х. 049 x 57/64 in. 1 A 
-33 | NAS43-4-49 ñi + бегет ἃ bolt stl 3/8 OD x . 049 x 49/64 in. 2 А 
-34 110-630055 | Арш |- Firewall гої & mix. eng conl 2 A 


| 
| (Hor USAF ACFT see figure 63) 


j USABLE ON | | 
‚ CODE MODEL DESIGNATION SERIAL NUMBERS 
| | Al | R4Q2 131662 thru 131719 
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T.O. 1C-119F-4 Section II 


v 


6693 


Figure 63. Wing Center Section Engine Controls Installation 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSE LAGE 


UNITS] USABLE 
чы MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INSTL (AERO PROD. бе! 
| (Соп ined from figure 61) 
| 33 *110-630565 Engine Co trols Instl - Wing center sect. (See fig. 50) Ref| A 
*110-630515 baci Agsy|& 1081 - Nac eng conl pulley RH NP B 
*110-630515-50 Bracket A$sy|& Instl - Nac eng conl pulley RH NP C 
- 1 110-630517-21 АР - Nac| eng conl pulley bkt sup. 1 A 
атс G PARTS 
- 2 | AN365-428 | Ni Self locking stl 1/4-28 2 | A 
AN960-416 sher|- Plain stl reg ser 1/4 in. bolt 2 A 
AN4-20A Bolt - Acft stl 1/4-28 x 2- 1/32 in. 1 A 
AN4-25A Bolt |- Hott stl 1/4-28 x 2-21/32 in. 1 A 
- 3 110-630515-10 | Bracket Assy - Nac eng conl pulley RH 1 B 
110-630515-30 Bracket A Sy - Nac eng conl pulley RH (Use for spares in 
+ lita οι part No. 110-630515-10) | 1 C 
ATTACHING PARTS 
- 4 |AN365-428 | | Nat 4 Self locking stl 1/4-28 3 A 
AN960-416 w - Plain stl reg ser 1/4 in. bolt 3 A 
AN4-14A Bolt |- Alert stl 1/4-28 x 1-17/32 in. 3 A 
-5 | BB128 Pulley + Ball brg (FIN) 4 A 
ATTACHING τ 
ΕΓ -6 AN310-4 | | Nut + Càstellated airframe stl 1/4-28 1 A 
i AN960-416 Waster |- Plain stl reg ser 1/4 in. bolt 4 A 
| AN4-17 Bolt + Ane stl 1/4-28 x 1-29/32 in, 1 A 
! -= бА | AN74A11 Bolt - Acft stl drld hd 1/4-20 x 1-5/32 in. 1 Α 
AN74A 10 Bolt - Acft stl drld hd 1/4-20 x 1-1/32 in. 2 A 
- 7 | 110-630518-3 თი - Eng conl pulley bkt RH пас 1) 8 
110-630518-7 Plate - Eng conl pulley bkt RH nac (Use for Spares in lieu 
оѓ part No. 110-630518-3) 1 C 
ATTACHING ARTS 
- 8 ANT73A5 Bolt - Alcft stl drld hd 10-24 x 21/32 in. 2 B 
АМТЗА5 Balt + Acft stl drid hd 10-24 x 21/32 in. 1 C 
| ANT3A10 ი. F Acft stl drld hd 10-24 x 1-1/32 in. 5 Α 
AN960-10 Washer |- Plain stl reg ser Νο, 10 bolt 2 B 
AN960-10 и - Plain stl reg ser Νο. 10 bolt 1 C 
AN960-10L Washer |- Plain stl light ser No. 10 bolt 5 A 
NAS43DD3-31 Spacer + Screw ἃ bolt Al al 5/16 OD x . 049 x 31/64 in. 1 A 
- 9 [110-630031 Plate - Eng conl nac bkt 1 | B 
110-630031-3 Phid - Eng conl nac bkt (Use for spares in lieu of part 
Ne 110-630031) 1 C 
-10 110-630518-5 τ ng conl pulley bkt RH πας 1 A 
artic ARTS 
-11 АМТЗАЛ ВО + Acft stl drid hd 10-24 x 29/32 in. 2 A 
AN960-10 Wasi - Plain stl reg ser No. 10 bolt 1 A 
AN960-10L Washer l- Plain stl light ser No. 10 bolt 1 A 
-12 AN73A 10 Bolt + Acft stl drid hd 10-24 x 1-1/32 in. 2 D 
AN73A 10 | Bolt L Acft stl drld hd 10-24 x 1-1/32 in, 1 E 
АМТЗАТ ІВ + Acft st! ага hd 10-24 x 29/32 in. 1 Е 
AN960-10 Washer j- Plain stl reg ser No. 10 bolt 1 A 
AN960-10L | Washer |- Plain stl light ser Νο. 10 bolt 1 A 
-13 АМТЗА5 Bolt + Acft stl drid hd 10-24 x 21/32 in. 3 B 
АМТЗА5 | Balt t Acft stl drid hd 10-24 x 21/32 in. 2 C 
AN960-10 | Washer - Plain stl reg ser No. 10 bolt 3 B 
| | AN960- 10 | | |Waàsher | Plain stl reg ser No. 10 bolt 2 |с 
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FIGURE გ [GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INS1L (AERO PROD. 
PART NUMBER 123 4 5 6 


INDEX 
NUMBER 


63 
-14 


-15 


-16 


-27 
-28 
-29 
-30 


-31 


110-630514-21 
110-630514-23 


*110-630614-81 
*110-630614-101 
* 110-630614-31 
*110-630614-111 


110-630614-71 
110-630614-91 
AN365-1032 
AN960-10 
ΑΝΟ-ΤΑ 
NAS43DD3-'79 
NAS43DD3-83 
110-630631-3 


AN210-2B 


| AN210-1B 


110-630614-5 
110-630614-3 


AN365-1032 
AN960-10 
AN509-10-9 


110-630606-21 
110-630606- 25 
110-630614-41 


AN365-1032 
AN960-10 
AN3-6A 


AN210-2B 
110-630605-21 
110-630611-1 


AN365-1032 
AN960-10 
AN3-12A 
ΑΝΟ-ΤΑ 


NAS43-3-81 
AN210-2B 
110-630611-21 
110-630614-61 


AN365-1032 
AN960-10 
AN3-6A 
AN3-7A 
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ch 
| Co 
Co 


| 


a 


| 


АТТАС 


ATTACHING РА 
i Nut – Self locking stl 10-32 

- Plain stl reg ser No. 10 bolt 
'100” flat hd stl 10-32 x 19/32 in. 


ATTA 


ATTA 


N IL -|Se 
| Washer + 


| Balt 1 Apit 


Bracket 
Backed 
of 
ntrol 


ntrol 
nttol 138 
ntrol Instl 
Support AS 


(Use 


| (Use 
Nut 


Bolt - 


Spacer 


| Plate - 
| Spacer 
( 


Washer 
Screw - 


| Bracket 
| Bracket 
Support 


Nut: - Self 
Washer l- 
თა + Acft 


| Pulley - 
| Bracke 


Nut - Se 
Washer 


Bolt + Acft 


Pulley - 

Brac t 
Support 
CHIN 


part No. 110-630514-21) 

Instl + Front spar & nac Aero Prod. prop. LH 
Instl + Front spar & nac Aero Prod. prop. LH 
tl + Front spar & nac Aero Prod. prop. RH 


on part No. 110-630614-81) 

Support Assy - Front spar & nac Aero Prod. prop. conl LH 
| on part Νο. 110-630614-101) 

G PAR 
Self locking sti 10-32 

Washer - Plain stl reg ser No. 10 bolt 
е! stl 10-32 x 29/32 in. 


| Spacér + Screw ἃ bolt Al al 5/16 x .049 x 1-15/64 in. 
| Spac r | 


| 18А) 
| Pulley + Anti-friction brg conl 
‘Pulley 4 Anti-friction brg coni 


ade from part NAS42DD6-16A) 


Assy - Front spar & nac Aero Prod. prop. conl LH 
CHING PARTS 

ocking stl 10-32 

lain stl reg ser No. 10 bolt 

stl 10-32 x 25/32 in. 


|- Nac lower fwd thrust ἃ feather pulley LH 
Bracket Ass 
ATTACHING PARTS 

locking stl 10-32 

= Plain stl reg ser No. 10 bolt 
‘stl 10-32 x 1-9/32 in. 

| Bglt + 40(L§V 10-32 x 29/32 in. 


‘Spacer 4 Screw & bolt st] 5/16 x .049 x 1-17/64 in. 


- Front spar fwd thrust & feather conl pulley LH 
ssy - Front spar δι nac Aero Prod. prop. conl RH 
ARTS 

locking sti 10-32 

lain stl reg ser No. 10 bolt 

Ван + Acft|stl 10-32 x 25/32 in. 


stl 10-32 x 29/32 in. 


T.O. 1C-119F-4 


Section 


II 


Group Assembly Parts List 


PROP.) (cont) 


- Eng conl RH nac pulley 
- Eng conl RH nac pulley (Use for spares in lieu 


Front spar & nac Aero Prod. prop. RH 
y - Front spar & nac Aero Prod. prop. conl LH 


TS 


Screw & bolt Al al 5/16 x .049 x 1-19/64 in, 
Nac pulley bkt (Made from part No. NAS42DD6- 


ront spar & nac Aero Prod. prop. conl sup. 
Front spar & nac Aero Prod. prop. conl sup. 


TS 


- Nac upper fwd thrust & feather conl LH 
- Nac upper fwd thrust & feather conl LH 


Anti-friction brg conl 


y - Front spar fwd thrust & feather conl pulley RH 


Anti-friction brg conl 


UN | TS] USABLE 


=} Q = O ΠΩ თ 


>>> Q 


>>> > PPPO OF 


ს! >> Dp >>> >, >>> >>> FAA 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


INDEX 
NUMBER 


NAS43DD3-33 S acer + Screw & bolt Al al 5/16 x .049 x 33/64 in. N 
NAS43DD3-27 Spacer + Screw & bolt Al al 5/16 x 21/64 in. 0 
AN210-2B Aon 4 Anti-friction brg conl A 
110-630610-21 Bracket|- Nac fwd thrust & feather lower conl RH Α 
110-630630-11 Bracket Agsy - Nac fwd thrust & feather pulley RH (Use on 
part No. 110-630614-111) G 
ATTACHING PARTS 
AN365-1032 Nut + Self locking stl 10-32 G 
AN960-10 Washer |- Plain stl reg ser No. 10 bolt G 
AN3-7A Bolt Асі 51 10-32 x 29/32 in. G 
NAS43-3-30 Spacer + Screw & bolt stl 5/16 x .049 x 15/32 in. G 
NAS43-3-72 | Spacer I Screw & bolt stl 5/16 x .049 x 1-1/8 in. G 
NAS43-3-172 Spacer + Screw & bolt stl 5/16 x .049 x 2-11/16 in. G 
AN210-1B Pulley- Anti-friction brg conl G 
110-630630-21 Bracket|- Nac fwd thrust & feather pulley RH H 
110-630630-23 Bracket,- Nac fwd thrust & feather pulley (Use for spares 
in lieu of part No. 110-630630-21) J 
110-630613-1 Pu ol Inst + Firewall Aero Prod. prop. A 
110-630613-51 B achat Agsy |- Prop. fwd thrust & feather conl pulley K 
110-630613-41 ΙΒ acket ds - Prop. reversing conl upper pulley K 
110-630613-31 Bracket} Assy |- Prop. reversing conl pulley idler pulley K 
110-630613-11 ი... Assy |- Prop. reversing conl lower pulley K 
110-630590- 23 Ἡοταήκ 5 Nac prop. fwd thrust conl (Use in part No. 
1p bci for retrofit) A 
ATTACHING PARTS 
AN364-1032 Nut - Self locking thin stl 10-32 A 
AN975-3 Washer |- Taper pin ` A 
AN386-1-8A du -~ Thid taper A 
110-630591-30 Cap Е [Час prop. fwd thrust conl bkt (Use in part No. 
110-630613-51 for retrofit) A 
ATTACHING ARTS 
AN503- 10-14 Screw -|Mach drld fil h stl 10-24 x 1/8 in. L 
AN3-15A Bdit + Mac acft 10-32 x 1-21/32 in. M 
AN960-10L ME - Plain stl light ser No. 10 bolt L 
AN960-10L Washer |- Plain stl light ser No. 10 bolt M 
AN201KP10A ; Bearing|- Intermediate duty ball А 
110-630589-23 Pulley -| Ndc prop. fwd thrust conl (Use in part No. 
110- 30613-51 for retrofit) Α 
110-630601-11 Support Assy - Firewall fwd thrust & feather conl pulley & 
belicrank (Use in part No. 110-630613-51 for retrafit) A 
ATTACHING ARTS 
AN365-1032 | |Nut -|Self locking stl 10-32 A 
Washer l- Plain stl reg ser No. 10 bolt A 
Washer j- Plain stl light ser No. 10 bolt A 
Bolt + Acft|stl 10-32 x 1-5/32 in. A 
Balt + Acftistl 10-32 x 1-1/32 in. A 
AN201-KP10A - Intermediate duty ball A 
AN155-16L Barrél - Ttnbkl F 
110-630608-11 Cable Assy|- Firewall prop. reversing conl (See fig. 390) F 
110-630608-31 ! ο. - Firewall prop. reversing conl (See fig. 390) F 
110-630602-11 Cam follower & Pulley Assy - Firewall prop. reversing conl 
(Ове in part No. 110-630613-41 for retrofit) A 


222 Revised 15 February 1957 


FIGURE & [GROUP FUSELAGE 


INDEX | MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INSTL (AERO PROD. 


PART NUMBER 23 4 5 6 PROP. ) (cont) 


HING PARTS 
ut 4 Castellated shear зії 1/4-28 


NUMBER 


63 

-47 AN320-4 
AN960-416 
AN960-416 
AN24-54 

-48 CF10F1 

-49 AN310-4 
AN960-416 

-50 AN200KP4 

-51 110-630597-21 

-52 AN362-1032 
AN363-C1032 
AN960-10L 
AN960-C10L 
AN3-7A 

-53 AN210-2B 

~54 110-630607-21 

-55 AN365-1032 
AN960-10L 
AN3-10A 

-56 110-630599-31 

-57 AN3 20-4 
AN960-416L 
AN24-52 

-58 AN200KP4 

-59 110-630598-21 

-60 AN365-1032 
AN960-10 
AN3-7A 

-61 F110-630542-90 


*110-630542-110 
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| 
АТТА 


za 


asher |- 
asher !- 


vag 


Was 


| | Support|- 


Nut - Self 
Wastler - 


Bracket - 


Nut + Self 
wiser - 


Nut 4 Cas 
Washer |- 


Bearin 
Support - 


| Self 
Washer - 


E 


წი. tll -|E 


olt Се 


| Rpllqr 
ATTACHING PARTS 
| Nut + Castellated airframe stl 1/4-28 
lier - Plain stl reg ser 1/4 in. bolt 
Bearing - Heavy duty ball 
| | in part No. 110-630613-41 for retrofit) 
ATTACH G PARTS 
Nut J P T self locking stl 10-32 


Washer P Plain stl light ser No. 10 bolt 
! Bolt F Acft| stl 10-32 x 29/32 in. 
Pulley 4 Anti-friction brg conl (Use in part No. 
; 110-630613-31 for retrofit) 
| No. 
ATTACHING PARTS 
lt - Acft|stl 10-32 x 1-1/32 in. 
| | Béllcratk 
| сы 
ATTACHING ei 


Bolt + Clevis stl 1/4-28 x 3-9/32 in. 


! us (Use on part No. 110-630613-11 for retrofit) 
ш G PARTS 
| Nut 


Вон - Acft 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


lain stl reg ser 1/4 in. bolt 


m stl reg ser 1/4 in. bolt 
is stl 1/4-28 x 3-13/32 in. 


(SBCI) 


Cam follower bellcrank prop. reversing conl (Use 


ocking stl 10-32 
lain stl light ser No. 10 bolt 


irewall reversing 0001 pulley idlers (Use in part 
10-630613-31 for retrofit) 


locking stl 10-32 
Plain stl light ser No. 10 bolt 


f Pulley Assy - Firewall lower prop. reversing 
Use in part No. 110-630613-11 for retrofit) 


tellated shear stl 1/4-28 


lain stl reg ser 1/4 in. bolt 


g|- Heavy duty ball 
Firewall lower bellcrank & pulley prop. reversing 


locking stl 10-32 
Plain stl reg ser No. 10 bolt 
stl 10-32 x 29/32 in. 


ng conl firewall (L nac) (See fig. 64) 
ng conl firewall (R nac) (See fig. 64) 


| MODEL DESIGNATION SERIAL NUMBERS 
| С-119С 51-2662 & Subsequent 
| IK-441 & Subsequent 


C-119G 51-2662 thru 52-5902 


52-6000 thru 52-6035 


> > >> > >C=2> 


> Ov Ov 


>>> > > 


>> >>> > > >>> > 


UNITS] USABLE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
NUMBER [MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INSTL (AERO PROD. 
PART NUMBER 123 4 5 6 PROP. )(cont) 


08 LE O 
C DE MODEL DESIGNATION |. SERIAL NUMBERS 
C C-119G 52-5903 thru 52-5954 
; 52-6036 & Subsequent 
IK-441 & Subsequent 
D C-119G 51-2662 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8081 
IK-441 thru IK-442 
E C-119G 52-5922 thru 52-5923 
53-3136 & Subsequent 
53-8082 thru 53-8156 
IK-443 & Subsequent 
F C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-5889 thru 52-5954 
92-6036 thru 53-7845 
53-8069 thru 53-8156 
IK-441 thru IK-453 
G C-119G 53-7846 thru 53-7884 
IK-454 & Subsequent 
H C-119G 53-7846 thru 53-7863 
IK-454 thru IK-455 
J C-119G 53-7864 thru 53-7884 
IK-456 & Subsequent 
K C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
L C-119G 51-2662 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 
M C-119G ` 53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-456 & Subsequent 
N C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
: IK-441 thru IK-442 
ο C-119G 52-5922 thru 52-5923 
` 52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 
P C-119G 51-2662 thru 53-7827 
! 53-8069 thru 53-8143 
IK-441 thru IK-446 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & LOROUP FUSELAGE 


UNI TS| USABLE 
Nt [MAJOR ASSEMBLY WING CENTER SECTION ENGINE CONTROLS INSTL (AERO PROD. ჩამ 


PART NUMBER ΙΓ 2 3 ს 5 6 PROP.) (cont) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-7828 thru 53-7884 
53-8144 thru 53-8156 
IK-447 & Subsequent 
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Section II T.O. 1C-119F-4 


Figure 64. Engine Control Firewall Box Installation 
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INDEX 
NUMBER 


64 


LI 
чо οι 


-15 
-16 


-17 
-18 


Figure & | GROUP 


MAJOR ASSEMBLY ENGINE CONTROL FIREWALL BOX INSTL (AERO PROD. PROP.) 


PART NUMBER 


*110-630542- 
*110-630542- 


T.O. 1C-119F-4 


FUSELAGE 


1 2 3 4 5 6 
–" 


90 IBox в - Eng ei firewall (L nac) (See fig. 63) 
110 |Box Ihstl - Eng conl firewall (R nac) (See fig. 63) 


110-630053-50 
110-630053-470 


110-630053-70 


110-630053-450- 


AN320-4 
AN960-416 
AN24-21 
110-630054 


AN316-7R 
RE4F7 
110-630053-170 
110-630053-350 


110-630053-190 
110-630053-370 


*110-630542-130 


ATTACHING 


j Rod ASSy - I(ხიფთ conl mix. push 
Rod AsSy - Eng conl mix. push (Use for spares in lieu of part 
| Νο, 110-630053-50) 
Rod Assy - Eng conl throt push 
‘Rod Assy - Eng conl throt push (Use for spares in lieu of part 
L | No. 1101 :630053-70) 


Nut -'Acft shear stl 1/4-28 

Washer - Plain stl reg ser 1/4 in. bolt 
Bolt + Clevis gtl 1/4-28 x 1-11/32 in. 
(Washer - Eng conl arm 


INut - Check stl 7/16-20 RH thd 

End - Rod (FAF) 

| Rod Assy - Eng conl mix. push 

| [Rod Assy -|Eng conl mix. push 

| I *NOTE: Use for spares in lieu of part No. 110-630053-170 


Rod Assy - [Eng conl throt push 
, Код Assy -|Eng conl throt push 
**NOTE: Use for spares in lieu of part No. 110-630053-150 


Box Assy - Eng conl firewall (L nac) 


*110-630542- 


*110-630542- 
*110-630542- 


-290 τ Assy - Ἐπ 


*110-630542 


*110-630542- 


I 
170 | Bor Assy - Eng conl firewall (L nac) 
210 Box Assy - Eng conl firewall (L nac) 
250 Bok Assy ~ Eng conl firewall (L nac) 
Е conl firewall (L пас) 
Assy - Eng 0001 firewall (R πας) 


150 | Во 


110-630506-330 
110-630506-230 
110-630506-390 
110-630055 
110-630541-10 
110-630595 
110-630595-10 


110-630595-70 


AN200KP4 
110-630540-3 
110-630595-3 


110-630541-5 
110-630506-350 
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*110-630542-190 Bok Assy - - En > conl firewall (R пас) 

*110-630542-230 Вок Assy - Eng conl firewall (R nac) 

*110-630542-270 Bo Assy - Eng conl firewall (R nac) 

*110-630542-310 Bok Assy - Eng conl firewall (R nac) 

NAS43-4-44 Spacer - Screw & bolt stl 3/8 OD x .049 x 11/16 in. 
NAS43-4-40 Spdcer -Screw ἃ bolt stl 3/8 OD x . 049 x 5/8 in. 
NAS43-4-57 |. Spacer -|Screw & bolt stl 3/8 OD x . 049 x 57/64 in. 
NAS43-4-5 | (Spacer -Screw ἃ bolt stl 3/8 OD x .049 x 5/64 in. 
NAS43-4-9 | . 049 x 9/64 in. 


Spacer - Screw & bolt stl 3/8 OD x 
Pulley Ау: Eng сопі firewall 
Pulley Assy - Eng conl firewall 
Pulley ABsy - Eng conl firewall 

Aria | 1 Firewall throt & mix. eng conl 
Cam Assy η Eng conl prop. reversing 
Cam i - Eng 0001 prop. reversing 
Cam | Eng conl prop. reversing (Use for spares in lieu 
| of art No. 110-630541-10 providing part No. 
| 11 -630594- 21 or -25 is used) 
| Cam x - Eng conl prop. reversing 
| NOTE: Use for spare repl in lieu of part No. 110-630595, 

| 110-630595- 10 


вет | Heavy duty ball 
3 Eng 0001 prop. reversing 
თას | Prop. reversing straight line transition (Use for 
86 res in lieu of part No. 110-630540-3) 
ü cer -|Eng conl prop. reversing cam 
she Assy - Eng conl firewall 
| | 


Section II 
Group Assembly Parts List 


1 
1 
1 
1 
1 
1 
2 
1 
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* > Pepepe P > >> 
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iz 
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UN I TS| USABLE 
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Section II 
Group Assembly Parts List 


FIGURE & | GROUP 


FUSELAGE 


T.O. 1C-119F-4 


UN I TS| USABLE 


με, [i2 2656 — (eo) | 
04 
110-630506-210 Pulley Авѕу - Eng conl firewall L 
110-630506-370 Pulle Авву - Eng conl firewall M 
-19 110-630055 | nes + Firewall throt & mix. eng conl A 
-20 110-630594-25 Lock - Eng conl cable grooved A 


228 


სავ 


Α 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


IK-441 & Subsequent 


51-2662 & Subsequent 
IK-441 & Subsequent 


51-17365 thru 51-17367 
52-6000 thru 52-6058 
IK-441 & Subsequent 


51-2662 thru 52-5954 
53-3136 & Subsequent 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8053 thru 51-8063 
52-6004 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8095 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3166 thru 53-3210 
53-8096 thru 53-8130 
IK-443 thru IK-445 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-446 & Subsequent 


51-8053 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 


51-17365 thru 51-17367 
51-8053 thru 51-8063 
52-6000 thru 52-6023 


51-2662 thru 51-8052 


51-8098A thru 51-8168A 
51-8064 thru 51-8097 
92-5840 thru 52-5954 
52-6024 & Subsequent 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UN ITS] USABLE 
ΠῚ IMAJOR ASSEMBLY ENGINE CONTROL FIREWALL BOX INSTL (AERO PROD. PROP.) ი. 
34 ' ! | 
USABLE ON | 
CODE MODEL DESIGNATION SERIAL NUMBERS 
N C-119G 51-2662 thru 51-8052 
| | 51-8098A thru 51-8168A 
| | | 51-8064 thru 51-8097 
| 52-5840 thru 52-5954 
52-6024 & Subsequent 
| IK-441 & Subsequent 
οἱ | | C-119G 51-2662 thru 51-8097 


pe 51-8098A thru 51-8168A 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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Section IL 


T.O. 1C-119F-4 


Figure 65. Center Section Wing Assembly 
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Section IL T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY CENTER SECTION WING ASSY 
PART NUMBER 1 2.3 4 5 6 


*110-110001 
*110-110020 
110-115124 
110-110020-41 


FIGURE & 
INDEX 
NUMBER 


UN I TS| USABLE 


Wing Авву| - Center sect. (See fig. 50) 
Cap Assy [ s wing fairing 


1 - Wing fairing access 
thor - ο, assy fairing 
TTACHING PARTS 
^ ხოს + Washer იძ stl 10-32 x 1/2 in. 


ste Line Instl - Heater fire ext sys LH 


АМ5 25-10-8 


*110-772154-1 
*110-772154-2 
110-772155-1 
110-772155-10 


pply Line Instl - Heater fire ext sys LH 

Tube Assy - Heater fire ext 1.00 OD x .035 x 95.00 in. 
Т» nee - Heater fire ext 1.00 OD x .035 x 92.00 in. 
Tu 


(Use for spares in lieu of part No. 110-772155-1) 
| (hse - Heater fire ext 1.00 OD x .035 x 92.00 in. 


110-772155-30 


(Use for spares in lieu of part Νο. 110-772155-10) 
р Apsy - Heater fire ext 1.00 OD x .035 x 95.00 in. 
be Assy - Heater fire ext 1.00 OD x .035 x 92.00 in. 
(Use for spares in lieu of part No. 110-715155- 9) 
тире Assy - Heater fire ext 1.00 OD x .035 x 92.00 in. 
(ise for spares in lieu of part No, 110-772155-20) 
ike P 
p (AP) 


110-772155-2 
110-772155-20 


110-772155-40 


RTS 


Clarhp AP) 


Ring - poit sect. rear spar hoisting 
š G PARTS 
I 


184-16-28 
182-16-28 


110-113043-21 


AN365-624 lut - S. [ο king stl 3/8-24 

AN365-524 1 Self flocking stl 5/16-24 
AN960-616 lain stl reg ser 3/8 in. bolt 
AN960-516 lain stl reg ser 5/16 in. bolt 
AN6-15A | 


AN5-14A st] 5/16-24 x 1-19/32 in. 


τ 3/8-24 x 1-45/64 in. 


110-113042-21 
110-113041-21 
110-113041-22 


ing center sect. rear spar aft hoisting ring 
E center sect. rear spar fwd hoisting ring LH 
М center sect. геаг враг fwd hoising ring ВН 


RTS 
king stl 10-32 


AN365- 1032 
UWN524 
AN960-10 
NAS 143-5 
NAS 143-5C 
AN3-11A 
FS145-28 
AN365-1032 
UWN524 
AN960-10 
NAS143-5 
NAS143-5C 
AN3-10A 
FS145-20 


һа 


ხა > bo bo > b3 НЬ М2 CO bo ho С в CO 


110-113017 


bo 


ÀN365-428 
AN960-416 
AN4-11A 


m 
e 


μα 
ლ 


Bolti - Acft stl 1/4-28 x 1-5/32 in. 


Em 
e 
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FIGURE ἆ 
INDEX 


NUMBER [MAJOR ASSEMBLY 


110-113044-21 
110-113044-22 
110-113012-21 
110-113012-23 


AN365-624 
AN960-616 
AN6-27A 


110-113011-21 
110-113011-23 


AN365-624 
AN960-616 
AN6-23A 


110-113010-21 
110-113010-23 


AN365-820 

AN960-816 

AN8-34A 
*110-110042-1 


*110-110042-2 
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1t 


GROUP FUSELAGE 


CENTER SECTION WING ASSY 


PART NUMBER 123 4 5 6 


Wing 

Wing 
À 

00 


LC 
te 
ING PA 


Nut + Self [ος 
asher 


Section H 
Group Assembly Parts List 


T.O. 1C-118F-4 


UN 1 TS} USABLE 
(cont) ON 


center sect. rib att RH 

enter sect. rear spar lower fwd splice 
center sect. rear spar lower aft splice 
RTS 

king stl 3/8-24 


i {contr sect. rib att LH 


წი stl reg ser 3/8 in. bolt 
t 


3/8-24 x 2-61/64 in. 


г sect. front враг upper fwd splice 
r sect. front spar upper aft splice 
TS 

ing sti 3/8-24 

in stl reg ser 3/8 in. bolt 

3/8-24 x 2-29/64 in. 


sect. front spar lower fwd splice 
sect. front spar lower aft splice 


ARTS 
a stl 1/2-20 


n stl reg ser 1/2 in. bolt 
1/2-20 x 3-19/32 in. 


Wing center sect. sealed fuel cavity LH (See 


Wing center sect. sealed fuel cavity RH (See 


MODEL DESIGNATION SERIAL NUMBERS 


51-8032 thru 51-8034 
51-8098A thru 51-8102A 
51-17365 thru 51-17367 
131662 thru 131689 


C-119G 


R4Q2 


51-8035 thru 51-8097 
51-8103A thru 51-8168A 
52-5840 thru 52-5846 
52-6000 thru 52-6027 


C-119G 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


6448 


Figure 66. Wing Center Section Structure - Panel Assembly 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & 9ου — FUSELAGE 


UN1TS| USABLE 


CODE 
*110-110042-1 AM 
*110-110042-2 ing center sect. sealed fuel cavity RH (See fig. 65) All 
110-110003-1 g lAssy - Wing center sect. LH (See fig. 67) w 
110-110003-30 g Assy - Wing center sect. LH (See fig. 68) T 
110-110003-2 g ge |Assy - Wing center sect. RH (See fig. 67) w 
110-110003-40 g ge [Assy - Wing center sect. RH (See fig. 68) T 
110-110003-50 : е Assy - Wing center sect. LH (See fig. 67)(Use for 
S in lieu of part No. 110-110003-1 for acft 51-2586, 
62|thru 51-2716, 51-8016, 51-7968 thru 51-8052, 
thru 51-8168) W 
110-110003-60 Assy - Wing center sect. RH (See fig. 67)(Use for 
n lieu of part No. 110-110003-2 for acft 51-2586, 
thru 51-2716, 51-8016, 51-7968 thru 51-8052, 
thru 51-8168) w 
110-110003-70 ssy - Wing center sect. LH (See fig. 67 δι 68) 
spares in lieu of part No. 110-110003-1 or part 
. 110-110003-30 for acft 51-8053 thru 52-5921, 52-5924 
ru 53-3180) All 
110-110003-80 Edge |Assy - Wing center sect. RH (See fig, 67 δι 68) 
se for spares in lieu of part No. 110-110003-2 or part 
: {10,110008-40 for acft 51-8053 thru 52-5921, 52-5924 
| 3-3180) All 
110-112015-1 ἢ Wing center sect. LH АП 
110-112015-2 1 Wing center sect. RH All 
RED1141B Shock (RAI) (When exhausted use part No. 1102-1) All 
1102-1 Shock (RAI) (Use for spares in lieu of part No. 
ponte All 
TS 
18 AN526-832-6 Mach hd 8-32 x 3/8 in. All 
*110-110004-1 
*110-110004-1 ili Assy - Wing center sect. LH (See fig. 69) All 
*110-110004-2 iling Edge| Assy - Wing center sect. RH (See fig. 69) All 
*110-110039-1 rrugation Assy - Wing center sect. lower LH All 
*110-110039-2 ΠΕΠ ა... - Wing center sect. lower RH #11 
110-113007-3 Fitting ing center sect. MLG LH All 
110-113007-4 Fitting + ee center sect. MLG RH All 
110-113007-5 Fitting + Wing center sect. MLG All 
43A2691 Ring |- Curtain guide tie down (WWP) H 
110-796319 Linki- Parpiaier curtain tie down J 
110-313461 Strap - Tid down ftg fus All 
110-313461-3 Strap - Tie down ftg fus (Use for spares in lieu of part No. 
110-313461) All 
*110-110021-1 Lower Surfacé Instl - Wing center sect. outbd LH All 
*110-110021-2 | Lower Sure Instl - Wing center sect. outbd RH All 
110-113004-21 Fitting ing center sect. MLG hor All 
110-113058-21 Fitting + Wing center sect. MLG hor fwd All 
110-110023-1 Door Assy |- Inbd fuel cell access LH АП 
*110-110058-110 | Door| Азу |- Inbd fuel cell access RH All 
110-110058-150 Door} Agsy!- Water injection pump access M 
110-110058-130 or| Agsyj- Water injection pump access N 
110-110058-10 ог! Agsy|- Inbd fuel cell access RH All 
110-110041-1 Agsyi- Wing center sect. lower access LH (Use with self 
ag fae! cells) K 
110-110041-10 syl- Wing center sect. lower access LH (Use with 
bladder |type fuel cells) L 
110-110041-2 Assyi- Wing center sect. lower access RH (Use with self 
sdaling fuel cells K 
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Section II | T.O. 1C-119F-4/NAVAER 01-115CC 8-4 
Group Assembly Parts List 


FIGURE & [GROUP —— FUSELAGE 


μον MAJOR ASSEMBLY WING CENTER SECTION STRUCTURE - PANEL ASSY 


μπι, isase _ __ I UUyäåäüűO 


110-110041-20 


Assy|- Wing center sect. lower access RH (Use with 
bladder type fuel cells) 


is ARTS. 
AN525-10-10 -| Washer hd stl 10-32 x 5/8 in. 
AN525-416-11 Sqrew -| Washer hd stl 1/4-28 x 11/16 in. 


AN525-10-11 Sqrew - Washer hd stl 10-32 x 11/16 in. 
200-1/4 asher|- Lock-O-Seal (WFRC) 
200-10 . asher|- Loc -O-Seal (WFRC) 


78-100044-30 


Clip L ing access door fuel ga sup. (Use on part No. 

110-110041-1 & -2) 

Clip - Wing access door fuel ga sup. (Use on part No. 

110-110041-10 & -20) 

Door - a pump drain access 

Door] - 1 pump drain access (Use for spares in lieu of 
ἵ pin Νο. 78-100022-30) 

Door - Wi 


Door] - i 
Door - 1 pump drain access 
Door pi 1 pump drain access (Use for spares in lieu of 
rt 
К А 


. 110-113071-5) 
cima T 


78-100044 


78-100022-30 
78-100022-40 


110-115179 
110-113071 
110-113071-5 
110-113071-7 


1 pump drain access 


id center sect. fuel ga access 
9 


TS 
rew -| Washer hd stl 10-32 x 9/16 in. 
Sdrew -| 100° flat hd mach stl 10-32 x 3/8 in. 


AN525-10-9 
AN507-10-6 


*110-110025-1 Ring indi t та center sect. front spar hoisting LH 

*110-110025-2 R ng Inge [ ing center sect. front spar hoisting RH 
78-116104-3L Fitting ing center sect. front spar inbd aft hoisting LH 
78-116104-3R Fitting win center sect, front spar inbd aft hoisting RH 
78-116106L Fitting ing center sect. front spar inbd fwd hoisting LH 
78-116106R Fite Wing center sect. front spar inbd fwd hoisting RH 

*110-110006-1 Strihg r Assy - Wing center sect. upper LH 


*110-110006-2 
110-673504-10 
110-673504-70 


Skin & Stringer Assy - Wing center sect. upper RH 

Fitting Assy - Oil tank vent. 

Fitting ip - Oiltank vent. (Use for spares in lieu of part 
. 110-673504-10) 


110-683002-21 x g el tank vent. 
110-683073-21 F tihe Fuel tank vent. 
110-683002-25 Fitting + Fuel tank vent. (Use on part Νο. 110-110006-2) 


110-683002-27 


110-683002-31 


Fiti g | Fuel tank vent. (Use on part No. 110-110006-2) 
je Fuel tank vent. (Use on part No. 110-110006-2) 


110-110060 Plate - Wing center sect. scupper cover 

AN525-10-14 S¢rew - Washer hd stl 10-32 x 7/8 in. 

110-110006-13 sd. x 24.00 in. 

110-110059-21 Squp > - Wing center sect. fuel filler (Use on part No. 
110-110006-1) 

110-110059-22 Squp - Wing center sect. fuel filler (Use on part No. 


er 
1 n 10006-2) 

Jáck|- Type GI-1 gasoline tank grounding (MAL) 
supper Ας - Fuel nozzle grounding 


B111745X 
AN3117-1 


*110-685010-10 Seupper A$sy - Water injection sys filler neck (Use on 
рун No. 110-110006-2) 
*110-685010-70 Scuppen Assy - Oil sys tank filler neck 


110-685010-21 


. 110-685010-10) 
- Oil sys tank filler neck (Use on part No. 
110-685010-70) 


Squp м Water injection sys filler neck (Use on part 


110-685010-25 
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INDEX 


NUMBER [MAJOR ASSEMBLY WING CENTER SECTION STRUCTURE - PANEL ASSY (Continued; 


PART NUMBER | 2 3 ú 5 6 


110-110011 
110-113078-21 
110-113078-23 


110-113078-22 
110-113078-24 


110-113040-21 
110-113040-22 
110-113040-25 
110-110002-11 
*110-112001-1 
*110-112001-2 
*110-112007-1 
*110-112007-2 
110-112007-30 
110-112007-40 
*110-112008-1 
*110-112008-2 
110-113064-21 
110-113064-22 


AN365-524 
AN5-11 
AN960-516 
AN365-524 
AN5-12 
AN960-516 
AN365-524 
AN5-14 
AN960-516 


110-113019-21 
*110-112011-1 
*110-112011-2 
110-113064-23 
110-113064-24 


AN365-524 
AN5-12 
AN5-10 
AN960-516 
AN365-524 
AN5-14 
AN5-11 
AN960-516 
AN365-524 
AN5-15 
AN960-516 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Ja 


Ja 


Ja 


Ri 
Ri 


|J pas 


ი. 

Ja¢kppint - 

Washer + Wing center sect. rear spar jackpoint spl 
- Wing center sect, inter-spar LH 

g center sect. inter-spar RH 

g center sect. inter-spar LH 

g center sect. inter-spar RH 


kpoin 


in 


J d 
kppoin 


ni Assy 


N 


110-113019-23 
*110-111000-1 
*110-111000-2 
*110-111001-1 
*110-111001-2 
110-115060-13 
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t – Wi 


in 18) 0 
ყ ΠΠ 
in 


t –V 
t – W 
int -|W 


Hanger л - Wing 1001 0011 top 
g center sect. rear spar LH 
-iWing center sect. rear spar LH (Use for spares 


ied of part No. 110-113078-21) 


part No. 110-113078-22) 


ing center sect. rear spar 


center sect. inter-spar LH 
center sect. inter-spar RH 


stl 5/16-24 x 1-11/32 in. 


ns Plain stl reg ser 5/16 in. bolt 


Self locking stl 5/16-24 


IL Ае БЫ 5/16-24 x 1-19/32 in. 
sher + Acft stl reg ser 5/16 in. bolt 


ng center sect. MLG att RH 


f locking stl 5/16-24 


Bolt + АС [stl 5/16-24 x 1-11/32 in. 
Bolt + Ас |61 5/16 x 1-3/32 in. 
sher + Blain stl reg ser 5/16 in. bolt 


Self locking stl 5/16-24 


lt + АС {stl 5/16-24 x 1-19/32 in. 


t- 


Bolt + А 
Washer - Blain stl reg ser 5/16 in. bolt 


Bolt + Acft stl 5/16-24 x 1-7/32 in. 
Washer + Plain stl reg ser 5/16 in. bolt 


mie locking stl 5/16-24 
ft|st] 5/16-24 x 1-23/32 in. 


Fitting 4 Wing center sect. nac struct upper att 
Spar Assy + Wing center sect. 
‘Spar Assy + Wing center sect. 
Spar Assy + Wing center sect. 
Spar Assy + Wing center sect. 


Balt + Wing cdnter sect. front spar hoisting ring 


- Wing center sect. rear spar RH 
- үг center sect. rear 5раг RH (Use for spares 


ing center sect. rear spar LH 
ing center sect. rear spar RH 


ing center sect. inter-spar compression LH 
ing center sect. inter-spar compression RH 


Wing center sect. nac struct upper att 

Wing center sect. compression LH 

Wing center sect. compression RH 

ing - vie center sect. MLG att LH 

ing 4 W 

ATTACHING m 
e 


front LH (See fig. 70) 
front RH (See fig. 70) 
rear LH (See fig. 70) 
rear RH (See fig. "0) 
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Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNITS) USABLE 


All 
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Section II 
Group Assembly Parts List 


66 *110-685006 
-37 | 110-685012 
110-685012-31 
-38 | 110-685013 
236 


PART NUMBER 


T.O. 1C-119F-4/NAVAER 


GROUP FUSELAGE 
MAJOR ASSEMBLY _ WING CENTER SECTION STRUCTURE - PANEL ASSY (Continued) 


ё o - Water inject 
P - Watér tank fwd 
Dobr - Water tank fwd 
- Water tank aft 


R4Q2 


C-119G 


C-119G 


R4Q2 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


01-115CCB-4 


UNI TS] USABLE 


ion sys tank 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 | 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
53-8069 thru 53-8081 
191665 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 53-7884 
53-8082 thru 53-8156 
IK-441 and Subsequent 


51-8098 thru 51-8111 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-7982 
51-8112 thru 51-8168 


51-7983 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098 thru 51-8168 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
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FIGURE & [GROUP FUSELAGE Ἢ 


MAJOR ASSEMBLY WING CENTER SECTION STRUCTURE - PANEL ASSY (Continued) 


"ი — [r239s56 5 — 5 ! 


MODEL DESIGNATION SERIAL NUMBERS 


Revised 1 February 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


K C-119G 


RAQ2 


M C-119G 


U C-119G 


Section II 


Group Assembly Parts List 


51-2662 and Subsequent 
ІК-441 and Subsequent 


131662 thru 131719 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8102 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8103 thru 53-8156 
IK-441 and Subsequent 


51-2662 thru 51-2711 
51-8098 thru 51-8168 


51-2712 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

131662 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
51-17365 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 thru 53-8156 
IK-443 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-5932 
52-6000 thru 52-6047 
53-8069 thru 53-8081 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5933 thru 52-5954 
52-6048 thru 53-7884 
53-8082 thru 53-8156 


UNITS! USABLE 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


ყი. MAJOR ASSEMBLY WING CENTER SECTION STRUCTURE - PANEL ASSY (Continued) 


იიი |} 2@ sys Cd 


ODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-443 and Subsequent 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


R4Q2 131662 thru 131719 


C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 


** - Acft with quantity gage for er injection system. 


* - Acft without; quantity ga Ls injection system. 


238 Revised 1 February 1959 


T.O. 1C-119F-4 


Figure 67. Wing Center Section Leading Edge Assembly 


Section II 


6MM9 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


` 


FIGURE & GROUP FUSELAGE 


UN I TS] USABLE 
INDEX 


NUMBER (MAJOR ASSEMBLY WING CENTER SECTION LEADING EDGE ASSY ON 
CODE 
ermen — [izsuse "|| |. 

67 110-110003-1 Leading Edge Assy - Wing center sect. LH (See fig. 66) Ref| A 
110-110003-2 Чан Edge Assy - Wing center sect. RH (See fig. 66) Ref| A 
110-110003-50 Leading Edge Assy - Wing center sect. LH (See fig. 66) Ref | ** 

NOTE 56 for spares in lieu of part No. 110-110003-1 for acft 
| 1-2586, 51-2662 thru 51-2716, 51-8016, 51-7968 thru 


| 148052, 51-8098 thru 51-8168 

110-110003-60 de Edge Assy - Wing center sect. RH (See fig. 66) Ref | ** 
**NQTE: Use far spares in lieu of part No. 110-110003-2 for acft 

| 142586, 51-2662 thru 51-2716, 51-8016, 51-7968 thru 

| | Б1-8052, 51-8098 thru 51-8168 

110-110003-70 Lea ing Edge|Assy - Wing center sect. LH (See fig. 66) Ref| ** 

**N TB: 56 fdr spares in lieu of part No. 110-110003-1 for acft 

| 0148033 thru 52-5921, 52-5924 thru 53-3180, 53-8069 

thru 58-8105 


110-110003-80 Leading Edge Assy - Wing center sect. RH (See fig. 55) Ref| ** 
Шш, Usé far spares in lieu of part No. 110-110003-2 {ог acft 
51-8053 thru 52-5921, 52-5924 thru 53-3180, 53-8069 
| thru 58-8105 
- 1 110-110003-10 Leading E ge|Assy - Wing center sect. LH 1 A 
110-110003-20 Leading Edge Аѕѕу - Wing center sect. RH 1 A 
*110-110016-50 Valve Assy & Instl - Carb air filter LH NP A 
*110-110016-60 Vàlve Assy & Instl - Carb air filter RH NP A 
- 1A | 164BT2 | | Motor 4 Act. (LA) 1 A 
ATTACHING PARTS 
- 2 AN4-23A aie - Acft stl 1/4-28 x 2-13/32 in. 3 A 
AN960-416L j asher - Plain stl light ser 1/4 in. bolt 3 Α 
-3 | 110-110016-30 | Valve Assy - Carb air filter 1| A 
- 4 | 110-113020-11 | | | Shaft - Carb air valve aft 1| A 
- 5 110-113020-5 | | Shaft - Carb air valve fwd 1 A 
- 6 110-113025 ri - Carb air 1 A 
- 7 110-113021 ; Bearing Assy - Carb air valve (Fwd) 1 A 
- 8 110-113021-10 | Bparind Assy - Carb air valve (Aft) 1 A 
- 9 110-113021-3 | | ! T ing - Carb air valve (Use on part No. 110-113021) 1 A 
110-113021-5 | | Bearing - Carb air valve (Use on part No. 110-113021 
| || -10) 1 А 
-10 | F710-1 | I - Oilite (Amplex Div.) (CC) 1 A 
-1i 110-113020-7 | | Shaft - Carb air valve conn 1 B 
110-113020-13 Shaft - Carb air valve conn (Use for Spares in lieu of part 
| | Np. 110-113020-7) 1 C 
*110-112063-10 | | Duct/Adgsy|- LE air inlet aft NP| 8 
*110-113063-50 Düct|Assy|- LE air inlet aft NP T 
*110-112063-20 Dict Ачу - LE air inlet aft NP} 8 
*110-113063-60 Duct! Assy |- LE air inlet aft NP| T 
-11А | 110-556523-1 | | nifold - Lord mt cooling 1 V 
-12 110-112062-30 f ისი: - (ა air inlet LH H D 
110-112062-70 ' Duct,- LE Rir inlet LH 1 E 
110-112062-90 | Duct!- LE ir inlet LH (Use for spares in lieu of part No. 110- 
f L А 2430 or -70) 1 Е 
110-112062-40 | Duct|- LE ain inlet RH 1 D 
110-112062-80 ' Düct|- LE air inlet RH 1 E 
110-112062-100 | Ὁμοίι - ів ain inlet RH (Use for spares in lieu of part No. 110- 
| 112052-40 or -80) 1 F 
| alrrachinG PARTS 
| -13 | AN509-10R13 | S¢rew 4 D. flat recessed hd stl 10-32 x 27/32 in. 15 w 
| ‚ AN509-10R13 οἶτον 100° flat recessed hd stl 10-32 x 27/32 in. 11 Y 
Í -13A | AN509-10R10 | Screw | 100° flat recessed hd stl 10-32 x 21/32 in. 51 w 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FUSELAGE 
FIGURE & LGROUP UN | TS] USABLE 


ae MAJOR ASSEMBLY WING CENTER SECTION LEADING EDGE ASSY (Cont) a 
AN509-10R9 E: rew - 100? flat recessed hd st1 10-32 x 19/32 in. 55 V 
-14 110-113036-3 Strep о - Wing center sect. LE 38 A 
-15 110-110028-1 | Dbor - თ... surf. access LH 1 A 
110-110028-2 Ώρος - LE lower surf. access RH 1] A 
-16 110-625038-1 ! ee Suppor Assy - Air ind sys 1 A 
110-625038-2 ! Filter Sup ort Assy - Air ind sys 1 Α 
-17 | 110-625038-10 Filter Assy - Air ind sys 1] A 
110-625038-20 | | Filter Assy - Air ind sys 1 A 
-18 | 13550 | | Filter (AMA) 1 G 
13550A | | Filter ( (AMA) 1 H 
13752 | | Filter (AMA) (Use for spares in lieu of part No. 13550 & 
| ! | 13550#) 1| 4 
120268 | Filter (АМА) 1 XX 
ОТЕ: Use for spares in lieu of part No. 13550, 13550A 
= | & 13752 
-19 110-625040-1 | Foot Assy - Carb air filter LH 1 A 
-20 110-625040-2 Foot Assy | |- Carb air filter RH 1 A 
-21 | 110-625041 | | Brace 4 Carb air filter 1| A 
-22 110-625039-1 | Leg Assy 1 Carb air filter LH 1 A 
110-625039-2 | Leg Assy + Carb air filter RH 1 A 
*110-556520-130 B οἳ Tube Insti - Lord mt cooling LH NP P 
*110-556526-30 nifold & Duct Inst] - Eng lord mt cooling LH NP M 
*110-556520-40 B ast be Instl - Lord mt cooling RH NP P 
*110-556526-40 ანისის ct Instl - Eng lord mt cooling RH NP M 
-23 110-783042-63 ict - Heat vent. & de-icing 3.00 in. ID x 18.00 in. 2 
-24 110-783042-75 Dici - eat vent. & de-icing 3.00 in. ID x 68.00 in. (Use on 
| | | part|No. 110-556520-40 & -130) 1 P 
-24А | 110-783042-91 | Düct|- Heat vent, & de-icing 3.00 in. ID x 92.00 in. (Use on 
| | | იმILIM0. 110-556526-30) 1 Β 
110-783042-81 Duct! - Heat vent. & de-icing 3.00 in. ID x 72.00 in. (Use on 
x NE ip No. 110-556526-40) 1 R 
110-783042-81 Düct|- Heat vent. ἃ de-icing 3.00 in. ID x 72.00 in. (Use on 
J | | рагі No. 110-556526-30 & -40) 1 Q 
-25 110-783042-87 | Ducti- Healt vent. & de-icing 3. 00 in. ID x 39.00 in. 1 M 
ATTACHING PARTS 
-26 | АМТ37-107 | | Clamp + Hose 2| P 
AN737-107 u que + Hpse 2 M 
| | 
-27 110-556518-1 | | Manifold -|Lord mt cooling LH (Use on part No. 110-556520- 
130): 1 P 
110-556518-2 | Manil - Lord mt cooling RH (Use on part No. 110-556520- 
| 140) | 1 p 
| DOW 
| (Бог Subsequent АСЕТ see Figure 68) 
| | | 
USABLE ON | | 
| CODE MODEL DESIGNA TION SERIAL NUMBERS 
| | |А| | | C-119G 51-2662 thru 52-5921 
| 52-5924 {һги 53-3180 
| 53-8069 thru 53-8105 
| | | IK-441 thru IK-442 
| | R4Q2 131662 thru 131719 
| 
| " C-119G 51-2662 thru 51-8030 
| | | | 51-8098 thru 51-8146 
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Section II 


Group Assembly Parts List 


67 


„ 242 


FUSELAGE 


T.O. 1C-119F-4 


MODEL DESIGNATION 
C-119G 
R4Q2 


C-119G 


WING CENTER SEC TION LEADING EDGE ASSY (Cont) 


SERIAL NUMBE RS 


91-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131682 


51-8031 thru 51-8097 
51-8147 thru 51-8168 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 

131683 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5921 
52-5924 thru 52-5926 
52-6036 thru 52-6047 
53-8069 thru 53-8081 
IK-441 thru IK-442 


52-5927 thru 52-5954 
52-6048 thru 53-3180 
53-8082 thru 53-8105 


51-8098 thru 51-8124 


51-2662 thru 51-2716 
51-8016 
51-8125 thru 51-8168 


51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3180 

53-8069 thru 53-8105 

IK-441 thru IK-442 
131662 thru 131719 


52-5847 thru 52-5921 
52-5924 thru 52-5954 
52-6028 thru 53-3180 
93-8069 thru 53-8105 
IK-441 thru IK-442 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


53-8069 thru 53-8081 
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UN I TS] USABLE 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSE LAGE 


ΠΗ MAJOR ASSEMBLY WING CENTER SECTION LEADING EDGE ASSY (Cont) 


UNITS | USABLE 


PART NUMBER 


67 USABLE ON 
| CpDE | MODEL DESIGNATION SERIAL NUMBERS 


R | C-119G 52-5847 thru 52-5921 
| | 52-5923 thru 52-5954 
| | | 52-6028 thru 53-3180 
| | | 53-8082 thru 53-8105 
IK-441 thru IK-442 


s C-119G 51-2662 thru 52-5921 

| 52-5924 thru 52-5926 

52-6000 thru 52-6047 

| 53-8069 thru 53-8081 
TE IK-441 thru IK-442 
|| R4Q2 131662 thru 131719 


τὶ | | C-119G 52-5927 thru 52-5954 
52-6048 thru 53-3180 
53-8082 thru 53-8105 


у C-119G 51-2662 thru 53-3180 
| 53-8082 thru 53-8105 
' | | ΙΚ-441 thru IK-442 

| R4Q2 131662 thru 131719 


w C-119G 51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


Y C-119G 53-3136 thru 53-3169 
| 53-8069 thru 53-8105 
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Section II 


T.O. 1C-119F-4 


Figure 68. Wing Center Section Leading Edge Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS | USABLE 
| | | (Еогргјог АСЕТ see figure 61) 
! j | i 
68 110-110003-30 Leading Edge Азву - Wing center sect. LH (800 fig. 66) A 
110-110003-40 таа Edge Аѕву - Wing center sect. RH (See fig. 66) A 
110-110003-70 πῶς d Assy - Wing center sect. LH (See fig. 66) жж 
**NQ se for spares in lieu of part No. 110-110003-30 for acft 
' β5-5181 thru 53-7884, 53-8106 and sub 
110-110003-80 Leading Edge Assy - Wing center sect. RH (See fig. 66) ** 
“ποτ. Use for spares in lieu of part No. 110-110003-40 for асі 
| ს 53-8181 thru 53-7884, 53-8106 and sub 
*110-112085-1 | phet nt + Wing center sect. LE carb air & heater intake LH A 
*110-112085-2 | Düct|In tl + Wing center sect. LE carb air & heater intake RH A 
*110-112083-1 f Plenüm|Duct Assy - Wing center sect. LE carb air LH A 
*110-112083-2 | Plenum Duct Assy - Wing center sect. LE carb air RH A 
*110-110016-70 | u Valve Assy & Instl - Carb air filter LH A 
*110-110016-80 | | Valve Assy ἃ Inst] - Carb air filter RH A 
- 1 | 164BT2 | Motor - Act. (LA) A 
ATTACHING PARTS 
-2 AN4-23A | Bolt l- Acft stl 1/4-28 x 2- 13/32 in. A 
AN960-416L asher - Plain stl light ser 1/4 in. bolt A 
- 3 110-110016-30 Valve Assy - Carb air filter A 
- 4 110-113020-11 | | | Shaft - Carb air valve aft A 
> ~ 5 f 110-113020-5 | | | Shaft - Carb air valve fwd A 
- 6 | 110-113025 u Valve - Carb air A 
- 7 110-113021 | | Bearing Assy - Carb air valve (Fwd) A 
- 8 110-113021-10 | Bearing Assy - Carb air valve (Aft) A 
- 9 110-113021-3 Bearing - Carb air valve (Use on part No. 110- 
, 113021) Α 
110-113021-5 κ Bearing - Carb air valve (Use on part No. 110- 
| | 113021-10) А 
-10 | F710-1 | Bushing - Oilite (Amplex Div.) (CC) A 
-11 110-113020-13 ! Shaft - Carb air valve conn A 
-12 110-625038-1 | Filter Support Assy - Air ind sys A 
110-625038-2 | Filter Support Assy - Air ind sys A 
-13 110-625038-10 | Filter Assy - Air ind sys D 
110-625038-30 | | | Filter Assy - Air ind sys (Use for spares in lieu of part 
| | No. 110-625038-10) E 
110-625038-20 | | Filter Assy - Air ind sys D 
110-625038-40 | | Filter Assy - Air ind sys (Use for spares in lieu of part 
! | mus 110-625038-20) E 
-14 13752 | Filter (AMA) D 
120268 | ! | Filter (AMA) (Use for spares in lieu of part No. 
| | | d 13752) E 
-15 110-625040-1 | Foot|Assy - Carb air filter LH B 
-15A | 110-625040-2 | ! | FootiAssy - Carb air filter RH B 
110-625071-11 | | | Foot Assy - Carb air filter C 
-16 110-625041 | | Brace - Carb air filter A 
-17 110-625039-1 | Leg is - Carb air filter LH Α 
| 110-625039-2 ! Leg ssy - Carb air filter RH A 
*110-112063-70 Duct|Assy j- LE air inlet aft A 
*110-112063-80 | Duct Assy - LE air inlet aft A 
-18 110-556523-1 , Manifold - Lord mt cooling A 
-19 110-112082-1 | Duct Assy - Wing center sect. heat vent. & de-icing inlet LH A 
110-112082-2 | Duct/Assy |- Wing center sect. heat vent. & de-icing inlet RH A 
-20 110-112082-11 | Fitting + Wing center sect. heat vent. & de-icing inlet hose 
| | | | | (Use on part No. 110-112082-1) A 
EN 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION LEADING EDGE ASSY (cont 
атн поза 


110-112062-90 
110-112062-100 


Duct -|LH air inlet LH 
Duct -LE Ji inlet RH 


ATTACHING] PARTS 
Screw - 100° flat recessed hd stl 10-32 x 27/32 in. 
Screw + 1007 flat recessed hd stl 10-32 x 21/32 in. 
asher - Wing center sect. LE 


AN509- 10R13 
AN509-10R10 
110-113036-3 


110-110028-1 

110-110028-2 
*110-556526-30 
*110-556526-40 
110-783042-63 
110-783042-91 


Door - LE lawer surf. access LH 
Door -|LÉ Idwer surf. access RH 


anifold ct Inst] - Eng lord mt cooling LH 
“he dá d Instl - Eng lord mt cooling RH 
e 


-|Hent, vent. & de-icing 3.00 in. ID x 18.00 in. 


c Je t, vent. & de-icing 3.00 in. ID x 92.00 in. (Use 
art No. 110-556526-30) 


n 
- Heat, vent, & de-icing 3.00 in. ID х 72.00 in. (Use 
n part No. 110-556526-40) 


მაი - Heat, vent. & de-icing 3.00 in, ID x 39. 00 in. 
i 'A GHING) PARTS 


ij p|- Hose 
Wa à - lí g center sect. | 
А MODEL DESIGNATION SERIAL NUMBERS 
: C-119G 52-5922 and 52-5923 


110-783042-81 


110-783042-87 


#4M727-107 


О > >> > > >>>> >>> >> 


110-113036-5 


53-3181 thru 53-7884 
53-8106 thru 53-8156 
IK-443 and subsequent 


C C-119G 52-5922 thru 52-5923 
53-3181 thru 53-3210 
53-8106 thru 53-8130 
IK-443 thru IK-445 


C-119G 53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-446 and subsequent 


C-119G 52-5922 and 52-5923 
53-3181 thru 53-7853 
53-8106 thru 53-8156 
IK-443 thru IK-453 


C-119G 53-7854 thru 53-7884 
IK-454 and subsequent 
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T.O. 1C-119F-4 Section II 


Figure 69. Wing Center Section Trailing Edge Assembly 
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*110-110004-1 

*110-110004-2 
110-110004-17 
110-110004-18 
110-110004-67 
110-110004-68 
110-110004-63 
110-110004-64 
110-110004-65 
110-110004-66 
110-110004-31 
110-110004-32 


AN525-10-7 


*110-110032 


110-110032-5 
AN525-10-7 


*110-112031-1 
*110-112031-2 


*110-112032-1 


*110-112032-2 
*110-112035-1 
*110-112035-2 
*110-112036-1 
*110-112036-2 
78-133036 
*110-112034-1 
*110-112034-2 
110-113046-21 
110-113046-22 


AN365- 428 
AN960D416 


78-163127L 
78-163127R 


78-163110 
FS103885-. 281 
*110-112037-1 
*110-112037-2 
110-727607-21 
110-727607-23 
*110-112033-1 
*110-112033-2 
FL3C6 
FS105D32-, 498 


T.O. 1C-119F-4 


ige Assy - Wing center sect, LH (See fig. 66) 
ge Assy - Wing center sect. RH (See fig. 66) 
ing Center sect, TE access LH 
Wing Center sect, TE access RH 
Wing center sect. TE access LH 
Wing lor Sect, TE access RH 
Wing center sect. TE access LH 
ing ¢enter sect. TE access RH 
Wing center sect. TE access LH 
Wing ¢enter sect. TE access RH ` 
Wing eenter sect. TE access LH 
Wing center sect. TE access RH 
ARTS 
sher hd stl 10-32 x 7/16 in. 


- Ping center sect. TE upper surf. access 
ing center sect. TE upper surf. access 


ng center sect. TE LH 
ling center sect. TE RH 
ng center sect. TE LH 
ng center sect. TE RH 
ng center sect. TE LH 
g center sect. TE RH 
ing center sect, TE LH 
ing center sect. TE RH 
ing flap act. lever sup. 
ng center sect. TE LH 
ng center sect. TE RH 
Wing center sect. TE bellcrank sup. LH 
ing center sect. TE bellcrank sup, RH 
TS 
Pain A stl 1/4-28 


lain Al al reg ser 1/4 in. bolt 


stl 1/4-28 x 29/32 in. 


ing center sect, TE LH 
ing center sect, TE RH 
ing center sect, TE LH 
ing center sect, TE RH 
ing center sect, flap act. bellcrank LH (Use on 


- Fairlead (FAF) (Use on part No. 110-112033-1) 
= Spacer Al αἰ, 19 OD x , 028 х. 498 in, (Use on 
pàrt No, 110-112033-1) 
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Figure 70. Wing Center Section Front Spar Assembly 
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Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 
PART NUMBER 


NUMBER 


*110-111000-1 
*110-111000-2 
110-113013-25 
110-113013-26 
110-113013-27 
110-113013-31 
110-113013-33 
110-113013-28 
110-113013-32 
110-113013-34 
110-113014-21 
110-113014-121 
110-113014-22 
110-113014-122 
110-113014-23 
110-113014-123 
110-113014-24 
110-113014-124 
110-113015-21 
110-113015-121 
110-113015-22 
110-113015-122 
110-113015-23 
110-113015-123 
110-113015-24 
110-113015-124 
78-113014 
110-503071-25 
110-503071-21 
110-503071-27 
110-503071-23 
*110-111001-1 
*110-111001-2 
110-113008-25 
110-113008-26 
110-113008-28 
110-113008-27 
110-113009-23 
110-113009-24 
110-113065 
110-113066 
110-113073-21 


110-113073-22 
110-113073-122 
110-113073-23 
110-113073-123 
110-113073-24 
110-113073-124 
110-113073-25 
110-113073-125 
110-113073-26 
110-113073-126 
110-113073-27 
110-113073-127 
110-113073-28 
110-113073-128 
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center 


center 
center 


ing center 
τς center 


center 
ng center 
center 


center 


center 


= σα 


center 
ng center 


ing center 


Eg center 


center 


center 


center 
center 


center 


center 


ing center 


sect. 
sect. 
sect. 
sect. 
sect. 
sect. 
sect. 
sect. 
sect. 
sect. 
sect, 
sect. 
sect. 
ing center š 
i : center sect. 

sect. 
center sect. front spar upper 
drag strut to front spar fwd side 
drag strut to front spar aft side 
drag strut to front spar fwd side 
drag strut to front spar aft side 


sect 


sect. 
sect. 
sect. 
sect. 
g center sect. 
g center sect. 
center sect. 
center sect. 
e 4 Wing center sect. 
center sect. 
center sect. 
center sect. 
center sect, 
ihg center sect. rear Spar upper fwd 
- Wing center 
ink 

ing center 
ink 
ing center 
ui center 


sect. 
sect. 
sect. 
sect. 
sect, 
sect. 
sect. 
sect. 
Sect. 
Sect, 
sect; 
sect. 
sect. 
sect. 
sect. 
sect. 


WING CENTER SECTION FRONT SPAR ASSY 


GROUP 


- ү € center sect. front LH (See fig. 66) 

g center sect. front RH (See fig. 66) 
center sect. 
center sect. 
center sect. 
center sect. 
center sect. 
center sect. 
center sect. 
center sect. 
mg center 


front spar lower LH 
front spar lower RH 
front spar lower LH 
front spar lower LH 
front spar lower LH 
front spar lower RH 
front spar lower ΒΗ 
front spar lower RH 
front spar fwd LH 
front spar fwd LH 
front spar fwd RH 
front spar fwd RH 
front spar fwd LH 
front spar fwd LH 
front spar fwd RH 
front spar fwd RH 
front spar aft LH 
front spar aft LH 
front spar aft RH 
front spar aft RH 
front spar aft LH 
front spar aft LH 
front spar aft RH 
front spar aft RH 


rear LH (See fig. 66) 

rear RH (See fig. 66) 

rear spar lower fwd LH 
rear spar lower fwd RH 
rear spar lower aft LH 
rear spar lower aft RH 
rear spar upper aft LH 
rear spar upper aft RH 
rear spar upper fwd 


rear spar fus att fwd LH 
rear spar fus att fwd LH 
rear spar fus att fwd RH 
rear spar fus att fwd RH 
rear spar fus att aft LH 
rear spar fus att aft LH 
rear spar fus att aft RH 
rear spar fus att aft RH 
rear spar fus att fwd LH 
rear spar fus att fwd LH 
rear spar fus att fwd RH 
rear spar fus att fwd RH 
rear spar fus att aft LH 
rear spar fus att aft LH 
rear spar fus att aft RH 
rear spar fus att aft RH 


UN I TS} USABLE 
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Figure & [GROUP 
INDEX 
NUMBER [MAJOR ASSEMBLY 
PART NUMBER 
110-113060-1 
110-113060-2 


-22 110-113061-1 
110-113061-3 


το -21 


110-113061-2 
110-113061-4 


- 23 110-113079-21 
110-113079-22 

-24 78-313427L 
78-313427R 

- 25 110-113030-11 

-26 110-113030-13 

-21 110-113030-15 


Revised 15 May 1957 


FUSELAGE 


T.O. 1C-119F-4 


WING CENTER SECTION FRONT SPAR ASSY (Cont) 


Section II 
Group Assembly Parts List 


UN i TS] USABLE 


| s g - Wing center sect. rear spar nac att aft LH 1 
Fitting - Wing center sect. rear spar nac att aft RH 1 
Fitting F წ, center sect. rear spar იმი att fwd LH 1 
Fitting ing center sect. rear spar nac att fwd LH (Use for 

s s in lieu of part No. 110-113061-1) 1 
ο. Ε 2 center sect. rear spar nac att fwd RH 1 
F uir F Wing center sect. rear spar nac att fwd RH (Use for 

spar n lieu of part No. 110-113061-2) 1 

| τ. g Г ing center sect. uplock sup. LH 1 

ΓΕ a 1. center sect. uplock sup. RH 1 

| Bracket - Surf. conl sector tube sup. LH i 

| Bracket - ee conl sector tube sup. RH 1 

| Shim - Wing ¢enter sect. rear spar upper front hinge AR 
н Wing tenter sect. rear spar upper front hinge AR 

| Shim, - Wing ¢enter sect. rear spar upper front hinge AR 
тат | 
| | MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
| 51-17365 thru 51-17367 
| | 52-6000 thru 52-6011 
f ! 53-8068 thru 53-8181 
LI | R4Q2 131662 thru 131689 
Bi | C-119G 51-8035 thru 51-8097 
| | 52-5840 їһги 52-5954 
52-6012 thru 53-7884 

| 53-8082 thru 53-8156 

| | IK-441 δι Subsequent 

| | | R4Q2 131690 thru 131719 

Ci C-119G 51-2662 thru 51-8052 

| 51-8098 thru 51-8168 
51-17365 thru 51-17367 

51-8053 thru 51-8079 

| 52-6000 thru 52-6023 

| 53-8069 thru 53-8152 

| R4Q2 131662 thru 131719 

D C-119G 51-8080 thru 51-8097 

| 52-5840 {һги 52-5954 

52-6024 thru 53-7884 

IK-441 & Subsequent 

53-8153 thru 53-8156 

ΠΕ. C-119G 51-2662 thru 51-8030 

| | 51-8098 thru 51-8168 

| | 51-17365 thru 51-17367 

| 92-6000 thru 52-6003 
| R4Q2 131662 thru 131689 
ΕἸ C-119G 51-8031 thru 51-8034 
52-6004 thru 52-6011 
| 53-8069 thru 53-8081 
R4Q2 131690 thru 131719 
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Section IL T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


საია. UN ITS] USABLE 
NUMBER [MAJOR ASSEMBLY WING CENTER SECTION FRONT SPAR ASSY (Cont. ) ON 


CODE 
PART NUMBER 


i ON MODEL DESIGNATION SERIAL NUMBERS 
D 


G C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
92-6012 thru 53-7884 
53-8082 thru 53-8156 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-8079 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
53-8069 thru 53-8114 
131662 thru 131719 


51-8080 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 53-7884 
53-8115 thru 53-8156 
IK-441 and Subsequent 
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Revised 1 January 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 
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Figure 71. Wing Center Section Fuel System Installation 
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Section II | 
Group Assembly Parts List 


FIGURE & [GROUP 
INDEX 
NUMBER 


PART NUMBER 


254 


-14 
-15 


-16 


-17 


-18 
-19 
-20 
-21 
-22 
-22A 
-22B 
-22C 


-23 
-24 


-25 
-26 


*110-680003-1 
*110- 680003-2 


AN9 29-20 
AN6289D20 
AN6290- 20 
AN6291-20 
AN834-20D 
WM393-1-1/4D 


AN501A516-10 

110-680003-530 
110-680003-570 
110-680003-470 


390A 20037. 12 
390A 20D35. 00 


7955-20-2-8AF 
784-20-2-8AF 
184-20-2-8 
A755-20-2-8 
755-30-4-8 
784-20AF 
784-20 
784-24AF 
184-24 


AN815-20D 
110-680003-110 


110-680003-370 


784-20AF 
784-20 


110-681052-1 
110-681052-11 
110-681052-31 
110-681052-41 
110-681052-51 
110-681052-61 
110-681052-71 
110-681052-81 
110-681052-91 
110-680003-761 
110-680003-781 
110-680003-771 


155-5-2-8 
155-6-2-8 
AN919-7D 
AN815-5D 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


UN I TS} USABLE 
MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM INSTL ay 


23 4 


A 
in 


in 


IAs 


5 6 


d tube univ ftg 
ftg gasket back-up 
univ flared tube 
fuel sys (WTR) 
ARTS 


[έν thd tube boss 


Fil h mach stl 5/16-24 x 5/8 in. 


Inst] - Wing center LH (See fig. 50) 
Inst] - Wing center RH (See fig. 50) 
Press. seal flared tube fig 


Sy |- Wing center sect. fuel sys 1.25 OD x .049 x 39.75 
| (Use| on part Νο, 110-680003-1) 

sy - Wing center sect. fuel sys 1.25 OD x .049 x 7.12 
(Use| on part No. 110-680003-2) 


y + Wing center sect. fuel sys 1.25 OD x . 049 x 40. 50 


Assy (Use on LS) (AQ) 


(Use on RS) (AQ) 
PARTS 
1 mtg lug sup. 
1 mtg lug sup. 
ivel mtg lug sup. 
ivel mtg lug sup. 
i μες lug sup. 
tg lug sup. 
1 mtg lug sup. 
ivel mtg lug sup. 
ivel mtg lug sup. 


la red tube 


yr 


ARTS 


Assy + Wing center sect. 
[Assy - Wing center sect. 
[ Wing center sect. 
s center sect. 
ing center sect. 

y r Wing center sect. 
Assy + Wing center sect. 
Assy i ing center sect. 
ing center sect. 

y t Wing center sect. 
e Assy + Wing center sect. 
ing center sect. 


y 


ARTS 


- Ext thd flared tube 
lared tube 


tg lug sup. (AP) 
1 mtg lug sup. (AP) 


1 mtg lug sup. (AP) 
1 р! lug sup. (AP) 


(AP) 


fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 
fuel sys . 


fuel sys 
fuel sys 
fuel sys 


* 


035 x 13. 
035 x 13. 
035 x 29. 
035 x 29, 
035 x 24. 
035 x 24. 
035 x 13. 
035 x 13. 
035 x 51. 


= 


= ка ка = RA μα = = рш 


ing center sect. fuel sys 1.25 OD x .049 x 30. 25 
selon part No. 110-680003-1) 
ing center sect. fuel sys 1.25 OD x .049 x 39.12 
on part No. 110-680003-2) 


ορ 


ἐπὶ RA πὶ μα RA μα ка ра μὰ ора ка μα 
ΩΩΟΟΩΟΩΟΩΟΩΩΟΩΩΩΩ = < 


кє со 
ΩΩ ΩΩ 


Юю № 


Revised 1 January 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UN ITS] USABLE 
δη MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM INSTL (cont) წამ 


PART NUMBER 


| 2 3 4 5 6 


71 | 
-27 AN924-6D Nut -| Flared tubebhd & univ ftg C 
- 28 AN9832-6D Sin - πο) tube 3/8 bhd & univ ftg C 
-28A | AN834-6D Tde 4 Flaréd tube bhd & univ ftg C 
– 28B AN924-6D Nut -| Flared tube bhd & univ ftg C | 
-28C MS29512 (რვა 4 LV01 res straight thd ftg boss σ 
-29 AN924-6 Nut - Flardd tube bhd & univ ftg С 
-30 AN919-6 | Reducer! - Ext thd flared tube C 
-31 AN832-6 s Š F ared tube 3/8 bhd & univ C 
-32 AN938-6 | Tee 4 Int screw thd C 
-33 MS29512-6 Gasket 4 Fuel res straight thd ftg boss σ 
-34 110-680003-610 Tube Assy - Wing center sect. fuel sys 1, 26 OD x . 049 x 16, 38 
iin E 
110-680003-710 Tube Assy - Wing center sect. fuel sys 1.25 OD x . 049 x 16. 63 
| lin, F 
110-680003-750 Tube დ” - Wing center sect. fuel sys 1.25 OD x .049 x 11.50 
| in, | K 
MS28741-20-15, | 
50 Tube [As ne y be used for spares in lieu of part No. 
110- $0003 710 or 110-680003-750) L 
-35 110-680003-7 | Tube - Wink center sect. fuel sys . 750 OD x .049 x 14,50 in. All 
-36 110-680003-11 | Tube|- Wing center sect. fuel Sys .750 OD x . 049 x 20.00 in. All 
-37 110-680003-50 Tube Assy - Wing center sect. fuel sys . 750 OD x . 049 x 39. 75 
| |in] (Use on part Νο. 110-680003-1) A11 
-38 110-680003-450 Tube Assy + Wing center sect. fuel sys . 750 OD x . 049 x 39. 88 
in] (Use on part No. 110-680003-2) АП 
-39 110-680008-55 Hose |- ү center sect. fuel sys .750 ID x 4.00 in. All 
ATTACHING PARTS 
-40 A3122-18-59 Clamp -! Hase |(TIN) A 
A3122-18-59 Clamp -| Hase |(TIN) B 
754-18-2-8 Clip + Swivel mtg lug sup. (AP) Q 
755~8-2-8 ‘Clip + Swivel mtg lug sup. (AP) M 
-41 | AN815-12D Union - Fired tube All 
-42 AN924-12D Nut -|Flared tube bhd & univ ftg АП 
-43 AN960A1716 Wishbr F Plaih Alalreg ser 3/4 in. bolt All 
-44 AN837-12D Elbow -|Flared tube 6 univ 45° А11 
-45 110-680003-80 E s ‘Assy - Wing center sect. fuel sys . 750 OD x .049 x 51. 06 
| inj (Оѕе оп part No. 110-680003-2) All 
-46 110-680003-70 Tube [Assy - Wing center sect. fuel sys . 750 OD x .049 x 51.06 
ini (Uselon part Νο. 110-680003- 1) All 
-47 110-680003-430 Tube lAssy - Wing center sect. fuel sys . 750 OD x .049 x 74.00 
| іп; (Use оп part Νο. 110-680003-1) A11 
-48 110-680003-440 Tube Asby - Wing center sect. fuel sys . 750 OD x . 049 x 74, 25 
i їп, (Use|on part No. 110-680003-2) All 
ATTACHING PARTS 
-49 784-12AF eh | shiv mtg lug sup. (AP) J 
184-12 (Clip + Swivel mtg lug sup. (AP) H 
-50 110-680003-510 Tube |Assy + Wing center sect. fuel sys .50 OD x .035 x 26.88 
in, (86 იხ part No. 110-680003-1) All 
110-680003-520 Tube ‘Assy + Wing center sect. fuel sys .50 OD x .035 x 26.75 
in] (Uselon part Νο, 110-680003-2) All 
ATTACHING BARTS 
-51 184-1-8AF [Clip 4 Swivel mtg lug sup. (AP) J 
784-1-8 Clip + Swivel T lug sup. (AP) H 
-52 AN832-8D tube & bhd univ 90? All 


-53 AN924-8D 


Union - Flare 
Nut З ерге tube bhd & univ ftg 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & LGROUP FUSE LAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


110-680003-490 


110-680003-500 


755-8-2-6AF 
155-8-2-6 
A3122-14-59 


*110-680025-1 
*110-680019-1 
*110-680025-2 
*110-680019-2 


256 


I 2 3 4 5 6 


In 


LC ს18LI - Center sect. 
Instl + Center sect. 
Ins$tl + Center sect. 

ји - Center sect. 


ontinued on figure 72) 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


UNITS] USABLE 


WING CENTER SECTION FUEL SYSTEM INSTL (cont) ON 


Assy |- Wing center sect. fuel sys .50 OD x .035 x 38. 25 
in| (Use on part No. 110-680003-1) 

- Wing center sect. fuel sys . 50 OD x . 035 x 38,38 
je on part No. 110-680003-2) 
ARTS 
ded line sup. (AP) 
onded|line sup. (AP) 
Hose] (TIN) 


fuel sys self sealing LH (See fig. 73) 
fuel sys bladder LH (See fig. 74) 
fuel sys self sealing RH (See fig. 73) 
fuel sys bladder RH (See fig. 74) 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 


51-8004 thru 51-8015 
51-2717 

51-8017 & Subsequent 
IK-441 & Subsequent 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-7986 
51-8098A thru 51-8168A 


51-7987 thru 51-8015 
51-2717 

51-8017 thru 51-8031 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8061 thru 53-8081 
131662 thru 131689 


51-8031 thru 51-8097 


52-5840 thru 52-5954 
52-6004 thru 53-7884 
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FIGURE გ LGROUP 


INDEX 
NUMBER 


MAJOR ASSEMBLY 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 
WING CENTER SECTION FUEL SYSTEM INSTL (cont 


PART NUMBER 12 3 ს 5 6 


MODEL DESIGNATION 
C-119G 
R4Q2 


C-119G 


5402 
R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


Section II 
Group Assembly Parts List 


SERIAL NUMBERS 


53-8082 thru 53-8156 
IK-441 & Subsequent 
131690 thru 131719 


51-2662 thru 51-8030 
51-8098 A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8081 
131662 thru 131689 


131662 thru 131689 


91-8032 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


53-7843 thru 53-7884 
53-8154 thru 53-8156 
ІК-450 & Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7829 
53-8082 thru 53-8144 
Ik-441 thru IK-449 
131690 thru 131719 


93-7830 thru 53-7884 
953-8145 thru 53-8156 
IK-450 & Subsequent 


51-2662 thru 58-7842 
53-8069 thru 53-8153 
IK-441 thru IK-449 
131690 thru 131719 
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Figure 72. Wing Center Section Fuel System and Installation 


T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 
INDEX | „კიი ASSEMBLY WING CENTER SECTION FUEL SYSTEM INSTL 
PART NUMBER I 2 3 4 5 6 


(Continued from figure 54) 


| 


UN TS] USABLE 
ON 
CODE 


Systein Inst] - Wing center sect. LH (See fig, 50) All 
[ System io Wing center sect. RH (See fig. 50) All 
110-680003-630 Tube! Assy |- Wing center sect. fuel sys .375 OD х, 035 х 8,00in.} 1 G 
110-680003-730 Tube] Assy |- Wing center sect, fuel sys „375 OD x ,035 x 7.691ი, 1 H 
AN816-6 Re η Flared tube & pipe thd 2 G 
AN816-6 Nipple ἡ Flared tube & pipe thd 1 H 
AN924-6 | Nut 4 Flared tube bhd & univ ftg 2 H 
AN832-6 | Union - Flàred tube 3/8 bhd & univ 1 H 
AN6290-6 | Gásket + Straight thd tube ftg boss 1 АП 
AN822-6 bow -| Flared tube & pipe {һа 90° 1 G 
AN833-6 Flarad tube & bhd univ 1 H 
AN934-193 | = TO'' ring 2 H 
AN4143-1 ! Oil dilution sol 18 to 30 V ас (ΚΟΕ) 1 G 
5152 N+2 (MIL-V-5783) (KOE) 1 H 
105-620007 | - Oil dilution sol i G 
110-680052 = Qi н sol 1 H 
15 
AN365-428 ocking stl 1/4-28 1 All 
AN4-10A st] 1/4-28 x 1-1/32 in, 1 | AH 
AN365-1032 ocking stl 10-32 2 АП 
AN960-10 lain stl reg ser Νο, 10 bolt 2 All 
AN3-4A IC st] 10-32 x 17/32 in, 2 АП 
AN6264-20D15. 00 - 1901 med high press. Al al swivel ftg for 1-1/4 
tube| x 15. 00 in. All 
G PARTS 
784-24AF i wivel mtg lug sup. (AP) J 
784-24 i wivel mtg lug sup. (AP) K 
U505 i sy - Fuel (UA) C 
23995 i Sy - Fuel (KOE) (Use for spares in lieu of part No. 
D 
TS 
AN4-7A 1/4-28 x 29/32 in. All 


AN960D416 | - Plain ΑΙ al reg ser 1/4 in, bolt All 


USAF934-155 )" Ring -| Fus strainer (UA) (Use on UA part No. 10505) 
2360A t+ Fuel strainer (KOE) (Use on KOE part Νο. 23995) 
0872 фгеёп ჩას, - Fuel (UA) 


2355B reen Assy - Fuel (KOE) 

AN756D24 [ Swivel ftg 

AN763-24 Swivel ftg fl 

AN761D20-24 | W -| Flared tube fl swivel 45° 

AN762D20-24 | w -| Flared tube fl swivel 90° 

83501-1 e -| Drain (КОЕ) (49D9897-53) 

AN814-3DL eder - Screw Ша 3/8-24 

AN6289D4 d tube univ ftg 5/16 ΟΡ tube 

AN837-4D ared tube & univ 45° 

AN6291-4 | ftg gasket back-up 

AN6271-4-9. 25 | - Hyd & Pneu stl swivel ftgs for 1/4 OD tube x 
in 

AN832-4D i odd tube 3/8 bhd & univ 

AN927-4D serew thd 90° 

AN814-4DL edér - Screw thd 7/16-20 

USAF934-7 aching ~ l'O'| ring 


NEM ке πὰ к< Во B) кука ке уз 
> 
Z 
= 


сл — πὶ ка 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UN I TS) USABLE 


UNDER MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM INSTL (Continued) შვეს. ας 
AN6264-20D13, 00 Assy E med high press, Al al swivel ftgs for 1-1/4 
OD tube x 13, 00 in. All 
110-680003-310 ube Assy} - Wing center sect. fuel sys 1/25 OD x , 049 х 43, 75 
p i. (086 on part No. 110-680003-1) ΑΙ] 
110-680003-320 ხძ ASSy - Winz center sect, fuel sys 1. 25 OD х, 049 x 40, 38 
in, (Use on part No. 110-680003-2) АП 
110-680003-290 Tube Assy| - Wing center sect, fuel sys 1.25 OD x , 049 x 94, 50 
in, (Use on part No. 110-680003-1) АП 
110-680003-690 Tube A ing center sect. fuel sys 1,25 OD x , 049 x 25, 75 
in. (Use on part No. 110-680003-1) All 
110-680003-300 Tube зу - Wing center sect. fuel sys 1. 25 OD х, 049 x 26, 25 
in. (Use on part No. 110-680003-2) All 
110-680003-700 bd Assy|- Wing center sect, fuel sys 1.25 OD x , 049 x 26, 75 
in. (Use on part No. 110-680003-2) АП 
110-680034 be Assy - Wing center fuel sys 1.25 OD x . 049 x 10. 00 in, All 
AN824-20D Tee - Elaned tube All 
110-680003-210 Tube a - Wing center sect. fuel sys 1.25 OD x , 049 x 2, 81 
in. (Use on part No. 110-680003-1) All 
WE4775-1-1/4D Valve ( didi part No. W7927-20D-4 adapter) (Use on part 
No. 110-680003-1) (WTR) A 
WEA4T'15-1-1/4D Valv Шш забе part Νο, W7927-20D-4 adapter) (Use on part 
. [110-680003-2) (WTR) A 
WE4800-1-1/4E lve Assy - Motor actuated slide (Use for spares in lieu of 
part|No, WE4775-1-/4D) (Use on part Νο. 110-680003-1) L 
WE4800-1-1/4E 1 (> -|Motor actuated slide (Use for spares in lieu of 
part No. WE4775-1-1/4D) (Use on part No, 110-680003-2) L 
WE4800-1-1/4F lve Assy - Motor actuated slide (Use for spares in lieu of 
prt No, WEA''15-1-1/4D or WE4800-1-1/4E) (Use on 
pert No, 110-680003-1) f N 
WE4800-1-1/4F 1 Assy -|Motor actuated slide (Use for spares in lieu of 
рагі No. WEAT'5-1-1/4D or WE4800-1-1/4E) (Use on 
part|/No, 110-680003-2) N 
W7927-20D-4A თი: - (WTR) ΑΙ] 
AN760D20 ector|- Flared tube fl fixed (Use on part No. 110-680003-1) B 
AM760D20 ector'- Flared tube fl fixed (Use on part No. 110-680003-2) All 
110-680003-590 be abs - Wing center sect, fuel sys LH .250 OD х, 035 x 
17, 00 he (Use on part No. 110-680003-1) 5 
110-680003-230 be A - Wing center sect, fuel sys RH . 250 OD x.035 x 
47,12 ih. (Use on part No. 110-680003-2) АЦ 
110-680003-670 in sy - Wing center sect, fuel sys RH . 250 OD x . 035 x 
88 ih. (Use on part No. 110-680003-2) F 
110-681052-111 y ing center sect. fuelsys RH .250 OD x , 035 x 
36, 00 i E 
TTACHI αλ 
784-4AF | lip|- Swi J 
184-4 ci - Swi K 
155-4-4-8AF lip|- J 
155-4-4-8 Clip|- Bo K 
110-790040-31 qup|- d All 
AN924-4D F 
AN924-4D E 
AN832-4D F 
AN832-4D Β 
AN815-4D Union + Flared tube (Use on RS) All 
AN924-4 Nut - Flaned|tube bhd & univ ftg F 
AN832-4 Unidn 4 Flaréd tube 3/8 bhd & univ F 
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FIGURE & (GROUP FUSELAGE | 


WING CENTER SECTION FUEL SYSTEM INSTL (Continued) 


I 2 3 4 5 6 


Flared tube 


INDEX 


NUMBER LMAJOR ASSEMBLY 


| PART NUMBER 


72-40C 
-40D 
-41 


AN815-4 
AN938-4 
*110-680035-1 
*110-680035-2 
AN931-16-22 
AN931-9-13 


-42 
-43 


Revised 15 February 1957 


Tee - Int s¢re 


met -|El 
met - El 


USABLE ON | 
| CODE | 


T.O. 1C-119F-4 


№ thd 


Tube Inst! + Fuel sys cavity drain LH (See fig. 75) 
be 1801 + Fuel sys cavity drain RH (See fig. 75) 


astic 
astic 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


UN ITS] USABLE 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-7986 
51-8098A thru 51-8168A 


51-7987 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8156 
131662 thru 131709 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
IK-441 and Subsequent 
131710 thru 131719 


51-2662 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


51-2662 thru 52-5888 
51-17365 thru 51-17367 
52-6000 thru 52-6035 
53-8069 thru 53-8156 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 53-7884 
ІК-441 апа Subsequent 


51-2662 thru 52-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


WING CENTER SECTION FUEL SYSTEM INSTL (Continued) 


NUMBER 
PART NUMBER | 2 3 4 5 6 


INDEX | MAJOR ASSEMBLY 


| 


262 


T.O. 1C-119F-4 


C-119G 


R4Q2 


L C-119G 
R4Q2 
N C-119G 


MODEL DESIGNATION 


` 


SERIAL NUMBERS 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-7987 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 52-5901 
52-6000 thru 52-6035 
131662 thru 131719 


52-5902 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 
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UN I TS] USABLE 


T.O. 1C-119F-4 Section H 


AN 


ml 29 


— с= 


Figure 73. Tank Installation - Inboard Fuel System Self Sealing 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


να "SEALING MALTS] USABLE 
INDEX [MAJOR AssEMBLY TANK INSTL - INBD FUEL SYS SELF S ON 


πας — L23456 oo y 


*110-680025-1 

*110-680025-2 
AN840-4D 
BJ1000A1 
110-683042-10 


Tank tapti - Inbd fuel sys self sealing LH (See fig. 71) 
Tank Instl|- Inbd fuel sys self sealing RH (See fig. 71) 
[ak pte 


Ü > > > > 


b ose to pipe thd 
Cpck - Огаіп (Auto Valve Inc., Dayton, Ohio) 
ump sup. 


110-683042-50 Clip|Assy - Bump sup. (Use for spares in lieu of part Νο. 110- 
683042410) 
110-683042-30 Сір 'Аѕву ump sup. 


Pump -| Fuel (PE) 

Pump - Fuel (TH) 

АТТАС G PARTS 

Bolt|- Acf Ἂν drld hd 1/4-28 x 21/32 in. 
- Plain stl reg ser 1/4 in. bolt 


#121072-011-03 
#ТЕЗ 1600-6 


PE > m 


ANT4-5 
AN960-416 


110-680025-3 
110-680025-5 


fuel sys self sealing tank 1/4 ID x 3.50 in. 
Tub κ in sys self sealing tank 1-1/4 OD x .049 x 32.00 


110-680025 -6 


el sys self sealing tank 1-1/4 OD x . 049 x 32.00 


AN'T48-58 


110-683027-21 


Fitting - Self sealing fuel cell inner outlet 
ATTACHING |PARTS 
Bolt|- Acf sti drld hd 3/8-24 x 3-5/64 in. 
Packing - "О" ring hyd 

asher| - Plain stl reg ser for 3/8 in. bolt 


AN6H30 
AN6227B7 
AN960-616 


>>> > > > > > >” 


110-683028 


ittihg Assy + Self sealing fuel cell outer outlet 
110-683028-10 


Fitting Assy г Self sealing fuel cell outer outlet (Use for spares 
in lieu of part No. 110-683028) 
Атту chm 


G PARTS 

ut + Self locking stl 10-32 

as ας lain stl reg ser No. 10 bolt 
Sere 


AN365 -1032 
АМ960-10 
AN509-10R12 


0.deg. flat hd stl 10-32 x 25/32 in. 


+1 
вын - |Fuel cell ftg knurled 
Bushing - Fuel cell ftg knurled (Use for spares in lieu of 
Ρ 


110-683048 
110-683048-3 


rt/No. 110-683048) 
Dis - Self sealing fuel cell outer outlet 
itting - Self sealing fuel cell outer outlet (Use for spares in 
lieu jof part No. 110-683028-23) 
S ittbr Tank unit (See T.O. 05-65AA-5) (MH) 
C G [PARTS 


110-683028-23 
110-683028-25 


G1098C14 


AN4H4A 
AN960-416 


Bolt|- Acft stl drid hd 1/4-28 x 17/32 in. 
Washer| - Bl stl reg ser 1/4 in. bolt 


chp shy 


39B5435 Tank filler (AA) 


110-683045 asket |- Fue] tank filler 
AN4123-2 Adapter - (Fuel tank filler cap raised 3 in. ID 
AT ACRI G PARTS 


ΑΝΤΑ-12 
AN960-416 


Bolt|- Acft sti drid hd 1/4-28 x 1-9/32 in. 
Washer - Plain stl reg ser 1/4 in. bolt 


110-683024-221 


TTIACHING |PARTS 
Pin + Flatihd 8(1 3/16 x 1-9/64 in. 


> > >> >>> >> ΣΩ πο π >>> Q th 


alve + Self sealing fuel cell flapper 
AN393-31 
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T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


INDEX — MAJOR ASSEMBLY TANK INSTL - INBD FUEL SYS SELF SEALING (Cont) 


NUMBER 
PART NUMBER 2 3 4 5 6 


AN960-10 Washer |- η. stl reg ser Νο. 10 bolt 


UNITS) USABLE 


110-683023-221 Spider - Self gealing fuel cell main flapper valve 
ATTACHING PARTS 

ΑΝΤΗ22 Bolt + Ас 50 drid hd 7/16-20 x 2-11/32 in. 

AF955-7 Washer |- Ball seat stl 7/16 in. bolt 


ATTACHING PARTS 
AN7H24A Bdlt - Acft st! 7/16-20 x 2-19/32 in. 
ANTH24 вдн + Acft|stl| ἀτ]ά hd 7/16-20 x 2-19/32 in. 
AF955-7 Washer |- Ball seat stl 7/16 in. bolt 


110-683022-221 whee -| Self dealing fuel cell main 


110-683031-23 Intereonnect Assy - Self sealing fuel cell main 
110-683011 Ring |- Heidt 

TACHING PARTS 

AN364-1032 Nut -| Self locking thin stl 10-32 

AN3-5A Bolt L Ас |51 10-32 x 21/32 in. 


110-683030-221 Spider 4 Self Sealing fuel cell corner 
ATTACHING PARTS 


δν ж 5 5 >} о > Bop Po BP B BP „>. >>» >>> 5 35 


ΑΝΘΗ 10 Balt + Ас vm drld hd 3/8-24 x 1-5/64 in. 
AF955-6 Washer |- Bal seat stl 3/8 in. bolt 
110-683029-23 Interconnedt Assy - Self sealing fuel cell corner 
FCE19791 Fuel - Self sealing No. 1 LH (USR) (FAD part No. 
24-1) 
FCE19792 რი - Self sealing No. 1 ΒΗ (USR) (FAD part No. 
24-2) 
FCE19793 Fuel - Self sealing No. 2 LH (USR) (FAD part No. 
25-1) 
FCE19794 Fuel - Self sealing No. 2 RH (USR) (FAD part Νο. 
25-2) 
FCE19795 - Self sealing No. 3 LH (USR) (FAD part No. 
26-1) 
FCE19796 - Self sealing No. 3 RH (USR) (FAD part Νο. 
FCC19772 
FCD19944 - Fuel gage access mtg self sealing (USR) (Use 
part No. FCE19793 & FCE19794) 
FCD25082 yj- Fuel pump access mtg self sealing (USR) (Use 
on USR part No. FCE19795 & FCE19796) 
FCC 19266 i (USR) (Use on USR part No. FCE19791, 
E19792, FCE19793, FCE19794, FCE19795 & 
E19796) Α 
FCD19265-1-1 i Wood (USR) (Use on USR part No. FCE19791 & 
ЕС̧Е19792) А 
ЕСЕ 19265-1-2 i Wood (USR) (Use on USR part No. FCE19791 & 
FCE19792) A 
FCD19265-2-1 i Wood (USR) (Use on USR part No. FCE19793 & 
FCE19794) A 
FCD19265-2-2 i Wood (USR) (Use on USR part No. FCE19793 & 
FCE19794) Α 
FCD19265-3-1 i Wood (USR) (Use on USR part No. FCE19795 & 
ЕСЕ 19796) Α 
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Section Ἡ 


Group Assembly Parts List 


INDEX 
NUMBER 


73 


266 


FIGURE & | GROUP 


FUSELAGE 
| MAJOR. ASSEMBLY 
PART NUMBER 


FCD19265-3-2 


TANK INSTL - INBD FUEL SYS SELF SEALING (Continued) 


USABLE ON 
CODE 


A 


T.O. 1C-119F-4 


Rib 4 Wbod (USR) (Use on USR part No. FCE19795 & 
ЕС̧Е19796) 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


` 53-3136 thru 53-7884 


SERIAL NUMBERS 


51-2662 and Subsequent 
IK-441 and Subsequent 


91-2662 thru 51-2716 
51-8016 

51-7968 thru 51-7980 
51-8098A thru 51-8168A 
53-8069 thru 53-8124 


51-7981 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8125 thru 53-8156 
IK-441 and Subsequent 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 
53-8069 thru 53-8102 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


91-2662 thru 52-5921 
52-5924 thru 52-6058 
53-8069 thru 53-8132 
IK-441 thru IK-442 


52-5922 thru 52-5923 


53-8133 thru 53-8156 
IK-443 and Subsequent 
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UNITS} USABLE 


T.O. 1C-119F-4 Section II 


ym 


Figure 74. Wing Center Section Fuel System Bladder Tank Installation 
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Section Ἡ T.O. 1C-119F-4 7 
Group Assembly Parts List 


GROUP FUSELAGE AN 


FIGURE & 
NUMBER [MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM BLADDER TANK INSTL 


PART NUMBER 


*110-680019-1 
*110-680019-2 
78-681225 


Tank Inst] + Wing center sect. fuel sys bladder LH (See fig. 71) 
Tank Instl + Wing center sect. fuel sys bladder RH (See fig. 71) 
Clip x tank access door front & rear 


ARTS 
lpcKing thin stl 1/4-28 j 
Acft stl drid hd 1/4-28 x 1-29/32 in. 
г - Blain stl reg ser 1/4 in. bolt 
ien - pares Alal.50 OD x . 252 ID x 1.00 in. 


AN364-428 
AN74-17 

AN690-416 
Е5105084-1. 00 


110-683010 rane + Fuel cell pump mtg access 


AN4H4A 
АМ960-416 


р 
IL 8LI drid hd 1/4-28 x 17/32 in. 
r - Blain stl reg ser 1/4 in. bolt 


110-683009-11 
TF31600-6 


el|cell ftg 
E 1: (TP) 


ARTS 
Ас |51 1/4-28 x 29/32 in. 


AN4-7A 


AN960-416 re E stl reg ser 1/4 in. bolt 

110-683039 Gasket | Fueljcell access door pump mtg 
110-683035-110 Clip Assy 4 Fuel pump sup. wing access door 
BJ1000A1 в om (AADC) 

AN840-4D er|- Hose to pipe thd Al al 1/4 ID hose 

G1098C 14 Transmitter -| Tank unit (See T.O. AN05-65AA-5) (MH) 


AN74~10 


Tu .2 Т5 
ft|dr]d hd stl 1/4-28 x 1-1/32 in. 
AN960-416 H 


pr lain stl reg ser 1/4 in. bolt 
F 


ap stl reg ser 1/4 in. bolt 
e 


FS105D84-1. 00 г Al al .50 OD x .252 ID x 1.00 in. 


105-683009 ellga 

78-681225 Ἐμε] tank access door front & rear 
IN| PA TS 

AN364-428 Self locking thin stl 1/4-28 

AN4H17A es stl drid hd 1/4-28 x 1-29/32 in. 

AN960-416 asher E i 


105-683010 uel ga access 
Thc ING PARTS 
It Apit зі drid hd 1/4-28 x 29/32 in. 
r 


ie stl reg ser 1/4 in. bolt 
e 


AN4HTA 
AN960-416 


42D24-048 
AN6227B7 
105-683009 
78-681225 


cking stl (With nylon cap) (EN) 


Packing |- jo" ring hyd 
Gasket + Fuel ga 
Clip + Fuel tank access door front & rear 


РА Т5 


АТТ CHIN 

AN364-428 Nut - sek locking thin stl 1/4-28 

AN74-17 მოს hd 1/4-28 x 1-29/32 in. 
AN960-416 stl reg ser 1⁄4 in. bolt 


Bqlt + À 
Washer b Plai 
FS105D84-1, 00 


ng|- ον Al al .50 OC x . 252 ID x 1.00 in. 


78-681220 


Door |Asby uel cell access 
fa TS 
stl 


АМАНТА 
АМ960-416 


>> > >>>> >>>> >> > >>>> >> >> PePPe >> >> >> > PPP p> 


Balt ΑΡΗ drid hd 1/4-28 x 29/32 in. 
i ii stl reg ser 1/4 in. bolt 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & {GROUP FUSELAGE teas EP 


NADEX [MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM BLADDER TANK INSTL (Cont 
PART NUMBER 12345 6 


110-683009-11 Gasket - Fuel cell ftg 

110-680019-5 Тире - Wing center sect. fuel sys bladder tank 1. 25 OD x . 049 
wall x 32.00 in. 

110-680019-3 Hase - Wing center sect. fuel sys bladder tank 1-1/4 ID x 3.50 
in, 
ATTACHING PARTS 
'AN'148-58 Clamp - πόρο] 


110-683004 Fitting + Fiel tank side outlet 

ATTACHING PARTS 
ΑΝΤ4-10 stlldrld hd 1/4-28 x 1-1/32 in. 
AN960-416 lain stl reg ser 1/4 in. bolt 


110-683009-5 cell ftg 
110-683034 par adapter 
39B5435 nk filler (AA) 
AN4123-2 


AN'14-14 stlldrld hd 1/4-28 x 1-17/32 in. 
AN960-416 Plain stl reg ser 1/4 in. bolt 


110-683045 
110-680025-7 center sect. fuel tank 
18-681211 - Fuel tank 2. 00 in. inter-conn 
ING PARTS 

AN392-65 i t hd stl 1/8 OD x 2-1/32 in. 


110-683001 Fue] tank inter-conn flapper 

110-683012 el|cell main inter -conn 

110-683013 n inter- conn washer 

110-683009-7 01 C611 ftg 

110-683009-3 cell ftg 

78-681312 cell 

2F1-6-11471-1 - Bladder LH (GY) 

2F1-6-11471-3 - Bladder LH (GY) (Use for spares in lieu of part 
; F6-11471-1) 

2F1-6-11471-2 - Bladder RH (GY) 

2F1-6-11471-4 ast - Bladder RH (GY) (Use for spares in lieu of part 
F1-6-11471-2) 

2F1-6-11472-1 Fuel ell Assy - Bladder LH (GY) 

2F1-11472-3 Fuel Cell Assy - Bladder LH (GY) (Use for spares in lieu of part 
Να. 2F1L-6-11472-1) 

2F1-6-11472-2 Fuel Cell Assy - Bladder RH (GY) 

2F1-6-11472-4 ში – Bladder RH (GY) (Use for spares in lieu of part 


Ш>>>>>> > >>> >> >>> >> > > > > > 


ყი თო 


Ε1|-6-11412-2) 

2F1-6-11473-1 - Bladder LH (GY) 

2F1-6-11473-3 - Bladder LH (GY) (Use for spares in lieu of part 
е 6-11473-1) 

2F 1-6-11473-2 - Bladder RH (GY) 

2F1-6-11473-4 - Bladder RH (GY) (Use for spares in lieu of part 
6-11473-2) 

110-680010-1 i S No. 3 cell front LH 

110-680010-2 i S No. 3 cell front RH 

110-680011-1 i S.No. 3 cell rear LH 

110-680011-2 i S No. 3 cell rear RH 

110-680006-31 i S No. 2 cell bottom front LH 

110-680006-32 i s No. 2 cell bottom front RH 


шо uo шо 


> > > > > > OQ 


269 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MAJOR ASSEMBLY WING CENTER SECTION FUEL SYSTEM BLADDER TANK INSTL 


PART NUMBER 


110-680008-5 i Fuel sys No. 2 cell bottom rear LH 
110-680008-6 i Fuel sys No. 2 cell bottom rear RH 
110-680009-5 1) Fuel у» No. 1 cell bottom front LH 


110-680009-6 i ΕΘ] 
110-680008-3 i кый, 
110-680008-4 ib Fu 


ys No. 1 cell bottom front RH 
ys No. 1 cell bottom rear LH 
1 sys No. 1 cell bottom rear RH 


> > > > > > 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 
R4Q-2 131690 thru 131719 


R4Q-2 131662 thru 131689 
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T.O. 1C-119F-4 


Section II 


Figure 75. Fuel System Cavity Drain - Tube Installation 


6455 


271 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & |8ROUP — FUSELAGE 


NUM [MAJOR ASSEMBLY _ FUEL SYSTEM CAVITY DRAIN - TUBE INSTI. 


πμ. пазаве 


*110-680035-1 

*110-680035-2 p L Fuel sys cavity drain RH (See fig. 72) 
110-680035-70 sy - [Fuel sys cavity drain 1.00 OD x . 049 x 37. 
110-680035-130 Sy - [Fuel sys cavity drain 1:00 OD x . 049 x 40. 


110-680035-190 8 sys cavity drain 1.00 OD x . 049 x 32. 


110-680035-210 uel sys cavity drain 1.00 OD x . 049 x 64. 
110-680035-110 Fuel sys cavity drain 1. 00 OD x .049 x 55. 


110-680035-150 uel sys cavity drain 1.00 OD x .049 x 55, 


110-680035-90 uel sys cavity drain 1.00 OD x .049 x 41, 


110-680035-100 > sys cavity drain 1.00 OD x .049 x 41. 


110-680035-30 - [Fuel sys cavity drain 1,00 OD x . 049 x 19, 
110-680035-170 uel sys cavity drain 1.00 OD x . 049 x 25. 


110-680035-180 - [Fuel sys cavity drain 1,00 OD x . 049 x 26. 


PARTS 
784-16 i ded swivel mtg lug sup. (AP) 


AN924-16D edjtube bhd & univ ftg 
AN960-2116 en - Plain stl reg ser 1-5/16 in. bolt 
AN832-16D підп 4 Flared tube 3/8 bhd & univ 
AN815-16D підп 4 Flared tube 

AN931-16922 Grommet lastic 


272 š ს. 


T.O. 1C-119F-4 Section II 


ROTATED 


Figure 76. Wing Center Section Electrical System Installation 
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Section II 
Group Assembly Parts List 
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FIGURE & | GROUP 
MAJOR ASSEMBLY 


INDEX 


NUMBER 


-17 


-19 


-20 


-21 


PART NUMBER 


*110-741011 
110-745001 


AN3030-5 
AN3121-313 


*110-741072 
AN4181-2 


110-741025 


110-759012 


AN815-4D 


AN3157-6 


110-741011-67 


110-747028-3 


110-742009-10 
110-742066-10 
110-742066-50 
110-742066-130 
110-742066-170 
110-742009-30 
110-742066-30 
110-742066-70 
110-742066-150 
110-742066-190 
110-742066-210 


110-747065-21 
110-747065-23 


110-747084-3 
110-747085-21 
110-746000-110 
110-759012-70 


110-759012-90 


110-759012-30 


110-759012-50 


110-741011-51 
110-741011-65 


FUSELAGE 
WING CENTER SECTION ELECTRICAL SYSTEM INSTL 


Tube|A 


7 


18 


Assy 
52-5 
IK-4 


-Ἴ 


m 


წ. 


Sy 4 Elec 


43. 
τῇ ὁ 


Assy 


508 


52-5 
IK-441 


T.O. 1С-119Е-4 


T- 


LI - Ign sys 


Elec 


limit sw 


Sy 
00 in. 


00 in. 


(2) in. 
Sy 
. 00 in. 

Flared tube 


44 
23 
27 


51-1) 
Fire 


tecto 
tedtor 


t1j- 
- Fire (EDI) 


- Center sect 


stem Inst! - Wing center sect. (See fig. 50) 
Fuel cell elec cable 


. (Made from AP part No. του -δ-2-8) 


- Circular formation 
-1/4 bulb, sc mini bay. base 
elec recp 


à Acft eng starting 
зу 4 Elec sys nac jct LH (See fig. 
sys nac jct LH (See fig. 
sy 4 Elec sys nac jct LH (See fig. 
Sys nac jct LH (See fig. 
Sys nac jct LH (See fig. 
Sys nac jct RH (See fig. 
sys nac jct RH (See fig. 
Sys nac jct RH (See fig. 
Sys nac jct RH (See fig. 
sys nac jct RH (See fig. 
Sys nac jct RH (See fig. 
stl -|MLG safety lock limit 

LG elec sys oleo safety sw 

LG elec sys oleo safety sw (Use for spares in 
part Νο, 110-747065-21) 

& MLG limit sw 


- MLG limit (See fig. 253) 

enter sect. AN/APS-42 press. 

- Center sect. press. lines 1/4 OD x .035 x 
- Center sect. press. lines 1/4 OD x .035 x 


Center sect. press 


. press 


Troop jump sig (Made from part No. 42B16217) 
Troop jump sig (Made from part No. 42B16217) (Use 
rgs in lieu of part No. 110-741011-51) | 

- Press to test indicator (Red) (52-5922 thru 

23| 52-5927 thru 52-5954, 52-6048 and subsequent & 
nd subsequent, light assy becomes a component of 
90-1 & 110-744251-1) 

- Press to test indicator (Green) (52-5922 thru 
52-5927 thru 52-5954, 52-6048 & subsequent, 

1 & subsequent, light assy becomes a component of 
(ტის & 110-744251-1) 

4 bulb sc mini bay. base 
thru 52-5954, 52.6048 & Subsequent, IK-441 & 
ne lamp becomes components of 110-744250-1 & 
44 


ire type F-1 (Spec Mil-F -5369) (EDI) (Use for 
|8рагев in lieu of part Νο, 35534-5) 


UN | ΤΘ] USABLE 


80) 
80) 
80) 
79) 
80) 
80) 
80) 
80) 
79) 
80) 
80) 


оным „ду 


r т %ZQ mm UO Q d шс 


k = = πι — 


= 


. lines 1/4 OD x .035 x 


. lines 1/4 OD x .035 x 


U "ES E E E E 


(52-5922 thru 92-5923, 
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FIGURE ἆ 


PART NUMBER 


-22 10-75640-1 


იიი 
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T.O. 1C-119F-4 


Filter (SNT) (GFAE) 


USABLE ON 


A 


(Continued on figure 77) 


CODE MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


δει fugor ззат WING CENTER SECTION ELECTRICAL SYSTEM INSTL on) — | 
NUMBER [MAJOR ASSEMBLY 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8143A 


51-2668 thru 51-8052 
51-8144A thru 51-8168A 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


131662 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 


51-2662 thru 51-2716 
51-8016 

51-8098A thru 51-8168A 
53-7829 thru 53-7878 
53-8123 & Subsequent 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7828 
53-7879 thru 53-7884 
53-8063 thru 53-8122 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


I FIGURE & | GROUP FUSELAGE 
ШЫ MAJOR ASSEMBLY — WING CENTER SECTION ELECTRICAL SYSTEM INSTL (cont) 


PART NUMBER 


| UNITS] USABLE 
ON 
CODE 


76 
USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
M C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6036 
| R4Q2 131662 thru 131719 
N C-119G 52-5922 thru 52-5923 


52-5927 thru 52-5954 
92-6048 ἃ Subsequent 
IK-441 & Subsequent 
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Section II 


T.O. 1C-119F-4 


Figure 77. Wing Center Section Electrical System Installation 
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Revised 15 February 1957 


Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 


NUMBER 
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GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION ELECTRICAL SYSTEM INSTL 


T.O. 1C-119F-4 


PART NUMBER | 2 3 q 5 6 


*110-741011 
*110-745014 
110-740010-903 


110-740010-89'7 
110-740010-727 


110-740010-957 
110-740010-955 


110-7400 10-963 
110-740010-891 
110-740010-741 
110-744028 
110-744017 
110-740010-951 


110-740010-399 
110-740010-755 
110-740010-805 
110-740010-205 


110-740010-203 
110-740010-861 
110-740010-799 
110-740010-773 
110-740010-781 
110-740010-695 
110-740010-731 
110-744189-10 

110-740010-965 


110-740010-837 


110-740010-859 
110-750010-685 


110-725010-685 


110-740010-843 
110-740010-419 
110-740010-711 
110-7400 10-707 
110-7400 10-983 


110-7400 10-225 
110-7400 10-703 
110-740010-721 
110-744188- 10 

110-7400 10-775 


Electrical Sygte 
Electrical Syste 
Cable Assy - Single power wire RH nac box to fus splice (See 


(Соп 


inued from figure 76) 


Inst1 - Wing center sect. (See fig. 50) 
Instl - Wing center sect. (See fig. 50) 


fig. 891 & 392) 

Cable Assy - RH center sect. to nac jet box (See fig. 391 & 392) 

Са bi Assy - RH center sect. to nac firewall wing splice boom 
splice (See fig. 391 & 392) 

Cable Assy - LH nac preheat valve to nac jct box (See fig. 391 & 
392) 

Cáble Assy - RH nac preheat valve to nac jet box (See fig. 391 & 
392) 

Cable Assy - RH center sect. to nac jct box (See fig. 391 & 392) 

Cable Авѕу - RH center sect. to nac jet box (See fig. 391 & 392) 

Cable Assy - LH & RH nac jct box jumpers (See fig. 391) 

Cable Assy, - Nac jet box jumpers (See fig. 391) 

Cable Assy - Nac jet box (See fig. 392) 

Cable Absy - Firewall thru RH center sect. to nac jct box (See 
fig. 391) 

Cable Assy - Center sect. to RH nac jct box (See fig. 391 & 392) 

Cable #85V - Jump sig box LH (See fig. 391 & 392) 

Cable Assy| - Jump sig box RH (See fig. 391 & 392) 

Cable Assy - Prop. wires thru LH center sect. firewall (See 
fi 91j 

Cable Assy - Prop. wires thru RH center sect. firewall (See : 
fig. 391j 

Cabl jus - Prop. wires thru RH center sect. firewall & nac 
(See fig. 391) 

Cable Assy| - RH fuel sel thru RH center sect. (See fig. 391 & 
392) 

Cable Assy - Fuel qty thru LH center sect. (See fig. 391 & 392) 

Cable Assy - Fuel qty thru RH center sect. (See fig. 391 & 392) 

Cable Assy - RH center sect. to firewall (See fig. 391 & 392) 

Cable Assy - RH center sect. to fire ext (See fig. 391 & 392) 

Cable Assy - side panel to RH nac fire ext (See fig. 391) 

Cable Assy - b: center sect. to nàc box wing & boom splice 
(See fig] 391 & 392) 

Cable Assy - μι center sect. to firewall & πας jct box (See fig. 

| | 391 & 392) 

Cable Assy - Fuel sel thru LH center sect. (See fig. 391 & 392) 

Cable АБѕу - APN-12 ant. lead thru LH & RH center sect. (See 
fig. 391 & 392) 

Cable Assy - LI auto. pilot thru LH center sect. (See fig. 391 
& 392) 

Cable Assy - Center sect. to firewall (See fig. 391) 

Cable Assy - Center sect. to firewall (See fig. 391 & 392) 

Cable Assy - Fuel qty ga LH inbd tank unit (See fig. 391 & 392) 

Cable Assy - Fuel qty ga RH inbd tank unit (See fig. 391 & 392) 

Cable Assy) - Single power wire thru LH center sect. (See fig. 
391 & 392) 

Cable Assy - LH ἃ RH nac jct box to firewall (See fig. 391 & 392) 

Cable #85») - LH center sect. to firewall (See fig. 391 & 392) 

C T A$Sy| - LH center sect. to fire ext (See fig. 391 & 392) 

Cable Assy| - LH side panel to fire ext (See fig. 391) 

Cable Assy|- LH center sect. to firewall & nac jct box (See fig. 
391) 


Revised 15 February 1957 


UN ITS] USABLE 


= იიი πΠΦΟΩΩΩ о о оо Бр 


к=к ΩΟΩΩΩ ΟΩΩΠΩ © ΩΩ ο ποΩΩΩΩ m m 


PART NUMBER 


110-740010-119 


110-740010-911 
110-740010-469 
110-740010-479 
110-740010-409 


110-744024 


110-740010-389 


110-744025 
110-744014 
110-744016 


138-60-12 
#4M742-12C 
AN'142-6C 
138-61-12 
138-53-12 
138-52-12 
138-41-12 
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55» - 
& 392) 
able Assy - 
ble Ae 

ble Assy - 
Assy - 


88V - 


T.O. 1C-119F-4 


Trim tab cable thru LH center sect. (See fig. 391 


LH center sect. to nac (See fig. 
Wing center sect. elec (See fig. 
Wing center sect. elec (See fig. 


391 & 392) 

391 & 392) 

391 & 392) 

ing center sect. elec (See fig. 391) 

irewall to LH center sect. & jct box (See fig. 392) 

Firewall thru RH center sect. (See fig. 391) 
irewall to RH center sect. & jct box (See fig. 391) 

dede center sect. to nac jct box & firewall prop. 

Wing center sect. to nac jet box prop. (See fig. 391 


ARTS 


type sup. 
type sup. 


subsequent acft see figure 78) 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 91-2662 thru 51-8030 
51-8098A thru 51-8124A 
91-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8125A thru 51-8168A 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2704 
51-8098A thru 51-8168A 


51-2705 thru 51-8030 
131662 thru 131689 


51-2662 thru 51-2667 
51-8098А thru 51-8168A 


51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
131662 thru 131689 


кока ка ка мл кл ка ра ра рш 


Section II 
Group Assembly Parts List 
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Section H 
Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


280 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBERS 


51-2668 thru 51-8030 
131662 thru 131689 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2662 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8030 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


131662 thru 131689 
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Section II 


T.O. 1C-119F-4 


Figure 78. Electrical System Installation - Wing Center Section 
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Section II θ 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-741011 
110-7441 21 


110-744121-11 


110-744116 


110-74416-11 


110-744122 


110-744122-11 


#110-740010-957 


#110-744373-1 
#110-740010-955 


#110-744372-1 
110-744128 
110-744128-11 
110-744128-31 
110-744126 
110-744126-50 
110-744126-10 
110-744126-30 
110-744028 
110-744017 

110-744017-10 

110-744114 


110-744114-10 


110-744114-30 


110-740010-755 
110-744250-1 
110-740010-805 
110-744251-1 
110-744163 


110-744177 


110-744158 
110-744160 


110-744160-11 


110-744118 


110-744118-11 
110-744119 


110-744119-11 
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GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION ELECTRICAL SYSTEM INSTL 
PART NUMBER LI 2 3 4 5 6 


С 


Са 


Са 


Са 


able Assy - Firewall to fus prop. jct box (See fig. 391) 


9 оо о о оо о 99999 о о იილიიილიილილ ლი 


Т.О. 1С-119Е-4 


W: pepe acft see fig. ТТ) 
ric} 


pide m Instl - Wing center sect. (See fig. 30) 
i is I пас jct box to RH main jct box single power 
i fig. 391 & 392) 


Se 


wire 

able λον - nac jct box {ο RH main jct box single power 
wire (Seb fig. 392) 

able A$sy|- RH nac ject box to RH main jct box & voltage reg 


(See fig. 391 & 392) 

able Assy|- nac jct box to RH main jct box & voltage reg 
(See fig.) 392) 

blg im) main jct box to RH wing splice & RH nac jct 
box (See|fig. 391 & 392) 

ble ΑΦΕΥΙ - main jct box to RH wing splice & RH пас 1CL 

box (See fig. 392) 

ble Assy| - LH nac preheat valve to пас jct box (See fig. 391 


& 892) 
able Assy|- LH nac preheat valve to πας jct box (See fig. 392) 1 
ble Авву| - nac preheat valve to nac jct box (See fig. 391 
& 892) 1 
bleg Assy| - nac preheat valve to nac jct box (See fig. 392) 1 
ble Аѕзу - пас jct box to main jct box (See fig. 391 & 392) 1 
ble Assy|- nac jct box to main jct box (See fig. 392) 1 
ble Assy] - nac jct box to main jct box (See fig. 392) 1 
bld Assy - nac jet box to main jct box (See fig. 391 & 392) 1 
ible Assy|- nac jct box to main jct box (See fig. 391 & 392) 1 
ble A$sy| - nac jct box to main јсі box (See fig. 392) 1 
ble Assy} - nac jct box to main jct box (See fig. 392) 1 
т Assy|~ Nac jct box jumpers (See fig. 391) 2 
ble Assy|- Nac {οἱ box (See fig. 392) 2 
ble A$sy - Nac jet box (See fig. 392) 2 
bid $Sy| - nac jct box to MLG disoonnect RH main jct box 
bconngct (See fig. 391 & 392) 
lbid sy| - nac jct box to MLG disconnect RH main jet box 
disc ct (See fig. 392) 
bld ASSy|- be nac jct box to MLG disconnect RH main jct box 
disconnect (See fig. 392) 
ble Assy|- Jump sig box LH (See fig. 391 & 392) 
ble A$sy - ep sig box LH boom (See fig. 392) 
ble A$sy|- Jump sig box RH (See fig. 391 & 392) 


1218 A$sy|- Ls sig box RH boom (See fig. 392) 
rop. wires RH nac jct box to firewall & prop. jct 
bop წესი (See fig. 391) 
nac jet box to RH firewall splice & RH main jct 
box disconnect (See fig. 391) 


able Assy|- RH center sect. to RH main jct box splice fuel sel 
(See fig. 391 & 392) 

able ΑΦΑΥΙ - RH center sect. to RH main jct box splice fuel sel 
(See fig. 392) 

able Assy|- LH outer panel to sta 319 fuel qty (See fig. 391 & 
392) ; 
abla Assy|- рН outer panel ќо sta 319 fuel qty (See fig. 392) 
able Agsy| - outer panel to sta 319 fuel qty (See fig. 391 & 
392) 
a bld Assy - RH outer panel to sta 319 fuel qty (See fig. 392) 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


Figure გ |9ROUP — FUSELAGE UNITS|USABLE 
MEER MAJOR ASSEMBLY WING CENTER SECTION ELECTRICAL SYSTEM INSTL (Cont) წა) 
PART NUMBER | 2 3 ú 5 6 


110-744159 მ Assy - RH main jct disconnect thru RH center sect. to 
firewall|(See fig. 391 & 392) T 
110-744159-11 3 TA - RH main jct disconnect thru RH center sect. to 
firewall|(See fig. 392) U 
110-744188 2 Assy - LH side panel to fire ext (See fig. 391 & 392) H 
110-744188-30 a Assy - LH side panel to fire ext (See fig. 391) J 
110-744189 2 Assy - RH side panel to fire ext (See fig. 391 & 392) H 
110-744189-30 2 Assy - RH side panel to fire ext (See fig. 391) J 
110-744129 2 8V - LH πας jct box to wing & boom splice & LH main 
jct box disconnect (See fig. 391 & 392) Q 
110-744129-11 მ LH πας box to wing & boom splice & LH main jct 
isconnect (See fig. 392) K 
110-744129-31 J H nac jct box to wing & boom splice & LH main 
j isconnect (See fig. 392) U 
110-744124 2 LH πας jct box to firewall & LH main jct box dis- 
(See fig. 391 & 392) Α 
110-744183 2 H main jct box disconnect to LH fuel valves (See 
392) T 
110-744183-11 2 - κά main jct box disconnect to LH fuel valves (See 
fig. 392 U 
110-754102 2 - APN-12 ant. lead thru LH 8 RH cent sect. (See 
. 391 & 392) H 
110-725108 2 - Ашо. pilot thru LH center sect. (See fig. 391 & 
. T 
110-725108-10 8 8V - Auto. pilot thru LH center sect. (See fig. 391) 
for spares in lieu of part No. 110-725108) U 
110-744115 sy - LH nac jct box to MLG disconnect main jct box 
ig. 391 & 392) B 
110-744115-10 H пас jct box to MLG disconnect main jct box 
ig. 392) w 
110-744115-30 j- H nac jct box to MLG disconnect main jct box 
e fig.) 392) Y 
110-744115-50 5у - LH nac jct box to MLG disconnect main jct box 
ee fig. 392) ; U 
#110-740010-711 Sy - Fuel qty ga LH inbd tank unit (See fig. 391 & 392) | L 
#110-744357-1 Sy - Fuel qty ga LH inbd tank unit to sta 319 (See fig. 
M 
#110-740010-707 - Fuel qty ga RH inbd tank unit (See fig. 391 & 392) L 
#110-744356-1 - Fuel qty ga RH inbd tank unit to sta 319 (See fig. 
M 
110-744130 - LH nac jct box to overhead jct box (See fig. 391 & 
A 
110-740010-225 - LH & RH nac jct box to firewall (See fig. 391 & 
B 
110-744242 H & RH nac jct box to firewall (See fig. 392) C 
110-744182 H main jct box disconnect to LH firewall (See 
i 392) T 
110-744182-31 H main jct box disconnect to LH firewall (See 
) U 
110-744123 - LH nac jct box to firewall & prop. box (See fig. 
D 
110-744168 - M box to LH firewall (See fig. 391) D 
110-744164 - Firewall to prop. jct box (See fig. 391) D 
110-744220 - Trim tab thru boom LH center sect. to sta. 337 
іє. 391 & 392) A 
110-744127 Н main jct бох to пас jct рох (See fig. 391 δι 
2 
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Section II 


Group Assembly Farts List 


FIGURE & 
INDEX 


NUMBER 
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GROUP _ FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION ELECTRICAL SYSTEM INSTL (Cont) 
PART NUMBER | 2 3 4 5 6 


110-744127-10 
#110-740010-469 
#110-744341 -1 
#110-740010-479 
#110-744342-1 

110-740010-409 

110-744024 


110-74001 0-389 
110-744025 


110-744186 
110-744186-11 
110-744187 
110-744187-11 


110-754084 
110-754069 


110-754069-30 
110-754068 


110-754068-30 


738-60-12 
AN'142-12C 
ANT42-6C 
738-67-12 
738-52-12 
138-41-12 


#Alternate Parts 


- Radio sys front spar to boom splice (See fig. 392) 
- Radio sys center sect. to LH nac (See fig. 391 & 


T.O. 1C-119F-4 


- Жо sect. to nac jct box & firewall (See fig. 


- үн пас jct box to firewall & main jct box (See fig. 


TS 


99% sup. 
type sup. 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


H main jct box {о пас jct box (See fig. 392) 
ing center sect. elec (See fig. 391 & 392) 

- RH firewall fire detector (See fig. 392) 

- Wing center sect. elec (See fig. 391 & 392) 

- LH firewall fire detector (See fig. 392) 

- Wing center sect, elec (See fig. 391) 

irewall to LH center sect. & jct box (See fig. 


ng center sect. elec (See fig. 391) 
- Firewall to RH center sect, & jct box (See fig. 


enter sect. to nac jct box & firewall (See fig. 


Н nac jct box to firewall & main jct box (See fig. 


adio sys center sect. to LH nac (See fig. 392) 
adio sys center sect. to RH nac (See fig. 391 & 


adio sys center sect. to RH nac (See fig. 392) 


UNITS] USABLE 


g = t: Z t: m 


>>>>>> do do πα P d £ ы OB 


MODEL SPECIFICATION SERIAL NUMBERS 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6035 
131690 thru 131719 


52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 


51-8031 thru 51-8052 
131690 thru 131719 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & ! GROUP FUSELAGE 


Wee MAJOR ASSEMBLY 


PART NUMBER 


UNITS] USABLE 


78 MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3178 
53-8069 thru 53-8103 
JK-441 thru IK-442 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-3203 
53-8069 thru 53-8124 
1К-441 thru IK-442 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 


131690 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-3203 
53-8096 thru 53-8124 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
IK-441 thru IK-442 
131690 thru 131719 


52-5922 thru 52-5923 
52-592" thru 52-5954 
52-6048 and Subsequent 
IK-443 and Subsequent 


51-8053 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
IK-441 thru IK-442 


53-8125 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List : 


FIGURE & GROUP FUSELAGE 


UN ITS] USABLE 
INDEX [MAJOR ASSEMBLY — WING CENTER SECTION ELECTRICAL SYSTEM INSTL (Cont. ) KJA 


PART NUMBER | 2 3 4 5 6 


78 Un B LÉ 0) MODEL DESIGNATION SERIAL NUMBERS 
CODE 
Q (Cant. ) C-119G ` 53-8069 thru 53-8095 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 
R C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6035 
53-8069 thru 53-8124 
R4Q2 131690 thru 131719 
S C-119G 52-5889 thru 52-5954 
52-6036 thru 53-7884 
IK-441 and Subsequent 
T C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 
U C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 and Subsequent 
W C-119G 52-5889 thru 52-5922 
52-5924 thru 52-5954 
52-6036 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
Y C-119G 52-5923 
53-3195 thru 53-3203 
53-8117 thru 53-8124 
2 C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6035 
53-8069 and Subsequent 
R4Q2 131690 thru 131719 
AA C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
AB C-119G 52-5889 thru 52-5954 
52-6036 thru 53-3203 
IK-441 thru IK-442 
Α C-119G 52-5889 thru 52-5954 
52-6036 thru 53-3203 
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NUMBER 
PART NUMBER I 2 3 4 5 6 


| 
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T.O. 1C-119F-4 


C-119G 


C-119G 


MODEL DESIGNATION 


SERIAL NUMBERS 


53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7884 
IK-443 and Subsequent 


Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


INDEX სკის ASSEMBLY WING CENTER SECTION ELECTRICAL SYSTEM INSTL (Cont. ) 


UNITS] USABLE 
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o 
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p | э 


— 


Figure 79. Box Assembly - Electrical System Nacelle Junction 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ს | GROUP FUSELAGE UNITS] USABLE 
NUMBER MAJOR ASSEMBLY ELECTRICAL SYSTEM NACELLE JUNCTION BOX ASSY ASSY. | CODE 
PART NUMBER 123456 


110-742066-130 
110-742066-150 
AN3380-1 
CE-31-C-601G 
AN3350-1 
AN3320-1 
AN3316-1 p 3 pole dt 

49-1416 (Опт) 

AN3160-5 i aker - Sw type non trip free 5 amp 
AN3160-20 i aker - Sw type non trip free 20 amp 
AN3160-35 Eur - Sw type non trip free 35 amp 


Фо -ἵ თ сло სეუ = 


AN3160-25 Breaker - Sw type non trip free 25 amp 
AN3160-10 Breaker - Sw type non trip free 10 amp 
67191-1 Feathering (Class 03-A) (HS) (GFAE) 
AN3025-1 Reverse cur 24 V dc (GFAE) 
AN3200-300 meter ext (Class 05-G) (GFAE) 
6141H77 i r 

AN3371-1 ი spst intermittent 

NAS19-8A - Elec conn 

NAS45-10-16C - Elec conn 

No Number mold No. 3235) 

110-742065-90 ο jet 

110-742065-31 j 
| 110-742065-5 


= RA ка ON) = ა ка od = рш μα ode ка სსს VS CO ხე CO ка ка = 
ს >> > > > > > > > > > > > > > > > >> >> > |> > 


USAF ACFT see figure 80) 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section П 


ДУ 


(a 
D 


art 


МОУ, 
` 


DER Y 
ὍΝ pa par 


YV —— 
N 
ჯა 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS ჰსსC– 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 1S CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


© 


Figure 80. Electrical System Nacelle Junction Box Assembly 
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FIGURE & LGROUP 
INDEX 
NUMBER 


I 
«Ὁ со -ᾱ თ თ > 55 εὖ н 


i 
= 
ლ 


-11 


-21 


PART NUMBER 


110-742009-10 
110-742066-10 
110-742066-50 


110-742066-170 


110-742009-30 
110-742066-30 
110-742066-70 


110-742006-190 
110-742066-210 


CE31-C-601G 
AN3350-1 
AN3320-1 
AN3316-1 
49-1416 
AN3160-5 
AN3160-20 
AN3160-35 
AN3160-25 
AN3160-10 
AN3025-1 
ATO0A 
AN3200-300 
6501862 
6141H68 
10179H53 
AN3380-2 
AN3200-250 
AN3371-1 
*NAS19-8A 
#AN3435-6A8 
AN3436-10-8 


NAS45-10-16C 
No Number 
110-742008 
110-742065 
110-742065-10 
110-742065-70 


110-742065-110 


110-742008-3 
110-742065-11 
110-742065-17 
110-742065-33 
110-742008-25 
110-742065-5 
110-742014 


# Alternate Parts 


FUSELAGE 


MAJOR ASSEMBLY ELECTRICAL SYSTEM NACELLE JUNCTION BOX ASSY 


| 2 3 4 5 6 


t 
| 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 


Circ 


Rel 


– Réve 
Shunt - А m 


+ LH пас jet (See fig. 
+ LH πας jct (See fig. 
Box asy + LH πας jet (See fig. 
A + LH цас jet (See fig. 
+ T nac jct (See fig. 

i 


ac jct (See fig. 


( 
( 

ac jet (See fig. 
( 

(ტი jet (See fig. 


SPR) 


-1200 amp 


apm spst 
amp 3 pole dt 
(CUT) 


aker - Sw type non trip free 5 amp 
aker - Sw type non trip free 20 amp 
it'Breaker - Sw type non trip free 35 amp 
Circuit Breaker - Sw type non trip free 25 amp 

ircuit, Breaker - Sw type non trip free 10 amp 
Relay - Ri «p cur 24 V dc (GFAE) 


irchit B aker (GFAE) 
aker (CUT) (GFAE) 


гсш В 


Relay - 4 


nt (CUT) (GFAE) 
amp spst 


Shunt - | Ammeter ext 50 mv 


Nand des 


erminal 


-|Elec conn 
lock - Elec 


{сї (See fig. 76) 


se cur 24 V dc (HEM) 
ter ext (Class 05-G) (GFAE) 


amp spst intermittent 


ck Assy - Elec conn (NOTE: This assy includes 
-6A8 and all hardware) 
Panel ||| -IElec conn 


COR mold Νο. 3235) 


Nac jct 
Nac jct box 


Nac jct box warning 


MODEL, DESIGNATION 


C-119G 


C-119G 


UNITS] USABLE 


= ek et ка юа OO οὐ πὶ κα 


Qzmourmnou»remocogog OUOUCUOOHUBHQUUUUUUUUGUNRNOLU » S m σε μὴ 


1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


SERIAL NUMBERS 
51-17365 thru 51-1736 
52-6000 thru 52-6003 
51-8053 thru 51-8097 


52-5840 thru 52-5921 
52-5924 thru 52-5926 
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FIGURE & [GROUP FUSELAGE 


Section II 
Group Ássembly Parts List 


UN I TS] USABLE 


შახი. MAJOR ASSEMBLY ELECTRICAL SYSTEM NACELLE JUNCTION BOX ASSY a 
PART NUMBER | 2 3 4 5 6 
80 USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
B (Cont. ) C-119G 52-6004 thru 52-6047 
C C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and subsequent 
IK-441 and subsequent 
D C-119G 51-2662 and subsequent 
IK-441 and subsequent 
E | C-119G IK-441 and subsequent 
F C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
G ` C-119G 51-2662 and subsequent 
H C-119G 51-2662 thru 52-2667 
51-8098 thru 51-8143 
J C-119G 51-2668 thru 51-8052 
51-8144 thru 51-8168 
K C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 52-5921 : 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
L C-119G 51-2668 thru 51-8052 
51-8144 thru 51-8168 
51-17365 thru 51-17367 
-52-6000 thru 52-6003 
M C-119G 51-2668 thru 51-8097 
| 51-8144А and subsequent 
IK-441 and subsequent 
| 
| 
| 
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Figure 81. Wing and Nacelle Hydraulic Tubing Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ἃ [GROUP FUSELAGE 


UNITS] USABLE 
სასწ [MAJOR ASSEMBLY — WING AND NACELLE HYDRAULIC TUBING IN ON 
PART NUMBER 123 456 


*110-730118-1 Tubing Inst! - Wing & nac hyd sys LH (See fig. 50) 
*110-730118-2 Tubing Insti + Wing & nac hyd sys RH (See fig. 50) 

AN924-8 t + Flared tube bhd & univ ftg 

AN833-8 Elbow 4 Flared tube & bhd univ 90? 

110-730118-570 Tube Assy ing & nac hyd press. 3000 psi st stl 1/2 OD x 
33. 25 in. (LH nac) 
110-730118-590 T be ΑΦ ing δι nac hyd press. 3000 psi st stl 1/2 OD x 
9. 75 in. (RH nac) 
AN924-12D Nut | tube bhd & univ ftg 
AN833-12D Elbo d tube & bhd univ 90° 

110-730118-190 Tub გ ing & пас hyd pump suction 3/4 OD x , 049 x 

y in. (LH nac) 


110-730118-625 


$ in.. (LH nac) 
110-730118-530 Wing δι nac hyd pump suction 3⁄4 OD x . 049 x 


110-730118-617 Wing & πας hyd pump suction 1. 00 OD x . 049 x 
ih. (RH nac) 

AN815-16D 
*110-730254 

AN6289D12 T Маг d tube univ ftg 

AN6291-12 Ring yd ftg gasket back-up 

AN6290-12 Straight thd tube ftg boss 

110-730253-21 yd sys 3000 psi firewall shut-off valve 
ARTS 


AN365-1032 
AN960-10 lain stl reg ser No. 10 bolt 
AN3-4A cfi stl 10-32 x 17/32 in. 
ΑΝΤΟ-4 
AN960-10L 


AN6227B19 ing - "О" ring hyd 

110-730172 yd sys pump suction firewall shut-off valve male 
110-730307-3 yd sys pump suction firewall shut-off valve male 
ARTS 

ANT3-4 cft stl drld hd 10-32 x 19/32 in. 

AN960-10L - Plain stl light ser No. 10 bolt 


WE450-1D 5) 

AN924-6 be & bhd univ ftg 

AN6289-6 tube univ ftg (LH πας) 
AN6290-6 A Straight thd tube ftg boss (LH nac) 
AN833-6 Flared tube & bhd univ 90° (LH nac) 
AN6291-6 yd ftg gasket back-up (LH πας) 
AN832-6 ion -| Flared tube 3/8 bhd & univ (LH nac) 
AN815-6 i oie d tube (LH nac) 

AN938-6 ee - Int Screw thd (LH nac) 

AN804-6 ee - Hlared|tube with bhd on run (RH nac) 
AN924-6 ared tube bhd & univ ftg (LH nac) 
AN924-6 ared tube bhd & univ ftg (RH nac) 
'AN832-6 i Flaréd tube 3/8 bhd & univ (LH nac) 
AN832-6 i Fike d tube 3/8 bhd & univ (RH nac) 
AN924-8 ared tube bhd & univ ftg 

AN832-8 i Flared tube 3/8 bhd & univ 
AN924-12D Flared tube & univ ftg 

AN832-12D ion -| ЕТагва tube 3/8 bhd & univ 


BA ка ме = BN) CO М СО B3 МЮ 52 К К bo C» DO М πὸ 


295 


Section II 
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FIGURE & 
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T.O, 1C-119F-4 


GROUP FUSELAGE 


Niven [MAJOR ASSEMBLY — WING & NACELLE HYDRAULIC TUBING INSTL (con 
PART NUMBER 12 3 4 5 6 
110-730118-370 be Assy| - Surf. conl brake on press. 1500 psi 3/8 OD x 
. 049 x 43. 25 in. (LH nac) 
110-730118-330 be Assy - LG up press. 3000 psi CRES 3/8 OD x . 035 x 
2B. 63 in. (LH nac) 
110-730118-350 be Азу - LG up press. 3000 psi CRES 3/8 OD x . 035 x 
5B.50 in. (RH nac) 
110-730118-250 be Assy - LG down press. 3000 psi CRES 3/8 OD x .035 x 
30.00 in. (LH nac) 
110-730118-270 be Assy - LG down emer press. CRES 3/8 OD x .035 x 
58.62 in. (RH nac) 
110-730118-990 b ALS - Wing & nac hyd press. 3000 psi CRES 1/2 OD x 
. 049 x 26.50 in. (LH nac) 
110-730118-70 be Assy - Wing & nac hyd press. 3000 psi CRES 1/2 OD x 
. 049 x 56. 25 in. (RH nac) 
110-730118-760 ире Assy - Wing & πας hyd pump suction 3/4 OD x . 049 x 
35.50 in. (LH nac) 
110-730118-623 lube Assy - Wing & nac hyd pump suction 1.00 OD x . 049 x 
AT . (LH nac) 
110-730118-170 be Assy - Wing & nac hyd pump suction 3/4 OD x . 049 x 
55.00 in. (RH nac) 
110-730118-615 be Assy - Wing & nac hyd pump suction 1.00 OD x .049 x 
57. 25 in. (RH nac) 
AN815-16D mion - ed tube 
(Co "m on fig. 82) 
ABL | MODEL DESIGNATION SERIAL NUMBERS 
CODE 
C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
B C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 
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All 
АП 
АП 
All 
All 
All 


All 


шш > ш > 
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Figure 82. Wing and Nacelle Hydraulic System Tubing Installation 


Section II 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE ἆ 


UNITS|USABLE 
ШЫК MAJOR ASSEMBLYWING & NACELLE HYDRAULIC SYSTEM TUBING INSTL Кың 
.................– 
(Conkinted from fig. 81) 
*110-730118-1 Thbihg ae Wing & nac hyd sys LH (See fig. 50) All 
*110-730118-2 Tubing к | Wing & πας hyd sys RH (See fig. 50) All 
AN815-6 კის -| Flared tube (LH πας) All 
AN815-6 Union -| Flared tube (RH пас) АП 
AN815-8 Union - ο. tube #11 
AN815-12D нор – Flared tube H 
110-730118-750 Tube Assy|- me & nac hyd pump suction 3/4 OD x . 049 x 
31. 56 in. Н 
110-730118-613 The A$sy|- Wing δι nac hyd pump suction 1,00 OD x . 049 x 
33. 1B in. (LH nac) J 
110-730118-621 Tube Ale Wing δι nac hyd pump suction 1.00 OD x . 049 x 
3 - 19 in. (RH nac) J 
110-730118-310 (+. Ау - Wing & пас hyd pump suction 3/8 OD x . 035 x 
28. 56 in All 
110-730118-30 T Е а. - Wing & nac hyd stainless stl 1/2 OD x .049 x 
28. 5D in. AY 
110-730118-230 TES eis lu down press. 3000 psi CRES 3/8 OD x .035 x 
a 50 in. All 
110-730118-390 Ton A$sy|- Brake on press. 1500 psi 3/8 OD x . 049 x 28. 62 
in. (LH nac) All 
AN815-16D Union ribrea tube J 
AN924-6 zm ა. ube & bhd univ ftg All 
AN924-8D Nut + Flar a ახი & bhd univ ftg All 
AN833-6 dial 4 үт d tube bhd & univ 90° А 
AN837-6 Elbow i F Ms tube & univ 45? E 
AN832-6 Union -|Flared tube 3/8 bhd & univ F 
AN837-8D Elbow - Flared tube & univ 45° G 
AN832-8D Union -| Flared tube 3/8 bhd & univ F 
110-730118-110 Tho A$sy|- pe & nac hyd pump suction 3⁄4 OD x , 049 x 
20. 50 im. H 
110-730118-619 Thbe Assy|- Wing & nac hyd pump suction 1.00 OD x . 049 x 
25.06 in. (LH nac) J 
110-730118-611 Thb Agsy|- Wing & пас hyd pump suction 1.00 OD x . 049 x 
of δὲ id. (RH nas) Ῥ 
110-730118-627 ვეს. ү - Wing & пас hyd pump suction 1.00 OD x , 049 x 
25. 63 in. (RH πας) Q 
AN815-16D ak - Flhred tube J 
110-730118-730 Tube Assy|- LG up press. 3000 psi 3/8 OD x .035 x 37.50 in, 
(їн һаа) А 
110-730118-740 the Assy - LG up press. 3000 psi stainless stl 3/8 OD x . 035 
X371501ი, (RH nac) A 
110-730118-970 pi Agsy|- up press. 3000 psi stainless stl 3/8 OD x . 035 
х 20.00|in. B 
110-730118-710 Tube Agsy - Wing & nac hyd 3000 psi stainless stl 1/2 OD x 
| . 049 x 35.75 in. (LH пас) A 
110-730118-720 Tube A sy|- ү & пас hyd 3000 psi stainless stl 1/2 OD x 
š (49 x $5.75 in, (RH nac) , A 
110-730118-950 Tibe წი. - jr & nac hyd 3000 psi stainless stl 1/2 OD x 
„049 X 21.06 in. B 
110-730118-670 Tube Assy|- LG down press. 3000 psi stainless stl 3/8 OD x 
.035 x $2.62 in. (LH nac) Α 
110-730118-680 Tube Agsy|- LG down press. 3000 psi stainless stl 3/8 OD x 
fs x $2.50 in. (RH nac) A 
110-730118-930 Tube Agsy|- LG down press. 3000 psi stainless stl 3/8 OD x 
x 40.00 in. B 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY WING & NACELLE HYDRAULIC SYSTEM TUBING INSTL (con 
PART NUMBER I 2 3 4 5 6 


110-730118-410 Tube A$sy|- Surf. conl brake on 1500 psi 3/8 OD x .049 x 
27.00 iñ. (LH nac) All 
AN6271-12-36, 00 Hpse Аззу - Hyd & pneu swivel ftg for 3/4 OD tube x 36. 00 in. 
(LH naq) H 
AN6271-12-31.00 Hose Assy| - Hyd ἃ pneu swivel ftg for 3/4 OD tube x 31. 00 in. 
(RH naq) H 
AN6271-6-32.00 Hpse A$sy|- Hyd & pneu swivel ftg for 3/8 OD tube x 32. 00 in. 
(LH naq) All 
AN6292-6-27. 00 Hpse ააა. yd & pneu high press. for 3/8 OD tube x 27.00 in. A 
AN6292-8-22. 00 Hpse Азву|- Hyd & pneu high press. for 1/2 OD tube x 22.00 in. A 
110-730118-870 Tube Assy|- LG down press. 3000 psi stainless stl 3/8 OD x 
| .035 x 33.00 in. (LH пас) Β 
110-130 118-880 Tube Agsy|- LG down press. 3000 psi stainless stl 3/8 OD x 
„035 x $2.38 in. (RH nac) B 
110-730118-890 be Аѕѕу - Wing & пас hyd 3000 psi stainless stl 1/2 OD x 
„049 X 31. 12 in. (LH nac) B 
110-730118-900 Tube A$sy|- Wing & nac hyd 3000 psi stainless stl 1/2 OD x 
. 049/x 32.00 in. (RH nac) B 
110-730118-910 Tube As$sy|- LG up press. 3000 psi stainless stl 3/8 OD x . 035 
x 354,81in. (LH nac) B 
110-730118-920 Tube Assy|- LG up press. 3000 psi stainless stl 3/8 OD x . 035 
x 85187 in. (ЕН nac) B 
AN6292-6-15. 00 Hose Agsy|- Hyd & pneu high press. 3/8 OD tube x 15.00 in. K 
AN6292-6-16. 00 Hos мау - Hyd & pneu high press. 3/8 OD tube х 16. 00 in. L 
AN6292-6-18. 00 Hose Agsy|~ Hyd & pneu high press. 3/8 OD tube x 18.00 in. M 
AN6292-8-15. 00 Hose Assy|- Hyd & pneu high press. 1/2 OD tube x 15.00 in. K 
AN6292-8-16, 00 Hose Agsy|~ Hyd & pneu high press. 1/2 OD tube x 16.00 in. N 
110-730118-510 Tube Agsy|- LG down emer press. 3/8 OD x .049 x 59.00 in. 
qs ac All 
110-730118-520 пре Agsy - is down emer press, 3/8 OD x .049 x 59, 25 in. 
(RH hac All 
AN815-6D Union -|ΕἹ tube Al 
110-730118-470 Tube Assy|- LG down emer press. 3/8 OD x .049 x 21. 75 in. All 
110-730118-450 пре Assy - LG down emer press. 3/8 Ор x .049 x 32.50 in. 
(ΠΗ͂ nac) АП 
110-730118-460 ре Assy|- LG down emer press. 3/8 OD x . 049 x 32.50 in, 
(RH na All 
110-730118-430 Tube aor G down emer press. 3/8 OD x .049 x 19. 75 in. C 
110-730118-631 Tibe Agsy|- LG down emer press. 3/8 OD x .049 x 20. 75 in. 
(DH µας D 
110-730118-632 Tube Азу |- LG down emer press. 3/8 OD x .049 x 20.75 in. 
(RH nac D 
ο 0 MODEL DESIGNATION SERIAL NUMBERS 
ODE 
A C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8127A 
B C-119G 51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
R4Q2 131662 thru 131719 
σ C-119G 51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 
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Section П 
Group Assembly Parts List 


FIGURE ჭ 
INDEX 
NUMBER 


PART NUMBER 


T.O. 1C-119F-4 


GROUP FUSELAGE 


MAJOR ASSEMBLY WING & NACELLE HYDRAULIC SYSTEM TUBING INSTL (Cont. ) 


LE ON MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


SERIAL NUMBERS 


51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-2717 

51-17365 and Subsequent 
131662 thru 131719 


51-2668 thru 51-8017 
51-8098A thru 51-8168A 
53-8069 thru 53-8081 


51-8018 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 

131662 thru 131719 


51-2662 thru 51-8017 
51-8098A thru 51-8168A 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 


51-2668 thru 51-2716 
51-8016 

51-7968 thru 51-8008 
51-8098A thru 51-8168A 


51-2717 : 
51-8009 thru 51-809 
51-17365 thru 53-7884 
IK-441 and Subsequent 
131662 thru 131719 


53-8071 thru 53-8079 


51-2717 
51-8009 thru 51-8097 
51-17365 ажа Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


52-5923 
53-3195 thru 53-3199 
93-8117 thru 53-8121 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure გ [GROUP — FUSELAGE UNITS] USABLE 


სის [MAYOR ASSEMBLY WING & NACELLE HYDRAULIC SYSTEM TUBING INSTL (Cont. ) 
PART NUMBER 


SERIAL NUMBERS 

C-119G 53-3200 thru 53-7884 
53-8122 thru 53-8156 

IK-443 and Subsequent 
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Section II T.O. 1C-119F-4 


6461 


Figure 83, Nacelle and Boom Oxygen System Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS] USABLE 


ა [MAJOR ASSEMBLY — NACELLE & BOOM OXYGEN SYSTEM INSTL | Κο 
*110-773814 Oxygen|System Instl - Nac & boom (See fig. 52) | All 
110-773814-110 lube Assy ac & boom oxy sys LH 5/16 OD x .035 x 28.00 in. A 
110-773814-350 bé Assy - Νας & boom oxy sys LH 5/16 OD x .035 x 49, 12 in. B 
110-773814-90 bẹ Assy| - Nac & boom oxy sys LH 5/16 OD x .035 x 71. 87 in. A 
110-773814-310 ире Assy - Nac & boom oxy sys LH 5/16 OD x .035 x 50.00 in. B 
110-773814-130 ube Assy] - Nac & boom оху sys LH 5/16 OD x .035 x 29. 12 in. Α 
110-773814-330 be #89) - Nac & boom oxy sys LH 5/16 OD x .035 x 54.00 in. B 
110-773814-150 ре Авву| - Nac & boom oxy sys LH 5/16 OD x .035 x 73.00 in. A 
110-773814-370 | bd Авзу| - Nac & boom oxy sys LH 5/16 OD x . 035 x 30.38 in. B 
110-773814-50 bé Agsy| - Nac & boom oxy sys LH 5/16 OD x . 035 x 55,50 in. АП 
110-773814-70 ube Assy| - Nac & boom oxy sys LH 5/16 OD x .035 x 91. 25 in. All 
110-773814~290 be Assy] ~ სას & boom oxy sys LH 5/16 OD x .035 x 16.87 in, All 
110-773814-250 bé Assy] - Nac & boom oxy sys LH 5/16 OD x .035 x 39.00 in. All 
110-773814-270 ube Assy - Nac & boom oxy sys LH 5/16 OD x .035 x 8.56 in. All 
110-773814-240 Tube Assy| - Nac & boom oxy sys LH 5/16 OD x .035 x 33, 75 in, All 
110-773814-40 be Assy] - Nac & boom oxy sys 5/16 OD x . 035 x 39, 87 in. All 
110-773814-140 Tube #85) - Νας & boom oxy sys RH 5/16 OD x .035 x 29. 81 in. A 
110-773814-340 be Assy] - Nac & boom oxy sys RH 5/16 OD x . 035 x 53. 12 in. B 
110-773814-160 bé Assy] - Nac & boom oxy sys LH 5/16 OD x .035 x 74.00 in. A 
110-773814-380 Тире Assy] - Nac & boom oxy sys RH 5/16 Ор x .035 x 50. 25 in. B 
110-773814-120 Ur Assy) - iac δι boom oxy sys RH 5/16 OD x . 035 x 28, 75 in. A 
110-773814-360 Tube A$sy| - Nac & boom oxy sys RH 5/16 OD x . 035 x 51.00 in. B 
110-773814-100 Tube Аѕѕу| - Nac & boom oxy sys RH 5/16 OD x .035 x 75,00 in. Α 
110-773814-320 Tube Agsy| - hac & boom oxy sys RH 5/16 OD x . 035 x 50. 25 in. B 
110-773814-170 Tube Á$sy|- Nac & boom oxy sys RH 5/16 OD x .035 x 61. 62 in. All 
110-773814-190 Tuba κ. - Nac & boom oxy sys RH 5/16 OD x . 035 x 54. 75 in. A11 
110-773814-210 be Assy - Κας & boom oxy sys RH 5/16 OD x . 035 x 10. 38 in. All 
110-773814-230 be ΑΦΒΥΙ - Nac & boom oxy sys RH 5/16 OD x . 035 x 22.88 in. All 
110-773814-30 be А, - i & boom oxy sys RH 5/16 OD x .035 x 40, 25 in. An 
110-773814-10 be Á$sy|- Nac & boom oxy sys RH 5/16 OD x . 035 x 16. 25 in. All 
ATTACHING TS 
755-5-2-8 C in + L τ type sup. All 
AN735D16 Clamp I Loop type bonding All 
AN815-5D ion - Fibs d tube 2 A 
AN815-5D ion -| Flared tube 8 B 
AN6036-1 Valve -| Low press. oxy 2 All 
AN816-5-4D Nipple + Flared tube & pipe thd 9 #11 
AN827-5D Cross 4 Flared tube 1 АП 
AN824-5D Тре Flared tube 3 All 
AN913-2 Plug} - Square hd pipe thd 5 All 
G-1 Cylinder -| Low press. oxy (Spec 94-40321) (ACR) (Class 03-K) 8 All 
USABL N MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-2662 thru 53-3203 
53-8069 thru 53-8124 
- IK-441 thru IK-442 
R4Q2 131662 thru 131689 
B C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 & Subsequent 
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Section H T.O. 1C-119F-4 


Figure 84. Nacelle Installation 
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Figure 6ου _ _ FUSELAGE | 
სასის [MAJOR ASSEMBLY NACELLE INSTL 
PART NUMBER L 2 3 4 5 6 


110-503066-22 
110-503066-21 
110-503066-24 
110-503066-23 
110-503100-1 
110-503100-2 
110-503101-1 
110-503101-2 
110-503102-1 
110-503102-2 
110-503103-1 
110-503103-2 
110-503104 
110-503105 
110-503106 
110-503107 
110-500051-1 
110-500051-2 
110-503057-21 
110-503068-21 
110-503068-23 
110-503068-25 
110-503076-21 
110-503086-21 
110-503086-22 
*110-520500-10 
*110-520500-50 
[110 -5 0500-90 
*110~520500-170 
*110-520500- 190 
*110-520500-30 
*110-520500-70 
*110-520500-110 
*110-520500- 130 
110-520500- 150 
110-556517 
110-556517-10 
110-530002-1 
110-530002-30 
110-530002-2 
110-530002-40 
110-503055-25 
110-503055-27 
110-503055-31 
110-503055-33 
110-500052-1 
*110-500052-2 
110-500058-1 
110-500058-2 
110-412210-3 
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celle|In 
celle In 
Fitting 
Fitting 

Fitti 

Fitti 

Fitti 

Fitti 
Fitting 
Fitting 
Fitting 
Fitting 
Fitting 
Fitting 
Fitting 
Fitting 
Fitting 


Fitting 
F tbe 


Fitti 
Fitti 
Fitti 
Fitti 


Fire 
Fitting 


T.O. 1C-119F-4 


stl LH] (See fig. 52) 
$tl RH] (See fig. 52) 
აიი MLG drag strut LH 
nstl ~- MLG drag strut RH 
ng + Drag strut inbd LH 
ng | Drag strut inbd RH 
ng [ Drag strut outbd LH 
g + Drag strut outbd RH 
| Nac to wing att inbd aft LH 
Мас to wing att inbd aft RH 
+ Nac to wing att inbd fwd LH 
t Nac [ο wing att inbd fwd RH 


Nac to wing att inbd fwd 
+ Nac to wing att inbd aft 
+ Nac to wing att outbd fwd 


e Assy - Nac fwd LH 
e Ἐν - Nac fwd RH 


g | Мас to wing att outbd aft 


Ne mt firewall att 


ng 5 № 
თ + Мас act. bkt LH 
g + Nac act. bkt RH 
tune Assy - Nac firewall LH 


Structure Assy - Nac firewall LH 


ture Assy - Nac firewall LH 
re Assy - Nac firewall LH 
re Assy - Nac firewall LH 
Assy - Nac firewall RH 
Assy - Nac firewall RH 
Assy - Nac firewall RH 
Assy - Nac firewall RH 
re Assy - Nac firewall RH 


ol 
Sy - Nac LH 


Fitting 4 Nac to wing inbd 


Fitting 
Fitting 


Frame 


Nac to wing inbd 
4 Nac to wing inbd 


ssy - Nac RH 


Frame jee -|Nac LH 


Door Assy |- Nac МІС LH 


Dgor Assy |- Nac MLG RH 
Swivel - MLG door 


| 
| 


+ Nac to wing att outbd aít LH 
+ Nac to wing att outbd aft RH 

Νας to wing att outbd fwd LH 
| Nac to wing att outbd fwd RH 


Nac fwd struct top & bottom eng 

Fitting + Nac fwd struct top & bottom eng 

ng + Nac fwd struct top & bottom eng 
lc fwd struct drag strut 


old - Firewall lord mt cooling 
- Firewall lord mt cooling 


Section II 
Group Assembly Parts List 


UN | TS} USABLE 


WemWezümoozcmoozt 


305 


Section II 
Group Assembly Parts List 


FIGURE & 


INDEX 


NUMBER 


306 


-11 
-12 
-12A 


-13 
-14 


-15 
-16 


-17 
-17A 


-18 
-19 
-20 
-21 


-22 
-23 


AN310-9 
AN960-916 
110-412202-31 


110-503124-10 
110-412202-33 
110-503063-10 
110-503063-50 


110-503063-20 
110-503063-60 


AN200K5 
110-503123-1 
110-503123-2 
AN207DP5 
110-503123-21 
110-503123-22 
FS1045-10 
FS1045-10 
110-503065-10 
110-503122 
110-503065-30 


110-500052-7 
110-500052- 11 


NAS75-5-008 


NAS75-5-011 


110-504050-1 
110-504050-2 
110-503116-110 
110-503116-120 
110-503127-210 
110-503127-220 
110-503127-1 
110-503127-2 
110-503127-150 
110-503127-160 
2376 
110-500059-1 
110-500059-2 
110-504050-157 


AN525-10-12 
AN525-10-8 


110-556015 
200-10 
200AC5/16 
200#C1/ 2 
110-680511-1 
110-580061-31 
MS28741-4-0374 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


- Eng cowl 
k-O-Seal (WFRC) 
-O-Seal (WFRC) 


8885 


GROUP FUSELAGE 


MAJOR ASSEMBLY NACELLE INSTL (cont 
PART NUMBER 


UMTS] USABLE 


ON 
EXTENDERE ο ae 
PARTS 
Castellated airframe stl 9/16-18 All 
we r|- Plain stl reg ser 9/16 in, bolt All 
Washer |- MLG door swivel All 
Cóver Assy - Nac MLG door vent All 
Bushing|- MLG door swivel Al 
შახი + Nac MLG door hinge LH С 
F tting 1 Nac MLG door hinge LH (Use as spares in lieu 
oflpart No. 110-503063-10) D 
“aga + Nac MLG door hinge RH C 
Fitting + Nac MLG door hinge RH (Use as spares in lieu 
oflpart No. 110-503063-20) 2 D 
Bearing - Heavy duty ball 1 All 
Fitting Азу - MLG door hinge LH 1 A11 
Fitti ssy - MLG door hinge RH 1 #11 
ο - Heavy duty double row ball 1 #11 
Fitting - MLG door hinge LH 1 All 
Fitting - MLG door hinge RH 1 All 
Door|- ა.ი. type insp 4 A 
Door|- Spring type insp 8 B 
Fitting Mi - Nac MLG door 2 ΑΙ] 
Fitting Assy - Nac MLG door 2 A11 
Fitting Assy - Nac MLG door 2 All 
A TAC ING Pants 
Spacer G door 2 All 
Sphodr MILG door 4 АП 
Byshing|- Plain press fit stl .4386 OD x . 3125 ID x 1/4 in. 
(Use on part Νο. 110-503065-10 & -30) * All 
Bush ng|- Plain press fit stl , 4386 OD x .3125 ID x 11/32 
in| (Use on part No. 110-503122) All 
Skin | inger Assy - Nac LH A11 
Skin & Stringer Assy - Nac RH #11 
Curtain Assy - Nac LH Ῥ 
თმა Assy - Nac RH P 
Curtain Assy - Nac LH F 
Curtain Ássy - Nac RH F 
C ndn stl - Nac LH E 
Curtain [nst] - Nac RH E 
Curtdin Assy - Nac LH E 
C რიდ Assy - Nac RH E 
Plug L Rubber (ATI) АП 
Door |Аѕву - Nac access LH A11 
Door ტით - Nac access RH All 
Door /Аѕву - Nac access АП 
ATTACHIN PARTS 
Screw - Washer hd stl 10-32 x 3/4 in. All 
Screw -|Washer hd stl 10-32 x 1/2 in. All 
All 
All 
All 
All 


-O-8eal (WFRC) 


s 
Hot fuel prime drain 
el inlet 


- Hot fuel (See fig. 35) 
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GROUP 


FIGURE & 
ა, MAJOR ASSEMBLY 
PART NUMBER 

84 
-38 | MS28741-4-0414 
-39 21014 
-40 110-680510-11 
-41 56B17 


-42 MS29512-4 
-43 30C51 


Revised 15 February 1957 


T.O. 1C-119F-4 


FUSELAGE 
NACELLE INSTL (cont) 


Section II 
Group Assembly Parts List 


——— UK | TS] USABLE 
| PER ON 


CODE 
| 
| 
Hose] Agsy |- Hot fuel outlet 1 ** | 
Clamp Assy -| Hot fuel prime exhaust tube | 1 ** 
be ipd - Hot fuel prime exhaust 1 жж 
Bülb - Temp (LEN) | 1 жж | 
"Фф" Ring -| Fuel resistant straight thd tube ftg I 2 XX 
**NOTE: Applicable to A/C retrofitted with hot fuel prime 
USA Lif ON 
COD MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-8023 
51-8098A thru 51-8168A 
B C-119G 51-8024 thru 51-8097 
51-17365 & Subsequent 
ІК-441 & Subsequent 
R4Q2 131662 thru 131719 
C C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6012 | 
53-8069 thru 53-8101 
R4Q2 131662 thru 131719 
D C-119G 51-8035 thru 51-8052 
| 52-6013 thru 53-7884 
53-8102 thru 53-8156 
IK-441 & Subsequent 
E R4Q2 131662 thru 131719 
F C-119G 51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 δι Subsequent 
G| C-119G 53-7864 thru 53-7884 
IK-458 & Subsequent 
H C-119G IK-456 thru IK-457 
J C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
| 53-8069 thru 53-8116 
IK-441 thru IK-442 
| |K C-119G 53-7864 thru 53-7884 
| [L| C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
RAQ2 131662 thru 131719 
M C-119G 51-8053 thru 53-7859 
53-8069 thru 53-8156 
IK-441 thru IK-45'7 
307 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


leveure a | GROUP FUSELAGE 


წ UNITS) USABLE 
i NUMBER [MAJOR ASSEMBLY NACELLE INSTL (cont ON 


CODE 
PART NUMBER | 


84 

διά ON | 

i CODE MODEL DESIGNATION SERIAL NUMBERS 

| 

| М C-119G 51-2662 thru 52-5846 

| 52-6000 thru 52-6027 

| P C-119G 51-8098A thru 51-8127A 

| C-119G 53-7860 thru 53-7863 

IK-458 & Subsequent 

C-119G IK-456 & Subsequent 

| 
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T.O. 1C-119F-4 Section II 


as 


1 


N 


Figure 85. Wing Center Section Oil System Installation (LH) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List . 


FIGURE & | GROUP FUSELAGE ი. 
სასი [MAJOR ASSEMBLY WING CENTER SECTION OIL SYSTEM INSTL (LH PER | ΟΝ 


ASSY. | CODE 
PART NUMBER | 2 3456 
*110-670502 БЇЇ|- Wing center sect. (LH пас) (See fig. 52) All 
AN924-16D lared tube bhd & univ ftg All 
AN837-16D + Flared tube & univ 45° À 
AN833-16D Elbow 4 AR d tube & bhd univ 90° A 
AN833-16D bow + Flared tube & bhd univ 90° B 
AN832-16D ion -| Flared tube 3/8 bhd & univ All 
AN123874 ali- ΙΟ ring oil res A 
AN123874 Seal|- 'C" ring oil res B 
ÀN9290- 16 Gasket |- Straight thd tube ftg boss B 
110-670502-370 Tube Аѕѕу - Wing center sect. oil sys 1.00 OD x .049 x 
27.31 in. ` All 
110-670502-390 Tube Assy - Wing center sect. oil sys 1.00 OD x .049 x 
9, 25 i Α 
110-670502-810 be Е - Wing center sect. oil sys 1. 00 OD x . 049 x 
27. 12 in. B 
110-670502-490 be Assy - Wing center sect. oil sys 1.00 OD x .049x 
39, 12 in. All 
110-670502-530 Tube pud - Wing center sect, oil sys 1.00 ODx .049 x 
37. А All 
184-16 ΑΙ] 
AN824-16D C 
AN834- 12D D 
AN894D16-6 C 
AN894D12-6 D 
AN924-12D H 
AN924-12D J 
AN815-12D D 
AN939D12 H 
AN6 290-12 H 
AN6290-12 - J 
110-670502-310 85 
51. წ C 
110-670502-850 be Ass ing center sect. oil sys 3/4 OD x . 035 x 
2V, š T 
110-670502-611 be Ass ing center sect. oil sys 3/4 OD x .035 x 
20. in. U 
110-670502-615 bé Assy - Wing center sect. oil sys 3/4 OD x . 035 x 
25, 90 in. w 
AN924-6D tube bhd & univ ftg ΑΙ] 
AN832-6D All 
AN927-6D All 
7501-2 All 
ΑΝΘ 290-6 traight thd tube ftg boss All 
110-670502-30 ing center sect. oil sys 3/8 OD x .035 x 
, C 
110-6'7050 2-830 ing center sect. οἱ] sys 3/8 OD x .035 x 
У р 
110-6'70502-10 ing center sect. oil sys 1.00 OD x .049 x 
$ I C 
110-670502-950 ing center sect. oil sys 3/4 OD x ,035 x 47. 75 in. D 
AN742-19C All 
AN924-32D All 
AN837-32D Flared tube & univ 45° All 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION OIL SYSTEM INSTL (LH) (cont 


AN6290-32 
950004-32-66.00 


FIGURE & 
INDEX 
NUMBER 


asket - Straight thd tube ftg boss 
lose Assy! (AQ) 


950004-32-62.00 lose Assy| (AQ) 
ATTACHING PARTS 
AN'142-38C lamp + Loop type sup. cushion 


9903-32D41. 50 


(AQ) 
G PARTS 


ANSH5A cft stl 5/16-24 x 19/32 in. 
AN960D516 - Plain Al al reg ser 5/16 in, bolt 
АМ№Т63-32 


AN743-12 


WE408-2D 


12280-1 tat 1N0° - 180° (AIR) 

AN900-16 dop er asbestos annular 

G-1 lec res type therm (Spec 21183) (GFAE) 

No Number lec res type therm type G-1 (Spec 21183) (GFAE) (WS) 
AN900- 10 opber asbestos annular 


110-670502-5 ihg center sect. oil sys 1-1/4 ID x 4. 00 in. 


A3122-28-59 


110-67050 2-3 ing tenter sect. oil sys 1-1/4 OD x .049 x 40.00 in. 
G PARTS 


Loop type sup. cushion 


AN'42-20C 


K1340B 8 (КОЕ) 


AN900-24 opper asbestos annular 
110-670502-161 - ie center sect. oil sys 
il sys accessory 


110-670017-21 


TACHING [PARTS 
AN365- 1032 s F iu locking stl 10-32 
AN3-5A lti- Асг stl 10-32 x 21/32 in. 
AN960-10L 


AN'156D32 


AN365D524 
AN960D516 
AN5-11A 


AN763-32 
AN761D32 
АМ924-325 
AN832-32S 
950192-32D79.50 
950192-32D38. 50 


AN742-38C 
AN742-38C 
AN742-37C 


type sup. cushion 
type sup. cushion 
type sup. cushion 


1111-518198 
MS28741-32-0370 


etach. endftg med press. for 2.00 OD tube x 
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Section IL 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 
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MS 28741-32-0310 


AN814-16DL 
AN6290-16 
*110-671010-1 
110-671028-1 
110-673500-1 
110-673500-10 


lank Inst] 


ON 


T.O. 1C-119F-4 


in. 
r - Screw thd 

ght thd tube ftg boss 

Oil sys LH (See fig. 87) 
Oil sys LH (See fig. 87) 


- Wing center sect. LH (See fig. 88 & 89A) 
- Wing center sect. LH (See fig. 89 & 89B) 


(Continued on fig. 86) 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBE RS 


51-2662 thru 51-2680 Ἢ 
91-8098 thru 51-8168 


51-2681 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003. 
53-8069 thru 53-8132 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8133 thru 53-8156 
IK-441 & Subsequent 
131690 thru 131719 


91-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131709 


51-2662 thru 52-5846 
51-17365 thru 51-17367 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
92-6004 thru 53-3165 
53-8069 thru 53-8132 
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FIGURE ἆ 
INDEX 
NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


MODEL DESIGNA TION 


Section II 


Group Assembly Parts List 


SERIAL NUMBE RS 


IK -441 thru IK-442 
131690 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8133 thru 53-8156 
IK-443 & Subsequent 


IK-441 & Subsequent 


51-2662 thru 52-5922 
92-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-811" thru 53-8156 
IK-443 & Subsequent 


52-584" thru 52-5922 
92-5924 thru 52-5954 
52-6028 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


51-2662 thru 52-5921 
52-5924 thru 53-3143 
53-8069 thru 53-8016 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3144 thru 53-7884 
53-8077 thru 53-8156 
IK-443 & Subsequent 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8079 thru 53-8156 
IK-443 & Subsequent 


51-2662 & Subsequent 
131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
92-5924 thru 52-5954 
92-6004 thru 53-3165 
93-8069 thru 53-8132 
IK-441 thru IK-442 

131690 thru 131719 
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Section IL T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


UNITS|USABLE 
MAJOR ASSEMBLY WING CENTER SECTION OIL SYSTEM INSTL (LH) (cont) pol 


тим Jie sase S y 


85 MODEL DESIGNATION SERIAL NUMBERS 
C-119G 53-3166 thru 53-3170 
C-119G 52-5922 thru 52-5923 
53-3171 thru 53-7884 
53-8133 thru 53-8156 
IK-443 & Subsequent 
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Section H 


T.O. 1C-119F-4 


p» 


d | 
©) 
er r 

A 


IN 


Figure 86. Wing Center Section Oil System Installation (RH) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


JNDEX UN ITS] USABLE 
NUMBER ΠῚ 
Pra fie seseo O 
(Continued from fig. 85) 
*110-670502 oil System Inst Wing center sect. (RH nac) (See fig. 52) АП 
AN924-16D Nut - Flared tube bhd & univ ftg All 
AN837-16D - Flared tube & univ 45° A 
AN833-16D | - Fldred tube & bhd univ 90° A 
AN833-16D | - re tube & bhd univ 90° B 
AN123874 : UE "' ring oil res A 
AN123874 al 4 “D” ring oil res B 
AN6290-16 asket -| Straight thd tube ftg boss B 
AN815-16D ° Flare tube All 
110-670502-380 ! d Ris a center sect. oil sys 1.00 OD x .049 x 27.31 in. АП 
110-670502-400 be |Авву + Wing center sect. oil sys 1.00 OD x .049 x 9.50 
in. A 

110-670502-820 049 x 27.12 
B 

110-670502-450 049 x 34.38 
All 

110-670502-470 049 x 24.00 
All 
AN832-16D 3 tube 3/8 bhd & univ All 

110-670502-410 [Assy + Wing center sect. oil sys 1.00 OD x .049 x 28. 50 
i N 

110-670502-990 049 x 29.50 
F 

110-670502-430 049 x 29.38 
in All 

“τής ΙΝ ARTS 

784-16 Clamp ( | АП 
AN824-16D Tee 4 მეგი d tube σ 
AN834-12D Tee ! Bhd & uhiv flared tube D 
AN894D16-6 Bushing |- Screw thd expander C 
AN894D12-6 ushi - T thd expander D 
AN924-12D Nut -| Flared tube bhd & univ ftg Q 
AN924-12D be bhd & univ ftg P 
AN815-12D ` D 
AN939D12 Q 
AN6290-12 Q 
AN6290-12 P 

110-670502-290 ing center sect. oil sys 1.00 OD x .049 x 52.50 
C 

110-670502-890 ing center sect. oil sys 3/4 OD x .035 x 29.18 

K 

110-670502-603 ing center sect. oil sys 3/4 OD x .035 x 29.50 
ii їп} (Use for spares in lieu of part No. 110-670502-890) L 
110-670502-613 be|Assy |- Wing center sect. oil sys 3/4 OD x .035 x 27.62 in. ν 
110-670502-617 Tube| Assy : Wing center sect. oil sys 3/4 OD x .035 x 27.12 in. 7 

ATTACHING PARTS 

AN742-19C chimp -| Lgop|type sup. cushion All 
AN924-6D Nut ~ Flared tube bhd & univ ftg All 
AN832-6D Unio #3 "i tube 3/8 bhd & univ All 
AN927-6D Elbow - Паў screw thd 90° All 
7501-2 Valve - [Drain|(Spec 28208) (KOE) All 
AN6290-6 ar t 4 Straight thd tube ftg boss All 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY — WING CENTER SECTION (RH) OIL SYSTEM INSTL (cont 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER | 2 3 4 5 6 


110-670502-250 
110-670502-910 
110-670502-270 


8sy| - Wing center sect. oil sys 3/8 OD x . 035 x 21. 87 in. 
i - Wing center sect. oil sys 3/8 OD x .035 x 16. 12 in. 
У - Wing center sect. oil sys 1.00 Ор x , 049 x 44, 25 


110-670502-970 


jm ing Center sect. oil sys 3/4 OD x . 035 x 51. 5 in. 
ARTS 
amp + Loop type sup. cushion 


AN742-19C 


AN924-32D 
AN837-32D 
AN6290-32 
390A32D60. 00 
MS28741-32-0550 


ut + Ый be bhd & univ ftg 
Ellb р: ed tube & univ 45° 


raight thd tube ftg boss 
(AQ) 


AIRTS 
op type sup. 


AN742-38C 
184-36 


9903-32D41. 50 


ΑΝΡΗΡΑ 


AN960D516 lain Al al reg ser 5/16 in. bolt 
АМ№Т63-32 ivel ftg f1 
ANT43~-12 op type sup. 


WE408-2D 
12280-1 
AN900-16 
G-1 
125586 
AN900-10 
110-670502-5 


д ) 
T oft t 170? - 180? (AIR) 


A3122-28-59 


110-670502-3 


ARTS 
Op type sup. cushion 


AN'142-20C 


K1340B 
AN900-24 
110-670017-21 


opper asbestos annular 
il sys accessory 


AN365-1032 
AN3-5A 
AN960-10L 


AN756D32 


AN365D524 
AN960D516 
ÀN5-11A 


AN763-32 
AN761D32 
АМ№924-325 
AN832-328 
950002-32817. 44 
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` Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


318 


MAJOR ASSEMBLY 


950004-32-10. 75 
1111-518198 
950225-32D18. 75 
950004-32-31. 50 
95000 2-32817. 44 
AN814-16DL 
AN6290-16 


*110-671010-2 
*110-671028-2 
*110-673500-2 


110-673500-20 


olér 108 - 


T.O. 1C-119F-4 


GROUP FUSELAGE 


WING CENTER SECTION (RH) OIL SYSTEM INSTL (cont) 


με, iesse τω 


raight thd tube ftg boss 
Oil sys RH (See fig. 87) 
| Oil sys RH (See fig. 87) 
- Wing center sect. RH (See fig. 88 & 89A) 
- Wing center sect. RH (See fig. 89 & 898) 


MODEL DESIGN 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


R4Q2 


R4Q2 


C-119G 


R4Q2 


C-119G 


UN ГТЗ | USABLE 


ON 
CODE 
T 
J 
H 
U 
T 
G 
G 
5 
T 
C 
D 


ATION SERIAL NUMBERS 


51-2662 thru 51-2680 
51-8098 thru 51-8168 


51-2681- thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8132 
131662 thru 131689 


51-8031 thru 51-8097 
92-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8133 thru 53-8156 
IK-441 & Subsequent 
131690 thru 131719 


51-2662 & Subsequent 
131662 thru 131719 


51-8033 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
91-17365 thru 51-17367 
52-6000 thru 62-6011 

131662 thru 131709 


51-2662 thru 52-5846 
51-17365 thru 51-17367 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
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GROUP FUSELAGE 


PART NUMBER 


` 


Revised 15 February 1957 


T.O. 1C-119F-4 


FIGURE & 
სას [MAJOR ASSEMBLY WING CENTER SECTION (RH) OIL SYSTEM INSTL (cont 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C119G 


C-119G 


R4Q2 
C119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 
R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


UN | TS| USABLE 


SERIAL NUMBERS 


52-6028 δι Subsequent 
IK-441 & Subsequent 


51-8031 thru 51-8032 


51-8033 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8132 
IK-441 thru IK-442 

131690 thru 131719 


51-2662 thru 51-8032 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8133 thru 53-8156 
IK-443 & Subsequent 


51-8031 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131690 thru 131119 


IK-441 & Subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-811" thru 53-8156 
IK -443 & Subsequent 


52-5847 thru 52-5922 
52-5924 thru 52-5954 
52-6028 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


91-2662 & Subsequent 
131662 thru 131719 


93-3166 thru 53-3170 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE үнїт5 USABLE 
INDEX 
ასი [MAJOR ASSEMBLY 


86 › MODEL DESIGNATION SERIAL NUMBE RS 
C-119G 52-5922 thru 52-5923 
53-3171 thru 53-7884 
53-8133 thru 53-8156 
IK-443 & Subsequent 
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Section II 


T.O. 1C-119F-4 


Oil System Cooler Installation 


Figure 87. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & | GROUP FUSELAGE 
INDEX — | MAJOR ASSEMBLY OIL SYSTEM COOLER INSTL 


Ποπ OlLsvSTEMCOOLERINSTL | 
PART NUMBER | 2 3 ს 5 6 


*110-671010-1 C г Instl - ОЙ sys LH (See fig. 85) 
*110-671028-1 Cooler Instl -| Oil sys LH (See fig. 85) 
*110-671010-2 Cpoler id: - Oil sys RH (See fig. 86) 

С ) 


UNITS|USABLE 


*110-671028-2 poler 11511 - Oil sys RH (See fig. 86 
164ER Attuator -|Ratary (LA) 
ΑΙΓΤΑΟΗΙΝά PARTS 
AN365-428 | Nut + Self locking stl 1/4-28 
AN960-416L | Washer|- ΤΕ stl light ser 1/4 in. bolt 
AN4-24A Bblt|- Acft stl 1/4-28 x 2-17/32 in. 
110-671025 Crank - Oil cpoler shutter bar 
АТА CHING ARTS 
AN364- 1032 Nut t 5811 ας thin stl 10-32 
FS2701-63-.064 Disc - Al 4l .064 x . 630 OD 
AN23-56A , Bolt - Glevis 81 10-32 x 3-17/32 in. 
F44-14 Rod End (HEC) 
ATTACHING PARTS 
AN320-4 Nut + Cast eth shear stl 1/4-28 
AN960-416 asher|- Plain stl reg ser 1/4 in. bolt 
AN4-10 Bolt - Acft st] 1/4-28 x 1-1/32 in. 
AN320-4 Nut + ე.ე.“ shear stl 1/4-28 
AN960-516L Washer|- Plain stl light ser 5/16 in. bolt 
AN960-416 ee - Plain stl reg ser 1/4 in. bolt 
AN316-4R Nut + Acft Ege 1/4-28 
110-671031 πα + Oil qooler shutter act. 
110-670013 Fitti 3 Oil cooler flared tube 4 bolt 
110-670020-21 Fitting + Oil cooler flared tube 4 bolt 
322921 ' Retainer -|Size 32 elec shut-off 28 V dc gate (HOA) 
ATTACHING PARTS 
AN365-524 MI 1 Self locking stl 5/ 16-24 
AN4059-1 Gasket + ο... mtg pad 
AN960-516L | Washer - Plain stl light ser 5/16 in. bolt 
322920 Abarter - Bize 32 elec shut-off 28 V dc gate (HOA) 
NAS 27-4-28 Turnbu¢kle - Tank strap 
110-671016 Strap зу - Dil cooler sup. 
110-671016-50 Stead Assy, - Dil cooler sup. 
110-671016-60 Strap pee - Dil cooler sup. 
110-671016-70 Strap Assy - Oil cooler sup. (Includes one NAS25-4KL & one 
| NAS25-4KR & may be used in lieu of part No. 110-671016- 
| | 50 of -60) 
*110-671016-30 Strap SE Oil cooler sup. 
*110-671016-40 Strap Assy - Oil cooler sup. 
NAS25-AKL Trunnion - Tank strap thd 
NAS25-4KR Trunnidn - Tank strap thd 
86700-160-24 Regulat "en - 22 in. dia ΑΙ oil temp (AIR) (Interchangeable 
| | with part No. 86700-3) 
86647-1 | Cooler Assy - 221п. dia ΑΙ oil temp (AIR) 
SA8019B16 | | Plug|- Drain (AIR) 
2A4633-16 | Gasket - Drain plug (AIR) 
17589-2 | | Valve Assy (AIR) 
17589-2-160-24 Valve Assy (AIR) 
ATTACHING PARTS 
2A5'154-49 | Screw (AIR) 
2A5754-16 Screw (AIR) 
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FIGURE & | GROUP 


INDEX 
NUMBER 


87 


-21C 


-23 


-24 
-25 


-26 


-21 
-28 
-29 


-30 


-31 
-32 
-33 


-34 
-35 


MAJOR ASSEMBLY 
PART NUMBER 


86421 
110-671012-10 
110-671012-20 


AN365-1032 
AN960-10 
AN525- 10-12 


110-671023-10 
110-671021-50 
110-671021-70 
110-671021-15 


110-671021-16 


110-671020-10 
110-671019-10 
110-671018-10 


AN960-10 
AN393-11 
AN960-616L 


110-671026-21 
110-671027-3 
110-671027-5 
110-671027-11 
110-671027-7 
110-671011-23 


Revised 15 May 1957 


FUSELAGE 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


OIL SYSTEM COOLER INSTL (Cont) 


2 ἃ 4 5 6 


Gasket 


Shutter 
Shutter 


2 10 
ATTACHING 


Nut 


Self 


25068LI – 


Blade Al 
Bled 
ATT. н 


asher 


Bar Assy 
Blade Ass 


Hinge - 
Hinge - 


(AIR) 
Assy 
Assy 


n 


ARTS 
ocking stl 10-32 


ГОП cooler reg (Alternate to part No. 110-671012-1) 
Oil cooler reg (Alternate to part No. 110- 


lain stl reg ser No. 10 bolt 


Oil cooler shutter 


671026-21) 


671026-21) 


Screw - “н hd stl 10-32 x 3/4 in. 


- Oil cooler shutter No. 4 LH 
Blade Assy - Oil cooler shutter No. 4 RH 
Oil cooler shutter (Made from part No. 110- 


Oil cooler shutter (Made from part No. 110- 


55у - Oil cooler shutter No. 3 
de Assy - Oil cooler shutter No. 2 
Assy - Oil cooler shutter No. 1 
ING PARTS 


- Plain stl reg ser No. 10 bolt 


.375 OD x 3.69 in. 
.375 OD x 2.13 in. 
.375 OD x . 190 in. 
.375 OD x 2. 79 in. 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


51-2662 & Subsequent 
131662 thru 131719 


IK-441 & Subsequent 


Pin 4 Flat hd 3/16 x 35/64 in. 
Was er|- Plain stl light ser 1/4 in. bolt 
| Support|- Oil cooler shutter hinge pin 
Pin + O11 cooler shutter hinge 
Pin + on cooler shutter hinge 
Pin 4 Oll cooler shutter hinge 
Pin + ОП cooler shutter hinge 
Ring|- Qil cooler shutter sup. 
USABLE ON 
COD 
A C-119G 
R4Q2 
B C-119G 
C C-119G 
R4Q2 
D C-119G 
E C-119G 
R4Q2 
LI C-119C 
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Figure 88. Wing Center Section Oil Tank Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


MAJOR ASSEMBLY WING CENTER SECTION OIL TANK INSTL წამ 
| 2 3.4 5 6 
88 *110-673500-1 Оп T Inst! ~ ү center sect. LH (See fig. 85) Ref A 
*110-673500-2 011 T Inst] - Wing center sect. RH (See fig. 86) Rei A 
- 1 EA584A852L Tank Unit Assy - Liquidometer oil LH (LI) 1 A 
EA584A852R Tank Unit Assy - Liquidometer oil RH (LD 1 A 
ATTACHING PARTS 
- 2 АМАНТА Bolt |- #0LL αἱ 1/4-28 x 29/32 in. 5 A 
AN960-416 asiler - Plajn stl reg ser 1/4 in. bolt 5 A 
- 3 FS4800 Gasket Í Liquidometer oil 1 A 
- 4 390A16D11.50 Hose Assy|(AQ) 1 A |I 
- 4А AN815-16D Union -|Flared tube З 1 А 
- 48 AN6290-16 G ა Ë sala thd tube ftg boss 1 A 
- 5 AN924-16D Nh Flared tube bhd & univ ftg 1 A 
- 6 AN833-16D Elbow - Flaréd tube bhd & univ 90? 1 A 
- 6A AN6290-16 Gasket + Straight thd tube ftg boss 1 All 
- 6B 110-673515 Piaté - oi ian overflow drain adapter 1 A 
ATTACHING PARTS 
- 6C AN4H6A Be - Ас stl drid hd 1/4-28 x 25/32 in. 8 Α 
- 7 110-673516 GhsNet L 01) tank overflow drain 1 A |1 
- 8 #110-673506-21 Sump - Oil tank self sealing 1 A 
#110-673506-25 Sump - ОП T self sealing 1 A 
#110-673506-31 sim; - Oil tank self sealing 1 A 
##110-673506-10 Sump A | - Dil tank self sealing (For breakdown see fig. 89) Ref А |I 
##110-673506-30 Sump Assy - Oil tank self sealing (For breakdown see fig. 89) Ref A 
- 9 #110-673509-5 Clip|- Qil tank sump sup. 3 A 
#110-673509-7 Era - Qil ane sump sup. 3 A 
#110-673509-19 Clip|- Qil tank sump sup. 3 A 
-10 | ##110-673512-10 Bracket - Dil tank sump sup. 1 A 
##110-673512-30 Braqket - 011 tank sump sup. 1 A 
#110-673512-20 Braqket - Dil tank sump sup. 1 A 
#110-673512-40 Braqket - Dil tank sump sup. 1 A 
(##) (#) 110- Clip|- Qil tank sump sup. (Alternate for part No. 110-673512-10, 
673509-17 -20,|-30, & -40) 2 A 
-11 110-673517-1 Dooy Agsy, - სოს. center sect. οἱ] tank ΤΗ 1 A 
110-673517-30 Door A$sy - Wing center sect. oil tank LH 1 ** 
**NOT Um for spares in lieu of part No. 110-673517-1 
110-673517-2 Door A$sy|- Wing center sect. oil tank RH 1 Α 
110-673517-40 Door Assy - Wing center sect. oil tank RH 1 ** 
**NOTE: Шве for spares in lieu of part No. 110-673517-2 
Avie ING PARTS 
~12 AN365-1032 t - Self locking stl 10-32 
AN960-10 asher| - Plain stl reg ser No. 10 bolt |50 A 
AN3-4A ltl- Асі stl 10-32 x 17/32 in. 50 Α 
AN365-428 t + Self flocking stl 1/4-28 14 A 
AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 14 A 
AN4-4A Bolt|- Acft stl 1/4-28 x 17/32 in. 6 A 
AN4-6A Bolt|- jen. stl 1/4-28 x 25/32 in. 2 Α 
AN4-5 Bolti- Acft stl 1/4-28 x 21/32 in. 6 A 
-13 110-673009-50 Val ssy - Oil tank 2 A 
-14 110-. 6715009 -5 se - ОЦ tank valve 1 Α 
-15 110-673009- 30 Shaft Assy - Oil tank valve 1 A 
+16 110-673009-7 ар |- Oil tank valve 1 A 
-17 110-673009-11 Shaft - Oil tank valve 1 A 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION OIL TANK INSTL (Cont. ) 


UN I TS} USABLE 


ON 
CODE 
PART NUMBER 
AN6230-4 ing hyd A 
AN6230-4 ring hyd A 
AN6227B31 ' ring hyd A 
110-673508 k eng oil return A 
110-673508-3 k eng oil return A 
110-673505 il tank interspar A 
110-673503-10 Oil tank A 
RTS 
AN4-13 | 1/4-28 х 1-13/32 їп. А 
AN960-416 hey - Plain stl reg ser 1⁄4 in, bolt A 
110-673507 ket A ο - Oil tank deaereator sup. А 
HING RTS 
AN4-7A - Acft stl 1/4-28 x 29/32 in. A 
200AC1/4 en - Papas (WFRC) A 
201-03-3 A 
201-08-1 А 
201-05-3 А 
AN4-6 A 
AN960-416 A 
201-07-3 A 
AN74-10 A 
AN960- 416 A 
201-01-3 sy (HCAI) (Includes 201-03-3, 201-05-3 & 201-07-3) XX 
TE: |Use for spares in lieu of part Νο. 201-01-1 
110-673514 - Qil tank filler neck A 
110-673501-5 i 
Α 
110-673501-6 
A 
AN74A6 ld hd stl 1/4-20 x 25/32 in. A 
AN960-416 in stl reg ser 1/4 in, bolt A 
FCA26820 - oda (Use in self sealing oil cell) A 
FCB26819-1 d (Use in self sealing oil cell) A 
FCB26819-2 d (Use in self sealing oil cell) A 


9 on Fig, 89) 


#Alternate Parts 
##Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131689 
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T.O. 1C-119F-4 Section Ἡ 


Figure 89, Wing Center Section - Οἱ] Tank Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNITS! USABLE 
(Continued from figure 88) 
*110-673500-10 il Ta LI + სის center sect. LH (See fig. 85) A 
*110-673500-20 11 Ta LI – Wing center sect. RH (See fig. 86) A 
EA584A852L ank [Unit Assy - Liquidometer oil LH (LI) A 
EA584A852R ank Unit ША - Liquidometer oil RH (LD A 
A ARTS+ 
АМАНТА 5t111/4-28 x 29/32 in. A 
AN960-416 Wa laih stl reg ser 1/4 in. bolt A 
FS4800 a iquidometer oil A 
#110-673506-10 - di tank self sealing B 
#110-673506-30 | - Gil tank self sealing C 
110-673506-70 - Gil tank self sealing жж 
ѕе {ог spare гер] in lieu of part No. 110-673506-10, 
110-673506-30 
ARTS 
AN74-6 drld hd stl 1/4-28 x 25/32 in. D 
ΑΝΤ4-5 drid hd stl 1/4-28 x 21/32 in. D 
AN960-416 Plain stl reg ser 1/4 in. bolt D 
110-673506-23 Sump|- Oil tank self sealing (Used in 110-673506-10) B 
#110-673506-25 Sump|- Oil tank self sealing (Used in 110-673506-30) C 
#110-673506-31 Sump!- Oil tank self sealing (Used in 110-673506-30) C 
##110-673509-7 Cl O)! tank sump sup. D 
##110-613509-19 ib + ОН tank sump sup. J 
#110-673512-30 jacket |- Qil к sump sup. D 
#110-673512-40 Bracket |- Gil tank sump sup. D 
3110-673509-17 Cl | оп ded sump sup. (Alternate to 110-673512-30 & 
| 11D-673512-40) (Also see fig. 88) J 
110-673517-1 Assy - "s center sect. oil tank LH D 
110-673517-30 AsBy + Wing center sect. oil tank LH (Use for spares in 
lieu of part No. 110-673517-1) J 
110-673517-2 raed + Wing center sect. oil tank RH D 
110-673517-40 Assy - Wing center sect. oil tank RH (Use for spares in 
lieu of part No. 110-673517-2) J 
ATTACHING PARTS 
AN365- 1032 Nut - Si locking stl 10-32 A 
AN960-10 Washer - Plain st! reg ser No. 10 bolt A 
AN3-4A st! 10-32 x 17/32 in. E 
AN3-4A 8(1 10-32 x 17/32 in. J 
AN365-428 bcking stl 1/4-28 A 
AN960-416 Blain stl reg ser 1/4 in. bolt A 
AN4-5A stl] 1/4-28 x 21/32 in. 8 
AN4-4A ! stl) 1/4-28 x 17/32 in. A 
AN4-7A stl 1/4-28 x 29/32 in. E 
AN4-6A 5Η 1/4-28 x 25/32 in. E 
AN4-6 stl] 1/4-28 x 25/32 in. E 
AN4-5 stl] 1/4~28 x 21/32 in. E 
AN4-5 501 1/4-28 x 21/32 in. E 
AN3-5A stl 10-32 x 21/32 in. J 
110-673009-50 Oil tank (See fig, 88 for breakdown) D 
AN6230-4 ' ring hyd E 
AN6227B31 ‘ring hyd E 
110-673508-3 il tank eng oil return E 
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T.O. 1C-119F-4 Section II 
4 Group Assembly Parts List 


FiGURE & LSROUP FUSELAGE 


UN! TS | USABLE 
INDEX [MAJOR ASSEMBLY WING CENTER SECTION - OIL TANK INSTL (Cont. T 


PART NUMBER 


110-673505 Hópper - Oil tank 
110-673503-10 Deaereator| - Oil tank 
ATTACHING PARTS 
ANA4-13 Bolt L Acft|st] 1/4-28 x 1-13/32 in. 
‚ AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 


CHIN 
AN4-7A IL L Асе 50] 1/4-28 x 29/32 in. 
200AC1/4 wee - Sealing (WFRC) 


110-673507 jc et - Oil tank deaereator sup. 


110-673545-1 pper Assy + Oil sys segregator (See fig. 90 for breakdown) 
CHING PARTS 

АМ№Т4-6 се drld hd stl 1/4-28 x 25/32 in. 

AN'14-6 Td hd stl 1/4-28 x 25/32 in. 

AN'14-' drid hd stl 1/4-28 x 29/32 in. 

AN'14-5 pin hd stl 1/4-28 x 21/32 in. 

AN'14-5 drld hd stl 1/4-28 x 21/32 in. 

AN960-416 


110-673520-11 i i - Oil tank 
110-673519 il tank dip stick 


AN4-5 st] 1/4-28 x 21/32 in. 
AN960-416 - Blain stl reg ser 1/4 in. bolt 


110-673522 фа tank dip stick 

TS 
AN74-10 dhd stl 1/4-28 x 1-1/32 in. 
AN960-416 in stl reg ser 1/4 in. bolt 


110-673534-1 sy - Oil tank filler neck (Made from AF part No. 
B5435) 
110-673534-11 Oil tank filler neck (Made from AF part No. 

cles for spares in lieu of part No, 110-673534-1) 
39B5435 1 tank filler neck 
AN4123-2 - Oil tank filler cap raised 3. 00 in. ID 

ARTS ` 

AN365-428 ocking stl 1/4-28 
AN960-416 - Plain stl reg ser 1/4 in. bolt 
AN4-6A сеу st] 1/4-28 x 25/32 in. 


110-673528-10 Assy |- Oil tank filler neck (Use for part No. | 
0-673500-10) 

110-673535-1 sy |- Oil tank filler neck (Use оп part No. 

0-673500-10) 

110-673528-30 sy |- Oil tank filler neck (Use on part No. | 
0-673500-20) 

110-673535-2 Assy |- Oil tank filler neck (Use on part No. 


ο... 
110-683045 Oil tank filler 
110-673527 i ee filler neck 
TS 
AN737-114 -> ი 4 Hose 


110-673526 | Aggy |- Qil tank fwd filler 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE გ {GROUP FUSELAGE UNITS] USABLE 


NUMBER [MAJOR ASSEMBLY WING CENTER SECTION - OIL TANK INSTL (Cont.) Ju 
PART NUMBER 
G PARTS 

AN365-1032 | lf locking stl 10-32 A 
AN960-10 - Phi Stl reg ser No. 10 bolt A 
AN3-5A sti 10-32 x 21/32 in. A 
110-673525 - Ой! tank rear filler Α 
ΑΝΤ4-5 - Acft аца hd stl 1/4-28 х 21/32 in. A 
AN74-6 - Ас drld hd stl 1/4-28 x 25/32 in. A 
AN960-416 Washer/- Plain stl reg ser 1/4 in. bolt A 
AN365-1032 ocking st! 10-32 A 
AN960-10 lain stl reg ser No. 10 bolt A 
AN3-3A A 
110-673523-5 Clip |- a tank filler neck sup. A 
110- 673523-3 Clip|- Оп tank filler neck sup А 
110-673524 Ring|- Oil tank filler neck spacer A 
110-683045 G Oil Me filler A 

FCD29153 CL ank interspar self sealing LH (Same as FAD part 
10-673501-3 K 

110-673501-3 C il tank interspar self sealing LH (Same as FAD part 
Nb. FCD29153) F- 

FCD29154 chu - Qil interspar self sealing RH (Same as FAD part 
Np. -673501-4) K 

110-673501-4 Cell |- фа 5. interspar self sealing RH (Same as USR part 
No. FCD29154) F 

ATT CHING PARTS 

ANT4A6 в - ioe hd stl 1/4-20 x 25/32 in. A 
AN960-416 asher'- Plain stl reg ser 1/4 in. bolt A 


‘USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBER 


C-119G IK-441 and Subsequent 
R4Q2 131690 thru 131719 


R4Q2 131690 thru 131709 


C-119G IK-441 thru IK-442 
R4Q2 131710 thru 131719 


C-119G IK-441 thru IK-442 
R4Q2 131690 thru 131719 


C-119G IK-441 thru IK-442 
R4Q2 131690 thru 131719 


RQ. ` 131690 thru 131719 


C-119G IK-441 thru IK-445 
C-119G IK-443 and Subsequent 
C-119G IK-441 and Subsequent 


#Alternate Parts C-119G IK-446 and Subsequent 


##Alternate Parts 
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T.O. 1C-119F-4 


Figure 89A. Wing Center Section Oil Tank Installation 


Section II 


6821 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UN 1TS| USABLE 
NUMBER [MAJOR ASSEMBLY WING CENTER SECTION - OIL TANK INSTL boot bane 
89A *110-673500-1 [ ү center sect. LH (See fig. 85) B 
*110-673500-2 ing center sect. RH (See fig. 86) B 
- 1 |EA584A852L 15 - Liquidometer οἱ] LH (LI) B 
EA584A852R y - Liquidometer oil RH (LI) B 
CHING PARTS 
- 2 АМАНТА st] 1/4-28 х 29/32 in. Β 
AN960-416 W - Plain stl reg ser 1/4 in. bolt B 
- 3 FS4800 Gasket | Liquidometer oil 1 B 
- 4 390A16D12.00 H ტს 1 D 
390A16D11.50 i ) 1 E 
- 5 AN815-16D U 1 B 
- 6 AN6290- 16 G raight thd tube ftg boss 1 B 
- 7 AN924-16D N i be bhd & univ ftg 1 B 
- 8 | AN833-16D Flared tube bhd & univ 90° 1 B 
- 9 AN6227B22 ТО"! ring hyd 1 F 
AN6290- 16 raight thd tube ftg boss 1 | c 
-10 110-673515 jos overflow drain adapter 1 B 
ARTS 
-11 AN4H6A a ri hd 1/4-28 x 25/32 in. 8 B 
-12 110-673516 k overflow drain 1 B 
-13 110-673517-1 - Wing center sect. oil tank LH Α 
110-673517-30 - Wing center sect. oil tank LH ** 
: for spares in lieu of part No. 110-673517-1 
110-673517-2 ing center sect. oil tank RH A 
110-673517-40 ος center sect. οἱ] tank ΒΗ XX 
for spares in lieu of part Νο. 110-673517-2 
-14 ) B 
-14A B 
-15 B 
TS 
-16 | 1/4-28 x 25/32 in. B 
B 
-17 201-07-3 ) B 
-18 AN74-10 drid hd 1/4-28 x 1-13/32 in. B 
AN960-416 lain stl reg ser 1/4 in. bolt B 
-19 201-01-3 (ECAI) ** 
: Includes & use as spare repl in lieu of part No. 
1103-3, 201-05-3 δι 201-07-3 
-20 110-673514 nk filler neck B 
-21 110-673545-1 Oil sys segregator (See fig. 90 for breakdown) B 
PARTS 
-22 ftidrid hd stl 1/4-28 x 25/32 in. B 
-23 IL ძ»Iძ hd stl 1/4-28 x 21/32 in. B 
AN960-416 lain stl reg ser 1/4 in. bolt B 
-24 | FCD26805 1 interspar self sealing LH (Same as FAD part No. 
І IC 01-1) (When exhausted use part Νο. FCD29059) B 
FCD26806 interspar self sealing RH (Same as FAD part No. 
l 673501-2) (When exhausted use part No. FCD29060) B 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


სი [MAJOR ASSEMBLY — WING CENTER SECTION - OIL TANK INSTL (Cont) 
PART NUMBER 123 4 5 6 


89А USABLE ON 
COD MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8132 
B C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8132 
C C-119G 51-8030 | 
51-8144 thru 51-8168 
52-6000 thru 52-6003 
53-8069 thru 53-8132 
D C-119G 51-2662 thru 51-8007 
E C-119G 51-8008 thru 51-8030 
i 51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8132 
F C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8143 
51-17365 thru 51-17367 


Revised 1 February 1959 333 


UN ITS] USABLE 


Section П T.O. 1C-119F-4 


6822 


Figure 898. Wing Center Section Oil Tank Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE 


ΝΟΕ [MAJOR ASSEMBLY WING CENTER SECTION - OIL TANK INSTL 


PART NUMBER | 2 3 4 5 6 


*110-673500-10 | Oil Tank Inst] - Wing center sect. LH (See fig. 85) 
*110-673500-20 | Oil Tank Inst] - Wing center sect, RH (See fig. 86) 
EA584A852L Tank Unit Assy - Liquidometer oil LH (LI) 
EA584A852R ხის Unit Assy - Liquidometer oil RH (LI) 
Α Ас ЧС PARTS 
AN4H7A Bblt|- Acft stl 1/4-28 x 29/32 in. 
AN960-416 asher|- Plain stl reg ser 1/4 in. bolt 


FS4800 p іа idometer oil l 

110-673517-1 55у - Wing center sect. oil tank LH 

110-673517-30 $sy|- Wing center sect. oil tank LH (Use for spares in 
f part No, 110-673517-1) 

110-673517-2 - Wing center sect. oil tank RH 

110-673517-40 ing center sect. oil tank RH (Use for spares in 
i f part Νο, 110-673517-2) 

110-673545-1 Assy |- Oil sys segregator (See fig. 90 for breakdown) 
š G PARTS 

ANT74-6 cft алаһа stl 1/4-28 x 25/32 іп, 

ANT4-5 cft айа hd stl 1/4-28 x 21/32 in. 

AN960-416 - Plain stl reg ser 1/4 in, bolt 


110-673520-11 
110-673519 
PARTS 

AN4-5 t sth 1/4-28 x 21/32 in. 
AN960- 416 - Plain stl reg ser 1/4 in, bolt 


110-673522 sy - Oil tank dip stick 

А G PARTS 
AN74-10 cft алаһа stl 1/4-28 x 1-1/32 in. 
AN960-416 Pan Stl reg Ser 1/4 in. bolt 


σ >> > >> >> >>> ΣΩ UO ш> >> >>>» 


110-673534-1 a [ ο. tank filler neck (Made from АЕ part Νο, 39B5435 
110-673534-11 il tank filler neck (Made from AF part No. 39B5435 


39B5435 
AN4123-2 А Oi 


il tank filler neck 
tank filler cap raised 3. 00 in. ID 


9 Spares in lieu of part No, 110-673534-1) 
1 
1 


AN365-428 
AN960-416 
AN4-6A 


>>> > mj Pj 


110-673528-10 
110-673535-1 


110-673528-30 


110-673535-2 


110-683045 
110-673527 


AN737-114 


> > PPE с md o 


110-673526 
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Section H 


T.O. 1C-119F-4 


Group Assembly Parts List 
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AN365-1032 
AN960-10 
AN3-5A 


cking stl 10-32 
asher|- Plain stl reg ser No. 10 bolt 
10-32 x 21-32 in. 


110-673525 1 tank rear filler 


ΑΝΤ4-5 


G PARTS 
cft ага һа stl 1/4-28 x 21/32 in. 
Ἵν - P1 


AN'14-6 cft| ἀτ]ά hd stl 1/4-28 x 25/32 in. 
AN960-416 š stl reg ser 1⁄4 in. bolt 
AN365-1032 Nut + Self locking stl 10-32 

AN960-10 Washer |- Plain stl reg ser No. 10 bolt 


AN3-3A F Кы st] 10-32 x 15/32 in. 
110-673523-5 
110-673523-3 
110-673524 
110-683045 
FCD29153 


1 filler neck sup. 
1 filler neck sup. 
filler neck spacer 


Gasket + ОП k filler 


ps 10-673501-3) 
FCD29154 Cell 1 


G PARTS 
сїй drid hd stl 1/4-20 x 25/32 in. 
P stl reg ser 1/4 in. bolt 


me 10-673501-4) 


ANT4A6 
AN960-416 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


GROUP FUSELAGE 
MAJOR ASSEMBLY WING CENTER SECTION - OIL TANK INSTL (Cont. ) Pis 
PART NUMBER | 230 5 6 


Qil interspar self sealing LH (Same as FAD part 


interspar self sealing RH (Same as FAD part 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8133 thru 53-8156 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3210 


53-3211 thru 53-7884 
53-8133 thru 53-8156 


51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6011 


52-5889 thru 52-5954 
52-6012 thru 53-3210 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8133 thru 53-8156 


UN I TS} USABLE 
ON 


>> > p >, >>> PPP Pre > >>> 


SERIAL NUMBERS 
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Section II T.O. 1C-119F-4 


Figure 90. Wing Center Section - Oil Tank Installation 
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Revised 15 May 1957 


T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS] USABLE 
ENTER SECTION - OIL TANK INSTL ON 
NUMBER MAJOR ASSEMBLY ‚ WING C SEC TIO ΟΙ K INS COE 


PART NUMBER 12 3 4 5 6 


110-673545-1 
110-673540-3 


AN363-1032 
AN960-10L 
AN3-4A 


110-673543-21 


AN363-428 
AN960-416L sher + Plain stl light ser 1/4 in. bolt 
AN4-5A Bolt + Αφ Б 11/4-28 x 21/32 in. 


AN6230-4 ket -|"Q" ring hyd 

110-673541-1 fle А$ѕу ~ Oil segregator finned hopper 
A CHING BARTS 

AN363-1032 ing stl 10-32 

AN960-10L | i stllight ser No. 10 bolt 
AN3-4A 0 110-32 x 17/32 in. 


110-673539-3 Oil $egregator 

AN6227B31 ing p "О" tring hyd 

110-673545-11 у Assy + ОП segregator finned hopper & sump 
110-673545-31 ОП segregator finned hopper ს sump 
110-673544-1 Assy |- Oil segregator finned hopper 
AN364-428C Self locking CRES 4-28 

110-673544-5 + Oil segregator finned hopper valve 
110-673544-3 m - Oil segregator finned hopper valve 
AN6227B5 Packing + "О" ring hyd 


li LE ON 


>> >> P O pp >>> >> >>> p >>> >> 


= b) N 52 N m = ee 


C MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 & Subsequent 
IK-443 & Subsequent 


C-119G 51-2662 thru 53-7829 
53-8133 thru 53-8144 
IK-443 thru IK-449 


ГА 
С 1196 53-7830 thru 53-7884 
53-8145 thru 53-8156 
IK-450 & Subsequent 
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Section II T.O. 1C-119F-4 


Figure 91. Heat Ventilation and De-Icing Nacelle Duct Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE USABLE 
uae MAJOR ASSEMBLY HEAT VENTILATION & DE-ICING NACELLE DUCT INSTL x 
PART NUMBER 123456 


91 *110-781006-1 Heat Ventila 
fig. 


| *110-781006-2 


*110-781007-1 
*110-781007-2 Sule 
- 1 110-781005-1 vent. & de-icing TE LH 
110-781005-2 vent. & de-icing TE RH 
*110-785066-1 eat vent. & de-icing aft LH (See fig. 52) 
*110-785066-2 eat vent. & de-icing aft RH (See fig. 52) 
110-785076-1 t vent. & de-icing crossover LH 
110-785076-2 t vent. & de-icing crossover RH 
110-785015 t vent. & de-icing transition 
320-.750-10.250S 
110-785013 t vent. & de-icing flex. 
110-785011-70 & boom heat vent. & de-icing sleeve type 
110-785069 Nac heat vent. & de-icing 
110-785011-10 boom heat vent. & de-icing sleeve type 


' 
= 
> 


110-785011-30 oom heat vent. & de-icing sleeve type 
110-785014 eat vent. & de-icing 


' 
(C Co —1 თ თ н> со δῦ 
= სას ка აას ა СО πὶ Re 
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Section II T.O. 1C-119F-4 


Figure 92. Heat, Ventilation and De-Icing System Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FUSELAGE 
FIGURE & [GROUP UNITS] USABLE 


NUMBER ΠῚ 
92 *110-781000-1 Heat, იგება & De-icing Sys Instl - Wing center sect. (See 
fig. 52) P 
*110-781013-1 Heat, Ventilation & De-icing Sys Instl - Wing center sect. (See 
fig. 52) Q 
*110-781000-2 Heat, ca & De-icing Sys Instl - Wing center sect. (See 
fig. 32) Ref | P 
*110-781013-2 Heat, Vent lation & De-icing Sys Instl - Wing center sect. (See 
fig. Г Ref Q 
- 1 110-785027 Duct Assy + Outer panel transition 1 P 
110-785195-13 Duct [Assy + Outer panel transition 2 Q 
- 2 110-785026-1 Dict Assy - Outbd transition heat, vent. & de-icing LH 1 P 
110-785026-2 Duct |Assy + Оша transition heat, vent. & de-icing RH 1 Ῥ 
110-785191-11 Duct [Assy | Outbd transition heat, vent. & de-icing 1 Q 
- 3 110-785025-1 Duct |Assy - Nac outbd heat, vent. & de-icing LH 1 P 
110-785192-3 Duct |АѕБу + Nac outbd heat, vent. ἃ de-icing LH 1 Q 
110-785025-2 Duct [Assy - Nac outbd heat, vent. & de-icing RH 1 Ῥ 
110-785192-4 Duct Ri - Nac outbd heat, vent. & de-icing RH 1 Q 
- 4 110-785185-1 Duct |- Nac| cross-over fwd heat, vent. & de-icing LH 1 All 
110-785185-2 Duct |- Жас cross-over fwd heat, vent. & de-icing RH 1 All 
- 5 110-785189-1 Duct |- Nacjinbd transition heat, vent. & de-icing LH 1 A 
110-785189-30 Dict - Nac ა» transition heat, vent. & de-icing LH (Use for 
spares in lieu of part No. 110-785189-1) 1 B 
110-785189-2 Duct |- Nac|inbd transition heat, vent. & de-icing RH A 
110-785189-40 Duet - Nac Am transition heat, vent. & de-icing RH (Use for 
sparés in lieu of part No. 110-785189-2) B 
- 6 BYLC3678 A¢tuator BCO) All 
ATTACHING PARTS 
- 7 AN635-1032 Nut 4 Self ое stl 10-32 All 
AN960-10L Washer /- Plain stl light ser No. 10 bolt All 
AN3-6A Bolt | Ас st] 10-32 x 25/32 іп. All 
- 7A | BYLC617 AFm|- Crahk (BCC) АП | [ 
- 8 AN316-4 Nut 4 ტინი 1/4-28 АП 
- 9 NAS431-76 Bearing] - Rod end ball All 
-10 NAS355 - 60-770 Tube| Agsy|- Mix conl АП 
ATTACHING PARTS 
-11 AN364-1032 Nut 4 Self locking thin stl 10-32 All 
AN960-10L w ARE - Plain stl light ser No. 10 bolt C 
AN960-10 Washer|- Plain stl reg ser No. 10 bolt D 
AN23-16A Bolt - Glevis jst] 10-32 x 1-1/32 in. All 
-12 *110-781001-1 Valve Assy &|Instl - Heat, vent. & de-icing hot air duct LH 
(See [1ρ| 93) All 
*110-781001-2 Valve Assy &|Instl - Heat, vent. & de-icing hot air duct RH 
(See figi 93) All 
*110-781010 | Switch Instl - Heat, vent. ἃ de-icing ram air shock mt press E 
*110-781010-10 Switch Instl - Heat, vent. & de-icing ram air shock mt press F 
*110-781012-1 Switch Instl – Heat, vent. & de-icing ram air shock mt press J 
*110-781012-11 Switch Instl -|Heat, vent. & de-icing ram air shock mt press H 
~12A 110-781012-5 Hose|- Heat, vent. & de-icing ram air 1/4 ID x 14. 00 in. All 
-13 AN840-4D Adapter - Hose to pipe thd R 
110-781011 ΠΠ Ham air sw restrictor (Make from part No. 
AN840-4D) (Use for spare repl in lieu of part No. 
| AN840-4D) S 
-14 P801FB | Switch + Ram air press. (АЕО) All 
ATTACHING ARTS 
-15 AN365-832 Nut + Self locking stl 8-32 All 
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Section II 
Group Assembly Parts List. 


FIGURE & | GROUP 
η. MAJOR ASSEMBLY 
PART NUMBER 


92 AN960-8 
AN526-832-8 
-16 50679 
RED1141B 
*110-781002 


-17 110-781002-10 
-18 110-781002-30 
-19 105-781002-10 


105-781002-30 
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FUSELAGE 
HEAT, VENTILATION & DE-ICING SYSTEM INSTL (CONT) 


| 23 4 5 6 
Washer|- Plain stl reg ser No. 8 bolt 3 
Screw -| Mach hd 8-32 x 1/2 in, 3 
Mount - Shock (USR) 3 
Mount - Shock (RAI) 1 
Valve АБЗ δι Instl - Heat, vent. & de-icing cold air duct NP 
T Agsy - Cold air duct 1 
Flapper Assy - Cold air duct 1 
| Valve ~ Соја air duct 1 
Valve -|Cold air duct (Use for spares in lieu of part 
No. 105-781002-10) 1 
USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A | | C-119G 51-2662 thru 51-2716 
| 51-8016 
51-8098 thru 51-8168 
Β C-119G 51-2717 
51-7968 thru 51-8015 
| 51-8017 thru 51-8097 
51-17365 and subsequent 
IK-441 and subsequent 
R4Q2 131662 thru 131719 
C C-119G 51-2662 thru 51-8029 
51-17365 thru 51-17367 
52-6000 
D C-119G 51-8030 thru 52-5954 
| 52-6001 and subsequent 
IK-441 and subsequent 
R4Q2 131762 thru 131719 
E C-119G 51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 
51-8098 thru 51-8168 
F C-119G 51-2717 
51-8004 thru 51-8015 
| 51-8017 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thr IK-442 
R4Q2 131662 thru 131719 
G C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
| : 52-6048 and subsequent] 
IK-443 and subsequent 
| IH C-119G 52-5922 thru 52-5923 
| 53-3181 thru 53-7884 
| 53-8106 and subsequen 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UNITS! USABLE 
ON 
CODE 


All 
All 


я =X==0C= 
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FIGURE & | GROUP 
INDEX 
NUMBER [MAJOR ASSEMBLY 
PART NUMBER 
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FUSELAGE 
HEAT, VENTILATION & DE-ICING SYSTEM INSTL (CONT) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


USABLE ON MODE L DESIGNATION 
SODE 

H (Cont. ) C-119G 

J C-119G 

K C-119G 

M C-119G 
R4Q2 

N C-119G 
R4Q2 

P C-119G 
R4Q2 

ΩΙ C-119G 

R C-119G 

S C-119G 
R4Q2 

| 


Section II 
Group Assembly Parts List 


UN ITS} USABLE 


SERIAL NUMBERS 


IK-443 and subsequent 


52-5927 thru 52-5954 
52-6048 thru 53-3180 
53-8069 thru 53-8105 


52-5922 thru 52-5923 
53-3136 thru 53-7884 
IK-443 and subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and subsequent 


51-2662 thru 51-2667 
51-2668 and subsequent 


IK-441 and subsequent 
131662 thru 131719 
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Figure 93. Heat Ventilation and De-Icing Hot Air Duct Valve Assembly and Tnstallation 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


Figure გ [Goup_ FUSELAGE UNITS} USABLE 
BEN MAJOR ASSEMBLY HEAT VENTILATION & DE-ICING HOT AIR DUCT VALVE ASSY & INS Eu 
PART NUMBER 12 з 4 5 6 | 


All 

All 
29506-2 : All 
AN415-2 All jal 
AN960-10 la All 
AN3H-17 All | 
NAF1088-2C ai All 
105-781001-30 | 1 All 
105-781001-40 | i All 

АТТАС 
AN365-1032 N АП 
AN960-10L All 
AN3-5A All 
110-781004-21 A All 
AP 
AN392-21 Pin 4 1 All 
110-781001-15 Spac 1 A 
110-781001-25 Sie 1 C 
110-781001-33 S di r Hot àir valve 1 B 
105-781001-50 Valve Assy - Hot air duct 1 | АН 
105-781001-18 Sha: οἵ air duct valve i | All 
Е5106-126-. 37 Bashin . 6240 OD x . 375 ID x .37 in. 2 | АП 
110-781001-30 C el Азѕу|- Hot air duct LH 1 | АП 
110-781001-40 C el Agsy|- Hot air duct RH 1 | АП 
110-781008 Boss Agsy|- Hot air valve heat, vent. & de-icing 2 | AH 
NAST6A6-016 Bushing - Plain press fit Al bronze 3/8 ID x 1/2 in. 1 | All 
LE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2668 thru 51-2716 


51-8016 
51-7968 thru 51-7991 
51-8098 thru 51-8126 


51-2717 

51-7992 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8127 thru 51-8168 
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Figure 94. Fuselage Structure Assembly 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY 


*110-310000 
110-310105 


FIGURE ἆ 
INDEX 
NUMBER 


UNITS] USABLE 


e Assy (See fig. 45) 
Nose latch access bottom (See fig. 139 for prior 


110-310104 
110-310104 


Α - Nose latch access top (See fig. 139 for prior acft) 

Door ade |- ose latch access (Use as spares in lieu of part No. 
1 10105) 

1 Asy - Standard (HWL) 


H4600-040-040 
110-310100-50 
110-310100-70 


tructure Assy - Fus nose (See fig. 95) 

ar re Ássy - Fus nose (Use for spares in lieu of part 
10-310100-50) (See fig. 95) 

tructure Assy - Fus nose (Less MN92B апі.) (See fig. 
“i ( di for spares in lieu of part No. 110-310100-50 & 


110-310100-90 


*110-710718 Pitot & Static System Instl - Inst (See fig. 101 & 102) 
*110-741019 Electrical (0811 - Fus fwd sect. (See fig. 103, 104 & 105) 
*110-741014 ical Ins] - Fus center sect. (See fig. 124 & 125) 
*110-741017 Elec ირა stl - Киз aft sect. (See fig. 157 & 158) 


*110-751001 
*110-751002 
*110-751003 
*127-751020 

110-310003 


uipment Instl - Киз fwd sect. (See fig. 113 & 114) 
919 Equipment Instl - Fus center sect. (See fig. 132 & 133) 
dig Equipment Inst] - Fus rear sect. (See fig. 169) 

di Ab ment Inst] - Fus (See fig. 170, 171 & 172) 


s> 8 ο Š ο Š ο ας - 


- Hus 
ARTS 


AN365-624 Self locking stl 3/8-24 2 
AN960-616 - Hlain stl reg ser 3/8 in. bolt 2 
AN6-14A Abt ац 3/8-24 x 1-37/64 in. 1 
AN6-17A | Acft|st] 3/8-24 x 1-61/64 in. 1 


110-313111 
110-313112 


μι g | Strut lower end 
110-310018 


ting dm upper end 
8 Static line front 


ΤΙ = 
TS 
Se Drs stl 5/16-24 


ი. Blaih 80 5/16 in. bolt 
ft st] 5/16-24 x 1-11/32 in. 


AN365-524 
AN960-516 
AN5-12A 


110-310015 


110-310016 tie line front end 


Fitting Static line front bottom end 
et TS 


AN365-624 Self locking stl 3/8-24 
AN960-616 r E" stl reg ser 3/8 in. bolt 
AN6-21A [A ft XI 3/6-2 x 2-13/64 in. 
AN365-1032 Self locking stl 10-32 

AN960-10 Hlain stl reg ser No. 10 boit 
AN3-12A " 8LI 10-32 x 1-11/32 in. 


*110-310033 
110-313061-3 Act. sup. 
78-161708 Univ short 
*110-310101 Structure Assy - Nose wheel sect. (See fig. 134, 135 & 
136) 
Strutture Assy - Nose wheel sect. (See fig. 134, 135, 136 
& 136A) 
Structure Assy - Nose wheel sect. (See fig. 134, 135, 136 
δι 136A) 


|, ხ Instl - Paratainer door mech 


*110-310103 


*110-310103-10 


110-310001-30 
110-310001-103 


s front ent 
erl - Front ent door window-pane 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE : 


MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Cont) i 


PART NUMBER I 23 4 5 6 1 


78-313171 
*110-310005-90 
*110-310004 
*110-310615 
*110-316000 

110-316001 
*110-310007-1 
*110-310007-2 
110-310007-27 
110-310007-28 
110-310007-15 
110-310007-16 
110-310007-33 
110-310007-34 
110-310007-23 
110-310007-24 
110-310007-51 
110-310007-52 
110-310007-53 
110-310007-54 


FIGURE & 
INDEX 
NUMBER 


UN | TS} USABLE 


ne|- Fus transparent window 


Fus fixed LH 
Fus fixed RH 


Fus fixed window outer LH 
- [Fus fixed window outer RH 
- |Fus fixed window outer LH 
- Fus fixed window outer RH 
fixed window fwd LH 
Fus fixed window fwd RH 
Fus fixed window aft LH 
Рив fixed window aft RH 


Pee νὰ μα κά eee See aaa 


ded on figure 96) 


scape chute 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
C-119G 51-2668 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-2717 


C-119G 51-7968 thru 52-5888 
52-6000 thru 52-6035 


R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 


IK-441 & Subsequent 


C-119G 51-2668 thru 51-2716 
51-7968 thru 51-8003 
51-8016 


51-8098 thru 51-8168 


51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Cont) 


NUMBER 
PART NUMBER TE E A E 
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UN I TS] USABLE 
ON 


MODEL DESIGNATION SERIAL NUMBERS 


H C-119G . 51-2662 & Subsequent 
IK-441 & Subsequent 


J R4Q2 131662 thru 131719 


Section II | T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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T.O. 1C-119F-4 Section II 


Figure 95. Fuselage Nose Skin and Structure Assembly 


Section II 


Group Assembly Parts List 


GROUP FUSE LAGE | 
MAJOR ASSEMBLY FUSELAGE NOSE SKIN & STRUCTURE ASSY 
PART NUMBER | 2 3 4 5 6 


FIGURE ἆ 
INDEX 


NUMBER 


352 


110-310100-50 
110-310100-70 
110-310100-90 


MN92B 


AN515-6-4 
AN936-A6 


110-310100-77 


AN365-832 
AN960-8L 
AND 25-832-12 


110~756076 
110-756058 
110-75078 
110-310106-10 
110-310106-20 
110-310107-10 


110-310107-20 
110-313101-3 
AN316-6R 
110-310108 


AN3 20-4 
AN24-34 
AN960-416 
AN960-516 
Е5105554-1. 43 


78-550034 
78-550031 

* 110-311102-10 
78-313015-3 


AN364-820 
AN960-816 


T.O. 1C-119F-4 


UNITS] USABLE 


ah É Strihger Assy - Fus nose (See fig. 94) 

& Stringer Assy - Fus nose (See fig. 94) 

Skin & Stringer Assy - Fus nose (Less MN92B ant.) (See fig. 94) 

**Note: | Use fior spares in lieu of part No. 110-310100-50 & -70 
An pie - Glide path AN/ARN-5 (BX) 

G PARTS 

Screw -|Rd hd stl mach 8-32 x 1/4 in. 
ee - Internal teeth stl lock No. 6 bolt 


Retainer - [Plexiglass cover 
ATTACHING PARTS 

Nut 4 Self locking st 8-32 

Washer |- Plain stl light ser 

Screw -| Washer hd stl 8-32 x 3/4 in. 


+ Nose sect. AN/ARN-5 ant. 


chat -|Nase sect. plexiglass AN/ARN-5 ant. 
Nase sect. AN/ARN-5 ant. 


Latch Assy - Fus nose top front LH (For prior acft see fig. 139) 
Latch Assy - Fus nose top front RH (For prior acft see fig. 139) 
Assy - Fus nose bottom front LH (For prior acft see 
Latch Assy - Fus nose bottom front RH (For prior acft see 

Latch - Fus nose att 
А imis PARTS 
ft check stl RH thd 3/8-24 


> 
4 
3 
Q 


dle #8 Fus nose att 

TS 

t -|Adft shear stl 1/4-28 

git + Clevis БЇ 1/4-28 x 2-5/32 in. 

asher |- a stl reg ser 1/4 in. bolt 

asher |- Blain stl reg ser 5/16 in. bolt 

Bushing |- ΠΠ fit st] .31 OD x .028 ID x 1.43 in. 


a 
шнш z 
6 
2 
თ 
> 


= = 


дек Assy |- Primary cowl latch 
pd - Primary cowl latch lock 

i -| Fus nose 

pA door shear 

1 


ARTS 
cking thin stl 1/2-20 


USA ON 
сфр MODEL ЅРЕСІЕІСАТІОМ S SERIAL NUMBERS 
Α C-119G 51-2662 thru 51-2667 


; |B] C-119G 51-2668 thru 51-8052 
51-8098A thru 51-8168A 
51-8053 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 
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Figure 96. Fuselage Structure Assembly 
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Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


INDEX 


NUMBER 


*110-310000 
*110-310010 
*110-310050 
*110-310350 
*110-756144 
110-756146-3 
110-756146-5 
AML-53D 
*110-751066-1 
*110-751100-1 
CU308/U 
MT1094/U 


AN520-10-8 
AN520-10-10 
AN960-10 
AN960-10L 


*110-310704 
*110-310704-10 
*110-310704-30 
*110-310703 
*110-310703-70 
*110-310703-130 
*110-310706 
*110-310706-10 
*110-310706-31 
*110-310706-41 
*110-314701-10 
*110-314701-20 
110-313058 
*110-314710-10 
*110-314710-20 
*110-314710-30 
78-311178 
*110-726311-1 
110-726311-51 
110-726311-31 
110-726313-1 
110-726306-3 
110-726306-5 
20907-2 


AN502-10-6 
AN960-10 


110-726307-3 
*110-310701 


*110-310701-10 


*110-310701-30 


*110-310705 
*110-310705-10 
*110-310705-30 


354 


| 


ATTACHIN 
Screw 4 mis mach stl 10-32 x 1⁄2 in, 


Moun 


Wash 
Wash 


Section In 
Section|Ingtl + Fus front & center top 
Sect თანხა. “ი. front & center top 


Stru 
Stru 


Screw 4 R 


T.O. 1C-119F-4 


MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY ns 
PART NUMBER 123466 


ee + Fus (See fig, 45) 
Post & Upper Beam Instl (See fig. 176) 
Post & Upper Beam Instl (See fig. 177) 
E Fus main body sect, cargo (See fig. 178 & 179) 


pler Insti - Ant. 


- Ant. mast 
рт t. mast 


вир, (DABU) 
I - Loran AN/APN-70 ant, 
Instl|- Loran АМ/АРМ№-70 ant. 


Coupler - Ant, (GFAE) 


ting (GFAE) 
G [PARTS 


hd mach stl 10-32 x 5/8 in. 
er - Plain stl reg ser No, 10 bolt 
"| - Plain stl light ser Νο, 10 bolt 


tl + Fus front & center top 


ture 


ssy - Fus top center sect, 


- Киз top center sect. 
- Fus top center sect. 
– Fus top front aux floor LH 


IE: – Fus top front aux floor RH 
e 


4 Fus top front sect, aux floor 
] Fus top front sect. aux floor 
Fus top front sect. aux floor 


uir - Fus litter strap 
a 


Bea 

Han er - Litter strap 
Support Assy & Instl - Elev hyd gust lock emer valve 
Valve Assy - Elev hyd gust lock emer 


andle Assy - Emer valve 


Pulley - Emer valve act, 
ү - Emer valve act. 
alve (AP) 


TTACHING|PARTS 
Screw - Mach fil h stl 10-32 x 3/8 in. 
Washer - Plain stl reg ser No. 10 bolt 


p - Emer valve act. cable 


- Fus top front sect, aux 
- Fus top front sect, aux 
- Fus top front sect, aux 


Ssy - Fus top center skin & stringer (See fig. 97) 
ture Assy - Fus top center skin & stringer (Seefig. 97) 
Structure Assy - Fus top center skin & stringer (See fig. 97) 
Floor 
Floor sh - Fus top center sect, 


able Assy - Emer air valve act, (See fig. 390) 


SSy - Top front skin & stringer (See fig. 180 & 
SSy - Top front skin & stringer (See fig. 180 & 


SSy - Top front skin & stringer (See fig. 180 & 


UN I TS} USABLE 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE ΤΉΝ 
INDEX — | MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Continued) PER 


NUMBER ASSY. 
PART NUMBER | 2 3 4 5 6 


*110-310705-51 - Fus top front sect. aux 
*110-310705-61 - Fus top front sect, aux, [| 
110-310708 Aux floor removable 
110-310708-11 i Aux floor removable door lock (Made from part 
No, AN253-2) 
110-310707 А 
110-313711 
78-310255 


AN392-49 


78-310257 ring - Fus aux floor hatch latch 
105-313041-1 ket - Vert beam strut LH 
105-313041-2 ket - Vert beam strut RH 
*110-314702-70 Assy - Aux floor 
78-311178 pue - Fus litter strap 
.|*110-314703-10 am Assy - Floor 
110-313058 Hanger - Fus litter strap 
*110-796309 Instl - Aerial delivery sys fwd sheave 
110-796311 y Assy - Monorail instl front idler 
PARTS 
AN320-10 L Castle shear stl 5/8-18 
AN960-1016L К - Plain stl light ser 5/8 


AN30-40 ltl- Clevis stl 5/8-18 x 2-9/16 in. 
NOTE: For attaching parts of part No. 
110-796311 for subsequent acft see fig. 197 


10NBC1620 aring (RBC) 

110-796301-21 Bracket - Pulley front aerial delivery sys 
G PARTS 

AN365-428 Nut | Self locking stl 1/4-28 


AN365-1032 Nut - Self locking stl 10-32 

AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 
AN960-10 Washer - Plain stl reg ser No, 10 bolt 
AN4-13A Bolt| - Acft stl 1/4 x 1-13/32 in. 
ΑΝά-ΤΑ Bolt|- Ас stl 1-1/4-28 x 29/32 in, 
AN3-15A Bolt! - Acft stl 10-32 x 1-21/32 in. 


110-796308 Beam Assy - Pulley sup, aux floor 

110-796310-3 Fitting - Bkt sup. transverse beam aerial delivery 
sys (Made from part No. 110-796310-5) 
110-796310-5 Fitting - Bkt sup. transverse beam aerial delivery 
sys (Made from part No. 110-796226-221) 
110-796306-21 Fitting - Bkt sup. transverse beam aerial delivery 


sys 
*110-800001 მსა) &iInstl - Cargo compt soundproofing 
110-310709-1 Door Assy - Aux floor heater access 
110-310709-2 Door Assy - Aux floor heater access 
*110-310720 eee Agsy|- Fus top rear (See fig, 184 & 185) 


*110-310601-1 Structure Assy - Fus Skin & stringer front side panel LH 
*110-310601-10 Structure Assy - Fus skin & stringer front side panel LH 
*110-310601-30 Structure Assy - Fus skin & stringer front side panel LH 
*110-310601-50 Structure ists - Fus skin & stringer front side panel LH 


*110-310601-70 Structure Assy - Fus skin & stringer front side panel LH 
*110-310601-231 Structure Assy - Fus skin & stringer front side panel LH 
*110-310601-2 Structure Assy - Fus skin & stringer front side panel RH 
*110-310601-20 Structure წი - Киз skin & stringer front side рапе1 RH 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


356 


-29 


GROUP —  FUSELAGE 


T.O. 1C-119F-4 


UN I TS | USABLE 


MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Continued) dE 
Para fiesso —  — — — — — 
*110-310601-40 i - Fus skin & stringer front side panel RH AB 
*110-310601-60 ¢ture Assy - Fus skin & stringer front side panel RH AD 
*110-310601-232 ructure |. y - Киз skin & stringer front side panel RH AR 
78-313171 Pan -| Metal sect. (Used on LS) All 
78-313171 nel – Metal sect. (Used on RS) АП 
110-313640 Ring - Fus window ret (Made from part No. 78-313319-10) 
eh on LS) AE 
110-313640 Ring - window ret (Made from part No. 78-313319-10) 
(Used on RS) AE 
110-313640-3 Ring - Fug window ret (Made from part No. 310829-10) 
(Used on LS) AF 
110-313640-3 Ring - Fus window ret (Made from part No. 310829-10) 
(Used on RS) AF 
78-313319-10 Ring - μή window ret AE 
110-310829-10 indow metal ret AF 
*110-311601 AL 
*110-311601-70 AM 
*110-311601-30 AN 
*110-311601-90 AO 
*110-311601-110 AP 
*110-311601-130 ως» y - Fus RS AQ 
78-313221 ng Support - Fus upper Iadder All 
*110-311600 Hra Assy - Fus LS H 
*110-311600-10 Frame წი“ - Fus LS (Use on part No. 110-310601-30) AG 
*110-311600-30 Frame Авву - Киз LS (Use on part Νο, 110-310601-30) АН 
105-313024-3 ην - Rung sup. All 
*110-310624 ulley Assy - Emer rel mech lower All 
AN210-1A შსს y - Anti-friction brg 0001 All 
FS105D43-. 82 shing - Spacer Al al .25 OD x , 190 ID x. 82 in, All 
*110-311603 Fraine|Asby - Fus LS H 
*110-311603-10 "ne Assy - Fus LS P 
110-313010-23 itting|- Front ent door keeper АП 
*110-313607 Bracket - Seat instl All 
44A1568 Strap (WWP) 1 All 
110-313171-1 inge 1 -| Fus rear cargo door fwd bottom LH 1 Ad 
110-313171-2 inge р -| Fus rear cargo door fwd bottom RH 1 AJ 
110-313051-1 inge Assy -| Fus rear cargo door fwd bottom LH 1 AK 
110-313051-2 ШЫ რაი -| Fus rear cargo door fwd bottom RH 1 AK 
110-313169-1 inge sh -| Fus rear cargo door fwd top LH 1 AJ 
110-313169-2 inge Assy -| Fus rear cargo door fwd top RH 1 AJ 
110-313053-1 ide SSy -| Fus rear cargo door top LH 1 AK 
110-313053-2 inge Assy -| Fus rear cargo door top RH 1 AK 
AN365-1032 ut + Self/locking stl 10-32 4] All 
AN960-10 ashen - Plain stl reg ser Νο, 10 bolt 4 АП 
AN525-10-16 rew + aser hd stl 10-32 x 1.00 in, 4 АП 
AN525-10R12 гем + Was er hd st1 10-32 x 3⁄4 in, 6) #11 
110-313173-7 Bin - ема door hinge (Use on part Νο, 110-313169-1 
-2) AJ 
110-313173-5 Fin - id cargo door hinge (Use on part No. 110-313171-1 
-2) AJ 
110-313055 ο -|Fus cargo door hinge AK 
1102313056 Bushing -|Fus cargo door hinge AK 
*18-313330 Insti + Retractable jack stow. All 
78-313331 fid - Retractable jack stow. АП 
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FIGURE & [GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY ΠΝ 


23056 ρα 


PART NUMBER 
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T.O. 1C-119F-4 


inged on figure 97) 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


MODEL DESIGNATION 


Section П 


Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098А thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 & Subsequent 
IK-441 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6024 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


52-5889 thru 52-5954 
52-9981 & Subsequent 


52-5889 
52-5891 thru 52-5892 
52-5898 thru 52-5902 
52-5905 
52-590'7 
52-5910 thru 52-5911 
52-5914 thru 52-5920 
52-5922 thru 52-5923 
92-5925 thru 52-5946 
52-5948 
52-5950 
52-5953 thru 52-5954 
52-9981 & Subsequent 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
131662 thru 131719 


UN i TS} USABLE 


357 


Section II T.O. 1C-119F-4 


Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UN I TS] USABLE 
NUMBER [MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Continued რამ 
ΟΠΣ роза 
USABLE O 
CODE MODEL DESIGNATION SERIAL NUMBERS 
J C-119G 51-8053 thru 52-5888 
52-6000 thru 52-6035 
K C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 
M C-119G 51-8053 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 
N C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 
93-8106 & Subse quent 
IK-443 & Subsequent 
P C-119G 51-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
Q C-119G 51-8098A thru 51-8111A 
R C-119G 51-2662 thru 51-8052 
51-8112A thru 51-8168A 
R4Q2 131662 thru 131719 
T C-119G 51-2662 thru 52-5873 
52-6000 thru 52-6035 
R4Q2 131662 thru 131719 
U C-119G 52-5874 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 
v| C-119C 51-8053 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6058 
w C-119G 52-5889 thru 52-595% 
52-9981 thru 53-7855 
53-8069 thru 53-8156 
IK-441 thru IK-443 
x C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
we d 51-17365 thru 52-6003 
| | |Y C-119G 51-2662 thru 52-5921 
| 52-5924 thru 52-6058 
IK-441 thru 1К-442 
R4Q2 131662 thru 131719 
л C-119G 51-2662 thru 51-8034 
| & eur qp 91-8098A thru 51-8168A 


358 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & LGROUP FUSE LAGE 
ΠΤ MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Continued) 
PART NUMBER I 2 3 ú 5 6 


USABLE ON 
CODI MODEL DESIGNATION SERIAL NUMBERS 


UN | TS} USABLE 
ON 
CODE 


Z (Cónt.) R4Q2 131662 thru 131689 


C-119G 51-8035 thru 51-8052 
R4Q2 131690 thru 131719 


AB C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6011 


АС C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 


AD C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7879 
53-8069 thru 53-8156 
IK-441 & Subsequent 


AE C-119G 91-2662*thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131719 


F C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subse quent 
IK-441 & Subsequent 


Q 


C-119G 51-8053 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 


C-119G 52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 


AH 

სკ ` C-119G 51-2662 thru 51-8097 
51-8108A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


ls C-119G 51-8098A thru 51-8107A 
L 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131689 


AM C-119G 51-17365 thru 51-17367 
52-6001 thru 52-6003 
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Section II 


Group Assembly Parts List 


FIGURE ჭ 
INDEX 


NUMBER 


360 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Continued) 


MODEL DESIGNATION SERIAL NUMBERS 


PART NUMBER 


T.O. 1C-119F-4 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


UN1 TS] USABLE 
ON 
CODE 


51-8031 thru 51-8052 
131690 thru 131719 


52-6004 thru 52-6011 


51-8053 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6012 thru 52-6047 
IK-441 thru IK-442 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 


53-7880 thru 53-7884 


92-5899 thru 52-5954 
52-6036 thru 53-7879 
93-8069 thru 53-8156 
IK-441 & Subsequent 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-9981 thru 53-3178 
53-3207 thru 53-7884 
53-8069 thru 53-8103 
53-8127 thru 53-8156 


53-3179 thru 53-3206 
53-8104 thru 53-8126 


51-8053 thru 51-8097 
51-17365 thru 53-7855 
53-8069 thru 53-8156 

IK-441 thru IK-453 


53-7856 thru 53-7879 
IK-454 & Subsequent 
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T.O. 1C-119F-4 Section H 


Figure 97. Fuselage Top Center Structure Assembly 
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Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


SKIN & STRINGER 


GROUP 
NUMBER [MAJOR ASSEMBLY FUSELAGE TOP CENTER STRUCTURE ASSY 


UN i TS} USABLE 


ON 
CODE 
97 *110-310703 -| Fus top center skin & stringer (See fig. 96) E 
*110-310703-'70 Fus top center skin & stringer (See fig. 96) F 
*110-310703-130 ture Assy -| Fus top center skin & stringer G 
- 1 110-310703-101 Door| - ы top center access 
110-310703-102 Door| - tp center access 
arthchac ARTS 
-2 | AN525-10R8 5 кү -| Washer hd stl 10-32 x 1/2 in. 
- 3 110-310703-113 ug top center access 
110-310703-114 Door| - Fus top center access 
ATTACHING PARTS 
- 4 AN525-10R8 Sqrew -| Washer hd stl 10-32 x 1/2 in. 
*110-790042 dE Inst] - Aux power plant ejector 
- 5 110-790049 Clamshell Assy - Aux power plant ejector panel A 
110-790049-10 C Saleh H Assy - Aux power plant ejector panel (Use for 
spares in lieu of part No. 110-790049) B 
Antennal Ingtl b- Vhf command AN/ARC-3 E 
Aetna Instl - УМ command AN/ARC-3 H 
- 6 No Number Mast, - af AN104B ant. (GFAE) C 
AN-104-B Mast) - Type AN104-B ant. (John B. Rudy Co., 1023 S. Flower 
St η πε Саш.) р 
АТТАС mG PA TS 
| - 7 AN365-1032 Nut 4 Self locking stl 10-32 
i : AN960-10 Washer |- Plain stl reg ser No. 10 bolt 
| AN3-20A 5» Acft|stl 10-32 x 2-1/32 in. 
| - тА | 110-310742-7 Spacer + УМ command ant. 
Vent sie 1 Fus heater, exhaust & compt 
Vent stl 4 Fus heater, exhaust & compt 
- 8 528-4694SH Clamp (MAIR) 
- 9 110-783274 Ела! λῶν - Киз heat vent. & de-icing һеа{ег 
| - 9А |110-783090 Gasket + Heat, vent. & de-icing heater exhaust 
-10 110-783275 Elbow Assy - Heat, vent. & de-icing heater exhaust 
*110-311708 Frame Assy – Fus top center sect. E 
| #110-311708-30 Frame Assy -J Fus top center sect. H 
Р Е ak 8 ] Fus top front sect. E 
Frame m – Fus top front sect. H 
Frame Assy - Fus top fwd sect. E 
Frame Assy - Fus top fwd sect. H 
| Flan sy – Fus top front sect. 
[| Beam Assy - Fus transverse (Use on part No. 110-311708) L 
Bean} Assy, - Fus transverse (Use on part No. 110-311708-30) J 
Beam NE - Fus transverse (Use on part No. 110-311708-30) K 
Beam Assy| - Fus transverse (Use on part No. 110-311710 & 
11D-311710-30) M 
Beam A$sy|- Fus transverse (Use on part No. 110-311710-30) K 
ш Абзу| - Fus transverse (Use on part Νο, 110-311712) L 
Beam Assy|- Fus transverse (Use оп part No. 110-311712-30) N 
Beam Assy, - Fus transverse (Use on part No. 110-311714) 
-11 110-313724-22 Support - Fus aux floor beam monorail fwd 
-12 110-313724-21 Support [ Fus aux floor beam monorail aft 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-8098A thru 51-8127A 
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T.O. 1C-119F-4 Section I 
Group Assembly Parts List 


Figure & | GROUP SKIN & STRINGER 
μι MAJOR ASSEMBLY FUSELAGE TOP CENTER STRUCTURE ASSY (cont) 
PART NUMBER I 23 4 5 6 


Е ON 
MODEL DESIGNATION SERIAL NUMBERS 
B C-119G 51-2662 thru 51-8097 
51-8128A & Subsequent 
IK-441 & Subsequent 
| R4Q2 131662 thru 131719 
ς C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 
D R4Q2 · 131662 thru 131719 
E ; C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 
F C-119G 51-8053 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8015 
IK-441 thru IK-442 
G C-119G 92-5922 thru 52-5923 
53-3181 & Subsequent 
IK-443 & Subsequent 
H C-119G 51-8053 & Subsequent 
IK-441 & Subsequent 
J C-119G 91-8030 thru 51-8097 
51-17365 thru 53-7879 
53-8069 thru 53-8156 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
κ C-119G 53-7880 thru 53-7884 
L C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
M C-119G 51-2662 thru 53-7879 
53-8069 thru 53-8156 
IK-441 & Subsequent 
N C-119G 51-8030 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
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Section II T.O. 1C-119F-4 
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Figure 98. Fuselage Structure Assembly 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE აებგბ.. 
MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY η STRUCTURE ASSY PER | ON 
MAJOR ASSEMBLY ня 


*110-310000 
*110-310602-1 
*110-310630-1 
*110-310602-2 
*110-310630-2 
18-313319-10 
110-310829-10 


[s] 


- Spar side panel skin & stringer LH 
y - Spar side panel skin & stringer LH 
- Spar side panel skin & stringer RH 
- Spar side panel skin & stringer RH 


AN364-1032 
AN960-10 
AN525-10-9 


18-313171 


- Fus side LS 


*110-311619-1 

*110-311619-2 - Fus side RS 
*110-311641 - Fus side 
*110-311641-10 - Fus side 


> >> pn b> Uj b> b> UD Uj UD Uj D> D> b> > p> t rj tj >> D шшш D O z > 2 > 2 


*110-313642 Insulator - Fus side frame 2 
78-313148 ing – Fus frame 6 
110-313617-21 1 Fus frame 2 
78-313166 1 
78-313167 1 
FS105D84-1.61 - Spacer Al al .50 OD x . 252 ID x 1.61 in. 4 
110-313619-23 Fus Spar side lower 1 
110-313619-24 4 Fus spar side lower 1 
110-313619-27 1 Fus spar side upper 1 
110-313619-28 1 

*110-311615-1 Sy - Fus side LS NP 

*110-311615-2 - Fus side RS NP 

*110-311640 - Fus side NP 
110-313642 - Fus side frame 1 
110-313642 Insulátor - Fus side frame 2 
110-313617-21 Fie | rus side frame 2 
78-313148 Fitting + Fus side frame 6 
78-313164 Sea + Fus frame lower spacer 1 
78-313165 Fitting + Fus frame upper spacer 1 A 
FS105D84-1. 63 Bushing - Spacer Al al .50 OD x . 252 ID x 1.63 in. 4 A 
110-313619-21 Fitting + Fus spar side lower 1 Β 
110-313619-22 Fitting | Киз враг side lower 1 Β 
110-313619-25 ritui Fus spar side upper 1 B 
110-313619-26 Fitting 4 Fus spar side upper 1 B 

*110-310300 Battom Assy + Fus NP | All 

*110-310300-10 Batto ssy - Fus fwd NP | All 

*110-310301 Skin & Stringer Assy - Fus bottom (See fig. 189 & 190) G 

*110-310301-10 Skin & Stringer Assy - Fus bottom (See fig. 189 & 190) H 

*110-310303 Skin & Stringer Assy - Center bottom (See fig. 192) J 

*110-310303-10 Skin Stringer Assy - Center bottom (See fig. 192) K 

*110-310303-30 Skin & Stringer Assy ~ Center bottom (See fig. 192) M 

*110-310303-50 Sk|n & Stringer Assy - Center bottom (See fig. 192) N 

*110-310303-70 Skin & Stringer Assy - Center bottom (See fig. 192) Q 

*110-310300-30 Batto ssy - Fus aft All 

*110-310305 Skin & Stringer Assy - Fus spar bottom (See fig. 193) A 

*110-310410 Skin & Stringer Assy - Fus spar bottom (See fig. 193) B 

*110-310307 Skin & Stringer Assy - Center bottom (See fig. 194, 195 

δι 196) ΑΙ 
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Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (cont 
123 4 5 6 


Instl - Fus battery sup. 
Carrier|Assy - Fus battery sup. 


FIGURE & 
INDEX 


NUMBER 


366 


~18 
-19 


-20 
-21 
-22 
-23 
-24 
-25 
-26 
-27 


-28 


-29 


-30 


PART NUMBER 


езе .-  — N= n I aanas 


110-310337 

110-310337-11 
110-310339-3 
110-313348-30 
110-313348-40 
NAS76-7-14 

110-310382 

110-310382-27 
FS105D93-. 18 
110-310382-5 
110-310382-7 


110-310382-31 
110-313346-1 
110-313346-2 
NAS75-5-120 
NAS76-5-106 
NAS'16A5-106P 
110-726217-1 
110-726217-2 


110-310040 
110-310040-30 


| 


Carrier 


T.O. 1C-119F-4 


| 


С 


| Hook) - Battery hold down clamp 
ο. age - Fus battery sup. rear 
rriage - Fus battery sup. front 
Bushing - Plain press fit bronze 7/16 ID x 7/16 in. 
Latch Instl - Battery carrier 
Handle - Battery carrier latch 
| Bushing ~ Spacer Alal .56 OD x . 190 ID x . 18 in. 
Arm - Battery carrier latch 
Bolt - Battery carrier latch eye (Made from part 


No. AN43-32) 
Bolt - Battery carrier latch eye (Made from part 
| Мо. AN43-34) 
нде + Киз battery sup. hinge LH 
Handle + Fus battery sup. hinge RH 
Pisos - Plain press fit stl . 4386 OD x .3125 ID x 
1-5/8 in. 
| Bushing - Plain press fit bronze . 4386 OD x . 3125 ID 
x 1-3/16 in. for 5/16 in. bolt 
Bushing - Plain press fit Al bronze pl . 438600 x 
. 3125 ID x 1-3/16 in. 
' Spring - Battery carrier sup. LH 
Spring -| Battery carrier sup. RH 
Drain Assy & Instl - Water seepage 
ური, Assy - Water seepage 
TM ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-8034 
| 51-8098А thru 51-8168A 
i 51-17365 thru 51-17367 
52-6000 thru 52-6011 
R4Q2 131662 thru 131689 
B C-119G 51-8035 thru 51-8097 
| 51-17365 δι Subsequent 
IK-441 & Subsequent 
R4Q2 131690 thru 131719 
| C R4Q2 131690 thru 131719 
| |D C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
| 52-6012 δι Subsequent 
| IK-441 & Subsequent 
| [E C-119G 51-8035 thru 51-8052 
| | R4Q2 131690 thru 131719 
F C-119G 51-8053 thru 51-8097 
! 52-5840 thru 52-5954 
| 52-6012 & Subsequent 
| IK-441 & Subsequent 
| 
MEE C-119G 51-2662 thru 51-8052 
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PER 
ASSY. 


UN I TS] USABLE 


-ON 
CODE 


FIGURE & | GROUP FUSELAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


98 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


FUSELAGE STRUCTURE ASSY (Continued) 


MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


C-119G 
R4Q2 
C-119G 


C-119G 


C-119G 


C-119G 
C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


SE RIAL NUMBERS 


51-8098A thru 51-8168A 
131662 thru 131719 


51-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
131662 thru 131719 


51-8035 thru 51-8052 


51-17365 thru 51-17367 
52-6000 thru 52-6011 


51-8053 thru 51-8097 
92-5840 thru 52-5922 
92-5924 thru 52-5954 
52-6012 thru 53-3194 
IK-441 thru IK-442 


51-2662 thru 51-2667 


51-2668 & Subsequent 
IK-441 & Subsequent 
131-662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-3204 thru 53-7884 
93-8125 & Subsequent 
IK-443 & Subsequent 
131662 thru 131689 


53-3204 thru 53-7884 
53-8125 & Subsequent 
IK-443 & Subsequent 


UN I TS} USABLE 


Section Ἡ š T.O. 1C-119F-4 
Group Assembly Parts List : 


This Page Left Blank Intentionally. 
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Figure 99, Fuselage Structure Assembly 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FUSELAGE 


FIGURE & GROUP USABLE 


Nara [MAJOR ASSEMBLY FUSELAGE STRUCTURE ASSY (Cont) P 
PART NUMBER 
ied from figure 98) 
bi *110-310000 Füselage à cture Assy (See fig. 45) АП 
- 1 *110-796300 onorail e - "I" beam type (See fig. 197 & 198) All 
- 2 78-313083-10 Shpobrt Assy |- Fus main body sect. All 
- 3 78-313091 Arm|Assy |- Sup. All 
- 4 78-313093 Cap hd isup. arm All 
| -5 110-310009-10 Cable შრ - Fus static line (See fig. 390) (For Instl onoutrigge 
a$sy|see fig. 205A) АП 
- 6 110-310035 Cable Assy - Rear cargo doors stop (See fig. 390) All 
| - T 1*110-741031 kjeclr tat Inst] - Rear cargo doors (See fig. 199) All 
- 8 110-310801-111 Door Assy|- Fus rear cargo LH (See fig. 204 & 205) All 
110-310801-112 Ρροή Agsy|- Pus rear cargo RH (See fig. 204 & 205) All 
- 8А | 213-310804 Dios Assy/- Fus flight operable (See fig. 207) FOD 
ATTACHING PARTS 
- 8B | AN310-8 ა 1 Acft castle stl 1/2-20 FOD 
AN960-816 вђег - Plain stl reg ser 1/2 in. bolt FOD 
AN8-21 Bolt |- (4. st] 1/2-20 κ 2-5/16 in. FOD 
*110-310603-1 DNE e ee - Skin & stringer rear side panel LH All 
*110-310603-2 ας 48 - Skin & stringer rear side pane1 RH All 
- 9 18-313171 Panel - Metal sect. All 
-10 78-313319-10 Ring|- Fus window ret All 
АТТ СЮ G PARTS 
-11 | AN364-1032 Nut + Self locking thin stl 10-32 All 
AN960-10 ს i - Plain stl reg ser No. 10 bolt All 
AN525- 10-6 Screw - Washer hd stl 10-32 x 3/8 in. All 
i -11A #213-310602-11 Fitting ლო Fus flight operable door guide bar alignment LH FOD 
213-310602-31 Fitting Ор 1 Fus flight operable door guide bar alignment LH FOD 
213-310602-12 Fitting Assy + Fus flight operable door guide bar alignment RH FOD 
213-310602-32 Fitting Assy + Fus flight operable door guide bar alignment RH FOD 
110-311630-1 ate ssy - Fus rear side LH All 
110-311630-2 Frame jon - Fus rear side RH All 
-12 78-311229 Fit g F Static line emer rel All 
78-313332 В πόχει Assy - Retractable jack stowage clamp mtg All 
-12A | FS108D53-. 195 B E - Press. fit Al al .3125 OD x . 193 ID x . 195 in. All 
110-311628-1 Frame Assy - Fus side LH All 
110-311628-2 Frame ү - Fus side RH #11 
78-313483L Bracket Assy - Fus seat instl LS All 
78-313483R Bracket Assy - Fus seat inst] RS АП 
-12В | 110-313461 step - Fus tie down ftg 1 | All 
-12C | 43A2691 Ring - Floor litter tie down (WWP) 1 { All 
110-310610 Tube|In$tl - Fus troop seat upper sup. NP | Ali 
-13 110-310611-25 T к seat upper sup. 1 E 
110-310611-250 be Agsy|- Troop seat upper sup. 1 H 
110-310611-310 Tube Agsy|- Troop seat upper sup. 1 J 
-14 110-310611-10 | Tube Assy|- Troop seat upper sup. 1 | #11 
-15 110-310611-30 | Assy|- Troop seat upper sup. 1 | All 
-16 110-310611-50 be А&5у |- Troop seat upper sup. 1 | #11 
-17 110-310611-70 Туре #35V |- Troop seat upper sup. 2 С 
110-310611-290 Туре Азѕу |- Troop seat upper sup. 2 D 
-18 110-310611-90 Tube! Assy |- Troop seat upper sup. 2 C 
110-310611-270 Tube Agsy |- Troop seat upper sup. 2 D 
-19 110-310611-110 Tube Assy |- Troop seat upper sup. 6 C 
-20 110-310611-130 Tube| Assy |- Troop seat upper sup. 2 E 
110-310611-230 Tube Agsy |- Troop seat upper sup. 3 G 
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GROUP 


FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & 
INDEX 


NUMBER MAJOR ASSEMBLY 


110-310611-230 
110-310611-190 
110-310611-210 
78-313190-3 
18-313190-3 
18-313190-3 
18-313190-3 
78-313190-3 
18-313190-3 
78-313190-3 
78-313190-3 
18-313190-3 
78-313190-3 
78-313190-3 
78-313190-3 


78-313190-3 


78-313190-3 


78-313190-4 
78-313190-4 
78-313190-5 
78-313190-21 


110-310611-37 


#Alternate Parts 
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FUSELAGE STRUCTURE ASSY (cont) 


PART NUMBER | 2 3 4 5 6 


be 
be 
b 
un 
1 
` Fitting 
1 
‚ Fitting 
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Fitting 
‚|1 
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“I 1 
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- Troop seat upper sup. 

- Troop seat upper sup. 

- Troop seat upper sup. 

- Troop seat rung & tube sup. 
10-310611-10) 

- Troop seat rung & tube sup. 
10-310611-10) 

- Troop seat rung & tube sup. 
10-310611-10) 

- Troop seat rung & tube sup. 
10-310611-30) 

– Troop seat rung & tube sup. 
10-310611-250 & -310) 


10-3 10611-50) 

- Troop seat rung & tube sup. 
0-310611-70 & -90) 

| Troop seat rung & tube sup. 
0-310611-90) 

- Troop seat rung & tube sup. 
0-310611-270) 

- Troop seat rung & tube sup. 
0-310611-110) 

- Troop seat rung & tube sup. 
[0-3 10611-130) 

- Troop seat rung & tube sup. 
10-310611-230) 

- Troop seat rung & tube sup. 
10-310611-190) 

- Troop seat rung & tube sup. 
[0-3 10611-210) 

- Troop seat rung & tube sup. 


- Troop seat rung & tube sup. 


0-310611-250 & -310) 
- Troop seat rung & tube sup. 


lieu of part No. 78-313190-5) 
т |- Troop seat rung & tube sup fitting (Use on part 


. 110-310611-310) 


ued on fig. 100) 


MODEL DESIGNATION 


C-119G 


C-119G 


- Troop seat rung & tube sup. 


10-310611-10, -30, -50 & -70) 


(Used on part No. 
(Used on part No. 


(Used on part No. 


(Usedon part No. 


(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part No. 
(Used on part Νο, 


110-310611-10, -30, -50, -290 & -210) 
ing|- Troop seat rung & tube sup. (Used on part No. 


(Use for spares 


SERIAL NUMBERS 


52-5908 thru 52-5952 


Section II 
Group Assembly Parts List 


> თ mW Ü a GG о m ш 


52-6037 and subsequent 
IK-441 and subsequent 


52-5889 thru 52-5954 
52-6036 and subsequent 
IK-441 and subsequent 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP 
INDEX MAJOR ASSEMBLY 


NUMBER FUSELAGE STRUCTURE ASSY (Continued) 
тима _ OO O Ol 


99 USAB Le ON 
CÓD MODEL DESIGNATION SERIAL NUMBERS 


C C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131689 


D C-119G 51-8035 thru 51-8097 
I 52-5840 thru 52-5954 
52-6012 & Subsequent 
I IK-441 & Subsequent 

| R4Q2 131690 thru 131719 


E C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
| 52-6000 thru 52-6003 


F C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 
G | C-119G 51-8031 thru 51-8034 
52-6004 thru 52-6011 

R4Q2 131662 thru 131689 
| |н C-119G 51-8031 thru 51-8052 
52-6004 thru 52-6015 

R4Q2 131662 thru 131719 
Ј | C-119G 51-8053 thru 51-8097 


52-5840 thru 52-5954 
| 52-6016 & Subsequent 
IK-441 & Subsequent 


К | C-119G 51-8031 thru 52-5888 
52-6004 thru 52-6035 
R4Q2 131662 thru 131719 
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Figure 100. Fuselage Skin and Stringer Structure Assembly 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE & | GROUP FUSELAGE 


Number [MAJOR ASSEMBLY FUSELAGE SKIN & STRINGER STRUCTURE ASSY 
PART NUMBER 


(Fontinhed on fig. 99) 


*110-310000-1 Assy + Fus skin & stringer (See fig. 35) 
*213-310003-1 [Assy + Fus (Sta 546.4 & 549) 
*213-311604-1 |Авву - Fus LS sta 546 
*213-311604-2 88V - Fus RS sta 546 
213-730039-23 де - Flight operable door lock act. mtg (Use on 
μι Νο. 213-311604-1) 
- Fus sta 549 hood guide bar 


p 
213-313608 


FS106A64-2.420 
FS106S86- 2, 310 er 
PARTS 

AN3 10-4 + Acft castle stl 1/4-28 
AN960-416 - Plain stl reg ser 1/4 in. bolt 
AN4-33 eft stl 1/4-28 x 3-13/32 in. 


213-313607-3 - Fus sta 549 guide bar roller sup. 
213-313607-4 i ak Fus sta 549 guide bar roller sup. 
*213-311605-1 [Assy - Fus LS sta 549 
*213-311605-2 ssy - Fus RS sta 549 
213-770009-1 itting |- Fus LS frame 
213-770009-2 i is - Fus RS frame 


213-770009-11 ing |- Fus LS frame 
213-770009-12 ing |- Fus RS frame 
*213-311703-11 [Assy - Fus top sta 549 

213-313878-21 itting |- Fus top 

213-313878-22 itting|- Fus top 

213-313894-3 light operable doors hood guide bar alignment 
FS106-S96-2. 937 
FS106-A64~2. 812 


213-313885-3 , light operable doors upper pin cartridge guide 
Α 


ΠΠ 


b ock 
213-730041-11 ` e sy - Flight operable door lock act. 
213-730074-3 shing - Flight operable door lock act. bkt 
*213-311303-11 Frame |Азву - Fus bottom 
213-313886-11 Бир ort - Flight operable doors guide bar lock pin 
lower LH 
213-313886-12 Süpior - Flight operable doors guide bar lock pin 
lower RH 
ket - Hood locking mech double pulley LH 
ket - Hood locking mech double pulley RH 
ket - Hood locking mech lower pulley LH 


Z irom ns 


rw 


213-313895-21 
213-313895-22 
213-313896-21 
213-313896-22 
213-770000-1 
213-770000-2 
213-770001-1 
213-770010-3 


-| Flight operable doors RH 
y - Flight operable doors boom aft 
light operable doors boom eye 
TS 
cft castle 3/4-16 
- Plain stl reg ser 3/4 in. bolt 


B ка а = oj = ра = μα 


AN310-12 
ÀN960- 1216 


213-770001-11 i | - Flight operable doors boom aft 
i 


NAS77A12-50P ng - Fl press fit Al bronze . 9393 OD x . 750 ID 


x 1. 125 fl dia x .062 fl 1gth x . 50 in. 


213-770004-21 
213-770005-21 
213-770006-21 


tting - Flight operable doors boom ай 
light operabledoors boom center 
light operable doors boom fwd LH 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


213-770006-22 i Flight operable doors boom fwd RH 
213-770011-21 1 ight operable doors sta 514 
213-313822-11 Ri - Flight operable doors act. 


AN365-428 lodking stl 1/4-28 
AN960-416 lain stl reg ser 1/4 in. bolt 
AN4-11A οὔ sh 1/4-28 x 1-5/32 in. 


110-425047-3 -|Flight operable doors act. ftg 

G PARTS 

AN320-8 - Acft shear stl 1/2-20 

AN960-816L ashey 

AN28-44 olt, - 

NAS'16A8-212 ushin 
2 


- [Plain st! reg ser 1/2 in. bolt 

levis stl 1/2-20 x 2-51/64 in. 

-|Plain press fit Al bronze . 6265 OD x . 500 ID x 
3⁄8 in. 


213-313808-21 ΠΕΝ light operable doors act. 

213-313804-1 itting |Assy - Fus upper hinge LH 

213-313804-2 itting Assy L Fus upper hinge RH 
AT ACHING PARTS 


EB-048 ut KEN) 

AN960-416 asher - шп stl reg ser 1/4 in. bolt 
MA 20004-16 I. Int|wrenching stl 1/4-28 x 1-1/2 in. 
AN365-428 ut - Self loqking stl 1/4 x 28 

AN960-416 as 1. Таіп st! reg ser 1/4 in. bolt 
AN4-14 μία cft stl 1/4-28 x 1-17/32 in. 


ΝΑΡΤΤΑΘ-54Ρ Bushing -|F1 press fit Al bronze , 6265 OD x . 500 ID x . 750 
| f] dig. x .062 fl lgth x . 34 in. 

213-313877-21 itting|- Fus|sta 543 LH 

213-313877-23 itting|- Fus| sta 543 RH 

213-770069 over fr 1 -| Flight operable door LS 


213-770066-11 over Assy - Flight operable door LS 
213-770080 over Inst] -| Flight operable door RS 
213-770079-11 over Assy - Flight operable door RS 
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Section H T.O. 1C-119F-4 


Figure 101. Pitot and Static System Installation 
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Section Π 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE ἆ 
INDEX 
NUMBER 


*110-710718 PI - Pitot & static sys (See fig. 94) 
110-710718-350 y| - Pitot inst 1/4 OD x . 035 x 35. 25 in. 
110-710718-690 sy] - Bn inst 1/4 OD x . 035 x 32. 75 in. 
110-710718-330 sy|- Pitot inst 1/4 OD x . 035 x 34. 75 in. 

AN824-4D e laged|tube 

AN6270-4-30. 00 - Low press. detach. swivel ftg for 1/4 OD tube x 
in. 
ically heated pitot (GFAE) 

Electrically heated pitot (AEI) (GFAE) 

sion Assy - Inst pitot tube . 

n Assy ~ Inst pitot tube 


G PARTS 
AN365-1032 Self Joking stl 10-32 
AN960-10 flasher in stl reg ser No. 10 bolt 
AN525-10-8 sher hd stl 10-32 x 1/2 in. 
796-20 duty mtg lug type sup. (AP) 
796-20R - Heavy pai mtg lug type sup. (AP) 


AN5813-1 
PH-500 
110-710717-1 
110-710717-2 


=e о о о 


110-710718-370 - 
AN837-4D 


itot inst 1/4 OD x . 035 x 5. 50 in. 
ared tube & univ 


110-710718-50 
110-710715-350 
110-710715-370 
110-710715-230 
110-710715-270 
110-710715-190 
110-710718-530 
110-710715-150 
110-710718-510 
АМ929-4 
AN824-4D 
110-710718-10 
110-710718-590 
110-710718-30 
110-710718-600 
AN815-4D 
110-710708-550 
110-710708-570 
110-710718-550 


Assy 
$Sy 
$sy 
sy 


Φου 


- Pitot inst 1/4 OD x. 
- Pitot sys 1/4 OD κ. 
- იარ sys 1⁄4 OD х. 

itot sys 1/4 OD x. 
- Pitot sys 1/4 OD x. 
- pua sys 1/4 OD κ. 


- Pitot sys 1/4 OD x. 
itot sys 1/4 OD x. 
- Pitot sys 1/4 OD х. 


.| seal flared tube ftg 


larjed|tube 


- Pitot inst 1/4 OD x. 
- Pitot inst 1/4 OD x. 
- Pitot inst 1/4 OD x. 
- Pitot inst 1/4 OD x. 


Flaréd tube | 
- Pitot sys 1/4 OD x. 


035 x 8. 62 in. 


035 x 47. 43 in. 
035 x 49, 50 in. 
035 x 81. 75 in. 
035 x 79.12 in. 


035 x 4.38 in. 


035 x 10. 8" in. 


035 x 7. 62 in. 


035 x 13. 50 in. 


035 х 54. 75 in. 
035 х 57, 25 in. 
035 x 48.50 in. 
035 x 51.00 in. 


035 x 41. 25 in. 


- Pitot sys 1/4 OD x 44. 50 in. 


ву|- Pitot & Static sys inst 1/4 OD x .035 x 35. 81 in. 
агра tube bhd & univ ftg 
Flardd tube 3/8 bhd & univ 


AN924-4D 
AN832-4D 


> თ πα Н μα ць на на на = Nett ка мз ка мш 


cozida 
EEE წ 
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© 

ἜΣ 
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(Gontinged on fig. 102) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2675 


51-8098A thru 51-8127A 


C-119G 51-2676 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


RAQ2 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UNITS] USABLE 
INDEX i ON 
II [MAJOR ASSEMBLY PITOT & STATIC SYSTEM INSTL (Continued) ae 
PART NUMBER 
101 | | 
USABLE ΟΚ 
| CODE | MODEL DESIGNATION SERIAL NUMBERS 
οἱ | C-119G 51-2662 thru 51-8034 
| | 51-8098A thru 51-8168A 
| | 51-17365 thru 51-17367 
| ა 1 52-6000 thru 52-6011 
| | | R4Q2 131662 thru 131689 
| |р! | C-119G 51-8035 thru 51-8097 
| Е 52-5840 thru 52-5954 
| ME 92-6012 δι Subsequent 
| E IK-441 & Subsequent 
| | | R4Q2 131690 thru 131719 
l I ! 
E| | C-119G 51-2662 thru 51-8063 
| 51-8098A thru 51-8168Α 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
| | | R4Q2 131662 thru 131719 
H | 
! { 
| Е) С-1196 51-8064 thru 51-8097 
i Hj | 52-5840 thru 52-5954 
| | | 52-6024 & Subsequent 
u | | IK-441 & Subsequent 
| | 
| G| | C-119G 51-2662 thru 52-5888 
| 52-6000 thru 52-6035 
| R4Q2 131662 thru 131719 
| 
| | Н. C-119G 52-5889 thru 52-5954 
| | | 52-6036 & Subsequent 
| | IK-441 δι Subsequent 
| i 
x | | J| C-119G 51-2662 & Subsequent 
| | | R4Q2 131662 thru 131719 
| | | | 
i | K| C-119G IK-441 & Subsequent 
| x | 
! 
EE 4 
| | 
i l i ' I 
i | ! 
| | pode gos 
| | Ж 
| MEE 
f | 
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Figure 102. Pitot and Static System Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FiGURE & GROUP FUSELAGE 


UNITS] USABLE 
NUMBER LI 
(Continued from Figure 101) | 
*110-710718 Inst m К [οι] - Pitot & static sys (See fig. 94) Ref [ All 
110-710708-530 Tube Assy|~ Pitot sys 1/4 OD x .035 х 53. 12 in. 1 E 
110-710718-570 T ohn - i & static sys inst 1/4 OD x .035 x 40.12 in. 1 F 
110-710718-210 Tube Assy |- Pitot inst 1/4 OD x . 035 x 20. 81 in. 1 | All 
AN929-4 Cap + Press seat flared tube ftg 1 | All 
AN924-4D Nut Fija ube bhd & univ ftg 1 All 
AN837-4D роу -| Flared tube & univ 45° 1 | АП 
AN924-4D Nut + Flared tube bhd & univ ftg 4 | АП 
AN832-4D Union -|Flared tube 3/8 bhd & univ 2 | All 
AN833-4D Elbow - us d tube & bhd univ 90? 2 | All 
AN902B4 Gasket + Flared tube univ ftg 4 | All 
AN815-4D Union -|Flared tube 1 | АП 
AN937D4 Cross -| Inst screw thds 1 | АП 
AN6270-4-12. 00 Hose Assy - Low press. detach swive1 ftg for 1⁄4 OD tube x 
12. 00 in. A11 
AN816-4 Nipple 4 Flared tube & pipe thd All 
No Number Indicator -| Air speed pitot static true 100-450 knots type 
Μ-1Α (MIL-I-6447A) (Class 05-C) (GFAE) C 
742DX-4-012 Indicator -| Air speed pitot static true 100-450 knots type 
M-1# (KO) (GFAE) D 
AN5760T4A Altimeter + Press. (GFAE) (Altimeter having incorporating the 
imprpved dial presentation shall be identified by the letter 
"ID" after Vendors part No. 1 C 
1845X-4-03D eter + Press. type AN57604B (KO) (GFAE) 1 D 
49158 nd| Type |B (UC) 7 | All 
49159 nd|Type |B (UC) 2 | All 
110-710718-270 be'Assy |- Pitot inst 1/4 OD x .035 x 71. 87 in. 1 G 
110-710718-610 be'Assy |- Pitot inst 1/4 OD x . 035 x 71.00 in. 1 H 
110-710718-290 ре: #88V |- Pitot inst 1/4 OD x . 035 x 37. 00 in. 1 G 
110-710718-630 be| Agsy |- m inst 1/4 OD x .035 x 37, 75 in. 1 H 
110-710718-310 be|Assy |- Pitot inst 1/4 OD x . 035 x 42. 12 in. 1 | АП 
110-710718-70 be Assy |- 1 inst 1/4 OD x . 035 x 25.00 in. 1 G 
110-710718-650 ре Agsy |- Pitot inst 1/4 OD x . 035 x 37. 00 in. 1 H 
110-710718-90 bej Assy |- 2 inst 1/4 OD x . 035 x 25.00 in. 1 G 
110-710718-670 bel Assy |- Pitot inst 1/4 OD x . 035 x 34.00 in. 1 H 
110-710718-110 bel Agsy |- Pitot inst 1/4 OD x . 035 x 58. 69 in. 1 | All 
110-710718-130 თა Sy |- Pitot sys 1/4 OD x . 035 x 58. 50 in. 1 | АП 
AN827-4D oss -| Flared tube 1 All 
110-710718-170 бе| Assy |- Pitot sys 1/4 OD x . 035 x 42. 87 in. 1 | АП 
110-710718-190 ხი Assy |- Pitot sys 1/4 OD x . 035 х 68. 25 in. 1 | All 
110-710718-230 be | Assy |- Pitot sys 1/4 OD x . 035 x 48. 62 in. 1 | #11 
AN924-4D t – Flared tubebhd & univ ftg 2 | All 
AN832-4D ion -|Flared tube 3/8 bhd & univ ftg 2 | All 
110-710718-430 be| Assy |- Pitot sys 1/4 OD x .035 x 21.12 in. 1 | All 
110-710718-150 bel Assy |- Pitot sys 1⁄4 OD x . 035 x 33.00 in. 1 | АП 
110-710718-410 ре! Assy |- (დი sys 1/4 OD x .035 x 19.12 in. 1 | АП 
110-710718-250 ხი Agsy |- Pitot sys 1/4 OD x .035 x 31.00 in. 1 | All 
AN815-4D ion - Flare 10 Α 
AN815-4D 9 B 
AN824-4D | 1 8 
AN6270-4-12. 00 se|Agsy |- Low press. detach swivel ftg for 1/4 OD tube x 
12. 00 a 2 | All 
AN822-4D -|Flàred tube & pipe thd 90? 2 | #11 
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PART NUMBER 123 4 5 6 


| 
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FIGURE გ | GROUP FUSELAGE 
INDEX ο ASSEMBLY PITOT & STATIC SYSTEM INSTL 


(euin 


MODEL DESIGNA TION 


C-119G 


R4Q2 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


Section H 


Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


91-2662 & Subsequent 
131662 thru 131719 


IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-2662 thru 51-8084 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8085 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


UN I TS] USABLE 
ON 


381 


Section II T.O. 1C-119F-4 


Figure 103. Fuselage Forward Section Electrical Installation 
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Т.О. 1C-119F-4 Section II 
Group Assembly Parts List 


FUSELAGE 


JFIGURE & [GROUP UNITS} USABLE 
სესი. [MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL INSTL წამ 


PART NUMBER I 2 3 4 5 6 


*110-741019 Dsk ἡ Fus fwd sect. (See fig. 94) 

B4235A-2 Light Assy) (GMC) 

110-741019-13 | Light Agsy| (Make from GMC part No. A4255A by reversing 
shield) 
A4255A Light A$sy| (GMC) 
*110-741043-50 L a Assy|- Соп] col ultra-violet 
*110-741043-60 Ligh Sy| - Conl ultra-violet 
*110-741043-70 Ligh is - gon col ultra-violet 

*110-741043-80 Do A$sy|- Соп] col ultra-violet 

*110-741043-3 | Light - Fug fwd sect. (Use on part No. 110-741043-50 & 
110-141043-60) 
*110-741043-4 Light - Fus fwd sect. (Use on part No. 110-741043-70 & 

ea 

B4235A~2 Lignt (ОМС) 
110-749044-1 Assy - Red light inst LH 
110-749044-2 Assy - Red light inst RH 
110-746044-3 რეზის - Light LH 


2, 
ae) 


110-749044-4 i ight RH 
110-749044-5 (Made from GMC part No. A4255A) 
110-749044-5 (Made from GMC part No. A4255A) 
110-741019-5 iei (Make from GMC part No. B4235A) 
B4235A igi (GMC) 


== სა ს d πα ა μα ра o 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 & Subsequent 
IK-450 & Subsequent 


C-119G I&-441 thru IK-449 
R4Q2 131669 thru 131719 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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T.O. 1C-119F-4 Section II 


ROTATED 


6875 


Figure 104, Fuselage Forward Section Electrical Installation 


Revised 1 September 1956 | 385 


Section П T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UN! TS} USABLE 
NUMBER Кл 
(Continued from figure 103) 
104 *110-741019 iq LL 4 Fus fwd sect. (See fig. 94) 

a *110-746040 - Elec sys inst lights G 
*110-746040-30 – Elec sys inst lights E 
*110-746040-50 y - Elec sys inst lights F 

- 1 | AN3220-2 p 
- 2 |AN3155-25-100 Acft power 25 w 100 ohm 
*110-746040-3 Fus fwd sect. 
- 3 A4241 t (GMC) 
*110-746040-'7 Fus fwd sect. 
- 4 | A4627 stat (GMC) 2 
- 5 AN3021-2 i e hole mtg single pole toggle 1 
- 6 A4245 i (GMC) 2 
- 7 A4250 Resistor (GMC) 1 
*110-741052-1 Light Instli- Hlev tab ind NP A 
*110-741052-10 | Light Instl/- Elev tab ind NP B 
*110-741052-2 Light Inst1|- Elev tab ind NP A 
*110-74105 2-20 Light Instl|- Elev tab ind NP B 
- 8 A3775- 2-327 Light (ОМС) 1 
- 9. |*110-741006-1 Panel Inst! ё Assy - Cockpit jump sig (See fig. 111) NP 
*110-741006-2 Panel Inst] ვლ - Cockpit jump sig (See fig. 111) NP 
-10 AN2552-3A „ე... - Airplane ext power conn with shield 1 
ATTACHING PARTS 
-11 | AN365-1032 Nut 4 Self locking stl 10-32 2 
AN960-10 Wasir |- lain stl reg ser No. 10 bolt 2 
FS105D43-1. 75 Bushing, - nine Alal .25 OD x .028 x 1-3/4 in. 2 
AN510-10-44 Screw -|82P flat hd mach st! 10-32 x 2-3/4 in. . 2 
-12 318 Horn| - ЧЕ g type J-2 (ESS) 1 
*213-743100 Panel Instl -Piot & co-pilot flight operable doors conl NP | FOD 
-13 213-749000-1 | | Panel Assy - Pilot & co-pilot flight operable doors conl 2 | FOD 
-14 | SP-103-23 анон (RIM) 1 | FOD 
-15 | AN3228-1 | Guard -| Toggle sw three position 1 | FOD 
-15А | AN3021-7 Switch 4 Опе hcle mig spt 1 | FOD 
-15B |SP-103-22 nci (RIM) 1 | FOD 
*110-741058 Inlichto Inst] - Cockpit nose gear steering NP 
-16 24100-75A4A1 Indicator (ECP) (Mil-1-5079B) 1 
ATTACH G PARTS 
-17 |AN515-6-10 Screw -|Rd hd mach stl 6-32 x 5/8 in. 
-18 110-742032 Bot Assy - Ext power relay C 
*110-742031 Box + Ext power relay σ 
-19 110-742031-7 Cover -|Ext power relay box C 
- 20 AN3370-1 Relay - 200 amp spst C 
-21 1526 Outlet -|24|V (HAW) 
ontinued on figure 105) 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 
C-119G 91-17365 & Subsequent 
IK-441 thru IK-442 
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FIGURE & GROUP FUSELAGE 


MEER MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL INST (CONT) 


| 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


Section II 
Group Assembly Parts List 


SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 52-5888 
52-5922 thru 52-5923 
52-6000 thru 52-6035 
53-3136 & Subsequent 
ІК-450 & Subsequent 


92-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 52-6058 
52-9981 thru 52-9982 
IK-441 thru IK-449 


131662 thru 131719 


UN I Τ5 | USA 


BLE 
N 


387 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


Figure 105. Fuselage Forward Section Electrical Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 | Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSE LAGE | UN ETS| USABLE 
(Continued From Figure 104) 
105 *110-741019 Electrical Instl -|Fus fwd sect. (See fig. 94) All 
*110-741027 Dotme| Lights Instl - Fus #11 
- 1 AN3022-2 кыйс -/Three hole mtg single pole toggle All 
- 2 110-741027-70 ti Assy | Dome D 
110-741027-90 Light |Assy + Dome E 
- 3 110-741027-50 Light ΑΒΕ - Dome АП 
- 4 AN3124SB307 Lamp) - 8-8 bulb sc bay. base АП 
- 5 78-749066-60R Light|Assy - Dome RH (Use on part No. 110-741027-50) All 
- 6 78-749066-110R Light|Assy - Dome RH (Use on part No. 110-741027-70 
& +90 All 
- 7 AN3022-2 switch - Three hole mtg single pole toggle (Use on 
part No. 78-749066-60R) All 
-8 | AN3049-1 Light|Assy - Open cabin dome All 
- 9 78-749065-6R | Box -| Dome lights RH All 
~10 418-18-9 -|Press. (STB) All 
CHING PARTS 
-11 AN365-1032 Self locking stl 10-32 2 All 
AN960-10 r lain stl reg ser No. 10 bolt 2 All 
AN520-10-8 чив [πα hd mach stl 10-32 x 1/2 in. 2 All 
-12 AN3306-1 Relay - 10 amp, dpdt, connector mtg sealed 1 АП 
-12А AN3308-1 Rellay - 10 amp, 3 pdt, connector mtg sealed 1 G 
-13 *110-741037 Box Inst] - Elec sys spare lamp (See fig. 112) NP | All 
-14 110-742060 ssy -|Elec sys nose jct 1 A 
110-742060-10 - Elbe sys nose jct 1 B 
213-742001 ssy -|Elec sys nose jet 1 |FOD 
*110-742059 Ngse|jct NP A 
*110-742059-10 t Nóse|jct NP B 
-15 110-742059-5 ver -|Nose jet рох 1 C 
-15A 110-742014 - Nose jct box warning 1 C 
-15B 110-742021-13 - Nose јсі box prop oil 2 U 
-16 AN3316-1 lay - 10 amp 3 pole dt 1 C 
ATTACHING PARTS 
-17 AN365-832 Nut -| Self locking stl 8-32 4 C 
AN960-8 Washer l- Plain stl reg ser No. 8 bolt 4 C 
AN515-8-8 Screw -|Rdi hd mach stl 8-32 x . 50 in. 4 C 
-18 49-1416 Guard -|Elec sys nose jct box (CUT) 1 ο 
49-1416 Guard - Elec sys nose οί box (CUT) 2 |ЕОр 
-19 AN3160-5 Circuit Breaker - Sw type non trip free ' 1 N 
AN3160-5 Circuit breaker - Sw type non trip free 2 [ЕОР 
ATT CH ARTS 
-20 AN515-6-5 Tore -IRd hd mach stl 6-32 x 5/16 in. 2 [o 
AN960-6 Washer - Plain stl reg ser No. 6 bolt 2 С 
*110-741091 Bax Inst] -|Elec nose power jct NP H 
-21 110-742093-'70 Cover Assy - Nose power jct box 1 L 
110-742093-150 Cover Assy - Nose power jct box 1 M 
110-742093-90 Cove Abs] - Nose power jct box 1 K 
-21A 110-742014 Decal -Nose power jet box warning 1 J 
-22 110-742094-10 Box Assy 4 Nose jct 1 L 
110-742094-70 Box Assy - Nose jct 1 M 
110-742094-30 Bqx Assy 4 Nose jct 1 K 
213-742001 Box Assy 4 Nose jet 1 | FOD 
-23 AN3316-1 lay -|10 amp 3 pdt 1 H 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FUSELAGE 
Figure & | GROUP UN1TS| USABLE 


πο MAJOR ASSEMBLY | FUSELAGE FORWARD SECTION ELECTRICAL INSTL (CONT) a 
AN3370-1 Relay - boo amp spst H 
49-1416 Guard UP J 
49-1416 Cuan (CUT) T 
49-1416 Guard (CUT) FOD 
AN3160-10 Circuit Breaker - Sw type non trip free 10 amp H 
AN3160-5 Circuit ο. - Sw type non trip free 5 amp J 
AN3160-5 Circuit Breaker - Sw type non trip free 5 amp T 
AN3160-5 Circuit Breaker - Sw type non trip free 5 amp FOD 
PLM-90 Protdetdr Assy - 90 amp cirċuit (SPT) (43A8305) H 
AN3339-1 lay - 25 amp spst ac, spst dc, normally open F 
110-746015 Bag Assy -| Fus light lenses stow. All 

*110-741045 eostat Instl|- Elec sys dome lights АП 
*110-741060 ი. Instl|- Elec sys dome lights All 
5130 იხ (ОМ) All 
110-747046 Guard - Doke light rheo All 
110-747019 Plate| - Dome light rheo (Use on part No. 110-741045) All 
110-747087 Plate} - bore light rheo (Use on part No. 110-741060) All 
ATTACHING PARTS 
AN530-8-8 Screw -|Sheet metal rd hd 3-32 x 1/2 in. All 
AN960-8 Washer p Plain stl reg ser No. 8 bolt АП 
110-741045-5 ШЫ - Dome lights (Made from ОМ part Νο. 0635) 
(300 w 4 ohm) (Spec Jan- R-22) P 
110-741045-5 Rheostat - Dome lights (Made from OM part Νο. 
Ro FJAROKK) (Spec Jan- R-22) Q 
Αγτή CiN PARTS 
AN526-420-6 Screw -|Truss hd stl 1/4-20 x 3/8 All 
110-746063 Handle Assy - Elec dome light sw (Use on part No. 
110-7141045) All 
AN3027-2 Switch -| One hole mtg double pole toggle((Use on part No. 
110-741045) АП 
45A7400-1 Switch ssy (CUT) АП 
*110-745002 Cable Instl|- Fwd sect. fus radio & elec (See fig. 106, 107, 
t 109) R 
*110-745019 Wiring stl -INose sect. (See fig, 106 & 108) 5 
USABLE ON 
DE MODEL DESIGNATION | SERIAL NUMBERS 
Α C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
R4Q2 131662 thru 131689 
B C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6003 
C C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
R4Q2 131662 thru 131689 
D C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
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FIGURE & [GROUP 


FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


INDEX 


NUMBER [MAJOR ASSEMBLY 


105 


Revised 1 October 1958 


FUSELAGE FORWARD SECTION ELECTRICAL INSTL( CONT) 


PART NUMBER 12 3 4 5 6 


C-119G 
R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and subsequent 
IK-441 and subsequent 
131690 thru 131719 


52-5927 thru 52-5954 
52-6048 and subsequent 
IK-443 and subsequent 


52-5923 
53-3195 thru 53-7884 

53-8117 and subsequent 
IK-443 and subsequent 


51-8031 thru 51-8097 
52-6014 and subsequent 
IK-441 and subsequent 

131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 

IK-441 and subsequent 


51-8031 thru 51-8052 
131690 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5926 
52-6004 thru 52-6047 


52-5927 thru 52-5954 
52-6048 and subsequent 
IK-441 and subsequent 


131662 thru 131689 
51-17365 thru 51-17367 


52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 


UN} TS] USABLE 
ON 


CODE 


391 


Section II 
Group Assembly Parts List 


FIGURE გ | GROUP FUSELAGE 


ЫШ: MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL INSTL (CONT) 
–იიი..»ოოაემ 


| 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UNITS | USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 
R4Q2 
C-119G 


C-119G 
R4Q2 


C-119G 


52-6012 and subsequent 
IK-441 and subsequent 


51-2662 and subsequent 
IK-441 and subsequent 
131662 thru 131719 
51-8125 thru 51-8168 


93-8069 thru 53-8156 
131690 thru 131719 


51-8016 
51-2662 thru 51-2716 
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T.O. 1C-119F-4 Section II 


ч 
N 


Figure 106. Fuselage Forward Section Electrical Cable Installation 


393 


Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


394 


GROUP FUSELAGE 


UNITS} USABLE 
MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL CABLE INSTL a 


PART NUMBER 


110-74500 2-33 
110-740010-299 
110-744033 
110-744033-10 
110-744023 
#110-740010-31 


110-740010-49 
110-740010-917 


110-740010-57 
110-740010-319 
110-744031 


110-740010-135 
#110-740010-47 


#110-744302-1 


110-740010-29 
110-740010-449 


110-744026 


110-740010-61 
110-740010-97 
110-740010-91 
110-740010-77 
#110-740010-105 
#110-744315-1 
110-740010-75 
110-744010 
#110-740010-439 


#110-744337-1 


110-740010-55 
110-740010-207 
#110-740010-87 
#110-744304-1 
110-740010-81 
110-740010-137 
#110-740010-111 
#110-744305-11 
110-740010-95 
110-740010-255 


Q ΟΩΟΟΩΟΩΩ 
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T.O. 1C-119F-4 


9 


P waterproof 
Inst panel jumpers (See fig. 291) 
Inst panel (See fig. 391) 
Inst panel (See fig. 391) 
Inst panel (See fig. 392) 


Inst panel to sta 106 left outbd fuel indicator 


391 & 392) 


Inst panel to sta 106 left outbd fuel indicator 


391 & 392) 


| 391 & 392) 


ae - Inst panel to sta 106 right outbd fuel indicator 
(ее fig. 391 & 392) 
Inst panel to sta 106 A.C, LS (See fig. 391 & 392) 
- Inst panel to sta 106 А.С, RS (Oil, fuel & torque 
press. & fuel flow meter) (See fig. 391 & 392) 
Asst = Inst panel to sta 106 (See fig. 391 & 392) 

ssy - Inst panel & ped to sta 106 elec sys (See fig. 391) 
r: -|Inst panel & ped to sta 106 elec sys (See fig. 391 

) 


Inst panel & ped to sta 106 (See fig. 391 & 392) 
Inst panel break & ped to sta 106 (See fig. 391 


Inst panel break & ped to sta 106 (See fig, 391 


Inst panel & ped to sta 106 & nose jct box (See 391) 
Inst panel & ped to sta 106 & nose jct box (See 
) 


Inst panel & ped to sta 106 & nose jct box (See 
1) 


Pilot jump signal (See fig. 391 & 399) 
Co-pilots jump signal (See fig, 391 & 392) 
Pilots glider release signal (See fig. 391) 
Co-pilots glider release signal (See fig. 391) 


Inst lite (See fig. 391 & 392) 
Inst lite (See fig. 391 & 392) 


Prop. sta 106 to ped & inst panel (See fig. 391) 
SSy -|Prop. sta 106 to ped & inst panel (See fig. 391) 
ssf Ped to savel valve nose wheel steering (See fig. 

391 92) 


Ped to savel valve nose wheel steering (See fig. 


2) 


Ped inst, friction (See fig. 391) 
Ped inst, friction (See fig. 391) 
Ped to sync (See fig. 391) 

Sync to sta 106 (See fig. 391) 


Fuel selector in ped to sta 106 (See fig. 391 & 392) 
ssy -|Fuel selector in ped to sta 106 (See fig. 391 & 392) 
pai - Ped to sta 106 (See fig. 391 & 392) 

ssy -|Ped to sta 106 (See fig. 391 & 392) 


Inst panel to sta 106 right outbd fuel indicator 


Ped jumpers & water injection (See fig. 391 & 392) 
Reverse conl in ped to sta 106 (See fig. 391) 
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FIGURE & 
INDEX 
NUMBER 


#110-740010-279 
#110-744318-1 
110-740010-89 


110-740010-229 
110-744019 
110-740010-71 


110-740010-341 
#110-740010-3 
#110-744300-1 
#110-740010-235 
#110-744316-1 
„ 110-740010-295 
110-725010-23 
127-725010-101 
110-725010-41 


127-725010-105 
110-725010-15 


110-725010-17 
110-725010-55 
110-725010-25 
110-725010-27 


213-741000-1 


213-741001-1 


#Alternate Parts 
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fig. } 
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GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL CABLE INSTL (cont ASSY 
PART NUMBER | 2 3 4 5 6 


18 


ვ 


91 C 392) 
-|Pilots conl sw to power sw in ped to sta 106 
sconnect auto pilot (See fig. 391 & 392) 
; ~ Radio jet box to master directional indicator 
pil 


RR on fig. 108) 


(ror subsequent acft see fig. 107) 


92) 


T. fig. 391 & 392) 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


Ped to sta 106 elev lock (See fig; 391 & 392) 
Ped to sta 106 elev lock (See fig. 391 & 392) 
Rud trim tab sw in ped to sta 106 (See fig. 
2) 


Nose jct box (See fig. 391 & 392) 

Nose jct box (See fig. 391) 

Ext power jct box (See fig. 391 & 392) 

Nose wheel dome light (See fig. 391 & 392) 
Nose wheel dome light (See fig. 391) 

Dome lite nose compt (See fig. 391) 

Pitot heater (See fig. 391 & 392) 

Pitot heater (See fig. 391) 

Lavatory dome lite (See fig. 391 & 392) 
Lavatory dome lite (See fig, 391) 

Nav panel to driftmeter (See fig. 391 & 392) 
Inst panel & conl wheel disconnect to sta 106 


Inst panel & conl wheel to sta 106 auto pilot 
391) 
Nav panel to sta 106 auto pilot (See fig. 391 & 


Inst panel to sta 106 auto ‘pilot (See fig. 391) 
Co-pilots sw to disconnect auto pilot (See fig. 


Pilots conl wheel to disconnect auto pilot (See 


t (See fig. 391 & 392) ^ 
Radio jct box internal auto pilot (See fig. 391 & 


Pilots conl panel to co-pilots conl panel (See 
& 392) 
Co-pilots conl panel to nose jct box & fus conl 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8030 
‚ 91-8098A thru 51-8124A 
51-17365 thru 51-17367 


131662 thru 131689 


R4Q2 


C-119G 


51-8125A thru 51-8168A 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 53-6003 


UNITS] USABLE 


395 


Section п 


Group Assembly Parts List 


NUMBER 


106 


396 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FORWARD SECTION ELECTRICAL CABLE INSTL (cont 


P*RT NUMBER I 2 3 ს 5 6 


T.O. 1C-119F-4 


MODEL DESIGNATION 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


SERIAL NUMBERS 
131662 thru 131689 


51-2662 thru 51-2716 
51-7698 thru 51-8003 
51-8016 

51-8098A thru 8168A 


51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8030 


131662 thru 131689 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8030 
131662 thru 131689 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 


51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
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Figure 107. Cable Installation - Fuselage Forward Section Electrical 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


LE INSTL - F WD бЕСТ. ELEC 
MAJOR ASSEMBLY CABLE INST US F SECT E ASSY.| CODE 
τ, ΠΕ. πα 


ET acft see fig. 106) 


FIGURE & 
INDEX 
NUMBER 


Cable Int - Fiwd sect. fus elec (See fig. 105) 
Cap with Dust Chain Attach. 1-3/8-18 (CED) 
Caver - Cable|waterproof 
Cable Assy - Inst panel (See fig. 391) 
able Аззу |- Inst panel (See fig. 391) 
able jun - Inst panel (See fig. 391) 
Sy|- Inst panel (See fig. 391) 


*110-745002 
2209-8 
110-745002-33 
110-744214 
110-744214-10 
110-744214-30 
110-744214-70 

#110-740010-31 


‚ 391 & 392) 


able ld ~ Inst panel to sta 106 left outbd fuel indicator (See 
fi 
#110-744301-1 AS 


sy|- Inst panel to sta 106 left outbd fuel indicator (See 
91 & 392) 


#110-740010-33 


able Assy|- Inst panel to sta 106 right outbd fuel indicator (See 
αρ, 301 k 392) 

able Assy - Inst panel to sta 106 right оша fuel indicator (See 

a 391 & 392) 


#110-744311-1 


110-744191 able Assy_- Inst panel to sta 106 А.С. LS (See fig. 391 & 392) 


110-744191-10 able Assy- Inst panel to sta 106 A.C. LS (See fig. 392) 
110-744192 abl o - Inst panel to sta 106 A.C. RS (See fig. 391 & 392) 
110-744192-10 able Agsy|- Inst panel to sta 106 A.C. RS (See fig. 392) 
110-744198 a Т Sy|- Inst panel to sta 106 RS (See fig. 391) 
110-744200 abl Ajo - Inst panel to sta 106 (See fig. 392) 
110-744200-10 ble Assy|- Inst panel to sta 106 (See fig. 392) (Use for 


spards ih lieu of part No. 110-744200) 
abl T - Inst panel to sta 106 (See fig. 392) 
Аѕѕу – Inst panel to sta 106 (See fig. 392) 
able Assy|- Inst panel & ped to sta 106 (See fig. 391 & 392) 
able Assy|- Inst panel & ped to sta 106 (See fig. 392) 
able Re - Inst panel & ped to sta 106 (See fig. 392) 
sy| - Inst panel break & ped to sta 106 (See fig. 391 & 


110-744200-30 
110-744200-50 
110-744031 -10 
110-744031-30 
110-744031-50 
#110-740010-47 


#110-744302-1 


110-744199 


თ о о 020259 шшчочоо о о о сб®гш>»>»> 


§ 392) 


8V - Inst panel & ped to sta 106 & nose jet box (See fig. 


392) 
did T - Inst panel & ped to sta 106 & nose jct box (See fig. 
39 
110-744199-10 


110-740010-61 
110-744245-1 
110-740010-97 
110-744246-1 
#110-740010-105 
#110-744315-1 
110-740010-75 
110-744010 
110-744080 
110-744080-10 
110-744081 
110-744081-10 
110-744081-30 
110-740010-207 
#110-740010-87 
#110-744304-1 
110-740010-81 
110-744170 
110-744171 


dble ву - Pilot jump signal (See fig. 391 & 392) 
abl 8V - Pilot jump signal (See fig. 392) 

зу - Copilot jump signal (See fig. 391 & 392) 
Ы - fat ს jump signal (See fig. 392) 


8V - Inst light (See fig. 391 & 392) 
Sy, - Inst light (See fig. 391 & 392) 
: - Ped to sta 106 (See fig 391) 


- Ped & inst panel to sta 106 (See fig. 392) 
bl - Water injection panel wires (See fig. 391 & 392) 
8 ы sy - Water injection panel wires (See fig. 392) 
sy - Ped jumpers (See fig. 391 & 392) 
able ΑΒΡΥ - Ped jumpers (See fig. 391 & 392) 
4 - Ped jumpers (See fig. 392) 


Sy|- Reverse conl in ped to sta 106 (See fig. 391) 
ву - & motor (See fig. 391 & 392) 
Sy - & motor (See fig. 391 & 392) 
Sy, - Ped to sync (See fig. 391) 

зу - Sync to sta 106 & inst panel (See fig. 391) 

Sy - Bync to sta 106 & inst panel (See fig. 391) 


C 
C 
C 
ο 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
Cable A Sy| - Inst panel break & ped to sta 106 (See fig. 391 & 
C 
C 
οἱ 
C 
ο 
С 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 


= а на ο Ма кш ου ο ο ο ока ка ο ка ма ка ыы 
თით ÜU Q Z z < c! Q ZJ 3 J g Q D Q G Q m 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [98ου FUSELAGE UNI TS| USABLE 


ieee MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. ELEC (cont) A 
1234 5 6 
#110-740010-111 - boi selector in ped to sta 106 (See fig. 391 & 
392) G 
#110-744305-11 ld A$sy|- Fuel selector in ped to sta 106 (See fig. 392) x 
110-744305-1 fap - Fuel selector in ped to sta 106 (See fig. 392) M 
110-744202 Assy|- Ped to sta 106 (See fig. 391 & 392) Y 
110-744202-10 ld Assy|- ped to sta 106 (See fig. 391 & 392) 7 
110-144202-30 d - Ped to sta 106 (See fig. 392) M 
110-744203 Sy|- Ped to sta 106 (See fig. 391 & 392) Y 
110-744203-10 ASsy|- Ped to sta 106 (See fig. 391 & 392) Z 
110-744203-30 Assy|- Ped to sta 106 (See fig. 392) M 
#110-740010-279 ме - реа to sta 106 elev lock (See fig. 391 δι 392) G 
#110-744318-1 ву|- Ped to sta 106 elev lock (See fig. 391 & 392) D 
110-744238 le Assy|- 2 to sta 106 & inst panel disconnect (See fig. 
391 & 392) Z 
110-744238-11 меу - Ped to sta 106 & inst panel disconnect (See fig. 
391 & 392) 7 AA 
110-744238-31 a - Ped to sta 106 & inst panel disconnect (See fig. 
39 392) C 
110-744222 sk Rud trim tab sw in ped to sta 106 (See fig. 391 & 
A 
110-744212 ose jct box (See fig. 391) B 
110-744213 Assy|- Nose jct box (See fig. 392) H 
110-744213-10 a - Nose jct box (See fig. 392) (Use for spares in lieu 
of part No. 110-'744213) AB 
110-744240 8 А ose {οί box to driftmeter (See fig. 392) D 
110-744206 able Assy|- Nose jct box to ext recp (See fig. 391 & 392) А 
110-744154 a Assy|- Nose ἠοῖ box to dome light rheostat & sw (See fig. 
391 & 392) AC 
110-744154-10 мы - Nose jct рох to dome light rheostat & sw (See fig. 
392) AB 
#110-740010-237 able Assy|- Nose wheel dome light (See fig. 391 & 392) G 
#110-744317-1 a vi - Nose wheel dome light (See fig. 391 & 392) D 
#110-740010-3 Assy|- Pilot heater (See fig. 391 & 392) G 
#110-744300-1 А! - үк heater (See fig. 391 & 392) D 
#110-740010-235 a sy|- Lavatory dome light (See fig. 391 & 392) G 
#110-744316-1 able Assy|- Lavatory dome light (See fig. 391 & 392) D 
110-740010-295 2 8V - s panel to driftmeter (See fig. 391 & 392) G 
#110-740010-439 Ату - Ped to saval valve nose wheel steering (See fig. 
39 392) G 
#110-744337-1 able ომით (> to saval valve nose wheel steering (See fig. 
391 & 392) р 
110-725010-23 Cable a - Inst panel & conl wheel to sta 106 auto. pilot 
(Sée fig.|391 & 392) E 
127-725010-101 Cable Pd - Inst panel & conl wheel to sta 106 auto. pilot 
| (5ёе fig. 391) | Е 
110-725010-41 Cable Assy|- Inst panel to sta 106 auto. pilot (See fig. 391 δι 
392) E 
127-725010-105 Сар "n - a panel to sta 106 auto. pilot (See fig. 391) F 
110-725010-15 Cable As$sy - Copilot con] wheel sw to disconnect auto. pilot (See 
fig. 301 ს 392) A 
110-725010-17 C pie ი. - Pilot's conl wheel sw to disconnect auto. pilot (See 
fig. S 392) A 
110-725010-55 Cable A$sy - Pilots conl sw to power sw in ped to sta 106 auto. 
pilot [Se fig. 391 & 392) A 
127-725010-109 sy|- Pilot’s conl sw to power sw in ped to sta 106 auto. 
t ы fig. 391 δι 392) F 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


-43 | 110-725010-25 Авву - Radio jct box to master directional indicator auto. 
Тоја ee sys (See fig. 391 & 392) AD 
110-725107 Cable Assy - Radio jct box to nav panel & remote compass 
| in alt (See fig. 392) AF 
110-72510'7-10 C bie ბათ - ჩათი jct box to nav panel & remote compass 
indicator (See fig. 392) K 
110-725107-30 || Авзу| - Radio jet box to nac panel & remote compass 
in სა. fig. 392) V 
-44 110-725010-27 C ble Азу - Radio jct box to internal auto. pilot (See fig. 391 
& 392) | Ү 
110-725109-10 Cable А 
АЕ 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
i IK-441 & Subsequent 
R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8052 
R4Q2 131690 thru 131719 


C-119G 52-5922 thru 52-5923 


53-3166 thru 53-7884 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 


52-6048 & Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 


131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5926 
52-6004 thru 52-6047 
131690 thru 131719 


51-8053 thru 51-8097 
52-6004 thru 52-6023 


52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-441 thru ІК-442 


C-119G IK-441 thru IK-442 


C-119G 51-8053 thru 51-8097 
92-5840 thru 52-5921 


92-5924 thru 52-5926 
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FIGURE & GROUP FUSELAGE 
μα MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. ELEC (continued 


PART NUMBER | 2 3 ú 5 6 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 
C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


Section II 


Group Assemby Parts List 


SERIAL NUMBERS 
52-6004 thru 52-6047 


52-5922 thru 52-5923 
53-3136 & Subsequent 


52-592" thru 52-5954 
52-9981 thru 53-3165 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 52-9982 
131690 thru 131719 


52-5840 thru 52-5888 
52-6024 thru 52-6035 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 52-9982 


51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6035 
131690 thru 131719 


52-5889 thru 52-5954 
52-6035 & Subsequent 
IK-441 & Subsequent 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 


51-8031 thru 51-8034 
52-6004 thru 52-6011 
131690 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 & Subsequent 
IK-441 & Subsequent 


52-5923 
53-3195 thru 53-7884 


52-5927 thru 52-5954 
52-6048 thru 52-9982 


51-8031 thru 51-8034 
52-6004 thru 52-6011 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


INDEX | JOR ASSEMBLY 


NUMBER CABLE INSTL - FUS FWD SECT. ELEC (continued) 
sure — [238055 — à | 


107 


UN I TS| USABLE 


MODEL DESIGNA TION SERIAL NUMBERS 


C-119G 91-8035 thru 51-8097 
92-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 52-9982 

R4Q2 131690 thru 131719 


C-119G 53-3136 thru 53-3165 
53-8069 & Subsequent 


C-119G 52-5840 thru 52-5954 
52-6024 & Subsequent 


C-119G 51-8031 thru 51-8097 
52-6004 thru 52-6023 
R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8097 
52-6004 thru 52-6023 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 


52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-443 & Subsequent 
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Figure 108. Cable Installation - Fuselage Forward Section 
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Section IL 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


GROUP FUSELAGE 


T.O. 1C-119F-4 


MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. 


*110-745002 

*110-745019 

*110-747066 
110-747066-3 
110-745002-5 
127-751014-7 
110-745002-27 
No Number 
110-750010-13 
110-750010-11 
110-750010-253 
110-750010-257 
110-750010-261 
110-750010-263 
110-750010-361 
110-750010-113 


110-750010-115 
110-750010-237 


110-750010-235 
110-750010-71 


110-750010-353 
110-750010-355 


110-750010-357 


Co 
t 


mau ε.α 


id sect. fus radio (See fig. 105) 
Ie Sect. radio (See fig. 105) 


ockpit radio cable 
kpit radio cable 
C124 x 30.50 in. 
C124 x 36.50 in. 
C124 x 107.00 in. 
type MC203 (RCL) 
nst panel & marker beacon to sta 106 (See fig. 


2) 
Manes beacon & APn-1 indicator light (See fig. 


2) 
N-2 ant. lead from RT-11 trans rec (See fig. 
2) 
PN-12 ant. lead video No. 2 RT-11 trans rec 
indicator (See fig. 391 & 392) 


- APN-12 ant. lead from RT-11 trans rec ID-169 


(See fig. 391 & 392) 
N-12 ant. lead in sync out trans rec (See fig. 


) 
U-167/APN-9A coupling to rec indicator R-65/ 
(See fig. 391 & 392) 
N-14 ant. lead in trans line coupler to dis- 
See fig. 391 & 392) 

N-14 glide path lead in (See fig. 391 & 392) 
iaison trans T-47A/ ART-13 to рпа (See fig. 391 


iaison rec ARC/8 to gnd (See fig. 391 & 392) 
iaison trans ARC/8 to ped & keyer (See fig. 391 


iaison trans T-47A/ART-13 to ant. loading unit 
T-13 (See fig. 391 & 392) 
laison trans to ant. loading unit CU32/ART-13 


liaison trans to ant. loading unit CU32/ART-13 


UNITS] USABLE 
ON 


ш SF απ ы ANDANAD> 


i pa & 392) 


391 & 392) 
Ant. loading unit to gnd (See fig. 391 & 392) 
რინ lead from coupling CU92/APN (See fig. 391 


110-750010-365 
110-750010-367 


110-750010-421 Pilot’s interphone conl hd to ped (See fig. 391 & 


110-750010-447 Liss interphone sw on conl wheel (See fig. 391 


110-750010-415 


ოთო ы ш fF πα π fF απ უო უყო απ απ ш 


2) 


TM interphone sw on conl wheel (See fig. 
ilot's & copilot's ped jacks U61/U (See fig. 391 


110-750010-417 


> indicator {ο term. strip at inst panel (See 
& 392) 
ourse indicator to term. strip at inst pane] (See 
& 392) 
- Rec trans RT-178/ARC-27 to radio operator’s 
anel (See fig. 391 & 392) 
- Rec trans RT-178/ARC-27 to ant. AT-256/ARC 
ig. 391 ἃ 392) 
Assy - Rec trans to radio operator's conl panel VHF 
(See fig, 391 & 392) 


110-750010-15 


110-750010-17 


110-750010-501 


110-750010-513 


G ο бс Ὁ. бс сб а бс 5 0 5 бо πο о ë 5 


110-15001 0-503 


E απ b == απ m 
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T.O. 1C-119F-4 Section H 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. (cont) 


იიი — озазе /— ”''” 


FIGURE & 
INDEX 


UN I TS] USABLE 
ON 
NUMBER 


110-750010-507 
110-750010-267 
110-750010-271 
110-750010-243 
110-750010-41 

110-750010-43 

110-750010-147 
110-750010-177 
110-750010-185 
110-750010-105 


110-750010-451 
110-750010-193 


110-750010-425 
110-750010-427 
110-750010-423 
110-750010-431 
110-750010-31 
110-750010-33 
110-750010-103 
110-750010- 505 


110-750010-117 
110-750010-35 


110-750010-6'7 
110-750010-181 
110-75001 0-183 
110-750010-187 
110-750010-195 
110-750010-65 


110-750010-51 
110-750010-1 


110-745007 -5 
110-745007-5 


- Rec trans to radio operator’s conl panel (See fig. 

1 & 392) 
s - Rec trans RT-11 to conl panel C-170 (See fig. 391 
δι (392) 
Assy - Rec trans RT-11 APN-12 to conl panel C-169 (See 
. 891 & 392) 
Sy - 47A/ART-13 trans to CU-167 coupler (See fig. 391 
392) 
#89V - Ped to radio compass unit R101/ ARN-6 (See fig. 
1 & 392) 
8V - Ped to copilot’s interphone filter assy (See fig. 
1 & 392) 
Assy - Radio jct box jumper (See fig. 391 δι 392) 
jk - Radio jct box to splice (See fig. 391 & 392) 

sy - Radio jct box to liaison rec BC-348E (See fig. 391 

) 


- Radio jct box to dynamotor DY-66 (See fig. 391 & 


- Radio jct box int interphone (See fig. 391 & 392) 
- Radio jct box to rec indicator R-65/APN-9 (See 
. 391 8 392) 
- Radio jct box to nav interphone conl (See fig. 391 
) ' 
- Radio jct box to radio operator’s interphone con] 
ig| 391 & 392) 
adio jct box to foot sw (See fig. 391 & 392) 
dio jct box to sta 106 (See fig. 391 & 392) 
adio jct box to central panel in ped (See fig. 391 


NM jct box to term. strip at inst panel (See fig. 
2) 


dio jct box to rec 252/ARN-14 (See fig. 391 & 


ас јсі рох to rec trans & radio operator’s panel 
e fig. 391 & 392) 

dio jct box to rec R-322 (See fig. 391 & 392) 
adio jct box to ARN-14 course indicator & nav 
fig. 391 & 392) 

dio jct box to keyer & conl panel (See fig. 391 


adio jct box to liaison trans disconnect (See fig. 
392) 
dio jct box to monitor sw & keyer (See fig. 391 


adio jct box to RT-11 trans rec & IK-169 
AN/ ARN-12 (See fig. 391 & 392) 
adio jct box to ant. reel & conl box (See fig. 591 


onl panel VHF to sta 106 radio (See fig. 391 & 


N/ARN-6 radio compass (See fig. 391 & 392) 
o complete circuit when emer keyer not instl 
ig] 391) 
Lightening hole 
1 Lightening hole 


ы ы ыш ια ы ыны bi M = 4 = ыны I ы ш 


σαι ы ы ы ы 


щом 
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Section II 
Group Assembly Parts List 


PART NUMBER 


406 


T.O. 1C-119F-4 


FIGURE & [GROUP FUSELAGE 
NE MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. (cont) 


MODEL DESIGNA TION 


A C-119G 


R4Q2 


B ' C-119G 

C C-119G 
R4Q2 

D C-119G 
R4Q2 

E C-119G 

F C-119G 

G C-119G 

H C-119G 
R4Q2 


UNITS] USABLE 


SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098Α thru 51-8124A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8125A thru 51-8168A 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8098A thru 51-8111A 
51-2662 thru 51-8029 
51-17365 thru 51-17367 
52-6000 

51-8030 


52-6001 thru 52-6003 
131662 thru 131689 
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Figure 109. Cable Installation - Fuselage Forward Section Radio 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE & 
INDEX 
NUMBER 


*110-745002 
110-710159-1 
*110-747066 
110-747066-3 
127-751014-7 
110-745002-27 
No Number 
110-750010-13 


110-754111 
110-754111-10 


110-754019-30 


110-754019-70 
110-754019-90 
110-750010-253 
110-7541 06 
110-754106-10 
#110-75001 0-257 


#110-754183-1 


3110-750010-261 
#110-154184-1 
#110-750010-263 
#110-754185-1 
110-750010-361 
#110-750010-113 
#110-754178-1 
#110-750010-107 
110-750010-115 
110-754149 
110-750010-237 
110-750010-235 
110-750010-71 


110-750010-353 
110-750010-355 


110-750010-357 


110-754158-1 
110-750010-365 
110-750010-367 
110-754033 
110-754033-11 
110-754046 ' 
110-754210-1 


408 


PART NUMBER 


GROUP FUSELAGE 


MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT, RADIO 


(For p 


ning Sh 
ing 


sy 
391 & 
sy 
392) 


ыш ) 


ads 
91) 
sy 


3 


in liec 


sy|- 
391 & 392) 
ар1е! Sy|- 


> 


rior acft see fig. 108) 


- Fwd sect. radio (See fig. 105) 

- Pilot 5 inst panel 

Guard instl|- Cockpit radio cable 
ci - (Cockpit radio cable 


C124 x 36.50 in. 
C124 x 107.00 in. 


Co meom Тее type MC203A (RCL) 
- Inst panel & marker beacon to sta 106 (See fig. 


392) 


- Inst panel & marker beacon to sta 106 (See fig. 


- Inst panel & marker beacon to sta 106 (See fig. 


392) 


L| Sy|- Inst panel & marker beacon to sta 106 (See fig. 
ч, nst panel & marker beacon to sta 106 (See fig. 


- Inst panel & marker beacon to sta 106 (See fig. 


ose ant. lead to trans rec (See fig. 391 & 392) 
t. to trans rec (See fig. 391 & 392) 

t. to trans rec (See fig. 392) (Use for spares 
part No. 110-754106) 

ideo £2 trans rec ant. lead to indicator (See fig. 


ideo 72 trans rec ant. lead to indicator (See fig. 


ec ant, lead to indicator (See fig. 391 & 392) 
ec ant. lead to indicator (See fig. 392) 

nc ant. lead to indicator (See fig. 391 & 392) 
nc ant. lead to indicator (See fig. 392) 
oupling to rec indicator (See fig. 391 & 392) 
rans coupler to ant. lead (See fig. 391 & 392) 
rans coupler to ant. lead (See fig. 392) 

t. lead (See fig. 391 & 392) 

lide path ant. to disconnect (See fig. 391 & 392) 
lide path ant. to disconnect (See fig. 392) 
іаівоп trans to gnd (See fig. 391 & 392) 

iaison rec to gnd (See fig. 391 & 392) 

iaison trans & conl panel in ped to keyer (See 
392) 

iaison trans to ant. loading unit (See fig. 391 & 


iaison trans to ant. loading unit (See fig. 391 & 
iaison trans to ant. loading unit (See fig. 391 & 


C-348-E rec to T-47A/ART-13 

t. loading unit to gnd (See fig. 391 & 392) 
t. loading unit (See fig. 391 & 392) 
-92/U extension cord (See fig. 391 & 392) 
-92/U extension cord (See fig. 391 & 392) 
opilot's filter (See fig. 391 & 392) 


ose interphone jct box to copilot’s filter (See fig. 


UNITS} USABLE 
ON 


шоч ШШ O απ ი თ >>>>>>> 


е4 


m 


22C66924 © © о OO0"OmnN2mngNnuhnm5 


> 
< 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FUSELAGE 
MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. RADIO (cont) 


PART NUMBER 


110-754044 
110-754040 


INDEX 
NUMBER 


Choe Assy - |Copilot's aux filter radio sys (See fig. 391) 
Pilot's & copilot’s mike sw to splice (See fig. 391 


110-750010-421 


110-750010-447 


Chblb Assy - Interphone pilot’s conl (See fig. 391 & 392) 
b 1: Pilot’s interphone sw on conl wheel (See fig. 391 


110-750010-415 Cable ssy - Copilot's interphone sw on conl wheel (See fig. 
391 & 392) 
110-750010-417 Chble 4 ой & copilot's реа jack (See fig. 391 & 392) 


#110-750010-15 

#110-754169-1 
110-754197-1 

#110-750010-17 


- Course ind to term. strip (See fig. 392) 
ე - Course ind to term. strip (See fig. 392) 
Chble pesi - [Course ind to term. strip (See fig. 391 & 392) 


ათი sf - Course ind to term. strip (See fig. 391 & 392) 


#110-754170-1 Cიხ1 sy -|Course ind to term. strip (See fig. 392) 

#110-750010-501 С ssy - [Вес trans to radio operator’s conl panel VHF (See 
fig. Ἶοι & 392) 

#110-754192-1 Ch ab ii - [Rec trans to radio operator's conl panel VHF (See 
fig. 

#110-750010-513 ne sy -|Rec trans to ant. VHF (See fig. 391 & 392) 

#110-754194-1 Cabl 


A - Rec trans to ant. VHF (See fig. 392) 

sy - Rec trans to radio operator's conl panel UHF (See 
fir. 391|& 392) 

Chbie Assy - Rec trans to radio operator's conl panel ОНЕ (See 


#110-750010-503 


#110-754193-1 


fig. 392 
110-750010-507 сыр sy - Rec trans to radio operator's conl panel (See fig. 


391 & 392) G 
110-754071 CR ыр Assy - [Ped to radio operator's conl panel (See fig. 391 
8 392) G 


110-754071-10 Assy - [Ped to radio operator's conl panel (See fig. 392) 
(Usel|for spares in lieu of part No. 110-754071) 

A - Rec trans to conl panel C-170 (See fig. 391 & 392) 
Assy - |Rec trans to conl panel C-170 (See fig. 392) 
Assy - Rec trans to con) panel C-170 (See fig. 391 δι 392) 
Assy - Rec trans to conl panel (See fig. 391 & 392) 
Авву -|Rec trans to conl panel (See fig. 391 δι 392) 
А - Rec trans to con) (See fig. 392) 
Assy -|Rec trans to conl panel (See fig. 391 & 392) 


110-750010-267 
110-754154-1 
110-754154-11 
110-750010-271 
110-754107 
110-754107-10 
110-754107-30 


110-754091 - Rec trans to dynamotor (See fig. 392) 
110-754085 - Rec trans to ant. lead (See fig. 392) 
110-754086 - [Rec trans to ant. lead (See fig. 392) 


110-750010-243 


S 
Ass 

Assy — Trans to gnd (See fig. 391 δι 392) 
110-750010-41 S 


Assy - Реа to radio compass unit R-101/ARN-6 (See fig. 
391 £ 302) 
sy - Ped to radio compass unit R-101/ARN-6 (See fig. 
1 i 302) 
> 8 to radio compass unit R-101/ARN-6 (See fig. 


110-754073 


თ o © ычрпын+оч 


110-754073-10 
e for spares in lieu of part No. 110-754073) 
Ped to radio compass unit R-101/ARN-6 (See fig. 


110-754073-30 


110-754198-1 Ped to radio compass unit R-101/ARN-6 (See fig. 


m 
' 


92) 
Chble Assy - Ped іо copilot's speaker bkt (See fig. 391 & 392) 


110-754053 


110-754053-10 Cable Assy - Ped to copilot's speaker bkt (See fig. 392) 

110-754208-1 Ср | Assy - Nose interphone {οί box to copilot's speaker bkt 
(See fig, 391) 

110-754045 Chble Assy - [Ped to pilot's speaker bkt (See fig. 391 & 392) 
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Section II T.O. 1C-119F-4 


Group Assembly Parts List 


FUSELAGE 
CABLE INSTL - FUS FWD SECT. RADIO (cont) 


FIGURE & [GROUP 


UNITS] USABLE 
INDEX — | MAJOR ASSEMBLY ON 


NUMBER 


410 


PART NUMBER 


110-754045-10 
110-754202-1 


110-754043 
110-754043-10 


110-754043-30 
110-754043-50 
110-754206-1 


110-754035 
110-754035-10 
110-754035-30 
110-754201-1 
110-754036 
110-754036-10 


110-754036-30 
110-754209-1 


110-754037 
110-754037-10 
110-754037-50 
110-754037-30 
110-754204-1 


110-754047 
110-754203-1 
110-754048 
110-754207-1 


110-750010-43 
110-754156-1 
110-750010-147 
110-754049 
110-754049-10 
110-754049-30 
110-754049-50 
110-754049-110 
110-754049-150 
110-754049-'70 
110-754049-90 
110-754200-1 
110-750010-177 
110-754094 
110-754094-10 
110-754094-30 
110-754094-50 
110-754094-70 


ილლინლლლხლიიილლლიინი CODO ი 6 


Ped to pilot’s speaker bkt (See fig. 392) 
ose interphone jct box to speaker bkt (See fig. 


ed to radio jct box (See fig. 391 & 392) 
ed to radio jct box (See fig. 392) (Use for 
lieu of part Νο. 110-754043) 
ed to radio jct box (See fig. 392) 
ed to radio jct box (See fig. 392) 
ose interphone jct box to radio jct box (See fig. 


- Ped to conl panels C-824/AIC-10 & C-826/AIC-10 


e fig.|391 & 392) 


Sy 


- Ped to conl panels C-824/AIC-10 & C-826/ AIC-10 
.|392) 

ed to conl panels C-824/AIC-10 & C-827/AIC-10 
13999) Р 

- Nose interphone jct box to соп] panel (See fig. 


- Ped to pilots conl panel C-824/AIC-10 (See fig. 


- Ped to pilot's conl panel C-824/AIC-10 (See fig. 


- Ped to pilot's conl panel (See fig. 392) 
|; Nose interphone jct box to pilot’s conl panel (See 
2) 


Ped to pilot’s conl panel C-824/ AIC-10 & filter 
See fig. 391) 
Ped to pilot's conl panel & filter assy (See fig. 


Ped to pilot's conl panel & filter assy (See fig. 
Ped to pilot's conl panel & filter assy (See fig. 


- Nose interphone jct box to conl panel & filter 

ig.|392) 
Ped to pilot's speaker (See fig. 391 & 392) 

- Nose interphone jct box to speaker (See fig. 392) 
Ped to copilot's speaker (See fig. 391 & 392) 
Nose interphone jct box to copilot's speaker (See 


Ped to interphone filter assy (See fig. 391 & 392) 

Ped jumpers (See fig. 392) 

Radio jct box jumpers (See fig. 391 & 392) 
- Radio jct box jumpers (See fig. 391 & 392) 

adio jct box jumpers (See fig. 392) 

adio jct box jumpers (See fig. 392) 

adio jct box jumpers (See fig. 392) 

Radio jct box jumpers (See fig. 391 & 392) 

Radio jct box jumpers (See fig. 392) 

Radio jct box jumpers (See fig. 392) 

Radio jct box jumpers (See fig. 392) 

Radio jct box jumpers (See fig. 392) 

Radio jct box to splice (See fig. 391 & 392) 

Radio jct box to splice (See fig. 392) 

Radio jct box to splice (See fig. 391 & 392) 

Radio jct box to splice (See fig. 392) 

Radio jct box to splice (See fig. 392) 

Radio jct box to splice (See fig. 392) 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE UN i TS) USABLE 
INDEX „აის ASSEMBLY — CABLE INSTL - FUS FWD SECT. RADIO (cont) ria em 
PART NUMBER | 2 3 4 5 6 


110-750010-185 
#110-750010-105 
#110-754176-1 

110-754090 


ლ - NS jct box to liaison rec (See fig. 391 & 392) 

sy - Radio jct box to dynamotor (See fig. 391 & 392) 

sy - Radio jet box to dynamotor (See fig. 392) 

psy - Radio jct box to dynamotor DY-50/ARC-21 (See fig. 

1) 

gsy| - Radio jct box to dynamotor DY -50/ARC-21 (See fig. 

392) (Use for spares in lieu of part No. 110-754090) 

psy - Radio jct box plug to term. (See fig. 391 & 392) 

Β9ΥΙ - Radio jct box plug to term. (See fig. 392) 

BSy| - [τ jct box to radio operator's loudspeaker (See 
& 
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110-754050 
110-754050-10 
110-754052 
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. $91! & 392) 


110-754038 blé Assy - Radio jct box to radio operator's conl panel (See 
fig. 391|& 392) 

110-754038-10 blé Assy - Radio jct box to radio operator's conl panel (See 
| | fig. 391|& 392) 

110-754038-30 Cable Авву - Radio jet box to radio operator's conl panel (See 
fig. 391|& 392) 


(Continued on fig. 110) 


#Alternate Parts 


MODEL DESIGNATION 


SERIAL NUMBERS 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 


131690 thru 131719 


91-8031 thru 51-8097 
52-6004 thru 52-6023 


52-5840 thru 52-5921 
92-5924 thru 52-5926 
52-6024 thru 52-6047 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 


52-6024 thru 52-6047 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 


52-6048 & Subsequent 


C-119G IK-441 thru IK-442 


C-119G 


51-8031 thru 51-8034 
52-6004 thru 52-6011 


C-119G 


51-8035 thru 51-8097 
92-6012 thru 52-6023 


C-119G 52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 
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Section H 
Group Assembly Parts List 


INDEX 
NUMBER [MAJOR ASSEMBLY 
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CABLE INSTL - FUS FWD SECT. RADIO (cont 


PART NUMBER 12 3 4 5 6 


T.O. 1C-119F-4 


MODEL DESIGNATION | SERIAL NUMBERS 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8081 
IK-441 & Subsequent 


C-119G 51-8031 thru 51-8097 


52-5840 thru 52-5888 
52-6004 thru 52-6058 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 & Subsequent 
IK-441 & Subsequent 


C-119G 51-8031 thru 51-8097 
92-5840 thru 52-5888 
52-6004 thru 52-6035 


C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


C-119G 91-8031 thru 51-8063 
52-6004 thru 52-6058 


C-119G 52-6036 thru 52-6058 


C-119G 51-8035 thru 51-8097 
52-6012 & Subsequent 
IK-441 & Subsequent 


C-119G 51-8035 thru 51-8063 
52-6012 thru 52-6023 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3165 
53-8069 thru 53-8095 


C-119G 51-8031 thru 51-8063 
52-6004 thru 52-6023 


C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 


52-5924 thru 52-5954 


Revised 15 February 1957 


UNITS] USABLE 


FIGURE ἆ 
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T.O. 1C-119F-4 


GROUP FUSELAGE 
სასი MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. RADIO (cont 
PART NUMBER | 2 3 4 5 6 : 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 
C-119G 


C-119G 


C-119G 


Section Ἡ 
Group Assembly Parts List 


SERIAL NUMBERS 


52-6004 thru 52-6035 
52-9981 thru 53-3165 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 52-9982 


52-5922 thru 52-5923 
53-3136 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 & Subsequent 
IK-441 & Subsequent 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8082 & Subsequent 


52-6036 thru 52-6058 
IK-441 thru IK-442 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
92-5924 thru 52-5954 
92-6004 thru 53-3165 
53-8069 thru 53-8081 


51-8064 thru 51-8097 
52-5840 thru 52-5869 
52-6024 thru 52-6032 


52-5870 thru 52-5888 
52-6033 thru 52-6035 


92-5889 thru 52-5921 
92-5924 thru 52-5926 


52-5927 thru 52-5954 
52-9981 thru 53-3165 
53-8069 thru 53-8095 


51-8064 thru 51-8097 
92-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6035 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


CABLE INSTL - FUS FWD SECT. RADIO (continued) 


PART NUMBER | 2 3 4 5 6 : 


INDEX 


NUMBER MAJOR ASSEMBLY 


414 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 
C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


UN ТЗ | USABLE 


SERIAL NUMBERS 


59-5922 thru 52-5923 
52-5927 thru 52-5954 
52-9981 & Subse quent 


52-6036 thru 52-6047 


52-6048 thru 52-6058 


52-5922 

53-3166 thru 53-3194 
53-8082 & Subsequent 
IK-441 & Subsequent 


52-6036 thru 52-6058 
IK-441 thru IK-442 


51-8064 thru 51-8097 


92-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 & Subsequent 


52-5922 thru 52-5923 
93-3166 thru 53-7884 
53-8082 & Subsequent 


91-8035 thru 51-8097 
92-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 & Subsequent 
IK-441 thru IK-442 


52-5923 
53-3195 thru 53-7884 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3166 
53-8069 thru 53-8095 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3166 
53-8069 thru 53-8095 


92-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6024 thru 52-6035 
92-9981 thru 53-3194 
53-8069 & Subsequent 


Revised 15 February 1957 


FIGURE & 
INDEX 
NUMBER 
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Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. RADIO (Continued) x 
PART NUMBER | 2 3 4 5 6 


SERIAL NUMBE RS 


IK-443 & Subsequent 


51-8035 thru 51-8097 


52-5840 thru 52-5954 
52-6004 thru 52-6035 
52-9981 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 52-6035 
53-8069 thru 53-8095 


UNITS] USABLE 
ON 
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6776 


Figure 110. Cable Installation - Fuselage Forward Section Radio 
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FIGURE & 
INDEX 
NUMBER 


GROUP 
MAJOR ASSEMBLY 


*110-745002 
110-754039 


110-754039-10 


110-750010-193 
110-7541 26 
110-750010-425 


110-750010-427 


110-750010-423 
110-750010-431 
110-754055 
110-754055-10 


110-754055-30 
110-754055-50 
110-754140 
110-754108 
110-754083 
110-754083-10 
110-754083-30 
#110-75001 0-33 
#110-7541 71-1 
110-754171-11 
110-750010-103 


110-754175-1 
110-750010-505 


110-754072 
#110-750010-117 
#110-754179-1 

110-750010-35 

110-754105 

110-754105-10 

110-754105-30 

110-750010-67 

110-754157-1 

110-754092 


110-754151-1 
110-750010-181 


110-750010-183 


110-750010-187 


110-754168-1 


FUSELAGE 


T.O. 1C-119F-4 


CABLE INSTL - FUS FWD SECT. RADIO 


PART NUMBER 1 2 3 4 5 6 


Cable Instl |- Fwd sect. radio (See fig. 105) 

Cable Assy|- Radio jct box to nav conl panel (See fig. 391 & 
392) 

Cable Assy|- Radio jct box to nav coni panel (See fig. 391 & 
392) 

Cable Assy|- Radio jct box to rec indicator (See fig. 391 & 392) 

Cable A$sy - ae јсі box to rec indicator (See fig. 391 & 392) 

Cable Assy|- Radio jct box to nav interphone conl (See fig. 391 & 
392) 

Cable Asy] - Radio jct box to radio operator’s interphone conl 
(See fig.| 391 & 392) 

Cable Assy|- Radio jct box to foot sw (See fig. 391 & 392) 

Cable Assy| - Radio jct box to sta 106 (See fig. 391 & 392) 

Cable Assy; - Radio jct box to sta 106 (See fig. 391 & 392) 

Cabld Assy|- Radio jct box to sta 106 (See fig. 392) (Use for 
spares in lieu of part No. 110-754055) 

Саре Авѕу - Radio jct box to sta 106 (See fig. 392) 

Cable дву - Radio jet box to sta 106 (See fig. 391 & 392) 

Cable Assy! - Radio jct box to conl panel in ped (See fig. 392) 

Cable Assy| - Radio jct box to conl panel in ped (See fig. 392) 

Cable A$sy|- Radio jct box to ped panel (See fig. 392) 

Cabid A$sy|- Radio jct box to ped panel (See fig. 392) 

Cable Assy - Radio jct box to ped panel (See fig. 392) 

Сарв Assy|- Radio jct box to inst panel (See fig. 391 & 392) 

Cable Assy] - Radio jct box to inst panel (See fig. 392) 

Cable Assy|- Radio jet box to inst panel (See fig. 392) 

Cable Ais - Radio jct box to rec 252/ARN-14 (See fig. 391 & 
392) 

ca nid Assy) - Radio jct box to rec 252/ARN-14 (See fig. 392) 

Cable E - Radio jct box to rec trans & radio operator's panel 

F (See fig. 391 & 392) 

Cable Assy - Radio jct box to splice (See fig. 391 & 392) 

Cable Авзу - Radio jct box to rec R-322 (See fig. 391 & 392) 

Cმხ1 8V – Radio jct box to rec R-322 (See fig. 392) 

Cabl Sy| - Radio jet box to course indicator & conl (See fig. 
391 & 3 

Cable Assy - Radio jct box to course indicator & conl (See fig 
391 & 3 

Cable Assy – Radio jct box to course indicator & conl (See fig. 
392) 

Cabl sy - Radio jct box to course indicator & conl (See fig. 
392) 

Cabl 8V - Radio jct box to keyer & conl panel (See fig. 391 
& 392) 

Cabl sy— Radio jct box to keyer & conl panel (See fig. 391 
δι 392) 

Cable Авѕу - Radio jct box to keyer (See fig. 392) 

Cable Assy – Radio jct box to keyer (See fig. 392) 

Cable Авву - Radio jct box to liaison trans disconnect (See fig. 
oa 

Cable Assy - Radio jct box to monitor sw & keyer (See fig. 391 
& 392) 

Са ble Sy – Radio jct box to trans rec & indicator (See fig. 
391 & 392) 

Са ble sy - Radio jct box to trans rec & indicator (See fig. 
391 & 392) 


Section II 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FUSELAGE 
M UN I TS] USABLE 


MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. RADIO (cont) ჩას 
| 2 3 4 5 6 
110-750010-195 Cabld Assy|- Radio jct box to ant. reel & conl box (See fig. 391 
& 892) AB 
110-754054 Cable A$sy|- Radio ject box to dynamotor (See fig. 391 & 392) AC 
110-754051 Cable A$sy|- ae jet box to dynamotor (See fig. 991 & 392) R 
110-754087 Cable Assy|- Radio jct box to rec trans RT-128/ARC-21 & 
coupler CU-145/ARC-21 (See fig. 392) AD 
110-754087-10 Cabld A$sy|- Radio jct box to rec trans RT-128/ARC-21 & 
r CU-145/ARC-21 (See fig. 392) AE 
110-754088 F Radio jct box to conl panel C-455/ARC (See fig. 
T 
110-754088-10 - Radio jct box to conl panel C-455/ARC (See fig. 
w 
110-754088-30 - Radio jet box to conl panel C-455/ARC (See fig. 
B 
110-754096 - Radio jct box to marker beacon rec (See fig. 391 & 
AF 
110-754096-10 - Radio jct box to marker beacon rec (See fig. 391 δι 
AG 
110-754159-1 - Radio jct box to R-101A/ARN-6 & nav ID-91 
1თ. 392) P 
110-754162-1 - Radio jct box to MX-1394 adapter & KY-65 keyer 
1თ. 392) 8 
110-754160-1 - Inst panel term. strip to pilot & copilot ID-91 
fig. 392) P 
110-754161-1 - Inst panel term. strip to butt splice (See fig. 392) 1 P 
110-754041 - Radio operator’s foot sw to mike (See fig. 391 & 
1 R 
110-754042 $sy|- Nav foot sw to mike (See fig. 391 & 392) 1 R 
110-750010-65 A$sy|- Conl panel VHF to sta 106 (See fig. 391 & 392) 1 AH 
110-754110 Абву|- Conl panel VHF to sta 106 (See fig. 392) 1 AJ 
110-754110-10 A$sy|- Conl panel VHF to sta 106 (See fig. 391 & 392) 1 F 
#110-750010-51 Assy| - Radio compass (See fig. 391 & 392) 1 ΑΚ 
#110-754173-1 Assy|- Radio compass (See fig. 392) 1 x 
110-754122 abla A$sy|- Conl panel to ant. AN/APS-42 (See fig. 392) 1 S 
110-754119 $sy|- Соп] panel to radio jct box AN/APS-42 (See fig. 
S 
110-754120 §V - I. panel to rec trans AN/APS-42 (See fig. 392) S 
110-754121 Cable Аѕѕу| - Соп] panel to sync AN/APS-42 (See fig. 392) S 
110-754112 Cable Assy] - Sync to nav azimuth & range indicator (See fig. 
392) s 
110-754113 Cable Assy|- $ync to pilot's azimuth & range indicator (See fig. 
392) 8 
110-754114 Cable Assy|- Sync to master trigger to rec trans AN/APS-42 
| lep fig js S 
110-754115 Сар syl- Sync general range trigger to rec trans AN/APX- 
42 (Ste fig. 392) 1 | 5 
110-754116 Cable Agsy|- $ync to video rec AN/APS-42 (See fig. 392) 1 5 
110-754117 Cable Assy] - $ync to nav indicator AN/APS-42 (See fig. 392) 1 5 
110-754118 Cabl sy! - $ync to pilot's indicator AN/APS-42 (See fig. 392) 1 8 
110-754123 Cabl 8V - Sync to ant. AN/ APS-42 (See fig. 392) 1 S 
110-754124 Cable Assy|- Sync to rec trans AN/APS-12 (See fig. 392) 1 S 
110-754125 Сар! ву|- AN/APS-42 radar pressurizing (See fig. 392) 1 5 
110-754144-1 Cabl ву|- Loran indicator to loran rec (See fig. 392) 1 8 
110-754145-1 Cabl 8V - CU-308/U to loran τος (See fig. 392) 1 s 
110-754145-11 Cabl sy|- CU-308/U to loran rec (See fig. 392) 1 K 
110-754145-31 Cable Assy|- CU-308/U to loran rec (See fig. 392) 1 AM 
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FIGURE & LGROUP FUSE LAGE 
შანს MAJOR ASSEMBLY CABLE INSTL - FUS FWD SECT. RADIO (cont) 


110-754146-1 
110-754147-1 
110-754148-1 
110-754148-11 
110-754211-1 
110-750010-37 
#110-754172-1 
110-754172-11 
110-745007-5 
110-745007-3 


Alternate Parts 


Revised 15 February 1957 


T.O. 1C-119F-4 


U-308/U to loran rec (See fig. 392) 
U-308/U to RT128/ARC-21 (See fig. 392) 
U-308/U to CU/145/ARC -21 (See fig. 392) 
U-308/U to CU/145/ARC -21 (See fig. 392) 


Ped to compass unit #2 


Radio jct box to int (See fig. 391 & 392) 


tening hole 
Lightening hole 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


MODEL DESIGNA TION 


dio jct box int (See fig. 392) 
- Radio jct box int (See fig. 392) 
Ligh 


SERIAL NUMBE RS 


91-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
$2-6012 thru 52-6035 
52-8069 thru 53-8095 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 


51-8031 thru 51-8034 
52-6004 thru 52-6011 


51-8035 thru 51-8097 
52-6012 thru 52-6023 


52-5889 thru 52-5921 
92-5924 thru 52-5954 
52-6036 thru 52-9982 


52-5922 thru 52-5923 
53-3136 & Subsequent 


51-8064 thru 51-8097 


52-5840 thru 52-5954 
52-6024 & Subsequent 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
93-8082 & Subsequent 
52-6036 thru 52-6058 


91-8031 thru 51-8063 
92-6004 thru 52-6058 


52-5923 
53-3195 thru 53-7884 


Section II 
Group Assembly Parts List 


UN ITS] USABLE 
ON 
CODE 
1 S 
1 S 
1 S 
1 K 
1 N 
1 Α 
1 x 
1 N 
2 | AN 
2 H 
419 


Section IL 


Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
INDEX 


NUMBER 


420 


MAJOR ASSEMBLY 


PART NUMBER 


T.O. 1C-119F-4 


CABLE INSTL - FUS FWD SECT, RADIO (cont) 


MODEL DESIGNA TION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


52-5922 


C-119G 


C-119G 


SERIAL NUMBERS 


52-6036 thru 52-6058 
IK-441 thru IK-442 


IK-441 thru IK-442 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
92-5924 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3165 
53-8069 thru 53-8095 


91-8035 thru 51-8052 
51-8053 thru 51-8097 
52-6012 & Subsequent 
IK-441 & Subsequent 


52-5889 thru 52-5954 
52-9981 & Subsequent 


51-8063 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6035 


U C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 


52-5840 thru 52-5888 
52-6024 thru 52-6035 


52-5927 thru 52-5954 
92-6048 thru 53-3165 
53-8069 thru 53-8095 


53-3166 thru 53-7884 
53-8082 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 52-6035 
52-9981 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
92-6012 thru 52-6035 
52-9981 thru 53-3194 
93-8069 & Subsequent 
IK-443 & Subsequent 


UNITS] USABLE 
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FIGURE & LGROUP FUSELAGE 


NOHGER MAJOR ASSEMBLY 


110 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


CABLE INSTL - FUS FWD SECT. RADIO (cont) 


PART NUMBER | 2 3 4 5 6 


ы 


ABLE ON 
CODE 


AG 


Ë 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 52-9982 


51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6058 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6035 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-9981 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6012 thru 52-6047 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-9981 & Subsequent 
IK-441 & Subsequent 


51-8031 thru 51-8097 
52-6004 thru 52-6023 


92-5840 thru 5921 
52-5924 thru 52-5954 
52-6024 thru 52-9982 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8081 


52-5922 thru 52-5923 
52-5927 thru 52-5943 
52-5954 

52-6056 thru 52-6058 
52-9981 & Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 


UNITS] USABLE 
ON 
CODE 


420A 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


“1110 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G (cont) 52-6004 & Subsequent 
IK-441 & Subsequent 
R4Q2 131691 thru 131719 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 
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Section H T.O. 1C-119F-4 


6178 


Figure 111. Installation and Assembly - Electrical System Jump Signal Cockpit 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE | 


INDEX 


UN ІТ | USABLE 


NUMBER [MAJOR ASSEMBLY PANEL INSTL & ASSY - ELEC SYS JUMP SIG COCKPIT oy 
Pru — Jisas o ġo 
111 *110-741006-1 el Instl & IC - Elec sys jump sig cockpit LH (See fig. 104) Ref | All 
*110-741006-2 ell Instl & Assy - Elec sys jump sig cockpit RH (See fig. 104) Ref | All 
*110-746004-1 Gu ri - Jump bi light sw green LH NP | A 
*110-746004-10 G 8d - Jump віє light sw green LH NP B 
*110-746004-2 Guard - ვნა sig light 9V green RH NP A 
*110-746004-20 Guard - Jump sig light sw green RH NP B 
- 1 AN3028-1 Guard - Toggle sw two position 1| All 
~ 2 AN3021-3 Switch -|One күч mtg single pole toggle 1| All 
*110-746005-1 Card - Jump Big alarm bell sw LH NP | All 
*110-746005-2 Guar “up ig alarm bell sw RH NP | All 
- 3 AN3028-1 rong - Toggle sw two position 1) All 
- 4 AN3021-2 Switch ~ Опе hole mtg single pole toggle 2| Al 
- 5 18-149138 Guard - Jump sig sw safety 1| АП 
- 6 AN3157-3 Light Assy |- Press to test indicator with dimmer (Green) 
(52-59927 thru 52-5954; 52-6048 & Subsequent, light assy 
betomes components of 110-744245-1 δι 110-744246-1 on 
fid. 391 & 392) 1| All 
- 7 AN3157-2 Light Assy |- Press to test indicator with dimmer (Red) (52-5927 
thru 52-5954; 52-6048 & subsequent, light assy becomes 
comp ments of 110-744245-1 & 110-744246-1 on fig. 391 
or| 392) 1| AH 
- 8 AN3121-313 Lamp - T-3-1/4 bulb sc mini bay. base (Lear) (52-5927 thru 
5215954; 52-6048 & subsequent bulbs become components of 
110-744 45-1 & 110-744246-1 on fig. 391 or 392) 2| AN 
- 9 110-749000-1 Panel| - Codkpit jump sig LH 1| АП 
110-749000-2 Papel - Coqkpit jump sig RH . 1) #11 


USAB E ON MODEL DESIGNATION SERIAL NUMBERS 
DE 


A C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8127A 


B C-119G 51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 δι Subsequent 

R4Q2 131662 thru 131719 
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Section II 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


ULTRA-VIOLET LIGHT 
2 WATT 360BL 


DOME & FLOOR 


AN3 124-SB307 


LIGHTS 


6479 


Figure 112. Electrical System Spare Lamp Box Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UN | TS} USABLE 
part unser i 2 sy se Cd 
*110-741037 Elec sys spare lamp (See fig. 105) Ref | All 

1 110-742045 шп 4 Spare lamp All 
2 AN3140-3 27 mp - Hd sas. bulb midget fl base clear All 
3 AN3141-301 Lamp -G-p bulb sc candelabra bay. base clear . 3 | All 
4 AN3136R3 23 Lamp - IT-1-1/4 bulb spl base inst clear ` 1 |All 
5 AN3124-307 Lamp - » bulb sc candelabra bay. base clear 1 | АП 
6 AN3124SB307 Lamp - 5-8 bulb sc candelabra bay. base silver top clear 6 | АП 
7 AN3121-313 mp - IT-3-1/4 bulb sc mini bay. base clear 16 | All 
8 360BL tm - LII0X 2 w (GE) 4 A 
FZT6BL Lamp - Flyjor 2 w (GE) 4 B 
110-742043 Block - Spare lamp H All 
110-742046 Block - Spare lamp 1 All 
110-742047 Block - Spare lamp 1 | All 
110-742026 Box 4 Spare lamp 1 |АП 
110-742028-3 Decal - „ა. & floor lights 1 АП 
110-742028-17 Decal - Work table light 1 | #11 
110-742028-11 Décal - Dome light i | АП 
110-742028-13 bic - Dome light 1 | АП 
110-742028-15 Decal - Ultra-violet light 1] All 
AN31338B311 mp - 811 bulb sc candelabra bay. base 5 | All 
AN3133R311 Lamp - su bulb sc candelabra bay. base 1 | #11 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-8034 


51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131709 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131710 thru 131719 
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Section II 


Figure 113. Forward Fuselage Radio Equipment Installation 
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FIGURE & 
INDEX 
NUMBER 


*110-751001 
H-46A/UR 
H-78/AIC 
MI24831A 
M-34/AIC 
AS5570 

*110-751025-1 

*110-751065-1 

*110-751025-2 

*110-751065-2 
LS-184/AIC-10 
М124827 
AN3436-2-6 
AN3436-2-7 
F90/AIC 
F90/AIC 
32 1888-90 
3Z1888-90 
F90/AIC 
371888-90 
C -824/ AIC -10 
C -824/AIC -10 
MI24824 
MI24824 
C -826/ AIC -10 
C-826/AIC -10 
MI24826 
М124826 
1-31 
AN3436-2-6 
AN3436-2-7 

*110-751080-1 
110-752030-5 
110-752031-1 
AN3433-2-2 
AN3436-2-20 
AN931-20-38 
C-169A/APN-12 
C-170/APN-12 
FT-406A 
C-972/APN-12A 
AN3021-10 
AM-142/AIC 
МТ-556/АІС 

#10169/АРМ-12 

#1D169A/APN-12 

#1D169B/APN-12 


FT-409 
2Z6721-409D 
UG922/APN 
R65/APN-9 
Е-277/АРМ-70 
MT-203/APN-9 
MT-810/U 
IP-58/APN-70 
MT-811/U 


Revised 1 September 1956 


er |Instl 


FAE) 


T. 


O. 1C-119F-4 


Instl - Fwd fus (See fig. 94) 


\ oW (GFAE) 
) 
e H-78/AIC (RCA) (GFAE) 


d Type M-34/AIC (RCA) (GFAE) 
- Pilot & Co-pilot 

Instl - Pilot & Co-pilot 

er|Inst + Pilot & Co-pilot 

er Init - Pilot & Co-pilot 
Loudspeaker 
Loudspeaker type LS-184/AIC-10 (RCA) (GFAE) 
Terminal Block Assy - Elec 

r zl lock Ássy - Elec 


(GFAE) 


Е) (Co-pilot's) 

E) (Co-pilot's) 

F90/AIC (SQRM) (GFAE) (Co-pilot's) 
F90/AIC (SQRM) (GFAE) (Co-pilot's) 
(Pilot's) 


F90/AIC. (SQRM) (GFAE) (Pilot's) 


(GFAE) 
ol [Panel (CL MI.) 
ol aol type C-824/AIC-10 (RCA) (GFAE) 
ol Papel type C-824/AIC -10 (RCA) (GFAE) 
апе! (GFAE) 


ol Panel (GFAE) 


E) 


ABD) 
D 
FAE 


type C-824/AIC-10 (RCA) (GFAE) 
type C-824/AIC-10 (RCA) (GFAE) 


Assy - Elec 
Assy - Elec 


lodk 

i à lock 
- Ne interphone jct 
ver -| Nose interphone jet box 
x le AN 


ose interphone jct 


FT-409D (ORTI) (GFAE) 


) 
) 


Section II 


zZ 
H omt RN ο ка e გასა Ee кюю кю @ 
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Group Assembly Parts List 


GROUP FUSELAGE UNITS 
MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL ee 


USABLE 


Se 


>>> SAA A MMMM I E HE NM MONK O td S N d £ rd i tg tJ J Q OO tJ w > Ë 


AT 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


I| 2 3 4 5 6 


CU-92/APN Unit Ant. cqupling (GFAE) 
C-455/ARC -21 Control/Panel (GFAE) 

M125105 Control Panel type C -455/ARC-21 (RCA) (GFAE) 
C -190/ARC -26 Cóntrol Panel (GFAE) 

C-633/AIC-8 Cóntrol|Panel (GFAE) 

C -824/ AIC -10 Cóntrol Panel| (GFAE) 

C-826/AIC -10 Cóntrol |Panel| (GFAE) 

F-90/AIC F ek (GFAE 

0-17/ART-13A Oscillator - Radio (GFAE) 

T-47/ART-13 Transmitter (GFAE) 

MT -284/ ART -13 Mount (GFAE : 

*110-751020 Strip m Radio term. 


 _ 


*110-751071 Strip In$tl +} Radio term. 
RC41AE510J ѕібіог (IRC) 
RC41AE470J sos (IRC) 


RC41AE120J sistor (IRC) 

RC41AE120J sistor (IRC) 

CV -279/ARN Detector - [Phase (Class 16A) (GFAE) 
110-752039-11 Box 1l AN/ ARN-21 jct (See fig. 14A) 
110-752039-31 Box Assy + AN/ ARN-21 jct (See fig. 114A) 


# Alternate Parts 


on Ri on figure 114) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 


91-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6027 


C-119G 52-5889 thru 52-5954 
52-6028 & Subsequent 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5921 

` 52-5924 thru 52-5954 

52-6012 thru 53-3165 

53-8069 thru 53-8095 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
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FIGURE & 
INDEX 
NUMBER 


PART NUMBER | 2 3 ს 5 6 
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GROUP FUSELAGE 
MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 


113 USAB 
MODEL DESIGNATION SERIAL NUMBERS 
C (cont) C-119G 
H C-119G 
J C-119G 
K C-119G 
P C-119G 
Q C-119G 
R C-119G 
S C-119G 
T C-119G 
U C-119G 
V C-119G 
w C-119G 
53-8069 thru 53-8105 


Group Assembly Parts List 


UNITS] USABLE 
ON 


52-6012 thru 52-6035 
52-9981 thru 53-3180 
53-8069 thru 53-8105 


51-2690 thru 51-2707 
52-5922 thru 52-5923 
52-6021 thru 52-6023 
52-6086 thru 52-6028 
52-6032 thru 52-6035 
52-6043 thru 52-6047 
52-6050 thru 52-6052 
52-6058 

53-3181 thru 53-7884 
53-8106 & Subsequent 
IK-443 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 & Subsequent 


51-2662 thru 52-5921 
51-8098 thru 51-8168 . 
52-5924 thru 52-9982 
IK-441 thru IK-442 


IK-441 & Subsequent 
51-2662 & Subsequent 


51-2662 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6058 


52-5889 thru 52-5954 
52-9981 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 
53-8069 & Subsequent 


51-2662 thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6058 


52-5922 thru 52-5923 
52-5937 thru 53-5943 
53-3136 & Subsequent 


51-2662 thru 51-8097 


51-17365 thru 52-5921 
52-5924 thru 53-3180 


429 


Section H 


Group Assembly Parts List 


INDEX 
NUMBER 


430 


FIGURE & [GROUP 


FUSELAGE 


MAJOR ASSEMBLY 
PART NUMBER 


T.O. 1C-119F-4/NAV AER 01-115CCB-4 


FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 


MODEL DESIGNATION SERIAL NUMBERS 


C -119G IK-441 thru IK-442 


C-119G 92-5922 thru 52-5923 
53-3181 thru 53-7884 


53-8106 & Subsequent 


IK-443 & Subsequent 


51-2662 δι Subsequent 
IK-441 & Subsequent 


51-2690 thru 51-2707 
51-17365 thru 51-17367 
52-6000 thru 52-6058 


51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-5907 thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5921 
52-5925 thru 52-5946 
52-5948 thru 52-5950 
52-5953 thru 52-5954 
52-9981 thru 53-3135 
93-3137 thru 53-3168 
53-8069 

53-8071 

52-6024 thru 52-6035 


51-2662 thru 51-8084 
91-808" thru 51-8094 
51-8096 thru 51-8168A 
51-17365 thru 51-17367 
52-5840 thru 52-5852 
52-5855 thru 52-5858 
52-5860 thru 52-5878 
52-5880 thru 52-5881 
92-5883 thru 52-5885 
52-5887 thru 52-5892 
52-5895 thru 52-5903 
52-5909 thru 52-5920 
52-5922 thru 52-5948 
52-5950 thru 52-5954 
52-9981 thru 52-9982 
52-6000 thru 52-6023 
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PART NUMBER | 2 3 ს 5 6 


113 


AB T 


i. 
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Section II 


Group Assembly Parts List 


MA [MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C -119G 


C-119G 


52-6036 thru 52-6058 
53-3136 thru 53-3206 
53-3218 thru 53-7884 
53-8069 thru 53-8101 
53-8103 

53-8138 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 51-2701 
51-2717 

51-8016 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


51-2662 & Subsequent 
IK-443 & Subsequent 


51-2668 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


UN 1 TS] USABLE 
ON 


431 


Section Π 


432 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 114. Forward Fuselage Radio Equipment Installation 


6481 
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FIGURE ἆ 
INDEX 
NUMBER 


1 
2 
- 3 
4 


-13 
-14 


-18 
-19 
-19A 
-20 


PART NUMBER 


*110-751001 
78-758493 
18-158492 
18-158491 


RT-11/APN-12 


RT-316/APN 
AS'1570 
#ЕТ-416А 
#ЕТ-416С 
Νο Number 
H-46A/UR 
H-78/AIC 
M124831A 
M-34/AIC 
AS5570 
F-90/AIC 
F-90/AIC 
C-633/AIC-8 
C-826/AIC-10 
C -826/AIC-10 
M124826 
AN3303-1 
C-824/AIC-10 
C-824/AIC -10 
110-751106-11 
110-751106-31 
110-751106-41 
M124824 
C403A/A 
2C667-403A 
110-759036 
110-759036-50 
110-759039 
110-759027 
110-759065-1 
110-752016 
110-752016-10 
NAS45-6-10 
ID251/ARN 
No Number 
ID250/ARN 
D-18200-2 
N5 
16404-1C -A3 
110-751106-11 
110-751106-31 
110-756069-30 
110-759021-7 
AN3155-50-75 
AN3021-3 
110-759025-30 
110-759025-50 


110-759025-70 
119-759068-1 
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T.O. 


| 2 3 4 


(C 


1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL 


5 6 


ontinued from figure 113) 


Radig Equipment] Inst] - Fwd fus (See fig. 94) 


Dial + C 


Moun nf ( 


Unit Assy 4 Rec conl (Make from conl unit MC -237A) 
IL ointer |- Qonl unit 


lion] unit 
smitter (Class 16-K) (GFAE) 


Receiver Tira: 
Réceiver Transmitter (Class 16-K1) (GFAE) 
Re 


ransmitter Type RT-11/APN-12 (ORTI) (GFAE) 
1485 16-A) (GFAE) 
lass 16-A) (GFAE) 
19 MT-1385A (ORTI) (GFAE) 
e 
A 


= 


Mike Assy (GFAE) 


) 
e |H-78/ AIC (RCA) (GFAE) 
(GFAE) 
| Type M-34/AIC (RCA) (GFAE) 


ao 5 


( GFAE) (SQRM) 

(GFAE) (SQRM) 

2001 (GFAE) 

апе (GFAE) 

2001 (GFAE) 

Panel| Type C-826/AIC-10 (RCA) (GFAE) 


Rdlay - 8 amp, 4 pdt connector mtg 

Gntzol Panel|(GFAE) 

dntzol Раве! (GFAE) 

dver Assy - Panel 

qver Assy - Panel 

dve Ab - Panel 

jntzol Рафе1 Туре C-824/AIC-10 (RCA) (GFAE) 
1 (Spec MCREE-672) (Class 16-A) (GFAE) 
io|compass conl type C403A/A (BX) (GFAE) 
- Nav coni 
- Nav coni 
- Nav conl 
- Nav conl 
- Nav conl 


- Radio conl panel dust 
- Radio conl panel dust 


ID91B/ARN (MGX) (GFAE) 

ster directional (GF AE) 

Ster directional type N5 (BX) (GFAE) 
- Panel 

- Panel 


cft power 
e hole mtg single pole toggle 


o.| 110-759025-30) 
av inst & conl radio 
dio rack instl & conl 


Section II 
Group Assembly Parts List 


UN I TS] USABLE 


Bum O d > z D) Ü Ü t z ta P; Ree P =+ Pt =+ I G ча 


433 


Section II 


Group Assembly Parts List 


— 


FIGURE & [GROUP 


INDEX 
NUMBER 


114 


-20А 
-20B 
-20C 


-20D 


-21 
-22 


-22A 
-22B 


-23 


-24 


-25 


-25Α 


-26 


-27 
-28 


-30 


-30A 
-30B 


-30C 
-31 


| -32 


434 


-33 


MAJOR ASSEMBLY 


PART NUMBER 


110-759071-1 
110-759064-1 
127-759030-10 
127-756064-21 
127-756064.22 
AN5800-1 

BC -348Q 
FT154B 


*110-751094 
*110-751087-31 


110-752017 
110-752021 
110-752027 
110-752027-210 
110-752027-250 
110-752027-430 
110-752027-450 
110-752027-490 
110-752027-510 
110-752027-590 
110-752027-330 
110-752027-350 
110-752027-470 
110-752027-670 
110-752028-1 


*110-751015 
*110-751014 


SA-47A/AIC 
3Z990-47A 
110-759000 
110-759000-30 
110-759000-50 
110-759000-70 
110-759000-90 
110-759067 
110-759066-1 
6952-1H 
127-756071-10 
127-756071-30 
127-156045-21 
6952-1H 
RT-128/ARC-21 
188-4 

6188-1 
М125100 
MT-971/U 
M125109 
110-751101-1 
AN3433-2-2 


*110-756232-1 


110-756232-3 
DY-50/ARC-21 
M125102 
MT-972/U 
M125110 


*110-753030 


Receiver 
Min ( 


Mduni A$sy|- 


Dynamotpr (G 
Dynarnotpr Туре DY-50/ARC-21 (RCA) (GFAE) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 
FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 


- Nav inst & conl radio 
IV - Radio rack conl 

Sy; - Nav inst top 

ΠΕ + Nav inst & conl radio 
ing 4 Nav inst & conl radio 

ard Holde 
ceiver - Pallio (Spec SC-71-855) (GFAE) 
at [иок tus те 


Bax pos -|UHF jct (See fig. 115) 
Bax Assy -|Cackpit radio jct (See fig. 116) 
Bax | -|Cackpit radio jct Gee fig. 116) 
ssy -|Cockpit radio jct (See fig. 117) 
Box jud -|Cackpit radio {οί (See fig. 117) 
SSy - ern radio jct (See fig. 118) 
\ Cackpit radio jct (See fig. 119) 
Bax Assy -|Cdckpit radio jct (See fig. 120) 
ү -|Cqckpit radio jet (See fig. 120) 
X Assy -/Cdckpit radio 10L (See fig. 120) 
x Assy - ο. radio jet (See fig. 121) 
Bax Assy -/Cackpit radio jet (See fig. 122) 
2: Assy -|Cqckpit radio jct (See fig. 122) 
Box a - Слон radio jct (See fig, 123) 
Box | -IC 
вок 


ckpit radio jct (See fig. 123) 
-|Cackpit radio jct (See fig. 123) 
dio operators interphone conl 


SA-47A/AIC (CUT) (GFAE) 
av & radio operators radio 
av & radio operators radio 
v & radio operators radio 
av & radio operators radio 
av & radio operators radio 
k |Assy - Nav & radio operators radio 
Pack Assy + ai & radio operators radio 
k (RAI) 

Leg -ἡ -|Мау & radio rack 


-iNav & radio rack 

-| Nav inst panel sup. 

| Моа ае - Shock (RAI) 
ο... (GFAE) 

Transmitter (CR) (GFAE) 

T nsmitter (CR) (GFAE) 

| 


Е 
anting Type| MT-971/U (RCA) (GFAE) 
Аѕву (Make from 350 C-5 Collins base) 
Bus - T m block 
1858-1 Collins liaison 
Mount ( mid from (CR) part No. 3508-3) 
AE) 


Mounting (GF AE) 
| jT e| MT-972/U (RCA) (GFAE) 


- {Monitoring bus relay jct (See fig. 115) 


nsmitter Type RT-128/ARC-21 (RCA) (GFAE) 
AE) 


Š Inptl|- AN/APS42 pressurizing sys (See fig. 129) 


UNITS 
PER 
ASSY. 


USABLE 
ON 
CODE 


= 
Кенен к ы ы шн ыы ын ЫШ А Жыш Bu Lynn 


πα -᾽ Ree 


= 
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INDEX 
NUMBER 


114 
-34 
-35 
-36 

| +37 
-38 
-39 
-40 
-41 
-42 


FIGURE გ [GROUP 


PART NUMBER 


416W-1 


350T-1 
110-759072-1 
AN3157-7 
MS25010-3 
8804K1Z 
110-759073-5 
110-759073-3 
C-790/ARA-26 


# Alternate Parts 
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FUSELAGE 


MAJOR ASSEMBLY F (cont) 


23 4 5 6 


upply 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


ORWARD FUSELAGE RADIO EQUIPMENT INSTL 


(CR) (GFAE) (This item supplied & installed by 


GFAE) 


- ARA-26 radio emer keyer test 


- Press to test indicator (Green) 


- Plastic plate lighting 


) 
stic 
er 


mer 


keyer conl, 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


SERIAL NUMBERS 


51-2662 & Subsequent 
IR-441 & Subsequent 


ІК-441 & Subsequent 


51-2662 thru 51-8034 
91-8098 thru 51-8168 


51-17365 thru 51-17367 


52-6000 thru 52-6011 
51-8035 thru 51-8097 
52-5840 thru 52-5954 
92-6012 & Subsequent 
IK-441 thru IK-442 


91-2662 thru 51-8034 


51-17365 thru 51-17367 


52-6000 thru 52-6011 
51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 
52-5889 thru 52-5954 
52-9981 & Subsequent 
IK-441 & Subsequent 

51-8098 thru 51-8168 


52-6036 thru 52-6058 


91-2662 & Subsequent 


51-2662 thru 51-8097 
52-5840 thru 52-5954 
52-9981 thru 52-9982 
53-3136 thru 53-3222 
53-7826 thru 53-7845 
53-8069 & Subsequent 


P кї μα ма peek = ш 


UNITS|USABLE 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
йн. MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 
PART NUMBER 


UNITS|USABLE 


114 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-7846 thru 53-7879 


C-119G 52-5889 thru 52-5954 


52-9981 & Subsequent 


C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 


52-6000 thru 52-6003 


C-119G 51-8031 thru 51-8097 
92-5840 thru 52-5888 


52-6004 thru 52-6035 


C-119G 51-2662 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


C-119G 51-2662 thru 51-2667 


51-8098 thru 51-8168 


C-119G 51-2668 thru 51-8034 
51-17365 thru 51- 17367 


52-6000 thru 52-6011 


51-8035 thru 51-8063 
52-6012 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5888 
52-6024 thru 52-6035 


52-5889 thru 52-5921 
92-5924 thru 52-5954 
52-9981 thru 53-3165 
53-8069 thru 53-8095 


C-119G 93-3166 thru 53-3180 
53-8096 thru 53-8105 


C-119G 52-6036 thru 52-6047 


C-119G 52-6048 thru 52-6058 


C-119G 


51-2662 & Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 


92-6000 thru 52-6011 


52-6024 thru 52-6035 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE ἆ 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


Revised 1 January 1958 


MODEL DESIGNATION 


C-119G 


Section H 


Group Assembly Parts List 


GROUP FUSELAGE 


FORWARD FUSELAGE RADIO — е p EM INSTL (cont) 


SERIAL NUMBERS 


52-5922 
53-3181 thru 53-3194 
53-8106 thru 53-8116 


51-2662 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 


51-2662 & Subsequent 
IK-443 & Subsequent . 


51-2662 thru 52-5921 
52-5923 thru 53-3210 
53-8069 thru 53-8130 
IK-441 & Subsequent 


53-3211 thru 53-7884 
53-8131 & Subsequent 


51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5852 
52-5857 

52-5860 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5892 

52-5898 thru 52-5902 


` 52-5905 


52-5907 

52-5910 thru 52-5911 
52-5914 thru 52-5923 
52-5925 thru 5946 
52-5950 

52-5953 thru 52-5954 
52-9981 thru 52-9982 
53-3137 thru 53-3177 
53-3179 thru 53-3206 
53-8069 

53-8071 

53-8098 thru 53-8101 
53-8104 thru 53-8126 


52-5923 
53-3195 thru 53-3206 
53-8117 thru 53-8126 


53-3207 thru 53-7884 
53-8127 & Subsequent 


53-3207 thru 53-3210 
53-8127 thru 53-8130 


UN | TS] USABLE 


437 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE 
"an MAJOR ASSEMBLY FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 
PART NUMBER 


UNITS] USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-443 & Subsequent 


C-119G 52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 
52-5875 
52-5890 
52-5895 thru 52-5897 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
92-5924 
52-5947 
52-5951 thru 52-5952 
53-3136 
53-3178 
53-3218 thru 53-7884 
53-8070 
53-8072 thru 53-8097 
53-8103 

^ 33-8138 & Subsequent 

Q 


ІК-443 & Subsequent 


C-119G 


51-2662 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 


52-5922 thru 52-5923 
93-3181 thru 53-7884 
53-8106 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 51-2701 
51-8016 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


51-2662 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 


51-8035 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3180 
53-8069 thru 53-8105 


C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 


53-8106 & Subsequent 


438 Revised 1 January 1958 
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FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


кот ON | 
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GROUP FUSELAGE 


FORWARD FUSELAGE RADIO EQUIPMENT INSTL (cont) 


MODEL DESIGNATION 
C-119G 
C-119G 


C-119G 


C-119G 


C-119G 


Section II 
Group Assembly Parts List 


UN TS] USABLE 


SERIAL NUMBERS 
IK-443 thru IK-457 
IK-458 & Subsequent 


53-3218 thru 53-7854 
53-8138 & Subsequent 


53-7880 thru 53-7884 
IK-441 thru IK-442 


51-2662 thru 51-2686 
51-2708 thru 51-8168 
52-5840 thru 52-5954 
52-9981 thru 53-7879 
53-8069 thru 53-8156 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 114Α. AN/ARN-21 Radio Junction Box 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UN ITS] USABLE 


ieee MAJOR ASSEMBLY AN/ARN-21 RADIO JUNCTION BOX ome 
PART NUMBER I 
110-752039-11 ARN-21 jct (Used on acft equipped with AIC-10 
(See fig. 113) A 
110-752039-31 ARN-21 jct (Used on acft equipped with AIC-3 & 
phone) (See fig. 113) A 
110-752039-15 АМ/АРМ-21 jet box A 
RC20AE511J (Spec JAN-R-11) (IRC) A 
RC30AE151J бре JAN-R-11) (IRC) (Used оп part Νο. 110-752039- 
1 A 
AN3433-2-2 rminal block 1 A 
AN3436-2-16 ina == 1 Α 
AN931-24828 et + Elastic 1 A 
110-752039-13 j 1 Α 
AN3303-1 Relay -|3 amp. 4 pdt connector mtg 6 A 
110-742042-130 Ре! Assy - L10ლ hyd press. fuse 1 A 
4559 P წი νο (LTF) 2 A 
33461 г - Fuse (JR) 1 A 
3AG5 5 amp) (BUS) 2 A 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 & Subsequent 


Revised 1 April 1958 439 


Section II 


MONITORING 
Bus 1А 
CONTROL 


440 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 115. Monitoring Bus Relay Junction Box Installation 


6782 


Revised 1 October 1958 


*110-751094 
110-752036-1 
110-752036-11 
110-756212-3 
110-752035-1 
110-752035-11 
110-752035-31 
AN3161-P5 
AN3316-1 
AN3353-1 
AN3362-1 
AN3161P-10 
AN3161-10 
110-742099-10 
*110-751087-31 

110-752033 -1 
110-752033-11 
AN3307-1 
AN3303-1 

- 110-754214-1 

110-754251-11 
110-754215-11 
110-752032-1 
110-752032-11 
110-742032-3 
110-756245-3 

*110-752008 
A2927-11 

110-742099-10 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


MONITORING BUS RELAY JUNCTION BOX INSTL 


Monitoring bus relay jct (See fig. 114) 
Monitoring bus relay jct box 
Monitoring bus relay jct box 
Monitoring bus conl : 
jon J Mpnitoring bus relay 

sgy 4 Monitoring bus relay 
(სტი ვაცი: bus relay 

aker - Push pull non trip free 5 amp 

amp 3 pdt 
amp spdt 
| amp 2 pst 
Br aker - Push pull non trip free 10 amp 


| Box Assy ! Monitoring bus relay 
Box Inst] - UH je (See fig. 114) 
UHF 


sy - ОНЕ jct box 
ს - UHF to relay 
Cable - UHF to relay 
Bis 1 4 UHF 
ssy - UHF 


КУ 


Support 
[s B 
Box Ass 


rd 
ssy - Radio sys UHF 
TIN) 
- UHF 


C-119G 


C-119G 


C-119G 


53-7880 thru 


51-2662 thru 
51-2707 thru 
52-5840 thru 


UHF box (Make from part No. 110-742099-5) 


MODEL DESIGNATION SERIAL NUMBERS 


52-5889 thru 52-5954 
52-9981 thru 52-9982 
53-3136 thru 53-7879 
53-8069 & Subsequent 


51-2662 thru 53-7879 
53-8069 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 52-5888 
51-17365 thru 51-17367 
52-6000 thru 52-6058 

IK-443 & Subsequent 


51-2662 thru 51-2686 
51-2708 thru 51-8168 
52-5840 thru 52-5954 
52-9981 & Subsequent 


Section II 
Group Assembly Parts List 


UNITS] USABLE 


η 
Lam] 


къ 


9 O Ü U Ü t = tf — J tf = 3 = 3 G id m Q @ > Q td Q > Q td t Q 


ა“ κα a a 


53-7884 


51-2686 
51-8168 
92-5954 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY MONITORING BUS RELAY JUNCTION BOX INSTL (Cont) 


UN | TS) USABLE 


PART NUMBER 


115 
MODEL DESIGNATION SERIAL NUMBERS 

C-119G 52-9981 thru 53-7879 

C-119G 51-2662 & Subsequent 
IK-443 & Subsequent 

C-119G 51-2662 thru 53-7879 
53-8069 & Subsequent 
IK-443 & Subsequent 
51-2662 thru 51-2686 
51-2708 thru 51-8168 
52-5840 thru 52-5954 
52-9981 thru 53-7879 
53-8069 thru 53-8156 
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This Page Left Blank Intentionally 


Section II 
Group Assembly Parts List 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


WARNING 


EXCEPT FOR “INFLIGHT” EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER IS CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


xd 


We 
E) 


Ἷ 


τ 


A 


Figure 116. Cockpit Radio Junction Box Assembly 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & |GROUP —— FUSELAGE UNITS| USABLE 
MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY rer LI 
PART NUMBER 123 5 6 | 


110-752017 
110-752021 pit radio jct (See fig. 114) 
110-752007-10 10 jet box 

110-742014 adio jct box warning 
AN3161P10 
AN3161P5 i aker - Push ის11 non trip free 5 amp 
AN3161P5 ircui oe - Push pull non trip free 5 amp 
AN3161P 20 i i акег - Push pull non trip free 20 amp 
*110-752017-110 საა“ - Cockpit radio jct box 

F103M t r 4 Mike type CP29AID (Spec Jan-C-25) 


F103M itor + Mike type CP29AID (Spec Jan-C-25) 
110-752017-7 гчакег - Cockpit radio jet box (Made from AN3161P5) 
110-752021-7 Circuit Breaker - Cockpit radio jct box (Made from AN3161P5) 
AN3161P 25 Circuit aker - Push pull non trip free 25 amp 

AN3161P50 Circuit aker - Push pull non trip free 50 amp 

9218 ist-tite" single outlet (HAW) 

517378 50 mfd - 3 у. п.р, (SPR) 

517311 itor + 1450 mfd - 3 v.n.p. (SPR) 

PARTS 

AN742-24C ეთ type sup. (Use оп 817378) 


= =u. ы 


#АМЛ42-18С Ldop|type sup. (Use on 817377) 
#MS21919-G16 Lqop type sup. (Use on 517377) 


N N № 


AN3316-1 10 amp 3 pole dt 

110-752004-10 sy| - Radio {οί box fuse 

110-752006-50 Аѕѕу - Radio jct box fuse 

3AG3 (BUS) 

3AG5 Fuse (BUS) 

110-752017-10 і Аѕѕу| - Radio jct box (Made from part Νο. RC21AE102K) 


110-752021-10 i sy| - Radio jet box (Made from part No. RC21AE102K) 
RC21AE102K i (Spec Jan-R-11) (IRC) 
110-752017-30 i A$sy| - Radio jct box (Made from part Νο. RC21AE561K) 
110-752021-30 i sy| - Radio jct box (Made from part No. RC21AE561K) 
RC21AE561K i (Spec Jan-R-11) (IRC) 
110-752017-50 D - Radio jct box (Made from part No. RC41AE510J) 


110-752021-50 Sy|- Radio jct box (Made from part No. RC41AE510J) 
RCA1AE510J Resiston (Spec Jan-R-11) (IRC) 

110-752017-70 d jud - Radio jct box (Made from part No. RW56J101) 
110-752021-"0 sistor Assy|- Radio jct box (Made from part No. RW56J101) 
RW56J101 Resistoy (Spec Jan-R-11) (IRC) 

110-752017-90 siston Assy) - Radio jct box (Made from part No. RC21AE511J) 
110-752021-90 sistor Assy|- Radio jct box (Made from part No. RC21AE511J) 
RC21AE511J Resistoy (Spec Jan-R-11) (IRC) 

AN3433-2-4 Bus У Term. block (4 hole, 40 amp) 

AN3436-2-19 K As$sy|- Elec term. (19 No. 6 studs) 

AN3433-2-3 ἡ Term. block (3 hole, 40 amp) 

AN3433-2-3 . block (3 hole, 40 amp) 

AN3433-2-2 . block (2 hole, 40 amp) 

AN3433-2-2 m. block (2 hole, 40 amp) 

110-752018 Radio jot cockpit 

110-752020 Radio jet cockpit 

110-751086-1 Ket AsBy - UHF-DF Circuit breaker 

AN3161P5 Circuit Breaker - Push pull non trip free 5 amp 

MS 25005-5 Circuit Breaker - Push pull non trip free 5 amp 


იძით>ო>->ა>ღიბრიძძ>იხ>>იაის ი ,იყღიინიიი ana Q OQ Q Q O Z > j > > O 4 J O O G ZJ > 
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# Alternate Parts 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & |GROUP — FUSELAGE 
MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) 
PART NUMBER 


UNITS| USABLE 


116 


| MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8168 


Β C-119G 51-2668 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


C C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17361 
52-6000 thru 52-6011 


D C-119G 51-2662 thru 51-2673 
51-2675 thru 51-2685 
51-2687 thru 51-2708 
51-2710 thru 51-8016 
51-8018 thru 51-8023 
51-8025 thru 51-8034 
51-8112 thru 51-8117 
51-8119 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


E C-119G 51-2674 
51-2686 
51-2709 
51-8017 
51-8024 
51-8098 thru 51-8111 
51-8118 


F C-119G 51-2662 thru 51-2673 
51-2675 thru 51-2685 
51-2687 thru 51-2708 
51-2710 thru 51-8016 
51-8018 thru 51-8023 
51-8025 thru 51-8034 
51-8098 thru 51-8117 
51-8119 thru 51-8168 
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Revised 1 October 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


6 6666656560068 V 


& 


Section II 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


Figure 117. Cockpit Radio Junction Box Assembly 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY 
PART NUMBER 


FIGURE & 
INDEX 
NUMBER 


UN I TS| USABLE 
ON 


(Hor prior ACFT see figure 116) 
110-752027 Assy 4 Cockpit radio jet (See fig. 114) 
110-752027-210 | Box À У ΠῚ radio jct (See fig. 114) 
110-752007-90 over - id jct box 1 
110-742014 D cal - Radio οί box warning 1 
AN3161P10 it Breaker - Push pull non trip free 10 amp 3 
AN3161P10 Circuit Breaker - Push pull non trip free 10 amp 5 
AN3161P5 it Breaker - Push pull non trip free 5 amp 10 
AN3161P5 lit reaker - Push pull non trip free 5 amp 9 
MS 25005~5 it Бат - 5 атр 1 
AN3161P 20 dut reaker - Push pull non trip free 20 amp 1 
AN3161P20 Circuit Ei aker - Push pull non trip free 20 amp 2 
AN3161P35 it Breaker - Push pull non trip free 35 amp 1 
CE63C500G B m r+ Ыы (Spec Jan-C-62) š 1 
AN3161P 25 Circuit Бък - Push pull non trip free 25 amp 1 
AN3161P 25 Circuit ааш - Push pull non trip free 25 amp 2 
AN3161P50 Circuit η; - Push pull non trip free 50 amp 1 
AN3161P15 ircuit Breaker - Push pull non trip free 15 amp 1 
XTL-40-60A pit r + 40 mfd 60 V (MAL) 1 
XTL-40-60A jus 40 mfd 60 V (MAL) 2 
9218 - "ITwist-tite" single outlet (HAW) 1 
517378 Capacitor + 3750 mfd - 3 v.n.p. (SPR) 1 
1 


817377 Capacitor + 1250 mfd - 3 у. п.р. (SPR) 

| T PARTS 
a Cushion loop type sup. (Use on part No. 817378) 
mp 10 ү loop type sup. (Use on part Мо. 517377) 
Clamp 4 Cushion loop type sup. (Use on part No. 817377) 


AN'142-24C 
#ANT742-18C 
#М521919-С16 


NN N 


AN3316-1 Relay - 10 amp 3 pole dt 

110-752004-10 Panel Ass - Radio ject box fuse 

110-752006-50 18 ს. jm - Fuse 

3AG5 A - | amp 

3AG5 se|- $ amp 

3AG3 күле - 3 amp 

33461 80 Halder (JR) 

33461 I. Hdider (JR) 

110-752027-10 Resigto Assy - Radio jct box (Made from part No. RC21AE102K) 
RC 21AE102K Resi აი "pec Jan-R-11) (IRC) 

110-752027-30 R ais #88) - Radio jct box (Made from part No. RC20BE561K) 
RC20BE561K Resi of ec Jan-R-11) (IRC) 

110-752027-70 Rési a Assy - Radio οἱ box (Made from part No. RC41AE120J) 


110-752027-230 Resistor Assy - Radio jct box (Made from part No. RCA1AE102J) 
RC41AE1 203 IC nitor (Spec Jan-R-11) (IRC) 

110-752027-90 Resistor Assy - Radio jct box (Made from рагі No. RC20BE511J) 
RC20BE511J Resistor (Spec Jan-R-11) (IRC) 

110-752027-110 Rdsistol Αα - Radio jct box (Made from part Νο. RC20BE122K) 
RC20BE122K 


110-752027-130 
RC20BE820K 
110-752021-150 
RC20BE151K 
110-752027-170 
RC21AE331K 


ар" (Spec Jan-R-11) (IRC) 
i iÉ - Radio jct box (Made from part No. RC20BE820K) 
istor (Spec Jan-R-11) (IRC) 
n tor ο - Radio jct box (Made from part No. RC 20BE151K) |: 


Resistor (Spec Jan-R-11) (IRC) 
m 488) - Radio jct box (Made from part Νο. RC21AE331K) 
sistoy (Spec Jan-R-11) (IRC) 


WB»»00000088H0000czmzroOopbmormooo იიი oaOrUgEZEWHPUEBRZERCmOOU» 
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110-752027-190 R En 1e - Radio jct box (Made from part No. RC20AE681K) 
RC20AE681K Resistor (Spec Jan-R-11) (IRC) 
110-752027-310 i 1 Assy - 390 ohm 
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FIGURE ἆ 
INDEX 


GROUP FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


UN I TS | USABLE 


NUMBER [MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) η ae 
110-752027-610 Bsy - 120 ohm F 
110-752027-630 Bsy - 47 ohm F 
AN3433-2-4 lock C 
AN3436-1-19 lec term. C 
AN3436-2-13 lec term. M 
AN3433-2-3 bo N 
AN3433-2-3 lock ο 
AN3433-2-2 bck P 
AN3433-2-2 erm. block S 
110-752027-530 і sy - 560 ohm 1. 
110-752027-550 i = – 110 ohm L 
110-752027-570 sy - 39 ohm L 
110-752020-30 ip jet cockpit A 
110-752020-50 ip jét cockpit B 

*110-752008 ) Assy - Radio sys term. strip С 
A2927-11 ) А 
A2927-11 ) B 
110-751086-1 - UHF DF circuit breaker J 
AN3161P5 aker - Push pull non trip free 5 amp J 
MS25005-5 i r - Push pull non trip free 5 amp C 

о aircraft see figure 118) 
# Alternate Parts 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8035 thru 51-8063 


52-6012 thru 52-6023 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5888 


52-6024 thru 52-6035 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 
C-119G 52-6012 thru 52-6027 


C-119G 


51-8035 thru 51-8063 


C-119G 52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 


52-5875 


51-8035 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 


Revised 1 October 1958 446A 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


G რიხი C-119G 52-5876 thru 52-5888 
52-6012 thru 52-6035 


C-119G 52-6012 thru 52-6035 


5 


51-8035 thru 51-8097 
52-5840 thru 52-5888 


K C-119G 51-8035 thru 51-8063 
52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 
52-5875 
52-6012 thru 52-6023 


C-119G 


C-119G 51-8035 thru 51-8097 


52-5840 thru 52-5888 


C-119G 51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5840 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5888 
52-6024 thru 52-6035 


51-8035 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5888 


52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 
52-5875 
52-6012 thru 52-6035 


52-6012 thru 52-6023 


51-8035 thru 51-8063 
52-6024 thru 52-6035 


91-8064 thru 51-8097 
52-5840 thru 52-5888 


51-8035 thru 51-8097 
52-5840 thru 52-5888 


92-6024 thru 52-6035 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 
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Section II Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 
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Figure 118. Cockpit Radio Junction Box Assembly 
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110-752007-110 
110-742014 
AN3161P10 
AN3161P10 
AN3161P5 
AN3161P5 
AN3161P5 
AN3161P 20 
AN3171P 25 
AN3161P15 
AN3161P35 
MS25005-5 
XTL-40-60A 
AN3161P50 
9218 

517378 

817377 


ANT42-24C 
#AN742-18C 
#MS21919-G16 


AN3316-1 
110-752004-90 
110-752006-130 
3AG5 

3AG5 

3AG3 

3AG15 

33461 

33461 
110-742027-10 
RC21AE102K 
110-752027-70 
110-752027-230 
RC41AE1 205 
110-752027-90 


RC20BE511J 
110-752027-130 
RC30BE820K 
110-752027-150 
RC20BE151K 
110-752027-170 
RC 21AE331K 
110-752027-190 
RC20AE681K 
110-752027-610 
110-752027-630 
110-752027-530 
110-752027-550 
110-752027-570 
AN3433-2-4 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


E 
σα 


> 
--ᾱ-- 


osdogosoooooooooo 


- ga 


Fuse|Hold 


Resistor А. 
Resisto 


itor Ab ( 


sisto 
Resistor Ass 
Bus - Term. 


adio jct box warning 


br - Push pull non trip free 10 amp 
er - Push pull non trip free 10 amp 
er - Push pull non trip free 5 amp 
er - Push pull non trip free 5 amp 
er - Push pull non trip free 5 amp 
er - Push pull non trip free 20 amp 
Pr - Push pull non trip free 25 amp 
er - Push pull non trip free 15 amp 
er - Push pull non trip free 35 amp 
er - 5 amp 


re it Break 
mitt 40 mfd 60 V (MAL) 
it Breaker - Push pull non trip free 50 amp 

- "ITwist-tite" single outlet (HAW) 
apacitor + 3750 mfd - 3 v.n.p. (SPR) 

pacitor + 1250 mfd - 3 v.n.p. (SPR) 
ACHING PARTS 

-|Cushion loop type sup. (Use on part No. 517378) 

x. -| Cushion loop type sup. (Use on part Νο. 817377) 
Clamp -| Cushion loop type sup. (Use on part No. 817377) 


3 pole dt 
adio jct box fuse 


BL a A$sy|- Fuse 


r (JR) 


Resistor Assy - Radio jet box (Made from part Νο. RC21AE102K) 
Resistor (Spec Jan-R-11) (IRC) 
Resistor Assy 
Resistor Аѕѕу - Radio {οί box (Made from part No. RC41AE120J) 
Resistor (Spec JAN-R-11) (IRC) : 
Resistor Авву| - Radio jct box (Made jct box (Made from part No. 
RC 20BE511J) 
Resisto 18 JAN-R-11) (IRC) 

М 


- Radio {οί box (Made from part No. RC30BE820K) 
ec JAN-R-11) (IRC) 


istor (Spec JAN-R-11) (IRC) 


wrest Assy) - Radio {οί box (Made from part Νο, RC20BE151K) 
Agsy| - Radio jet box (Made from part No. RC21AE331K) 


ec JAN-R-11) (IRC) 


sy} - Radio jct box 
(Spec JAN-R-11) (IRC) 
Resistor Assy) - 120 ohm 
Resistor A$sy - 47 ohm 
feito} Assy| - 560 ohm 
Assy] ~ 110 ohm 


- 39 ohm 
block 


Section II 
Group Assembly Parts List 


= m ას B NI ee b b 


ჯა ο м 


BA ON) + ке თ თ К bo თ ОО οὐ 


= ა სასას ка = кмш = CO G) ке ка кз G 


აა ντ) ΠΕ ΙΡ Perr errr ere D p >, ლა p 1 К p ee >>> >> pp > É > G >> td tq ti GQ O G £ >> > 


447 


Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
NUMBER [MAJOR ASSEMBLY — COCKPIT RADIO JUNCTION BOX ASSY (Cont) 
PART NUMBER 


UN! TS] USABLE 


AN3433-2-3 А plock 
AN3433-2-2 . block 
AN3433-2-2 . block 
AÀN3436-1-19 lec term. 
AN3436-2-13 lec term. 
110-752020-70 radio јсі 

*110-752008 y - Radio term. strip 

) 


A pai 


A2927-11 
110-752027-650 i - Radio jct box (Made from part No. RW55G682) 
RW55G682 istor (Spec MIL-R-26B) 

110-751086-1 Assy |- UHF - DF circuit breaker 

AN3161P5 i ფელი - Push pull non trip free 5 amp 

MS25005-5 reaker - Push pull non trip free 5 amp 


ხა 2 : 
აის + + + Omm oot 
ΣΡΙ > > > > mE > 


subsequent ACFT see fig. 119) 


* Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 92-5889 thru 52-5921 
52-5924 thru 52-5954 
53-8069 thru 53-8095 
53-3136 thru 53-3165 


C-119G 52-5889 
52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-590" thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5921 
52-5924 thru 52-5926 
52-5947 
52-5951 thru 52-5952 
53-3136 
53-8070 
53-8072 thru 53-8095 


52-5927 thru 52-5946 
52-5948 thru 52-5950 
52-5953 thru 52-5954 
53-3137 thru 53-3165 
53-8069 
53-8071 


52-5889 

52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-5907 thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5921 
52-5925 thru 52-5946 
52-5948 thru 52-5950 
52-5953 thru 52-5954 
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FUSELAGE 
MAJOR_ASSEMBLY 


FIGURE & LGROUP 
INDEX 


NUMBER 


Revised 1 October 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


C-119G 


C-119G 


MODEL DESIGNATION 


Section Ú 


Group Assembly Parts List 


SERIAL NUMBERS 


53-3137 thru 53-3165 
53-8069 
53-8071 


52-5890 
52-5895 thru 52-5897 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
52-5924 
52-5947 
52-5951 thru 52-5952 
53-3136 
53-8070 
53-8072 thru 53-8095 


52-5890 
52-5895 thru 52-5897 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
52-5924 


52-5890 
52-5895 thru 52-5897 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
52-5924 thru 52-5929 
52-5935 thru 52-5936 
52-5947 
52-5951 thru 52-5952 
53-3136 
58-8070 
53-8072 thru 53-8095 


52-5890 thru 52-5892 
52-5895 thru 52-5903 
52-5905 thru 52-5907 
52-5909 thru 52-5920 
52-5924 thru 52-5946 
52-5948 

52-5950 thru 52-5954 
53-3136 thru 53-3165 
53-8069 thru 53-8095 


52-5889 
52-5891 thru 52-5892 
52-5898 thru 52-5902 
52-5905 


UN I TS] USABLE 
ON 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


სეს [MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) 


PART NUMBER | 2 3 4 5 6 


| 
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MODEL DESIGNATION SERIAL NUMBERS 


K (cant) C-119G 52-5907 
52-5910 thru 52-5911 
52-5914 thru 52-5920 
52-5925 thru 52-5946 
52-5948 
52-5950 
52-5953 thru 52-5954 
52-9981 thru 52-9982 
53-3137 thru 53-3165 
53-8069 
53-8071 


L C-119G 52-5890 
52-5893 thru 52-5897 
52-5903 thru 52-5904 
52-5906 
52-5908 thru 52-5909 
52-5912 thru 52-5913 
52-5924 
52-5947 
52-5949 
52-5951 thru 52-5952 
53-3136 
53-8070 
53-8072 thru 53-8095 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


WARNING 


EXCEPT FOR "INFLIGHT* EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH [S ON WHILE EXTERNAL 
POWER 18 CONNECTED OR. WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 
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Figure 119. Cockpit Radio Junction Box Assembly 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY 
PART NUMBER 


UN I TS} USABLE 


(Hor prior ACFT see fig. 118) 
110-752027-430 | B bet radio jct (See fig. 114) Ref 
110-752007-110 -j Radio jct box 1 
110-752007-170 4 rdaid jet box . 1 
110-742014 : - io jct box warning 1 
AN3161P5 i ЧИ - Push pull non trip free 5 amp 11 
AN3161P5 wit Breaker ~ Push pull non trip free 5 amp 10 
AN3161P10 it Breaker - Push pull поп trip free 10 amp 2 
AN3161P10 Breaker - Push pull non trip free 10 amp 4 
AN3161P15 Circuit Breaker - Push pull non trip free 15 amp 1 
AN3161P 20 Circuit Breaker - Push pull.non trip free 20 amp 2 
AN3161P 20 Circuit b: ate - Push pull non trip free 20 amp 1 
AN3161P 25 Circuit Breaker - Push pull non trip free 25 amp 2 
AN3161P 25 it Breaker - Push pull non trip free 25 amp 1 
AN3161P35 T Breaker - Push pull non trip free 35 amp 1 
AN3161P50 it ra - Push pull non trip free 50 amp 1 
MS 25005 -5 ne reaker - 5 amp 1 
MS 25005-5 ircuit Breaker - 5 amp 2 
XTL-40-60A Capacitor + 40 mfd 60 V (MAL) 1 
XTL-40-60A Capacitor + 40 mfd 60 V (MAL) 2 
9218 g|- ''Twist-tite" single outlet (HAW) 1 
817378 acitor + 3450 mfd - 3 у. п.р. (SPR) 1 
$17377 apacitor + 1250 mfd - 3 у. п.р. (SPR) 1 
ACH p TS 
AN'142-24C lamp -| Cushion loop type sup. (Use on part No. 817378) 2 
#AN742-18C Cushion loop type sup. (Use on part No. 817377) 2 
#MS21919-G16 chimp თით loop type sup. (Use on part Мо. 817377) 2 


AN3316-1 
110-752004-90 
110-752004-190 
110-752006-130 
110-752006-190 
3AG5 


Panel Assy) - Radio jct box fuse 
к sy| - Radio jct box fuse 


Relay - 10 i: 3 pole dt 


3AG5 

3AG3 

3AG15 

33461 

33461 

110-752027-10 Sy - Radio jct box (Made from part No. RC21AE102K) 
RC21AE102K Resistor (Spec Jan-R-11) (IRC) 

110-752027-230 Resistor A$sy - Radio jet box (Made from part No. RC41AE120J) 
RC41AE120J M (Spec Jan-R-11) (IRC) 

110-752027-90 Resistor Assy - Radio jct box (Made from part No. RC20BE511J) 
RC20BE511J Resistor (Spec Jan-R-11) (IRC) 

110-752027-130 Resistor Аѕву - Radio ject box (Made from part No. RC30BE820K) 
RC30BE820K πάει (Spec (Jan-R-11) (IRC) 

110-752027-150 Resistor Assy] - Radio jct box (Make from part No. RC20BE151K) 
110-752027-150 R 


ლი) Assy|- Radio jct box (Make from part No. RC20BE151K) 


RC20BE151K Resistor (Spec Jan-R-11) (IRC) 

RC20BE151K Resistor (Spec Jan-R-11) (IRC) 

110-752027-170 Resistor Аѕѕу - Radio jct box (Make from part No. RC 21AE331K) 
RC21AE331K Resistor (Spec Jan-R-11) (IRC) 

110-752027-70 Resistor Аѕѕу - Radio jct box (Made from part No. RW56J101) 
RW56J101 R siston (Spec Jan-R-11) (IRC) 


110-752027-530 Resistor A 


ი» p pb UP p p p p p p p => Z OO >>> > > > tJ Ü = m Q tJ 4 Ü m D D Q t = > > O DJ > 
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Sy|- Radio jct box (Made from part No. RC30AE561J) 


450B Revised 1 October 1958 


INDEX 
NUMBER 


PART NUMBER 


RC30AE561J 
110-752027-550 
RC30AE111J 
110-752027-570 
RC30AE390J 
110-752027-610 
110-752029-630 
110-752029-650 
AN3433-2-4 
AN3433-2-3 
AN3433-2-2 
AN3433-2-2 
AN3436-1-19 
AN3436-2-13 
110-752020-110 
*110-752008 
A2927-11 
110-751086-1 
AN3161P5 
MS25005-5 


# Alternate Parts 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & GROUP FUSELAGE 


MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) 


2 3 ს 5 6 


Resistor Assy 


Resi 
alse 


Resistor (Spec Jan-R-11) (IRC) 
~ Radio jct box (Make from part No. RC30AE111J) 
εν (Spec Jan-R-11) (IRC) 

Assy) - Radio {οί box (Make from part No. RC30AE390J) 
Rasigtor (Spec Jan-R-11) (IRC) 
Resistor Assy! - 120 ohm 
Resistor A$sy| - 47 ohm 


- 6800 ohm 


$Sy|- Elec term. 
$sy|- Elec term. 
Bax 4 Cóckpit|radio {οἱ 


rt Assy - Radio term. strip 
ip (TIN) 
‘Assy + ОНЕ DF circuit breaker 


N 
MODEL DESIGNATION 
C-119G 

C-119G 
C-119G 


C-119G 


C-119G 


pr Bubjsequent АСЕТ see figure 120) 


it Brdaker - Push pull non trip free 5 amp 
rdaker - Push pull non trip free 5 amp 


SERIAL NUMBERS 


93-3166 thru 53-3180 
93-8096 thru 53-8105 


53-3166 thru 53-3178 
53-8096 thru 53-8103 


53-3179 thru 53-3180 
53-8104 thru 53-8105 


53-3166 thru 53-3177 
53-8098 thru 53-8102 


53-3178 thru 53-3180 
53-8096 thru 53-8097 
53-8103 thru 53-8105 


53-3178 
53-8096 thru 53-8097 
33-8103 


53-3166 thru 53-3177 
93-3179 thru 53-3180 
53-8098 thru 53-8102 
93-8104 thru 53-8105 


53-3166 thru 53-3177 
53-8096 thru 53-8102 


53-3178 
53-8103 thru 53-8105 


lb 
μα к< со თ თ BO oL πε = = FH EHE 


Section H 
Group Assembly Parts List 
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Section II T.O. 1C -119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) 


PART NUMBER ..  . 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 53-3166 thru 53-3177 
53-3179 thru 53-3180 
53-8069 thru 53-8102 
C-119G 53-3166 thru 53-3177 
53-3179 thru 53-3180 
| 53-8098 thru 53-8101 
53-8104 thru 53-8105 

- 53-3178 
53-8096 thru 53-8097 
53-8102 thru 53-8103 
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UN I TS} USABLE 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH 15 ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CÀN RESULT 


оо c0 05900060000 \ 


Figure 120. Cockpit Radio Junction Box Assembly 
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Section Π 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


წევის & [GROUP FUSELAGE UNES μα 
MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY ON 
NUMBER CODE 


PART NUMBER 


prior ACFT see fig. 119) 

110-752027-450 | Box Assy - ск it radio jct (See fig. 114) 

110-752027-490 | Box ae - С a radio jct (See fig. 114) 

110-752027-510 | Box ssy - SE radio jct (See fig. 114) 

110-752007-170 Cover -|Radio jct box 1 

110-752007-110 срј -|Radio јсі box 1 

110-742014 Deca] - Radio jet box warning 1 

AN3161P5 Circuit ж: - Push pull поп trip free 5 amp 13 

MS25005-5 Circuit Breaker - Push pull non trip free 5 amp 2 

AN3161P10 Cire it B. aker - Push pull non trip free 10 amp 4 

AN3161P10 Circuit гарт - Push pu11 non trip free 10 amp 2 

AN3161P20 Circuit Breaker - Push pull non trip free 20 amp 1 

AN3161P 25 Circuit Br akkr - Push pull non trip free 25 amp 1 

AN3161P50 Circuit Breaker - Push pull non trip free 50 amp 1 

AN3161P35 Circuit Breaker - Push pull non trip free 35 amp 1 

XTL-40-60A cated + 40 mfd 60 V (MAL) 2 

9218 Plug - "Twist-tite" single outlet (HAW) 1 

817378 Capacit τ 3150 mfd - 3 v.n.p. (SPR) 1 

817377 Cipa MI 11250 mfd - 3 v.n.p. (SPR) 1 

ING PARTS 

AN'142-24C Cushion loop type sup. (Use on part No. 8173 78) 2 
#AN742-18C -| Cushion loop type sup. (Use on part No. $17377) 2 
#MS21919-Gi6 У Cushion loop type sup. (Use on part No. 517377) 2 


AN3316-1 

110-752004-190 
110-752004-210 
110-752004-130 


3 pole dt 

io jct box fuse 
adio jct box fuse 
adio jet box fuse 


110-752027-150 
110-752027-150 
RC20BE151K 
RC20BE151K 
110-752027-170 
RC21AE331K 
110-752027-70 
RW56J101 
110-752027-530 
RC30AE561J 
110-752027-550 
RC30AE111J 
110-752027-570 


454 


ШОГА 


si 
dsisto A 


81 
Resisto 


Resisto 
Resistor Авзу| 
пао ( 
нові tor Ass 

Resisto 


аба 


5V 
sy| 


sy; 


tot ( 

tor a 
Assy] - Radio jct box (Make from part No. RC21AE331K) 
(Spec Jan-R-11) (IRC) 


(Sp 


( 
οι Аў 


- Radio jct box (Make from part No 
- Radio jet box (Make from part No 
ec (Jan-R-11) (IRC) 
ec Jan-R-11) (IRC) 


- Radio jct box (Make from part No 
ec Jan-R-11 (IRO) 
- Radio jct box (Make from part No 
ec Jan-R-11) (IRC) 
- Radio jct box (Make from part No 
ec Jan-R-11) (IRC) 
Radio jct box (Make from part No 


110-752006-190 sy| - Fuse 

110-752006-210 ΑΡΕΥ - Fuse 

110-752006-170 Assy - Fuse 

3AG5 sej- 9 amp 

3AG5 86 – $ amp 

3AG3 sej- $ amp 

3AG15 ве|- 15 атр 

33461 se|Holder (JR) 

33461 Fuse|Holder (JR) 

110-752027-10 Resistor A sy - Radio jet box (Make from part No. RC21AE102K) 
RC21AE102K R sit (Spec Jan-R-11) (IRC) 

110-752027-90 Resistor Assy - Radio jct box (Make from part No. RC 20BE511J) 
RC20BE511J Résisto be Jan-R-11) (IRC) 

110-752027-130 Résistoy a ~ Radio jct box (Make from part No. RC30BE820K) 
RC30BE820K R tor (Spec Jan-R-11) (IRC) 


. RC20BE151K) 
. RC20BE151K) 


. RW56J101) 
. RC30AE561J) 
. RC30AE111J) 


. RC30AE390J) 
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Revised 1 October 1958 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Ássembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) 
PART NUMBER 1 23 ს 5 6 


UN i TS{ USABLE 


RC30AE390J Résisto* (Spec Jan-R-11) (IRC) 1 E 
110-752027-610 Resistor Assy - Radio jct box (Make from part No. RC30AE121J) 1 C 
RC30AE121J Resistor (Spec Jan-R-11) (IRC) 1 C 
110-752027-630 Resi ior Assy - Radio jct box (Make from part No. RC30AE470J) 1 C 
RC30AE470J Resistor (Spec Jan-R-11) (IRC) 1 C 
110-752027-650 Resistor Assy - 6800 ohm 1 G 
AN3433-2-4 Bus I T ra. block 1 D 
AN3433-2-3 Bus + Term. block 2 E 
AN3433-2-3 Bus + Term. block 3 C 
AN3433-2-2 Bus + Term. clock 14 D 
AN3436-1-19 Block Assy - Elec term. 8 D 
AN3436-2-13 Biock As - Elec term. 1 D 
110-752020-110 Box + Cockpit] radio jet 1 D 
*110-752008 Support |Assy - Radio term. strip NP D 
A2927-11 Clip © 26 р 
MS25005-5 Circuit Brea r - Push pull non trip free 5 amp 1 D 
subsequent ACFT see fig. 121) 
# Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 
53-3181 thru 53-3194 


53-8106 thru 53-8116 


C-119G 52-5923 
53-3195 thru 53-3206 


53-8117 thru 53-8126 


C-119G 53-3207 thru 53-3210 


53-8127 thru 53-8130 


C-119G 52-5922 thru 52-5923 
93-3181 thru 53-3210 


53-8106 thru 53-8130 


52-5922 thru 52-5923 
93-3181 thru 53-3206 
53-8106 thru 53-8126 


C-119G 53-3207 thru 53-3210 


C-119G 


53-3207 thru 53-3210 
53-8127 thru 53-8130 


C-119G 52-5922 thru 52-5923 
53-3181 thru 53-3206 


53-8106 thru 53-8130 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 


WARNING 


1А EXCEPT FOR “INFLIGHT” EMERGEN— 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH 1S ON WILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


SO фо ϱ- 6-9 ტია 


\ 


6-2 6-9 Q-- ON ტა 


hà 6 2333833303583 


PASS 6555565505550 


6790 


Figure 121. Cockpit Radio Junction Box Assembly 


456 Revised 1 October 1958 


FIGURE ἆ 
INDEX 


NUMBER 


110-752007-150 
110-742014 
AN3161P5 
AN3161P5 
MS25005-5 
MS25005-5 
AN3161P10 
AN3161P20 
AN3161P25 
AN3161P35 
XTL-40-60A 
9218 

S17378 
517377 


AN742-24C 
#ANT42-18C 
#MS 21919-G16 


AN3316-1 
110-752004-170 
110-752006-230 
3AG5 
3AG3 
3AG15 
3AG10 
33461 
110-752027-10 
RC 21AE102K 
110-752027-90 
RC20BE511J 
110-752027-130 
RC30BE820K 
110-752027-150 
RC20BE151K 
110-752027-170 
RC21AE331K 
110-752027-70 
RW56J101 
110-752027-610 
RC30AE1 21d 
110-752027-630 
RC30AE470J 
110-752027-650 
RW55G682 
AN3433-2-4 
AN3433 -2-3 
AN3433-2-2 
AN3436-1-19 
AN3436-2-13 
110-752020-130 
*110-752008 
A2g27-11 
MS25005-5 
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T.O. 1C-119F-4/NAV AER 01-115CCB-4 


eaker 
Lier 


Plug |- "Twist 


sh 


ч Cush 


кау - 10 а 
Panel Аѕѕу| - 
| Bleed Аузу - 
аар 


Assy] - 


Resistor Assy) - 


sistor A 
Résisto 
Resistor Assy - 


ву - 


Resistor Ass 
Rasito 
Rdsi tor Assy] - 
Resi A A$sy| - 
Resistor (S 
Rasiston Assy) - 
Resistor (S 
B A$Sy| - 


y 
Clip (TIN) 
r aker 


it radio jct (See fig. 114) 
jet box 
io jct box warning 


r + 1250 mid - 3 у, п.р. 

ARTS 

Clamp - С оп 1000 type sup. (Use оп рагі Νο. 817378) 

Ch 4 Cushion loop type sup. (Use on part No. 517377) 
m on loop type sup. (Use on part No. 817377) 


Fuse|- 
ΠΤΙ (4Β) 
Resisto Radio jct box (Make from part No. 
Resistor (Spec JAN-R-11) (IRC) 
Radio jct box (Make from part Νο. 
ქმნი A| (Spec JAN-R-11) (IRC) 
R 


S 
Bax - Сос “ა. 1CL 


GROUP FUSELAGE 
MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY 
PART NUMBER 12 3 4 5 6 


- Push pull non trip free 5 amp 
- Push pull non trip free 5 amp 
- Push pull non trip free 5 amp 
- Push pull non trip free 5 amp 
- Push pull non trip free 10 amp 
- Push pull non trip free 20 amp 
- Push pull non trip free 25 amp 
- Push pull non trip free 35 amp 


mfd 60 V (MAL) 
tite" single outlet (HAW) 
თან 1 3150 mfd - 3 v.n.p. (SPR) 


(SPR) 


3 pole dt 


io jct box fuse 
Fuse 


Radio jct box (Make from part No. 
(Spec JAN-R-11) (IRC) 

Radio jct box (Make from part No. 
Resistor Г. JAN-R-11) (IRC) 


Radio jct box (Make from part No 


(Spec JAN-R-11) (IRC) 


Radio jct box (Make from part No 


Resistor (Spec ЈАМ-В-11) (IRC) 
Radio jct box (Make from part No. 
ec JAN-R-11) (IRC) 
Radio jct box (Make from part No. 
ec JAN-R-11) (IRC) 


Radio јсі box (Made from part No 


Rasistor 
Bus 4 Term. block 
Bus 4 Term. m 
Bus + Térm. block 
Bibel A sy|- Elec term. 
Assy|- Elec term. 


- Radio term. strip 


- Push pull non trip free 5 amp 


.RC21AE331K) 


, RW56J101) 


‚ RW55G682) 


Section II 
Group Assembly Parts List 


FA ока ка ON = ка ка Οὐ ка М 


NN Мо 


RC21AE102K) 
RC20BE511J) 
RC30BE820K) 


RC 20BE151K) 


RC30AE121J) 


RC30AE470J) 


ლ ო” 
τ. 9 πὶ HOR OR = πὶ = πὶ πὶ коко на πὶ ε πὶ фе κὶ кї κα c = πὲ O to рз bo თ)! 


UN I TS} USABLE 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure გ {GROUP FUSELAGE UNITS] USABLE 
NUMBER MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) წა 
PART NUMBER 


121 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-3211 thru 53-7884 
53-8131 & Subsequent 


C-119G 53-3211 thru 53-7829 
53-8131 thru 53-8144 


C-119G 53-7830 thru 53-7884 
53-8145 & Subsequent 


C-119G 53-3211 thru 53-3222 
53-7874 thru 53-7884 
53-8131 thru 53-8156 
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Section H 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


-ΠΗΠΠΠΠΗ 


^ 


` 


m 


Meseooccccocos 55842, 
57 


WARNING 
EXCEPT FOR “INFLIGHT” EMERGEN- 
CIES DO NOT REMOVE THIS JUNC 
TION ВОХ COVER WHILE BATTERY 
SWITCH 15 ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 


ENGINES ARE OPERATING SERIOUS 
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Figure 122. Cockpit Radio Junction Box Assembly 
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Section H T.O, 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Душа -— UNITS] USABLE 
I [MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont ON 
PART NUMBER 


110-752027-330 | B it radio jet (See fig. 114) 

110-752027-350 | Box Ass ckpit radio jct (See fig. 114) 

110-752007-110 iq jct box 

110-742014 - Radio jet box warning 

AN3161P10 it Breaker - Push pull non trip free 10 amp 
AN3161P5 i aker - Push pull non trip free 5 amp 
AN3161P5 i aker - Push pull non trip free 5 amp 
AN3161P20 i iud - Push pull non trip free 20 amp 
MS25005-25 r - Push pull non trip free 25 amp 
AN3161P50 i aker - Push pull non trip free 50 amp 

9218 Twist-tite" single outlet (HAW) 

517378 r4 0 mfd - 3 у, п.р. (SPR) 

517377 г + 1250 mfd - 3 у, п.р. (SPR) 

G PARTS 

Cushion loop type sup. (Use оп рагі Νο. 517378) 
4 оа 1000 type sup. (Ове оп рагі Νο. 817377) 
Cushion loop type sup. (Use on part No. 517377) 


= BA ке ка ააა. ο O Οδ μα = 


> 
3 
nao 


AN'142-24C 
T AN'42-18C 
#MS21919-G16 


соо 
=. 
Y гә δ0 


XTL-40-60 itor | 2 mfd 60 V (MAL) 
XTL-40-60A itor + 40 mfd 60 V (MAL) 
AN3316-1 3 pole dt 
110-752004-90 adio jct box fuse 
110-752006-130 sy - Fuse 

3AG5 - 1 amp 
3AG3 - 3 amp 
33461 Holder (JR) 

110-752027-10 Assy - Radio jct box (Make from part No, RC21AE102kK) 
RC21AE102K isto (dec JAN -R-11) (IRC) 

110-752027-150 pus - Radio jct box (Make from part No. RC20BE151K) 
RC20BE561K igtoy (Spec JAN-R-11) (IRC) 

.110- 752027 -230 pu - Radio jet box (Make from part No. RC41AE120J) 
RCA1AE120J tor (Spec JAN-R-11) (IRC) 

110-752027-90 i Abs - Radio jct box (Make from part Νο. RC20BE511J) 
RC20BE511J istor (Spec JAN-R-11) (IRC) 

110-752027-170 i A 

RC21AE331K tor (Spec JAN-R-11) (IRC) 

110-752027-370 Assy - Radio jct box (Make from part No. RC30AE151J) 
RC30AE151J i - (Spec JAN-R-11) (IRC) 

110-752027-390 ву - Radio jct box (Make from part No. RC30AE391J) 
RC30AE3 913 i (Spec JAN-R-11) (IRC) 

110-752027-70 Авзу- Radio {οί box (Make from part No. RW56J101) 
110-752027-130 i Авву| - Radio јсі box (Make from part No. RC30BE820K) 
AN3433-2-4 . block 

AN3436-1-19 Elec term. 

AN3433-2-13 ` Sy| - Elec term. 

AN3433-2-3 rm. block 

AN3433-2-2 rm. block 

110-752090-90 ^ t cockpit 


16. Radio jct box (Make from part No. RC21AE331K) 


*110-752008 ssy - Radio sys term. strip 
Α2θ21-11 | TIN) 
MS25005-5 i i r - Push pull non trip free 5 amp 
33461 (JR) 
3AG5 | (BUS) 


Q0000G003G8000000000000no000000nn00000nan0 იტი OGO0000U»000uU0» 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure გ [GROUP FUSELAGE 


INDEX [MAJOR ASSEMBLY _ COCKPIT RADIO JUNCTION BOX ASSY (Cont) 
PART NUMBER | 2 4 ü 5 6 


122 ο ON 
DE | MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 52-6036 thru 52-6047 
B | C-119G 52-6048 thru 52-6058 
C C-119G 52-6036 thru 52-6058 
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UNITS} USABLE 
ON 
CODE 


460A 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section П 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN-— 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 

1А SWITCH 15 ON WHILE EXTERNAL 
POWER IS CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


nv 6666655565560 V 


cA 


14 
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Figure 123. Cockpit Radio Junction Box Assembly 
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Section Π 


Group Assembly Parts List 


INDEX 
NUMBER 


462 


FIGURE გ [GROUP 


110-752028-1 
110-752027-470 
110-752027-670 
110-752007-110 
110-752007-130 
110-742014 
AN3161P10 
AN3161P10 
AN3161P5 
AN3161P5 
MS25005-5 
AN3161P 20 
AN3161P 20 
AN3161P35 
AN3161P 25 
AN3161P15 
XTL-40-60A 
9218 
517378 
517377 


AN742-24C 


#AN742-18C 
#MS21919-G16 


AN3316-1 
AN3316-1 
110 -Τ52004-90 
110-752004-110 
110-752004-230 
110-752006-130 
110-752006-150 
110-752006-250 
3AG5 

3AG3 

3AG10 

33461 

33461 
110-752027-10 
RC21AE102K 
110-752027-30 
RC20BE561K 
110-752027-610 
RC20AE121J 
110 -Τ52021-90 
RC20BE511J 
110-752027-630 
RC30AE470I 
110-752027-150 
110-752027-150 
RC20BE151K 
RC20BE151K 
110-752027-170 
110-752027-170 
RC21AE331K 
RC21AE331K 


FUSELAGE 


MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY 
PART NUMBER 12 3 4 5 6 


x is 4 წესი. radio jct (See fig. 114) 


i 


iR 


B 
Ë ver 
ce - E 
Circuit Br 


Circ 
Circuit 
сүген Ж“ 
ircuit 
б 
ircuit 
Circuit 
Circuit 
Phe r44 


Plug |- " 


itor 
Capacitor 
TACHI 


С 


C 
C1 


Re 


Re 
Re 


R 


Re 
Re 


nel Assy] - 
AE ASSy - 


T.O. 1C-119F-4/NAV AER 01-115CCB-4 


ckpit radio jct (See fig. 114) 
Cockpit radio jet (See fig. 114) 
2 Radio jct box 
jct box 


Decal - io jct box warning 


reak 


reak| 
reak 


mfd 60 V (MAL) 
ist-tite" single outlet (HAW) 
3750 mfd 3 v.n.p. (SPR) 
1450 mfd 3 v.n.p. (SPR) 
ARTS 


ра 


adio jct box fuse 
adio jct box fuse 
ii adio jct box fuse 
ο A - Fuse 

syl - Fuse 
e Assy - Fuse 

se|- | атр 

атар 
se|- 10 amp 

Fle aider (JR) 


Fuse Holder (JR) 


Assy - 


siston ASsy| - Radio jet box (Make from part No 


Resistoy (Spec Jan-R-11) (IRC) 


Résistox (Spec Jan-R-11) (IRC) 


sistor Agsy, - Radio jct box (Make from part No 


Resistoy (Spec Jan-R-11) (IRC) 


ѕізіоу Assy] - Radio jet box (Make from part No. 


Resistor (Spec Jan-R-11) (IRC) 


sistor A d. Radio jct box (Make from part No. 


Resistoy (8 
siston Assy 


ec Jan-R-11) (IRC) 


Resistor (Spec Jan-R-11) (IRC) 
Resistor (Spec Jan-R-11) (IRC) 
siston Assy 
siston Assy 
Resistor (Spec Jan-R-11) (IRC) 
Rasistor d Jan-R-11) (IRC) 


Τ᾽ - Push pull non trip free 10 amp 
Circuit Вгвакег - Push pull non trip free 10 amp 
I pum r - Push pull non trip free 5 amp 
i - Push pull non trip free 5 amp 
aker - Push pull non trip free 5 amp 
гбакег - Push pull non trip free 20 amp 
reaker - Push pull non trip free 20 amp 
ს - Push pull non trip free 35 amp 
г - Push pull non trip free 25 amp 
reaker - Push pull non trip free 15 amp 


-| Cushion loop type sup. (Used on part No. 817378) 
ub -| Cushion loop type sup. (Used on part No. 817377) 
Clamp -| Cushion loop type sup. (Used on part No. 817377) 


Relay - 10 amp 3 pole dt 
πόα] - 10 кар 3 pole dt 


. RC21AE102K) 
s: A$sy - Radio jct box (Make from part No. 


. RC30AE121J) 


- Radio jct box (Make from part No. 
siston Аѕву - Radio jct рох (Маке from рагі Νο. 


- Radio jct рох (Make from рагі No. 
- Radio jct box (Make from part No. 


UNITS] USABLE 


= სა πὶ აა სსა γα πὶ ма Мо DO eet ма 


NNN 


RC 20BE561K) 


RC20BE511J) 
RC30AE470J) 
RC20BE151K) 
RC 20BE151K) 


RC21AE331K) 
RC 21AE331K) 
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Section H 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 . 
Group Assembly Parts List 


ει PE — UN | TS} USABLE 
ON 
NUMBER [MAJOR ASSEMBLY COCKPIT RADIO JUNCTION BOX ASSY (Cont) TE 
PART NUMBER | 2 3 4 5 6 


AN3436-1-19 Elec term. 

AN3436-2-13 Elec term. 

AN3433-2-3 . block 

AN3433 -2-2 . block 

AN3433-2-4 . [Block 

110-752020-70 io jet box 

110-7520 20-110 io jet box 
*110-752008 Assy - Radio sys term. strip 
A927-11 ip (TIN) 


ხუ 2 rm 
Ogee om ях we со 
aawer wanana 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G IK-441 thru IK-442 


C-119G IK-443 & Subsequent 


C-119G IK-441 & Subsequent 


C-119G IK-443 thru IK-457 


C-119G IK-458 & Subsequent 
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Section II , T.O. 1C-119F-4 


Figure 124. Center Fuselage Electrical Installation 


464 Revised 1 September 1956 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 


UN! TS] USABLE 
И MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL წამ 
PART NUMBER — ^ || 2 з 4 5 6 
*110-741014 stl + Center fus (See fig. 94) All 
AN3089-8 Ligh e 4-1/2 in. dia sig F 
D-5705-8 Ligh Арзу (GMC) (Use for spares in lieu of part No, AN3089-8) G 
*110-741024 Bracket Instl + Nav & radio operators work table lamp & inst All 
AN3124SB307 a -19-8 bulb sc candelabra bay. base #11 
AN3047-1A ght Assy - Work table АП 
AN3155-25-50 stat -|Acft power 25 w 50 ohm C 
110-741025-3 Rheostat - (Made from AN3155-25-50) (Use for spares in lieu 
ofi part No. AN3155-25-50) D 
10245-1 Làmp -|Cockpit (SEB) All 
AN3021-2 Switch + One hole mtg single pole toggle All 
*110-741080 ох Instl 1 analyzer panel & stow. АП 
10-35059 Compartment Assy (SNT) (GFAE) 1 | All 
10-35060 Panel Assy (SNT) (GFAE) 1 E 
AN3400-2 Light Assy - hea & clear illumination dome 1 A 
AN3400-4 Light Assy|- Red & clear illumination dome 1 B 
AN3057-4 Adapter - Elec accessory to cable 1 A 
*110-741106 Circuit Breaker Panel Instl - Utility shelf NP K 
110-747126-1 Cover -| Utility shelf 1 K 
AN3161P5 Circuit Breaker - Push pull non trip free 5 amp 5 K 
AN3161P10 Circuit Breaker - Push pull non trip free 10 amp 1 K 
AN3161P15 Circuit Breaker - Push pull non trip free 15 amp 1 K 
*110-741081 Ox & თ stl - Ign analyzer jct NP | All 
10-35061-1 Box lay (SNT) (GFAE) 1 E 
110-741079 Box Assy + Direct wire jct 1 All 
110-741079-5 Cover -| Jct box 1 All 
AN3436-4-4 აია sy - Elec term, 2 | All 
AN3021-2 h + One hole mtg single pole toggle 1 All 
AN322'1-5 ih 1 Three hole mtg four pole toggle 2 | All 
*110-741014-10 itch Assy -| Elec inst] center fus NP | All 
6121 Switdh Plate (GFAE) 1 | MI 
6124 Shield TE (GFAE) 1 | All 
6128 Wre Agsy|-(GFAE) 1 All 
6336 Tongue (GFAE) 1 | All 
AN3015 Switch ΕΠ 1 АП 
110-741033 Bell Instl 4 Cargo compt alarm АП 
[5 li - Alarm type J-3 (Spec 32468) (SP FT) АП 
rite - 20 атр (РОТ) АП 
C nen er|- Alarm Bell АП 
АМ-454 ο nes er (MAL) All 
AM3306-1 lay – 10 მხი 2 PDT connector mtg K 
AN3308-1 Relay -|10jamp 3 PDT connector mtg K | 
78-747154 Guard Ἠ]οότ Light All 
ATTACHING PARTS 
AN365-632 Nut + Self locking stl 6-32 All 
AN960-6 sher|~ Plain stl reg ser No. 6 bolt All 
AN515-6-14 Sarew - Rd hd mach stl 6-32 x 7/8 in, All 
AN3124SB307 Lamp -|5-8 bulb sc candelabra bay, base АП 
AN3049-1 Light Assy - Cabin dome open All 
*110-741023 spi h Instl -| Fwd cargo warning АП 
78-747066 sri g წლი delivery sys trigger tension All 
105-741013-10 А tupio sy - Cargo door warning sw All 
ATTACHING PA 
AN393-37 Pin + Flat hd stl 3/16 x 1-21/64 in, АП 
BZ3W22T anh 1 Basic (MCS) All 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
ИШК MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL (Continued) 


PART NUMBER | 2 3 4 5 6 


AN365-632 


AN960-6 
AN515-6-18 hd stl 6-32 x 1-1/18 in. 
NAS43-1-8 Spacer + Strew & bolt stl Νο, 6 bolt x 1/2 in, 


*110-741061 tli- Dome 

AN3133SB311 - $ bulb sc candelabra bay. base 

78-749066-90 y + Dome lights 

110-741061-10 sy - Dome 

AN3049-1 Light Apsy - Cabin dome open 

AN3133SB311 S-11 bulb sc candelabra bay. base (Use on part 
No. 110-741061-10) 


*213-743101 А st] - Cargo compt flight operable doors conl 
213-749001-11 el Assy - Cargo compt flight operable doors conl 
SP-103-23 icator (RIM) 


AN3228-1 + Toggle sw three position 
AN3021-7 itch + One hole mtg SPT 
SP-103-22 tor (RIM) 


i m on figure 125) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 91-2662 thru 51-2667 


51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 


131662 thru 131719 


R4Q2 


C-119G 51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 


51-8098A thru 51-8168A 


51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5926 
52-6000 thru 52-6047 
131662 thru 131719 


52-5927 thru 52-5954 
52-6048 & Subse quent 


52-5922 
93-3166 thru 53-3194 
53-8096 thru 53-8116 
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* 


T.O. 1C-119F-4 Section I 
Group Assembly Parts List 


FIGURE & [GROUP FUSE LAGE 
E MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL (Continued) 


PART NUMBER 


UNITS) USABLE 


124 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 thru 53-8153 
IK-443 & Subsequent 
C-119G 51-2662 & Subsequent 
IK-443 & Subsequent 
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Section II T.O. 1C-119F-4 


0 


< ( & _ ρ΄” S K i 
8 | 4А 2 A j 


ROTATED 


ROTATED 


Figure 125. Center Fuselage Electrical Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL 


PART NUMBER I 2 3 4 5 6 


FIGURE ἆ 
INDEX 


UN | TS] USABLE 
ON 
NUMBER 


CODE 


შე from Figure 124) 
*110-741014 λος Instl L Center fus (See fig. 94) All 
RG'7021A4 wer Unit (MH) All 
Mounting Base (MH) All 
x Insti 4 Арх floor jct All 
110-742005 x |Assy + Aux floor ject (See fig. 130) А 
110-742068 P Assy L Aux floor jct (See fig. 131) B 
110-742068-50 X hae Aux floor jct (See fig. 131) J 
110-742068-90 Box me | Aux floor jct (See fig. 131) P 
110-742068-30 Box Assy + Aux floor jet (See fig. 131) K 
110-742068-110 Box ჩის L Aux floor jct (See fig. 131) V 
35213 Relay Assy -|Fire Detector panel (EDI) N 
34726-4 Relay Assy -| Fire detector panel (EDI) 0 
35886 Relay Assy -|Fire detector panel (EDI) 0 
*110-745003 Cable Inst! - Center sect. radio & elec (See fig. 126, 121, & 128) E 
*110-745020 T Inst] - Center sect. radio δι elec (See fig. 126 & 128) F 
*110-745006 Cable Inst] - Center sect. bottom radio & elec (See fig. 126, 
E k 128) E 
*110-745023 Cable Instl - Center sect. bottom radio & elec (See fig. 126 δι 
NP F 
CYLZ2597-2 x|- доп (BCC) 1 G 
CYLZ2597-1 ai - боп] (BCC) 1 H 
lasher - ee light type C-2 (Spec 32660-3) (SEAE) 1 All 
ashe - |Pogition light type C-2 (Spec 32660-3) (GUMF) 1 АП 
Timer L De-icer (HSP) (GFAE) (Ea leg 30 sec on) 1 С 
о L De-icer (PDI) (GFAE) 1 D | 
Timer | Deer (PDI) (GFAE) 1 D 
Timer L De-icer (PDI) (GFAE) 1 D 
Timer + De-icer (APD) (GFAE) (For prior & subsequent acft | 
| see fig. 158) D 
VM-0181 Amplifier - Electronic conl, 1 signal channel type A- 13 (RAU) 
(GFAE) Q 
VM-0181 sen - MR conl, 1 signal channel type A-13 (RAU) 
(GFAE R 
18-1000 Almplifiler |- Electronic conl, 1 signal channel type A-13 (Courte 
Elec Prop. Doyne City, Mich) (GFAE) 8 
3-6782-H ounting bade Type 882-71 or 882-71A (BLC) L 
3-6782-H ouhting Base Type 882-71A (BLC) T 
AN3499-1 I vete] -Inst class А 100 V - amp 3 phase U 
1-100A-115D-7 Inverter - mit class A 100 V - amp 3 phase (EIC) S 
AITTACHING PARTS 
AN365- 1032 t + Self locking stl 10-32 All 
AN960-10 as Ms Plain stl reg ser No. 10 bolt АП 
АМ№520-10-10 Strew + Rd hd mach stl 10-32 x 5/8 in. АП 
110-746041 Resistor & Condenser Assy - Heater sw arc suppression All 
ATTACHING |PARTS 
AN3-3A ltl- Ася sil 10-32 x 15/32 in. All 
AN960D10 Washer - Ы in Al al reg ser No. 10 bolt All 
AN3436-3-8 Ter ЕК Assy - Е1ес All 
NAS42DD4-63 М r|- Rivet Al al .250 OD x 63/64 in. All 
110-747097 ountijg Plate - Condenser bkt АП 
*110-746041-10 Resistor & Condenser Assy АП 
*110-746041-30 EE Assy All 
31884 т rminal - Disconnect (Use on part No. 110-746041- 10) 
(АЕР) АП 
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Section H 
Group Assembly Parts List 


FIGURE & 


470 


NUMBER 


INDEX 


PART NUMBER 


31884 


AM454 
No Number 


AG451 
СА215Х 
в120 


# Alternate Parts 


ndnder .5 
ndenger |. 4/uf 
Нет Ü amp 


T.O. 1C-119F-4 


( 
Conden 
Resisto 
& 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL (Cont 


nr - Disconnect (Use on part No. 110-746041-30) 


RP) . 
er .5 uf 200 V dc (MAL) 

- BW 1⁄2 2 ohm (Use on part No. 110-746023-10 
110-746041-10) (IRC) 


სწ (MAL) 


(MAL) 


(DIL) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8143A 
C-119G 


51-2668 thru 51-8030 
51-8144А thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


R4Q2 131662 thru 131689 


R4Q2 131662 thru 131689 


C-119G 51-17365 thru 51-17367 


52-6000 thru 52-6003 
C-119G 51-2662 thru 51-8097 
51-8098A thru 51-8124A 
91-17365 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 91-8125A thru 51-8168A 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-8054 thru 52-6011 
52-6016 & Subsequent 
R4Q2 131662 thru 131689 
C-119G 51-8035 thru 51-8052 
51-8053 
92-6012 thru 52-6015 
R4Q2 131690 thru 131719 
C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5869 
52-6004 thru 52-6032 
R4Q2 131690 thru 131719 
C-119G 52-5922 
52-5927 thru 52-5954 
52-6048 thru 53-3194 
53-8069 thru 53-8116 


51-2662 thru 52-6047 


Revised 15 February 1957 


FIGURE & [GROUP 


PART NUMBER 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Group Assembly Parts List 


სასის [MAJOR ASSEMBLY CENTER FUSELAGE ELECTRICAL INSTL (Cont.) 


Revised 1 January 1958 


MODEL DESIGNA TION 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


SERIAL NUMBERS 


51-2662 thru 52-6047 
131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and subsequent 


51-2662 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


52-5927 thru 52-5954 
52-6048 and subsequent 
IK-443 and subsequent 


52-5870 thru 52-5926 
52-6033 thru 52-6047 


51-2662 thru 52-5921 
52-6000 thru 52-6047 
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Figure 126. Center Fuselage Cable Installation 
412 


Revised 1 August 1959 


FIGURE & 
INDEX 
NUMBER 


' 
= 
о е Co -ᾱ თ στην Ww 


' 
— 
μα 


F 
- 
MN 


*110-745003 -> 
*110-745020 
#110-740010-433 


#110-744335-1 
#110-740010-427 
#110-744334-1 


110-740010-915 
110-740010-287 
110-740010-275 
110-740010-921 
110-740010-391 
110-740010-263 
110-740010-211 
3 110-740010-289 
#110-744319-1 
110-740010-285 
110-744011 
#110-740010-407 


110-744333-1 
#110-740010-405 
#110-144332-1 
110-740010-59 
110-740010-269 
110-740010-99 
110-740010-303 
110-740010-845 
110-740010-247 


110-740010-323 
110-740010-461 


110-740010-467 


110-740010-193 
110-740010-253 


127-744002 
110-740010-841 
#110-740010-487 
#110-744343 -1 
H#110-740010-337 
H#110-744320-1 


110-740010-583 


Revised 1 August 1959 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


. 391 ἃ 


Sta 319 to R power units, fuel qty (See fig. 391 δι 


Sta 319 to L power units, fuel qty (See fig. 391 & 


Sta 319 {ο L power units, fuel qty (See fig. 391 & 
Sta 319 to overhead panel (See fig. 391 & 392) 
Sta 319 to overhead panel (See fig. 391 & 392) 
Sta 319 to sta 106 (See fig. 391 & 392) 

Sta 319 to sta 106 ac (See fig. 391 & 392) 

Sta 319 to sta 106 (See fig. 391) 

Sta 319 to sta 106 (See fig. 391 & 392) 

Sta 319 to sta 106 (See fig. 391) 

Sta 319 to salvo valve (See fig. 391 & 392) 

Sta 319 to salvo valve (See fig. 391 & 392) 

Sta 106 to overhead panel (See fig. 391) 

Sta 106 to overhead panel (See fig. 392) 

Sta 106 to L power units, fuel qty (See fig. 


Sta 106 to L power units, fuel qty (See fig. 
Sta 106 to R power units, fuel qty (See fig. 
Sta 106 to R power units, fuel qty (See fig. 


Sta 106 to sta 316 ac (See fig. 391 & 392) 

Sta 106 to front spar (See fig. 391 & 392) 

Sta 106 to sta 319 LS (See fig. 391 & 392) 
Overhead panel to sta 312 (See fig. 391 & 392) 
Overhead panel to front spar & fire detector relay 
. 391 & 392) 

Overhead panel to sta 106 & fire detector (See fig. 
92) 

Overhead panel to disconnect (See fig. 391 & 392) 


ssy - 
fig 


πι 


Overhead рапе1 to cargo door & ἴτοορ seat splice 


ig. 391 & 392) 


Overhead panel to front spar heater valve sw (See 
& 392) 

Overhead panel jumpers (See fig. 391) 

Aux floor jct box to radio jct box (See fig. 391 & 


Aux floor jct box to radio jet box (See fig. 391) 
Aux floor jct box to inverters (See fig. 391 & 392) 
Aux floor jet box to overhead panel (See fig. 391 & 


Aux floor jct box to overhead panel (See fig. 391 & 


Aux floor jct box to overhead panel disconnect 

391 & 392) 

Aux floor jct box to overhead panel disconnect 
391 & 392) 

[Aux floor jct box jumpers (See fig. 391) 


ble Assy - 


Section H . 
Group Assembly Parts List 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


414 


MAJOR ASSEMBLY 


PART NUMBER 


110-744027 
110-740010-79 
110-740010-431 


110-740010-437 
110-740010-973 
110-740010-379 
127-744004 

110-740010-309 
110-744030 


110-740010-369 
* 110-740010-355 
# 110-744323-1 
3 110-740010-35'7 
#110-744324-1 
# 110-740010-361 
# 110-744325-1 
# 110-740010-385 
# 110-744330-1 
# 110-740010-367 
# 110-744326-1 
# 110-740010-443 
# 110-744338-1 
#110-740010-445 
# 110-744339-1 
#110-740010-371 
#110-744327-1 
# 110-740010-505 
# 110-744346-1 
# 110-740010-507 
#110-744347-1 
#110-740010-73 
# 110-744303 -1 

110-740010-281 
#110-740010-157 
#110-744376-1 
#110-740010-347 
#110-744322-1 
#110-740010-935 


#110-744369-1 


110-740010-937 
110-740010-39 
110-740010-265 
* 110-745006 

* 110-745023 

# 110-740010-633 
# 110-744351-1 

# 110-740010-345 


#110-744321-1 


213-741002-1 
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GROUP FUSELAGE 


CENTER FUSELAGE CABLE INSTL (Cont) 


ΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΩΦΩΟ 
(p თ Ф о o Cთ £n 
> 
ζω 
თ 
< 


3 


А 


m floor jet box jumpers (See fig. 391 & 392) 

ux floor jct box to nose jct box (See fig. 391 & 392) 
ux floor jct box to fuel qty power units (See fig. 
382) 
ux floor jet box to heater (See fig. 391 & 392) 


ux floor jct box to sw δι sta 319 (See fig. 391) 


ux floor jct box to sw & sta 319 ( 


ux floor jet box to sw & sta 319 (See fig. 391) 

- Aux floor jct box to sta 106 & sta 319 (See fig. 391) 

- Aux floor jet box to sta 106 & sta 319 (See fig. 391 
92) 

n. - ym floor jct box jumpers (See fig. 
ux floor fwd dome light (See fig. 
ux floor fwd dome light (See fig. 

dux floor center dome light (See fig. 391 & 392) 
ux floor center dome light (See fog. 391 & 392) 

ux floor aft dome light (See fig. 391 & 392) 

ux floor aft dome light (See fig. 391 & 392) 

- Aux power plant to ign sw (See fig. 391 & 392) 

ux power plant to ign sw (See fig. 


ux power plant fire detector (See 
uX power plant fire detector (See 
heater compt heater conl (See fi 
heater compt heater conl (See fi 


heater compt heater conl (See fig. 391 & 392) 
heater compt heater conl (See fig. 391 & 392) 
eater compt fire detector (See fig. 
eater compt fire detector (See fig. 391 & 392) 


argo heat valve to sw RS (See fig 
агро heat valve to sw RS (See fig 
argo heat valve to sw LS (See fig 


argo heat valve to sw LS (See fig 
уо: table lamp to ლ0ი1 pane1 (See fig. 391 & 392) 
ork table lamp to conl panel (See fig. 391 & 392) 
ee light rheo (See fig. 391 & 392) 
ockpit dome light (See fig. 391 & 


fren dome light (See fig. 391 & 


wd cargo warning jump bell (See 
d cargo warning jump bell (See 


gn jct box to relay resistor plug (See fig. 391 & 


| 
sy|- Ign jet box to relay resistor plug (See fig. 391 & 


ower pack indicator panel (See fig. 391 & 392) 
arb air cowl flaps (See fig. 391 & 392) 
er sect. bottom elec (See fig. 125) 
er sect. bottom elec (see fig. 125) 
8 floor light (See fig. 391 & 392) 
- Fus floor light (See fig. 391 & 392) 
doors to troop seat disconnect (See fig. 
9 


jo analyzer (See fig. 391 & 392) 


) 


aratainer doors to troop seat disconnect (See fig. 
io 

в conl panel to hood disconnect term. panel (see 
l 391 & 392) 


UN I TS | USABLE 


See fig. 391 & 392) 


M πὶ = ма μα = 


391 & 392) 
391 & 392) 
391 & 392) 


391 & 392) 
fig. 391 & 392) 
fig. 391 & 392) 
g. 391 & 392) 
g. 391 & 392) 


391 & 392) 


. 391 & 392) 
. 391 & 392) 
. 391 & 392) 
. 991 & 392) 


392) 

392) 

fig. 391 & 392) 
fig. 391 & 392) 


EO πὸ πὶ ка ка ка ка һа ка рз ры кш RA рш һа кш рш рш μα кш μα μα ш κα μα μὲ μα μα 


с 0 ΩΩΟΡΩΩΠΠ m= ΩΩΩΩΩΩΩΩΩΩΩΩΩΏΌὉΩΩΩΩΩΩΩΩΩΟΩΟΦΘ3 omzzonoa arm 


Š 
ფ 


Revised 1 August 1959 


PART NUMBER 


213-741011-1 
110-744393-11 


# Alternate Parts 
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FUSELAGE 


MAJOR ASSEMBLY CENTER FUSELAGE CABLE INSTL (Cont 


| 2 3 ს 5 6 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 
C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


51-2662 thru 51-8030 
51-8098 thru 51-8124 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8125 thru 51-8168 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-1736" 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
131662 thru 131689 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-600 thru 52-6003 


131662 thru 131689 


91-2668 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2704 
51-8098 thru 51-8168 


51-2705 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2667 
51-8098 thru 51-8168 


51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


UNITS! USABLE 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER FUSELAGE CABLE INSTL (Cont 
мшш оаза 


126 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 
51-8098 thru 51-8168 
51-2717 
51-8004 thru 51-8015 
51-801" thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 
51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 
51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131670 
51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 
| 51-2662 δι Subsequent 
51-8098 δι Subsequent 
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UN | TS] USABLE 


Section II 


T.O. 1C-119F-4 


Figure 127, Center Fuselage Cable Installation 
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Section II 
Group Assembly Parts List 


*110-745003 
#110-740010-433 


#110-744335-1 
#110-740010-427 


#110-744334-1 
110-744174 
110-744136 
110-744136-10 
110-744136-30 
110-744136-50 
110-744136-70 
110-744136-90 
110-744136-110 
110-744178 

#110-7400 10-289 

#110~744319-1 
110-7400 10-285 
110-744011 

#110-740010-407 


#110-744333-1 


110-744333-11 
8110-1400 10-405 


*110-744332-1 


110-744332-11 
110-744221 
110-744229 
110-744232 
110-744152 


110-744152-10 


110-744218 


110-744218-10 


T.O. 1C-119F-4 


A 


92) 


110-744218-30 


110-744218-50 


110-744218-70 


110-744218-90 


110-744218-130 


110-744218-150 


110-744218-110 
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| (Bee fig. 392) 
(Bee fig. 392) 
(Bee fig. 392) 
(Bee fig. 392) 


y (See fig. 392) 


e fig. 392) 


y (See fig. 392) 


(Bee fig. 392) 


Gable ie | ay ter fus sect. elec (See fig. 125) 


Sta 106 to L power unit, fuel qty (See fig. 
– Sta 106 to R power unit, fuel qty (See fig. 391 


1 Sta 106 {ο R power unit, 


(See fig. 391 & 392) 

Overhead panel to fire detection relay & R main 
(See fig. 391 & 392) 

ἡ Overhead panel RS to sta 106 & fire detection 
(Bee fig. 391 & 392) 

Overhead panel RS to sta 106 & fire detection 


GROUP FUSELAGE 


MAJOR ASSEMBLY CENTER FUSELAGE CABLE INSTL 
PART NUMBER I 2 3 4 5 6 


(For prior acft see fig. 126) 


-| Sta 319 to R power untts, fuel qty (See fig. 391 


Sta 319 to R power units, fuel qty (See fig. 392) 
Gable Assy – Sta 319 to L power units, fuel qty (See fig. 


Sta 319 to L power units, fuel qty (See fig. 392) 
– 5L8 106 to prop. jct box (See fig. 391) 
-|Sta 106 to L main jct box (See fig. 391 & 392) 
- Sta 106 to L main jct box (See fig. 391 & 392) 
-| Sta 106 to L main jct box (See fig. 392) 
– Sta 106 to L main jct box (See fig. 392) 
- Sta 106 to L main jct box (See fig. 392) 
– Sta 106 to L main jct box (See fig. 392) 
- Sta 106 to L main jct box (See fig. 392) 
-~ Sta 106 to prop. jct box (See fig. 391) 
- Sta 106 to salvo valve (See fig. 391 & 392) 
- Sta 106 to salvo valve (See fig. 392) 
1 Sta 106 to overhead panel (See fig. 391) 
Sta 106 to overhead panel (See fig. 392) 
y – Sta 106 to L power unit, fuel qty (See fig. 391 


Sta 106 to L power unit, fuel qty (See fig. 391 


392) 


fuel qty (See fig. 391 


| Sta 106 to R power unit, fuel qty (See fig. 392) 

Sta 106 to 319 LS (See fig. 391 & 392) 

1 Overhead panel to sta 337 (See fig. 391 & 392) 
Overhead panel to sta 337 (See fig. 391 & 392) 

: | Overhead panel to fire detection relay & R main 
x 


Overhead panel RS to sta 106 & fire detection 
Overhead panel RS to sta 106 & fire detection 
ἡ Overhead panel to RS to sta 106 & fire detection 
Overhead panel RS to sta 106 & fire detection 
Overhead panel RS to sta 106 & fire detection 
(ее tig. 3s panel RS to sta 106 δι fire detection 


ἡ Overhead panel RS to sta 106 & fire detection 


391 & 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
МАО [MAJOR ASSEMBLY — CENTER FUSELAGE CABLE INSTL (cont 


PART NUMBER | 2 3 4 5 6 


110-744201 
110-744201-10 


Cable Assy -| Overhead panel to sta 106 (See fig. 391 & 392) 
Cable Assy -| Overhead panel to sta 106 (See fig. 391 & 392) 


110-744201-30 Cable Assy - Overhead panel to sta 106 (See fig. 392) 
110-744201-50 Cable i| -| Overhead panel to sta 106 (See fig. 392) 
110-744156 Cable Asst - overhead panel to cargo door & troop seat 


splice (See fig. 391 & 392) 
Cable ssy -| Overhead panel to cargo door & troop seat 

yel e (See fig. 391 & 392) 
e Ássy -|Overhead panel jumpers (See fig. 391) 
e Assy -| Aux floor jet box to radio jct box (See fig. 391 & 
392) 
Gable ssy ~| Aux floor jet box to radio jet box (See fig. 391) 
Cable Assy -| Aux floor jct box to radio jet box (See fig. 392) 
Cable Assy -| Aux floor jct box to radio jct box (See fig. 392) 
Cable Assy -| Aux floor jct box to inverters (See fig. 391 & 


110-744156-10 


ON რი Mdh 


110-740010-193 


dani 
110-744217 


Qab 


110-744217-10 
110-744217-30 
110-744217-50 
110-7400 10-841 


μα = == 


110-744310 
#110-740010-487 
#110-744343-1 
110-744343-11 
110-744027 
110-744027-30 
110-744027-50 
110-744027-70 
110-744207 


Cable Assy -| Aux floor јсі box to inverters (See fig. 392) 

Cable asst -| Aux floor to overhead panel (See fig. 391 & 392) 
ssy -| Aux floor jet box to overhead panel (See fig. 392) 

Cable Assy -| Aux floor jct box to overhead panel (See fig. 392) 

Cable Τη -| Aux floor jct box jumpers (See fig. 391 & 392) 
ssy -| Aux floor jct box jumpers (See fig. 392) 

Cable Assy - Aux floor jct box jumpers (See fig. 392) 

Cable Assy -|Aux floor ject box jumpers (See fig. 392) 

Cable Assy -| Aux floor jct box to nose jct box (See fig. 391 & 


WES жя} 


= საგ სს ка ка ра ра ра рш 


110-744207-10 
sd for spares in lieu of part No. 110-744207) 

88 PF floor jet box to power units fuel qty (See 
& 392) 

Aux floor jct box to power units fuel qty (See 


dable ssy - Aux floor {οί box to nose jct box (See fig. 392) 
( 
110-740010-431 


110-744241 
#110-740010-337 


#110-744320-1 


110-740010-437 
110-744336-1 
110-744161 


Cable Assy -| Aux floor jct box to sta 106 & overhead panel 

(See fig. 391 & 392) | 

Aux floor jct box to sta 106 & overhead panel 

ig. 391) 

Assy -| Aux floor jct box to sta 106 & overhead panel 
(See|fig. 392) 

Cable Assy -| Aux floor jet box to sta 106 & overhead panel 


110-744161-10 


110-744161-50 


110-744161-70 


(See|fig. 392) 

110-744161-90 able Assy -| Aux floor jct box to sta 106 ἃ overhead panel 
(Seejfig. 392) 

110-744161-110 Cable Assy -|Aux floor jct box to sta 106 & overhead panel 
(See|fig. 392) 

110-744161-150 Cable Assy -|Aux floor jct box to sta 106 ἃ overhead panel 
(See|fig. 392) 


110-744161-190 


110-744161-210 Assy -lAux floor jct box to sta 106 & overhead panel 


(See|fig. 392) 
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Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER 


110-744161-130 


110-744161-250 


110-744161-230 


110-740010-369 
110-744239 
110-744239-30 
110-744239-50 
110-744162 


110-744162-11 


110-744162-31 


110-744162-41 


#110-740010-385 


#110-744330-1 


#110-740010-443 
#110-744338-1 
110-744338-11 
110-744344-1 
#110-740010-445 
#110-744339-1 
110-744339-11 
110-744345-1 
#110-740010-73 
#110-744303-1 
#110-740010-157 
#110-744376-1 
#110-740010-355 
#110-744323-1 
#110-740010-357 
#110-744324-1 
#110-740010-361 
#110-744325-1 
#110-740010-505 
#110-744346-1 
#110-740010-507 
#110-744347-1 
#110-740010-347 
#110-144322-1 
#110-740010-367 


#110-744326-1 


#110-740010-371 
#110-744327-1 
#110-740010-935 


#110-744369-1 


110-740010-937 
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GROUP FUSELAGE 
MAJOR_ASSEMBLY CENTER FUSELAGE CABLE INSTL (cont 


T.O. 1C-119F-4 


Aux floor jct box to sta 106 & overhead panel 
ig. 392) ' 

1-5 floor jct box to sta 106 & overhead panel 
ig. 392) 

1555 floor jct box to sta 106 & overhead panel 
ig. 392) 

-| Aux floor jct box jumpers (See fig. 391 & 392) 

-| Aux floor jct box jumpers (See fig. 392) 

Aux floor jct box jumpers (See fig. 392) 

-| Aux floor jct box jumpers (See fig. 392) 

- Aux floor jct box to windshield conl box & M-2 
(See fig. 391 & 392) 

-| Aux floor jet box to windshield con! box ἃ M-2 
(See fig. 392) 

- Aux floor jct box to windshield conl box & M-2 
(See fig. 392) 

-| Aux floor jet box to windshield conl box & M-2 
(hee fig. 392) 

-| Aux power. plant magneto to ign sw (See fig. 391 


-| Aux power plant magneto to ign sw (See fig. 391 


Compt R heater conl (See fig. 391 & 392) 
-|Compt R heater conl (See fig. 392) 

-| Compt R heater conl (See fig. 392) 

-|R heater temp sw to term. block (See fig. 392) 
-|Compt L heater conl (See fig. 391 & 392) 

- Compt L heater conl (See fig. 392) 

-|Compt L heater conl (See fig. 392) 

-| L heater temp sw to term. block (See fig. 392) 
-| Work table lamp to con! panel (See fig. 391 & 392) 
- Work table lamp to conl panel (See fig. 391 & 392) 
-| Cockpit dome light (See fig. 391 & 392) 
-|Cockpit dome light (See fig. 391 & 392) 

-|Aux floor fwd dome light (See fig. 391 & 392) 

-| Aux floor fwd dome light (See fig. 391 & 392) 

-| Aux floor center dome light (See fig. 391 & 392) 
-| Aux floor center dome light (See fig. 391 & 392) 
-| Aux floor aft dome light (See fig. 391 & 392) 

-| Aux floor aft dome light (See fig. 391 & 392) 
-|Cargo compt heat valve RS (See fig. 391 & 392) 
-| Cargo compt heat valve RS (See fig. 391 & 392) 
-|Cargo compt heat valve LS (See fig. 391 & 392) 
-|Cargo compt heat valve LS (See fig. 391 & 392) 
Fwd cargo warning bell (See fig. 391 & 392) 
Fwd cargo warning bell (See fig. 391 & 392) 
Aux power plant fire detection (See fig. 391& 


Aux power plant fire detection (See fig. 391 & 
Compt heater fire detection (See fig. 391 & 392) 
Compt heater fire detection (See fig. 391 & 392) 
Ign jct box to relay resistor plug (See fig. 391 


Ign jct box to relay resistor plug (See fig. 391 


HO 3 OUO თ ΩΦΩΦΩσΩωΠωσώωσωσωΩ 


Ign analyzer (See fig. 391 & 392) 


T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


110-744243-11 
110-744243-1 y + Ign analyzer (See fig. 392) 

110-740010-39 y 4 Power pack indicator panel (See fig. 391 & 392) 
110-744244-1 y 4 Power pack indicator panel (See fig. 391 & 392) 


92) 

*110-745006 nter sect. bottom elec (See fig. 125) 

#110-7400 10-633 sgy + Fwd fus floor light (See fig. 391 & 392) 

1110-744351-1 Fwd fus floor light (See fig. 391 & 392) 
110-744351-11 Fwd fus floor light (See fig. 392) 

#110-7400 10-345 Paratainer door to troop seat (See fig. 391 & 


110-744064 NN salvo to jumpmasters panel (See fig. 


#110-744321-1 y + Paratainer door to troop seat (See fig. 391 & 


110-744321-11 e Assy 4 Paratainer door to troop seat (See fig. 392) 
213-741002-1 ssy 4 Fus conl panel to hood disconnect term. panel 
e i 391 & 392) 


213-741011-1 Υ + Hood & floor solenoids to hood disconnect term. 
panel ee fig. 391 δι 392) 


#Alternate Parts 


(Continued on fig. 128) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8031 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
IK-441 thru IK-442 
131690 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 


C-119G 51-8031 thru 51-8052 
R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8034 
52-6004 thru 52-6011 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 52-6058 
52-9981 thru 52-9982 
53-3136 thru 53-3165 
53-8069 thru 53-8095 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
NUMBER [MAJOR ASSEMBLY CENTER FUSELAGE CABLE INSTL (Continued 
татам п озава o 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-441 thru IK-442 
R4Q2 131690 thru 131719 


C-119G 53-3166 thru 53-3189 


53-8069 thru 53-8112 


C-119G 52-5922 
53-3190 thru 53-3194 
53-8113 thru 53-8116 


52-5923 
53-3195 thru 53-7884 
53-8116 thru 53-8156 
IK-443 & Subsequent 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6047 
IK-441 thru IK-442 

R4Q2 131690 thru 131719 


C-119G 52-5889 thru 52-5921 
52-5924 thru 52-5926 


C-119G 52-5927 thru 52-5954 


52-9981 thru 52-9982 


C-119G 53-3136 thru 53-3165 


53-8069 thru 53-8116 


C-119G 52-6048 thru 52-6058 


C-119G 52-5922 
53-3166 thru 53-3194 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 


IK-441 thru IK-442 


IK-443 & Subsequent 
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FIGURE & [GROUP FUSELAGE 


CENTER FUSELAGE CABLE INSTL (Continued) 


τω. zese συ 


MODEL DESIGNATION SERIAL NUMBERS 


INDEX 
NUMBER [MAJOR ASSEMBLY 
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AF 


C-119G 


R4Q2 131690 thru 131719 


C-119G 52-5889 thru 52-5922 


C-119G 52-5923. 


C-119G 51-8031 thru 51-8034 


R4Q2 131690 thru 131719 


C-119G 


C-119G 51-8031 thru 51-8097 


R4Q2 


C-119G 51-8031 thru 51-8097 


R4Q2 131690 thru 131719 
C-119G 52-5889 thru 52-5954 


C-119G 53-3211 thru 53-7884 


C-119G 


T.O. 1C-119F-4 Section П 


Group Assembly Parts List 


UNS TS! USABLE 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 
IK-441 & Subsequent 


52-5924 thru 53-3194 
53-8069 thru 53-8116 


53-3195 thru 53-7884 
53-8117 thru 53-8156 


52-6004 thru 52-6011 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 δι Subse quent 
IK-441 & Subsequent 


52-5840 thru 52-5888 
52-6004 thru 52-6058 
IK-441 & Subsequent 


131690 thru 131719 


52-5840 thru 52-5888 
52-6004 thru 52-6058 


52-9981 & Subse quent 
IK-441 & Subsequent 


52-5922 thru 52-5923 
52-5927 thru 53-3210 
52-6048 thru 52-6058 
53-8069 thru 53-8130 
IK-443 & IK-445 


53-8131 thru 53-8156 
IK-446 & Subsequent 


51-8031 thru 51-809'7 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
131690 thru 191119 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


FUSELAGE 
NUMBER [MAJOR ASSEMBLY CENTER FUSELAGE CABLE INSTL (Continued) 
PART NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G IK-441 thru IK-442 


C-119G 52-5922 
52-5927 thru 53-3194 
53-8069 thru 53-8116 


51-8031 thru 51-8097 
52-6004 thru 52-6023 
131690 thru 131719 


52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5846 
52-6004 thru 52-6027 

R4Q2 131690 thru 131719 


C-119G 52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


52-5927 thru 52-5954 
52-9981 thru 52-9982 
53-3136 thru 53-3165 
53-8069 thru 53-8095 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5869 
52-6004 thru 52-6027 

R4Q2 131690 thru 131719 


C-119G 52-5870 thru 52-5954 
52-6028 thru 53-3189 
53-8069 thru 53-8112 


C-119G 52-5922 thru 52-5923 
53-3190 thru 53-3210 
53-8113 thru 53-8130 
IK-443 thru IK-445 


52-5923 
53-3195 thru 53-3203 
53-8117 thru 53-8124 


C-119G 53-3204 thru 53-7884 
53-8125 & Subsequent 


C-119G 52-5922 thru 52-5923 
52-5927 thru 53-7839 
53-8069 thru 53-8152 
IK-443 thru IK-449 
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T.O. 1C-119F-4 


Section H 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


53-7840 thru 53-7884 
53-8153 & Subsequent 
IK-450 & Subsequent 


52-5922 thru 52-5923 
52-5927 thru 53-3203 
53-8069 thru 53-8124 


53-3204 thru 53-7884 
53-8125 & Subsequent 
IK-443 & Subsequent 


92-5927 thru 52-5954 
92-6048 thru 52-9982 


52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 


93-3204 thru 53-7829 
53-8125 thru 53-8144 


IK-443 thru IK-449 


IK-450 & Subsequent 


53-7830 thru 53-7884 
53-8144 & Subsequent 


52-5923 

53-3195 thru 53-7829 
53-8117 thru 53-8144 
IK-443 thru IK-449 


53-7830 thru 53-7884 
53-8144 & Subsequent 
IK-450 & Subsequent 


» 
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Section II 


486 


T.O. 1C-119F-4 
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Figure 128. Center Fuselage Cable Installation 


Section Ἡ 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


T.O. 1C-119F-4 


UN I TS] USABLE 
NUMBER Ka 
| 2 3 4 5 6 
*110-745003 - d fus sect. radio (See fig. 125) All 
*110-745020 - Genter fus sect. radio (See fig. 125) A 
110-745003-10 [ет sect. tuning 1 АП 
3110-750010-335 - 1 319 {ο ant. lead (See fig. 991 & 392) 1 B 
#110-754188-1 - $ta 319 to ant. lead (See fig. 392) 1 C 
110-750010-433 = $ta 319 to sta 106 (See fig. 391 & 392) 1 H 
110-725010-43 - κα 106 to sta 337 LS (See fig. 391 & 392) 1 H 
127-725010-107 – $ta 106 to sta 337 (See fig. 391) 1 G 
110-725010-301 ~ $ta 106 to sta 319 (See fig. 391 & 392) 1 H 
127-725010-111 - δία 106 to sta 319 (See fig. 391) H J 
110-725010-37 - $ta 106 to sta 319 & master directional indicator 
ig. 391 & 392) 1 H 
1271 -725010-103 - $ta 106 to sta 319 & master directional indicator 
ig.) 391) J 
#110-750010-341 B 
#110-754189-1 - $ta 106 to power jct box (See fig. 392) σ 
110-750010-337 - Liaison dynamotor to trans (See fig. 391 & 392) F 
110-750010-371 - Marker beacon & IFF (See fig. 391 & 392) H 
#110-750010-307 - Marker beacon ant. to гес & troop seat (See fig. 
1 B 
#110-754186-1 - Marker beacon ant. to rec & troop seat (See fig. 
1 C 
127-725010-119 - Front spar to attitude conl (See fig. 391) 1 | J 
#110-750010-351 - Ant. lead (See fig. 991 & 392) 1 B 
#110-754191-1 - Ant. lead (See fig. 392) 1 C 
#110-750010-247 - Ant. lead (See fig. 391 & 392) 1 B 
#110-754183-1 - Ant. lead (See fig. 392) 1 C 
#110-750010-107 - a ant. lead (See fig. 391 & 392) 1 D 
#110-754177-1 - -14 ant. lead (See fig. 392) 1 E 
110-750010-265 - Ant. lead (See fig. 391 & 392) 1 F 
110-750010-241 - trailing wire ant. to ant. coupler (See fig. 391 & 
1 F 
110-754080 - Trailing wire ant. to ant. coupler (See fig. 392) 1 p 
#110-750010-345 - Power jct box to VHF τες (See fig. 391 & 392) 1 B 
#110-754190-1 ower jct box to VHF rec (See fig. 392) 1 С 
110-150010-343 sy|- Power jct box to VHF trans (See fig. 391 & 392) 1 K 
110-754058 - Power jct box to VHF trans (See fig. 391 & 392) 1 M 
#110-750010-245 - Trans to rec (See fig, 391 & 392) 1 B 
#110-754181-1 - Trans to rec (See fig. 392) 1 ο 
#110-750010-73 - Radio compass loop assy to τος unit #1 (See fig. 
B 
#110-754174-1 - Radio compass loop assy to rec unit #1 (See fig. 
R 
110-754174-11 - Radio compass loop assy to rec unit #1 (See fig. 
S 
110-754174-41 | = Ж compass loop assy to гес unit #1 (See fig. 
T 
110-754205-1 - Radio compass loop assy to rec unit #2 (See fig. 
U 
110-754034 - Extension cord (See fig. 391 & 392) V 
110-754034-11 - Extension cord (See fig. 392) w 
110-754057 - Conl panel to alternate jump panel (See fig. 391 & 
V 
110-754057-10 - Солі panel to alternate jump panel (See fig. 392) w 
IF430-320.15 CG320/ARN-6 (UMX) (Class 16-Α) (GFAE) 0 
IF430-320.15 CG320/ARN-6 (UMX) (Class 16-A) (GFAE) N 
3E6015-134 CG134/ARN-6 (UMX) (Class 16-A) (GF AE) 0 


Section II 
Group Assembly Parts List 


CABLE INSTL - CENTER FUS (cont) 


FIGURE & | GROUP FUSELAGE 
MEE MAJOR ASSEMBLY 
128 3E6015-134 
-26 110-745007 -3 
-27 110-745007-5 
* 110-745006 
-28 W110-750010-645 
#110-754195-1 
-29 110-750010-125 
-30 110-754099 
-31 110-750010-3 
#Alternate Parts 
i | 
i | 
488 


T.O. 1C-119F-4 


ога type CG134/ARN-6 (UMX) (Class 16-A) (GFAE) 2 
ommet – Lightening hole 41 
lo met 4 Lightening hole 28 
е Ще - Center sect. bottom radio (See fig. 125) Ref 

able Assy - Marker beacon ant. to troop seat (See fig. 391 & 
392) 1 
ы Assy - Marker beacon ant. to troop seat (See fig. 392) 1 
bu A Sy - ы zero drag ant. lead in to rear ἴτοορ seat 
| splice (See fig. 391 & 392) 1 
able A Ei - Ant. to troop seat (See fig. 391 & 392) 1 
able Assy, - Ant. lead to liaison trans (See fig. 391) 1 
| 
LE ON 
DE f MODEL DESIGNATION SERIAL NUMBERS 
Al | C-119G 51-8098A thru 51-8168A 
IB | C-119G 51-2662 thru 52-5921 
| 52-5924 thru 53-3165 
53-8069 thru 53-8081 
ΠΝ. IK-441 thru IK-442 
C C-119G 52-5922 thru 52-5923 
Εν 53-3166 {һги 53-7884 
53-8082 & Subsequent 
| IK-443 δι Subsequent 
D! C-119G 51-2662 thru 52-5921 
| 52-5924 thru 53-3165 
53-8069 thru 53-8081 
Е | C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8082 & Subsequent 
| IK-443 & Subsequent 
F| C-119G 51-2662 thru 51-8063 
| 51-8098A thru 51-8168A 
51-17365 thru 51-17867 
52-6000 thru 52-6023 
52-6036 thru 52-6058 
G R4Q2 131662 thru 131719 
H C-119G 51-2662 thru 51-8030 
| 51-8098A thru 51-8168A 
| 51-17365 thru 51-17367 
52-6000 thru 52-6003 
J R4Q2 131-662 thru 131689 
K C-119G 51-2662 thru 51-8034 
51-8098А thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & |OROUP FUSELAGE 


NUMBER 

[parr numer |1 о 3 4 5 6 
. ON 
COD 
M C-119G 51-8035 thru 51-8097 
52-6012 & Subsequent 


UN I TS} USABLE 


128 


MODEL DESIGNATION SERIAL NUMBERS 


N C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 & Subsequent 
IK-441 & Subsequent 


ο C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 


ს C-119C 51-8065 thru 51-8097 
52-5840 thru 52-5888 
52-6024 thru 52-6035 


R C-119G 53-3166 thru 53-3180 
53-8082 thru 53-8105 


S C-119G 52-5922 thru 52-5923 
53-3181 thru 53-3206 

53-8106 thru 53-8126 

IK-443 & Subsequent 

T C-119G 53-3207 thru 53-7884 

53-8127 & Subsequent 
U C-119G 52-5922 thru 52-5923 

53-3181 thru 53-7884 


53-8106 & Subsequent 
IK-443 & Subsequent 


у С-119С 51-8035 thru 51-8097 
51-17365 thru 52-5921 
§2-5924 thru 52-5954 
52-6012 thru 53-3165 
53-8069 thru 53-8095 


w C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 


x C-119G 51-2668 thru 51-8030 
| 51-17365 thru 51-17367 
52-6000 thru 52-6003 


Y C-119G 51-8101A thru 51-8104A 


Z C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5921 
52-6001 thru 52-6047 
52-5924 thru 52-5926 
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= 
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Figure 129. AN/APS-42 Pressurizing System Tubing and Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE # GROUP FUSELAGE 


UN TS] USABLE 
NUMBER Δ. 
ს2 3 8 6 
*110-753030 Tubing & I sil - AN/APS42 pressurizing sys (See fig. 114) Ref A 
110-753030-130 Τμρθ Agsy|- AN/APS42 press. .250 OD x .035 x 8.00 in. 1 A 
110-753030-203 Tube Agsy|- AN/APS42 press. .250 OD x .035 x 29.00 in. 1 A 
110-753030-201 Thbe Agsy|- AN/APS42 press. .250 OD x .035 x 29.00 in. 1 A 
119-753030-170 Tube Аѕѕу|- AN/APS42 press. .250 OD x .035 x 55.00 in. 1 Α 
110-753030-150 Tube Assy|- AN/APS42 press. .250 ОР x .035 x 48.75 in. 1 A 
110-753030-200 Tübe Assy|- AN/APS42 press. .250 OD x .035 x 16.50 in. 1 Α 
110-753030-10 Tube A$sy|- AN/APS42 press. .250 OD x .035 x 49.38 in. 1 A |Ë 
AN815-4D ხ ail -|Flared tube 4 A 
AN832-4D Union -|Flared tube 3/8 bhd & univ 3 A 
AN924-4D Nat + Flared tube bhd univ ftg 3 A 
*110-751063 Pressurizing Instl - AN/APS42 ΝΡ] A 
110-751063-31 Tube Assy|- AN/APS42 press. .250 OD x .035 x 36.25 in. 1 A 
110-751063-11 Tübe Agsy|- AN/ AP842 press. .250 OD x .035 x 40.38 in. 1 Α 
AN824-4D Tee + Flaned tube 1 À 
AN832-4D Union -| Flared tube 3/8 bhd & univ 1 A 
AN924-4D Nut j- агра tube bhd univ ftg 1 A 


USABL MODEL DESIGNATION SERIAL NUMBERS 
COD 

A C-119G 52-5889 thru 52-5954 

52-9981 and Subsequen 
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WARNING () 


EXCEPT FOR "INFLIGHT" EMERGEN- |, 
CIES DO NOT REMOVE THIS JUNC- 
ΤΙΟΝ BOX COVER WHILE BATTERY 
SWITCH 1$ ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


d m 
8 


ig rd je | 
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Figure 130. Electrical System Auxiliary Floor Junction Box Assembly 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP — FUSELAGE 


INDEX [MAJOR ASSEMBLY ELECTRICAL SYSTEM AUXILIARY FLOOR JUNCTION BOX ASSY 


NUMBER 
PART NUMBER 1 2 3 4 5 6 


UN I TS] USABLE 


110-742005 Bax Assy -|Elec a aux floor jet (See fig. 125) Ref 
110-742004 Box Assy -|Jc 1 
110-742004-5 Cover pus box 1 
110-742014 Decal - floor jct box warning 1 
AN3161P20 Cike it Brcakdr - Push button non trip free 20 amp (Push pull) 2 
AN3161P5 Cibeult Breaker - Push button non trip free 5 amp (Push pull) 4 
AN3161P10 Circuit Breaker - Push button non trip free 10 amp (Push pull) 1 
AN3161P15 Circuit a ker - Push button non trip free 15 amp (Push pull) 1 
PLM-90 Protector -| Circuit 90 amp (SPT) (Spec 4348305) 1 
110-742042-30 Fuse Panel|- Aux floor jct box ign analyzer 5 amp 1 
110-742042-50 1 


ING BARTS 

Nut - Self locking stl 10-32 

Washer ер stl reg ser No. 10 bolt 
Screw - Rdjhdjstl 10-32 5/8 in. 


Fuse მიას: - Aux floor {οί box voltmeter 1/4 атр 


AN365-1032 
AN960-10 
AN520-10-10 


ღა 


33461 
3AG5 
ЗАС1/4 
PR9502 


(JR) 


Rejay| - Gen field conl 28 V type M-2 (Spec 32603) (PHC) (Class 
16. T) (GFAE) 
A TTACHING BARTS 


AN365-1032 Nut - Self locking stl 10-32 
AN960-10 Washér + Plain stl reg ser No. 10 bolt 
AN520-10-10 


E T hd |stl 10-32 x 5/8 in. 
AN3316-1 


0 amp 3 pole dt 


A'TITACHING PA TS 
crew - Rd hd mach stl 8-32 x 5/8 in. 


E + Plain stl reg ser No. 8 bolt 


AN515-8-10 
AN960-8 


44B18574 ne Αγ] – (Claire Relay Corp.) 
45B7367 elay|- t iré Relay Corp.) 
AN3339-1 Relay|- 25 jm spst 

тасын TS) 
AN520-10-10 Screw - Rd hd stl 10-32 x 5/8 in. 
AN960-10 Washer + Plain stl reg ser No. 10 bolt 


3AG1/2 
3AG1/4 

3AG1 

33461 
110-742022-30 
3235 
AN3426-3-16 
NAS19-3A 
110-742005-11 
TD850M 


mp (BUS) 
mp (BUS) 


ux floor jct box 

ontinental Rubber Works mold number) (COR) 

- Elec conn 

- Hlec conn 

e delay (Make from Hartman part No. TD850M) 
ime delay (HE M) 


M Be πὲ Ба μὰ N) = «ἃ нь ο 6ο 


MW2 m 7 w (IRC) 
AN3025-1 nl relay (Differential (GFAE) 
Ts 


AN365-1032 
AN960-10 
AN520-10-10 


ing stl 10-32 


ΖΡ» PPP rr rrr рр >> >>> >> > >>> > >>> >>> рр >> 


>. > н> 


mach stl 10-32 x 5/8 in. 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE ჭ GROUP FUSELAGE 


UN I TS} USABLE 
I. MAJOR ASSEMBLY ELECTRICAL SYSTEM AUXILIARY FLOOR JUNCTION BOX ASSY(cont) a 
PART NUMBER 12 3 4 5 6 
*110-742005-7 Relay - Ovér voltage gen (Made from GFAE part No. TD800 type 
IE-2) A 
TD800 Relay; - Ovér voltage gen 28 V DC type E-2 (Spec 32591) (HEM 
P 03-C) (GFAE) წ. 
ATTACHING ANTS 
AN365-1032 Nut - Self lock st] 10-32 A 
AN960-10 Washer + Plain stl reg ser No. 10 bolt A 
AN515-10-8 sek - Ra hd stl 10-32 x 1/2 in. A 
MSB201 Shunt ) A 
ATTACHING BARTS 
AN365-1032 Nut - Self locking stl 10-32 A 
AN960-10 Washer + Plain stl reg ser No. 10 bolt A 
AN520-10-12 Screw - Rd|hd| mach stl 10-32 x 3/4 in. A 


a) figure 131 for Subsequent ACFT) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8143 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


ROTATED 


WARNING 


EXCEPT FOR "INFLIGHT" κος 


7—@ | ე) 


SWITCH 1 ILE EXTERNAL 
> POWER 15 CONNECTED OR WHILE _ 
A ENGINES ARE OPERATING SERIOU 
CE Pd 2А FIRES CAN RESULT 
EE p 
3 a 45 
36 
46 p 
ტეგ 


| 6688 


Figure 131. Auxiliary Floor Junction Box Assembly 
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Section II 


Group Assembly Parts List 


INDEX 
NUMBER 


131 


-12 
-13 


-14 


-15 


-16 


-17 
-18 


-19 
-20 


-21 


496 


FIGURE გ [GROUP 


PART NUMBER 


110-742068 

110-742068-50 
110-742068-90 
110-742068-30 


110-742068-110 | Box 


110-742067 
110-742067-30 
110-742067-70 
110-742067-90 
110-742065-5 
110-742014 
AN3161P15 
AN3161P15 
AN3161P15 
AN3161P5 
AN3161P5 
AN3161P20 
AN3161 P10 
MW2 


AN365-632 
AN960-6 
AN515-6-6 


44B18574 


AN365-1032 
AN960-10 
AN509-10-10 


3AG1/4 

33461 
110-742042-50 
110-742042-70 


AN365-1032 
AN960-10 
AN520-10-10 
АМ509-10-10 


Νο Number 
PR-9502A 


AN365-1032 
AN960-10 
AN520-10-10 


3AG1/2 

3AG1 

3AG1 

ЗАС1/4 

33461 

33461 
110-742022-30 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


FUSE LAGE 


MAJOR ASSEMBLY AUXILIARY FLOOR JUNCTION BOX ASSY 


(For 


Ba 
B 


De cal - 


Circuit Br 
| Circuit Br 
Resistor - 
Nut -| Se 


Sore 


| Washer |- 
Sdrew -|10 


Washer |- 


Χ у -| Aux floor jct (See fig. 

Box Assy - Aux floor jct (See fig. 
x у - Aux floor jct (See fig. 
x Assy Ај | 


Assy -| Aux floor jct (See fig. 


| cuit Break 
Circuit Break 


Circuit Breaker - 
Circuit Breaker - Push button non trip free 20 amp (Push Pull) 


ATTACHING is 
lf loc 


la 
NECI PARTS 
Nut - Self locking stl 10-32 


Prior ACFT See Figure 130) 


x floor jct (See fig. 
per jet 

Іодг ject 
[οὐ jet 


loor jct 


Cover -/Ацх floor jet box 


[Auk floor jct box warning 


г - Push button non trip free 15 amp (Push Pull) 
г - Push button non trip free 15 amp (Push Pull) 
aker - 


| oe Bratt - Push button non trip free 15 amp (Push Pull) 


Push button non trip free 5 amp (Push Pull) 
Push button non trip free 5 amp (Push Pull) 


aker - Push button non trip free 10 amp (Push Pull) 
125 ohm 7 w (IRC) 
fers 

ing stl 6-32 


καν. - ქ. stl reg ser No. 6 bolt 
R 


hd mach stl 6-32 x 3/8 in. 


lain stl reg ser No. 10 bolt 
5 Hat hd stl 10-32 x 21/32 in. 


i- 1/4 ვისი (BUS) 
| Hdlddr Pise Ge) 


ux floor jct box voltmeter 1/4 amp 


Fuse| Panel - Aux floor jct box voltmeter 1/4 amp (Use for 
| spares in lieu of part No. 110-742042-50) 


CHING PARTS 
t 4 Self 


ocking stl 10-32 
lain stl reg ser Νο. 10 bolt 


Screw -| Rd hd mach stl 10-32 x 5/8 in. 


Sdrew -|100° flat hd stl 10-32 x 21/32 in. 
| Relay -|Type M2 (Spec 32603) (GFAE) 
| ი. - Type M2 (Spec 32603) (GFAE) (PHC) 
ATTACHING PARTS 
| Nut – Self locking stl 10-32 
Washer |- Plain stl reg ser No. 10 bolt 
|! Sdrew - fs mach stl 10-32 x 5/8 in. 
Fuse] - ү. amp (BUS) 
Fuse| - re (BUS) 
| Fuse|- 1 amp (BUS) 
Fuse|- 1/4 amp (BUS) 
| Holder + Fuse (JR) 


Panel Ass 


| Holder + ү (JR) 


– Fuse 


UNITS! USABLE 


me о > OT N) οὐ ett 


NN DO 


= 
ppp > >> > >>> p> p> p> z< Zc 3 > > t j j PJ GQ rJ Z = td 


>> 00 ” > W 


Ao p> ΞΕ} 
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FIGURE გ [GROUP 


INDEX 
NUMBER 


131 


-22 


-23 
-24 
-25 
-26 


-27 


-28 


-29 


-30 


-31 


-32 


-34 


-35 


-35A 


-36 


-37 


-38 
-39 


PART NUMBER 


110-742022-70 
110-742022-90 


AN365-1032 
AN960-10 
AN520-10-10 
AN509-10-10 


110-742022-11 
3AG5 
33461 
110-742042-30 
110-742042-90 


AN365-1032 
AN960-10 
AN520-10-10 
AN509-10-10 


110-742042-7 
110-742068-5 
TD850M 


AN520-10-10 
AN960-10 


110-742068-3 
#E-2 


#TD800 


AN520-10-10 
AN960-10 


#AN3025-1 
#ATO0A 


AN365-1032 
AN960-10 
AN520-10-10 


MSB201 


AN520-10-10 
AN960-10 


PLM-90 


AN365-428 
AN960-416 
AN520-416-16 


NAS19-3A 
NAS45-10-16C 
AN3436-3-16 


Revised 1 October 1958 


FUSELAGE 


MAJOR ASSEMBLY AUXILIARY FLOOR JUNCTION BOX ASSY 
1 2 3 4 5 6 


ATTACHING 


Shunt (Speq J 
ΑΤΤ cmo PA 
- Rd hd mach stl 10-32 x 5/8 in. 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Panel ΑΦΡΕΥΙ - 


Pane] A 
TACH 


Sy| - 


use (Use for spares in lieu of part No. 


1110-742022-30) 


Fuse 


PARTS 


Nut -| Self locking stl 10-32 


Washer 


Screw -|100° 


- Plain stl reg ser Νο. 10 bolt 
Screw -|Rd hd mach stl 10-32 x 5/8 in. 


flat hd stl 10-32 x 21/32 in, 


Insulator -|Aux floor jct box fuse panel 


Fuse|- 5 amp 
Fuse| Panel - 
Fuse SH - 

spar 


100° 


(BUS) 


Hdldér i Fused (JR) 


ux floor jet box ign analyzer 5 amp 
ux floor jct box ign analyzer 5 amp (Use for 


S in lieu of part No. 110-742042-30) 
PARTS 

1f ο. stl 10-32 

|- Plai 

Rd hd mach stl 10-32 x 5/8 in. 


n stl reg set No. 10 bolt 


flat hd stl 10-32 x 21/32 in. 


Inšulàtor -| Fuse panel 


- Pla 
tout + Reve 
tout 4 ve 


Nut - Self loc 
Washer|- Pla 
Screw - h 


Use for spares in lieu of part No. 110-742068-5) 
TS 


| Uu [= Hartman Elec Mfg Οο., Part Νο. TD850M) 
EM 


Rd i mach stl 10-32 x 5/8 in. 


n stl reg ser No. 10 bolt 


р from type #Е-2 Spec 32591 (GFAE) 
рес 32591) (GFAE) (Use for spares in lieu of part No. 


68-3) 


110-742 
ი» 2 (Spec 32591) (HEM) (GFAE) 
ARTS 

Rd + mach stl 10-32 x 5/8 in. 


n stl reg ser No. 10 bolt 


гве Current 24у dc sys (GFAE) 
irse current 24v dc sys (HEM) (GFAE) 


ATTACHING PARTS 


ing stl 10-32 
n stl reg ser No. 10 bolt 
mach stl 10-32 x 5/8 in. 


-5-61) (WS) 
TS 


Washer|- Plain stl reg ser No. 10 bolt 


- Pla 
Screw - h 


Strip - Term, 


кшн: + Circuit 90 amp (SPT) (Spec 43#8305) 
G PARTS 


т Self locking stl 1/4-28 
Washer 


n stl reg ser No. 4 bolt 
mach stl 1/4-28 x 1 in. 


„ elec conn 


elec conn 


Terminal Block Assy - Elec 
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Group Assembly Parts List 


UN 1 TS} USABLE 
ON 
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APP Pe AP > 
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CODE 
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Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY | AUXILIARY FLOOR JUNCTION BOX ASSY 


ораны: (IRC) 
ATTAC ING 
Е 


FIGURE & 
INDEX 
NUMBER 


498 


PART NUMBER 


CE31C601G 


AN'142-24C 
AN520-10-10 


45B7367 
AN365-1032 
AN960-10 
AN520-10-10 
9565H2 
AN3339-1 
AN520-10-8 
AN960-10 
AN3316-1 


AN515-818 
AN960-8 


No Number 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


р ARTS 


Ta 000 type 
Sdrew -|Mach|rd hd 10-32 x 5/8 in. 
| 
Rela. (Claire Relay Corp) 
ATTACHING PARTS 
Nut 4 Self 15 ing stl 10-32 
Washer |- ih stl reg ser No. 10 bolt 
Sdrew - Rd hd mach stl 10-32 x 5/8 in. 
lay - Eléc (CUT) 
lay - 25 amp TPST AC, normally open (Use for spares in 
lieu qf part No. 9565H2) 
ATTACHING PARTS 
Screw - Rd hd mach stl 10-32 x 1/2 in. 
w siler l lain stl reg ser No. 10 bolt 
lay - 10 amp 3 pole dt 
ATTACHING PARTS 
Sdrew - hd stl 8-32 x 1/2 in. 
(13 - Plain stl reg ser No. 8 bolt 
Eu d (Continental Rubber Works mold No. 3235) 
USABLE ON u 
CODE ODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2668 thru 51-8097 
51-8144 thru 51-8168 
51-17365 and subsequent 
IK-441 and subsequent 
R4Q2 131662 thru 131719 
B C-119G 51-2668 thru 51-8030 
51-8144 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
C C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and subsequent 
IK-441 and subsequent 
R4Q2 131662 thru 131719 
D C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8052 
51-8144 thru 51-8168 
51-8053 thru 52-5921 
92-5924 thru 52-5926 
52-6000 thru 52-6047 
R4Q2 131662 thru 131719 
E C-119G 51-2668 thru 51-8030 


51-8144 thru 51-8168 


UNITS} USABLE 


> >> > >> d ©“ >>> > DU Ὁ 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP 

INDEX 

NUMBER [MAJOR ASSEMBLY 
PART NUMBER 
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FUSELAGE 
AUXILIARY FLOOR JUNCTION BOX ASSY 


| 2 3 4 5 6 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


MODEL DESIGNATION 


UNITS] USABLE 


SERIAL NUMBERS 


51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
IK-441 thru IK-442 
131690 thru 131719 


51-2668 thru 51-8097 
51-8144 thru 51-8168 
51-17365 thru 51-17367 
92-5840 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and subsequent 
IK-441 and subsequent 


52-5922 thru 52-5923 
52-5927 thru 52-5954 

52-6048 and subsequent 
IK-443 and subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and subsequent 
IK-441 and subsequent 

131690 thru 131719 


51-2668 thru 51-8097 
51-8144 thru 51-8168 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


51-8031 thru 51-809'7 
52-5840 thru 52-5869 
52-6004 thru 52-6027 
131690 thru 131719 


52-5870 thru 52-5921 
52-5924 thru 52-5926 
52-6028 thru 52-6047 
IK-441 thru IK-442 


51-2668 thru 51-8097 
51-8144 thru 51-8168 
51-17365 and subsequent 


499 


Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


ADEX [MAJOR ASSEMBLY 


500 


AUXILIARY FLOOR JUNCTION BOX ASSY 


PART NUMBER 123 ს 5 6 


O}(Cont] ) R4Q2 


P C-119G 


C-119G 


R C-119G 


5 C-119G 


T R4Q2 

U C-119G 

у C-119G 
R4Q2 


м | C-119G 


X C-119G 


R4Q2 


MODEL DESIGNATION 


Y C-119G 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UN1TS| USABLE 


SERIAL NUMBERS 


131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and subsequent 


IK-441 and subsequent 


52-5922 

52-5927 thru 52-5954 
52-6048 thru 53-3194 
53-8069 thru 53-8116 


52-5923 

53-3195 thru 53-7884 
53-8117 and subsequent 
IK-443 and subsequent 


131662 thru 131719 


IK-441 thru IK-442 


IK-441 thru IK-442 
131662 thru 131719 


51-2668 thru 51-8097 
51-8144 thru 51-8168 
51-17365 and subsequent 
IK-443 and subsequent 


51-2668 thru 51-8097 

51-8144 thru 51-8168 

51-17365 thru 52-5888 
52-6000 thru 52-6035 

53-8069 thru 53-8156 

131662 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 52-6058 
53-3136 thru 53-7884 
IK-441 and subsequent 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 | Section II 


Figure 132. Center Fuselage Radio Equipment Installation 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
INDEX 


MAJOR ASSEMBLY 


*110-751002 
*78-758525-3 


AN520-10-10 
AN960-10 


BC-461 

*110-751027 
LS-184/AIC-10 
M124827 
CU-32/ART-13A 
MT-198/ART~13/ 


AN520-10-22 
AN520-10-10 


CU-145/ ARC-21 
M125108 
MT-1169/U 
MI25114 

350D-3 

180L-2 

180L-3 
#R-TTA/ARC-3 
#R-77B/ARC-3 

66402-1 
*MT-237B/ARC-3 
#MT-237C/ARC-3 


#T-67/ARC-3 
#T-67A/ARC-3 
#T-67B/ARC-3 
69500-1 
#MT-238B/ARC-3 
#MT-238C/ARC-3 
77822-1 
CR1A/AR 
СВ1А/АВ 
CR1A/AR 
CR1A/AR 
CR1A/AR 
CRIA/AR 
CR1A/AR 
CR1A/AR 
CR1A/AR 
CR1A/AR 
CRIA/AR 
CR1A/AR 
RT-178/ARC-27 
MT-822/ARC-27 
R-101A/ARN-6 


502 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


x 
C 


Washer 


Loud 


Mountin 


C-626/ARC-27 Cantrol 
MT- 821 /ARC-27 м 
KY-65/ARA-26 K 
MT-796/U Mou 
ATTAC 
AN365-1032 N 
AN960-10 W. 


zi 


uu 
რ 


რ 
— 
© 


Mountin 


in 


Compas 


bi 
Speaker 
Loud 


M antin ( 


Receiver - თ (GFAE) 


CENTER FUSELAGE RADIO EQUIP NT IN: 


NUMBER : 
MATMMER Ji 23ugg — 5 `. 7 l 
ИГ, К Instl - Center fus (See fig, 94) 
stl +R. 
ATT ა. 154 
Screw - 


el conl 

TS 

Rdjhdjstl 10-32 x 5/8 in. 

F Plain stl reg ser No. 10 bolt 


Inst] 4 Radio operators 
peaker (GFAE) 


(Spec 7158) (Class 16-A) (GFAE) 
axel (Spec MIL-A-6224) (GFAE) 
(GFAE) 


(GFAE 
ის £( lass 16-K) (GFAE) 
IN 


PARTS 


-|Self locking stl 10-32 


[ lain stl reg ser No. 10 bolt 
Rd|hd|st1 10-32 x 1-3/8 in. 
Rd იძ 81 10-33 x 5/8 in. 


- ds (GFAE) 


E) 
T Srt (RCA) (GFAE) 
) 


(GIFA E) 
nit (CR) (СЕА E) 
F: R) (GFAE) 


( 


lass 16-A) (GFAE) 


(flags 16-A) (GFAE) 


itter -| Radio (Class 16-A) (GFAE) 


( 


T ij (ipe Radio type T-67B/ARC-3 (SLEB) (GFAE) 


lass 16-A) (GFAE) 

T 

yal 8200 kc "A" Band (GFA E) 
ystal 

ystal| 8392 kc "С" Band (GFA E) 


ystal| 7600 kc "С" Band (GFAE) 
ystal| 8140 ke "Н" Band (GFA E) 
rystal| 7550 kc "А" Band (GFA E) 
V5L21 7010 kc "B" Вапа (GFA E) 
ystal| 7660 kc "С" Band (GFA E) 
rystal| 6750 kc "D" Band (GFA E) 
rystal| 8320 ke "С" Band (GFA E) 

atal 7450 kc "H" Band (GFA E) 


(GFA Е) 
Unit (GFAE) 


ΟΦΠ] (Spec 71-1121A) (Class 16-A) (GFA E) 


peaker type LS-184/AIC-10 (ВСА) (ОЕАЕ) 
Coupling! Ge F Ant. (Spec 7159) (Class 16-A) (GFAE) 


- Ant] type CU-145/ARC-21 (RCA) (GFAE) 


ес MCREE-757) (Class 16-A) (GFAE) 


R-77B/ARC-3 (SLEB) (GFAE) 
M vini ( ο SC-D-17788C) (Class 16-A) (GFAE) 


Type MT-237C/ARC-3 (SLEB) (GFAE) 

Transmitter -| Radio (Spec MCREE-791) (Class 16-A) (GFAE) 
Tran ἈΠ -| Radio (Class 16-A) (GFAE) 
её SC- D-17788C) (Class 16-A) (GFA E) 
MT-238C/ARC-3 (SLEB) (GFAE) 
8155. 71 kc "В" Band (GFAE) 


rystal 8423.08 ke "D" Band (GFAE) 


UN I TS! USABLE 


ON 
CODE 
U 
K 
K 
K 
l| K 
NP V 
1j c 
1| p 
1| AC 
1| AC 
1| M 
1| M 
1| U 
1) U 


№ თა со თ 


"d >> >> g O Z tJ d > > 'd >> > D Ñ P g Q O Q саас 


–_–><ი-ოუო–ი_ო9ი«3ააე_აჰჟყჟკ„ეჟუქუმჟზჟაჟჰ-)-ჟ-ჟძჟ%-)ძ)ძჰძჟ-:....-.-_-_________+2-___.-_ 


Revised 1 April 1958 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE 
MAJOR ASSEMBLY CENTER FUSELAGE RADIO EQUIPMENT INSTL (cont) 
PART NUMBER I 2 3 4 5 6 


R-101A/ARN-6 Co mas) Unit (GFAE) 

2C3035-101A Cómpasis Unit Type R-101A/ARN-6 (BX) (GFAE) 
2C3035-101A Compass Unit| Type R-101A/ARN-6 (BX) (GFAE) 
MT-273B/ARN-6 | Mounting (Class 16-A) (GFAE) 


UN | TS) USABLE 


MT-274A/ARN-G8 | Mounting (Class 16-A) (GFAE) 
52F12984 Murti (BX) (GFAE) I 
No Number Mounting ὁ MT-274A/ARN-6 (MGX) (GFAE) 
R-122/ARN-12 Receiver Sil E) 
116133 вере е R-122/ARN-12 (GACN) (GFAE) 
#MT-589/ARN-12 Mounting (Class 16-A) (GFAE) 
Mounting Cut 16-A) (GFAE) 
Mountin ὁ MT-589A/ARN-12 (TACN) (GFAE) І 
#DY-66/ARN-14 Dyna. om (Class 16-A) (Spec MCREE-329) (GFAE) 
#DY-66A/ARN-14 Dynamotor (Class 16-A) (Spec MCREE-329) (GFA E) 
#DY-66B/ARN-14 Dynamotor (Class 16-A) (Spec MCREE-329) (GFA E) 
I 


5054153004 Dynamotor| Туре DY-66B/ARN-14 (CR) (GFAE) 
#R-252/ARN-14 κας 

#R-252B/ARN-14 | 

#R-540/ARN-14C 
#R-541/ARN-14D 


er -|Radio (Class 16-A) (GFAE) 

Radio (Class 16-A) (GFAE) 

Radio (Class 16-A) (Spec MCREE-329B) (GFAE) 
Radio (Class 16-A) (Spec MCREE-204) (GFAE) 


A ка ка oC МӘ ο ο 
ΣΟΦ tsj U >g Z Z Z 'Ú > >> dg >> tg O 30:63 


5054317005 dio type R-541/ARN-14D (CR) (GFAE) 
MT-691/ARN-18 იი: MIL-R-6201A) (GFAE) 
AA-75691 MT-691/ARN-18 (Spec MIL-R-6201A) (CSY) 
(GFAE) 1| P 
MT-627/ARN-14 (Fla S 16-A) (GFAE) 1| N 
5047228004 уре MT-627A/ARN-14 (CR) (GFAE) 1| R |i 
MT-628/ARN-14 (Class 16-A) (GFAE) 1| N 
504227004 Туре MT-628/ARN-14 (CR) (GFA E) 1| R IË 
R-332/ARN-18 Receiver (GFAE) 1| A 
AD-75656 Repeiver Type R-322/ARN-18 (CSY) (GFAE) 1| P 
AM-300/AIC terphone (GFAE) 1| B 
MT-677/AIC ш 16-Α) (GFAE) 1| B 
DY-76/AIC-10 (Spec MCREE-867) (Class 16-A) (GFAE) 1| C 
M124829 TypeDY-76/AIC-10 (RCA) (GFA E) 1| P 
MT-1059/U ($pec MCREE-867) (Class 16-A) (GFAE) 1| C 
M124888 T MT-1059/U (RCA) (GFAE) 1| P 
DY-77/AIC-10 (Spec MCREE- 867A) (Class 16-A) (GFAE) 1| C 
M124828 e DY-77/AIC-10 (RCA) (GFAE) 1| P 
MT-1060/U cn MCREE-867) (Class 16-A) (GFAE) 1| C 
53C13475 ype MT-1060/U (Spec MCREE-867) (RCA) (GFAE) 1| P | 
*110-759055-10 - Jumpmasters alternate interphone NP; V 
110-759040 Panel Assy - Jumpmasters alternate il w 
110-759040-10 Panel Assy - Jumpmasters alternate 1 X 
AN3121-313 Lamp -|T-3-1/4 bulb, sc mini bay. base (Clear) 1} C 
AN3157-4 Light A$sy - Press to test indicator 1| C 
AN3022-2 Switch 4 Toggle, single pole, 3 hole mtg 1| C 
AN3022-7 Switch 4 Toggle, single pole, 3 hole mtg 1| C 
C-823/AIC-10 Control|- Interphone (Spec MCREE-867) (Class 16-A) 
(GFAE) 1} C 
M124823 Control |- Interphone type C-823/AIC-10) (RCA) (GFAE) 1! Q 
AN3436-2-7 PA aa Block Assy - Elec 2| С 
110-759049 Panel - Jumpmasters alternate 1| Ww 
110-759049-3 Panel - Jumpmasters alternate 1| x 
H-78/AIC H as - м е (Spec MCREE-867) (Class 16-А) (GFAE) 1} С 
М124831А Headset; - W type H-78/AIC (RCA) (GFAE) 1| P 
110-754227-1 Cable Assy - Jumper plug radio sys (See fig. 392 for break- 
down) 1 Y 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY CENTER FUSELAGE RADIO EQUIPMENT INSTL (cont) : 
μην, [i2 94 pp  “"“ს UUO O O 


MT-928/ARN-21 


FIGURE & 
INDEX 
NUMBER 


RT -220A/ARN-21 receiver (Class 16A)(MIL-R-7060) 
FAE) 
r4T of (Class 16A) (GFAE) 

г – Course (Class 05A) (GFAE) 
| - სასა ind 


RT-220A/ARN-21 
ID-307/ARN-21 
110-756248-1 


# Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 & Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 


52-6000 thru 52-6011 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168A 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
52-5840 thru 53-3222 
53-7826 & Subsequent 


C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-5840 

52-5848 

52-5855 thru 52-5856 
52-5858 

52-5865 

52-5875 

52-5890 

52-5895 thru 52-5897 
52-5903 

52-5906 

52-5909 

52-5912 thru 52-5913 
52-5922 thru 52-5924 
52-5947 

52-5951 thru 52-5952 
53-3136 

53-3166 thru 53-3168 
53-3179 thru 53-7884 
53-8070 

53-8072 thru 53-8097 
53-8103 & Subsequent 


54 Revised 1 April 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER | 2 3 ს 5 6 


132 


Revised 1 April 1958 


Section II 


Group Assembly Parts List 


MAJOR ASSEMBLY CENTER FUSELAGE RADIO EQUIPMENT INSTL (Cont) 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 
52-5849 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-5907 thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5921 
52-5925 thru 52-5946 
52-5948 thru 52-5950 
52-5953 thru 52-5954 
52-9981 thru 53-3135 
53-3137 thru 53-3168 
53-8069 
53-8071 
52-6024 thru 52-6035 


51-8053 thru 51-8097 
52-5840 thru 52-5846 
52-6012 thru 52-6027 


52-5847 thru 52-5954 
52-6028 & Subsequent 


51-2690 thru 51-2707 
51-8064 thru 52-5888 
52-6000 thru 52-6058 


C-119G є 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


52-6036 thru 52-6058 


51-2662 thru 51-2686 
51-2708 thru 52-5954 
52-9981 thru 52-9982 
52-6036 thru 52-6058 
53-3136 thru 53-3222 
53-7826 & Subsequent 


C-119G 51-2662 thru 53-3222 


53-7826 & Subsequent 
C-119G IK-441 & Subsequent 


C-119G ІК 441 thru IK-442 


C-119G 


IK-443 & Subsequent 


UN | TS] USABLE 


504A 


Section II 
Group Assembly Parts List 


FIGURE & [GROUP 
κ... MAJOR ASSEMBLY 
PART NUMBER 


504B 


FUSELAGE 
CENTER FUSELAGE RADIO EQUIPMENT INSTL (Cont) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3180 


53-8069 thru 53-8105 


C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 


53-8106 thru 53-8156 


C-119G 51-2662 & Subsequent 


IK-441 & Subsequent 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8052 
52-6012 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


C-119G 53-3166 thru 53-3168 

C-119G 51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5852 
52-5857 
52-5860 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 

: 52-5892 

52-5898 thru 52-5902 

52-5905 

52-5907 

52-5910 thru 52-5911 

52-5914 thru 52-5923 

52-5925 thru 52-5946 

52-5950 

52-5953 thru 52-5954 

52-9981 thru 52-9982 

53-3137 thru 53-3177 

53-3179 thru 53-3206 

53-8069 

53-8071 

53-8098 thru 53-8101 

53-8104 thru 53-8126 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-9981 thru 52-9982 ` 
53-3136 thru 53-7884 


Revised 1 April 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


UN | TS} USABLE 


132 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-8069 & Subsequent 
IK-443 & Subsequent 


C-119G 52-5840 
52-5848 
52-5855 thru 52-5856 
52-5858 
52-5865 
52-5875 
52-5890 
52-5895 thru 52-589" 
52-5903 
52-5906 
52-5909 
52-5912 thru 52-5913 
52-5924 
52-5947 
52-5951 thru 52-5952 
53-3136 
53-3178 
53-3218 thru 53-7884 
93 -80'70 
53-8072 thru 53-8097 
53-8103 
53-8138 thru 53-8156 
IK-443 & Subsequent 


51-2690 thru 51-2707 
51-17365 thru 51-17367 
52-6000 thru 52-6058 
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Section Π T.O. 1C-119F-4/NAVAER 01-115CCB-4 


28 VOLTS D.C. 
19 FOR VHF NAVY, 
TEST EQUIP. 


© 


6489 


Figure 133. Center Fuselage Radio Equipment Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


Figure გ 16ου _ FUSELAGE 


სასი [MAJOR ASSEMBLY CENTER FUSELAGE RADIO EQUIPMENT INSTL (CONT) 
PART NUMBER | 2 3 5 6 


(Continued From Figure 132) 


UN I TS} USABLE 


*110-751084-1 Amplifier Inst] - Aux floor ARA25 
AM-608/ARA-25 Amplifier (GFAE) 
MT-1043/ARA-28 Mount (GFAE) 
FS3707-2 πη. Spacer - Fwd radio 

*110-751093-1 RelayiInstl - Radio sys RE-120/ARA-25 
ВЕ -120/АВА -25 Relay| (GFAE) 

MT-1042/ARA-25 Maunting (GFAE) 

*110-751008 Equipment Instl - Trailing wire ant. maint 
ME57 Kit - Maintlequip. (AIRC) 

110-759023-10 Strap|- Ant] maint kit 

110-759023-30 Strap|- Ant] maint kit 

DY-17/ART-13A Ὀγματιοίρτ (Spec ARL208) (Class 16-A) (GFAE) 

J-68/ARC-3 Bok -| Power jet (Spec SC271-5053) (Class 16-A) (GFAE) 

55871-1 Bok -| Pawelr jet type J-68/ARC-3 (Spec 5С271-5053) (SLEB) 
(GFAE) 

DY-22/ARC-3 Dyhamotor (Spec SC271-5053) (Class 16-A) (GFAE) 

24601-1 Dyharotor Type DY22/ARC-3 (Spec SC271-5053) (SLEB)(GFAE) 

DY-21/ARC-3 Dy თოი г (Spec SC271-5053) (Class 16-A) (GFAE) 

24501-1 Dynamotor Type DY21/ARC-3 (Spec 5С271-5053) (SLEB) (GFAE) 
ZMT-236A/ARC-3| |М cnn ი. 3C-D-17788C) (Class 16-Α) (GFAE) 
XMT-236B/ARC-3| |Maunting ( lads 16-A) (GFAE) 

77-801-1 Mduntin ре MT236B/ARC/3 (SLEB) (GFAE) 

MT-164/ART-13 Plate |(Spec|ARL208) (Class 16-A) (GFAE) 

ATTACHING HARTS 

AN365-1032 Nut -|Self locking stl 10-32 

AN960-10 Washer + Plain stl reg ser No. 10 bolt 

AN520-10-20 Screw - Rd|hd| mach stl 10-32 x 1-1/4 in. 


*110-751002 Radio E парә Instl - Center fus (See fig, 94) 


= ა სს სა სსა ры ры ры — 


– > > 


Z 
"d 


ი шшш ა >,ა ა > > ij Ü U Ü Ü > > > > > > > Q 


*110-759013 1116 sy & Instl - Fus press. 


ΑΝΘΟΤ0-4-50. 00 Ho Ps Detach swivel ftg low press. 1/4 OD tubing x 

50, 06 in. 

110-759013-30 Assy - Fus press. line 1/4 OD x .035 x 74.00 in. 

110-759013-50 Assy | Fus press. line 1/4 OD x . 035 x 94. 00 in. 

110-759013-70 ре |Asby - Fus press. line 1/4 OD x . 035 x 41.00 in. 

110-759013-90 be|Assy - Fus press. line 1/4 OD x . 035 x 31. 00 in. 

110-759013-110 Tube |Asby b Fus press. line 1/4 OD x . 035 x 28. 00 in. 

AN924-4D Nut -| Flared tube bhd & univ ftg 

AN832-4D Union - Flared tube 3/8 bhd & univ 

AN815-4D Union pire tube 

C-1 Amplifier 4 Elec conl compass sig (Spec Mil-A-595 7)(GFAE) 

35900-1-F Amplifier + Elec conl compass sig type C-1 (ECP) (GFAE) 
ATTACHING PARTS 

AN365-1032 Nut - ing stl 10-32 

AN960-10 in stl reg ser No. 10 bolt 

AN520-10-20 stl 10-32 x 1-1/4 in. 

AN520-10-8 stl 10-32 x 1/2 in. 


to М М ке πὶ ока ასოა 


мо к оо > 
Q > > > > πΠΩΩΩΩΩΩΩΩΩ 


110-756086 L nav test equip 


p= 


#Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 and subsequent 
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Section IL 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER 


508 


| 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE | 
MAJOR ASSEMBLY CENTER FUSELAGE RADIO EQUIPMENT INSTL (CONT) 


B C-119G 
C C-119G 
D C-119G 
E C-119G 
F C-119G 
G C-119G 
H C-119G 
K C-119G 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
52-6036 thru 52-6058 


51-2662 thru 52-5888 
52-6000 thru 52-6035 


51-2662 thru 52-5888 
52-6000 thru 52-6058 


51-2662 thru 51-8097 
51-17365 thru 53-3222 
53-7826 and subsequent 
IK-441 and subsequent 


51-2662 and subsequent 
IK-441 and subsequent 


53-320" thru 53-7884 
53-812" and subsequent 


IK-443 and subsequent 


UN I TS | USABLE 
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Figure 134. Nose Wheel Section Skin and Structure Assembly 
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Section II 
Group Assembly Parts List 


T.O. 119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


NUMBER 


510 


MAJOR ASSEMBLY 
PART NUMBER 


*110-310101 
*110-310103 
*110-310103-10 
*110-751039-1 
*110-751039-2 
110-756121-21 


110-756121-23 


110-756121-22 


110-756121-24 


110-310106-30 
110-310106-40 
110-310107-30 


110-310107-40 


78-550036 
*110-310134 
110-313077 
110-310134-7 
110-310134-3 
110-310136-10 
110-310136-30 
110-310137 


AN365-1032 
AN960D10 
AN3-14A 


110-313157-11 
IV40-210 
NAS123R125 


AN507-1032R8 
AN960D10 


FS105D43-, 44 
110-313157-31 
110-313157-33 
110-313157-17 
110-310138 

110-310138-10 


110-313160-1 
110-313160-2 
110-710036 
110-710038-30 
DELETED 
110-310120 
105-313042-10 
105-313042-20 
105-313042-30 


NOSE WHEEL SECTION SKIN & STRUCTURE ASSY 


12 3 ს 5 6 


Assy ~ Nose wheel sect. 
[Assy - Nose wheel sect. (See fig. 94) 

Assy - Nose wheel sect. (See fig, 94) 

Nose radar lower truss att LH 

Nose radar lower trunn att RH 

se radar lower truss att (Use on part No. 
51039-2) 

se radar lower truss att (Use on part No. 
0-151039-2)(Use for spares in lieu of part No. 
0-756121-21) 

se radar lower truss att (Use оп рагі Νο. 
51039-1) 

Fitting + Nose radar lower truss att (Use on part No. 
110-751039-1) (Use for spares in lieu of part No. 
110-756121-22) 

s nose top rear LH (See fig. 139 for prior acft) 
8 nose top rear RH (See fig. 139 for prior acft) 
s nose bottom rear LH (See fig. 139 for prior 


(See fig. 94) 


Latch Ass 


ад) 
diel АБву - Fus nose bottom rear RH (See fig. 139 for prior 


აა b 
Béaring| - Primary cowl latch 
Vent |AsBy stl - Cockpit fresh air 
Scoop - Coppi fresh air sys 
ct |- Cockpit fresh air vent 

εἰ]- Cockpit fresh air vent 
Outlet Assy - Cockpit fresh air sys LH 
ssy - Cockpit fresh air sys RH 
че ssy - Cockpit fresh air outlet 
ARTS 
lf locking stl 10-32 
~ Plain Al al reg ser No. 10 bolt 
ae stl 10-32 x 1-17/32 in. 


Cockpit fresh air sys spacer 
-|Aero (Model No. 2) (INDL) 
- Oval plastic conl 1 in. dia 
T сс PARTS : 
Screw - 100° flat recessed hd mach stl 10-32 x 1/2 in. 
Wüasher|- Plain Al al reg ser No. 10 bolt 


- Spacer Al al .25 OD х. 190 ID x. 44 in. 
ockpit fresh air sys half 
ockpit fresh air sys half 


cable inst tunnel fwd LH 
ed|cable inst tunnel fwd RH 
1 Inst fwd ped cable tunnel 


UNE TS | USABLE 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & |GROUP — FUSELAGE 


UDEX [MAJOR ASSEMBLY — NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) 


PART NUMBER | 2 3 ს 5 6 


UN I TS] USABLE 
ON 
CODE 


105-313042-40 Scuff Plate - Copilot's rud pedal LH 
110-310120-11 kin ! Fus cockpit floor LH 

110-310120-12 kin + Fus cockpit floor RH 

110-310119 Раһе1 & Beam Assy - Cockpit floor removable 
A ACHING ARTS 

AN525-10-8 crew - Wabher hd stl 10-32 x 1/2 in. 


110-310139 ube Assy + Cockpit fresh air sys 
110-310120-41 Plate |- Compression 

*105-722050 [Wiper 2m & Instl - Rud pedal arm 
105-722050-10 Wipe М – Rud pedal arm 


110-310135- Ы κ 1 Cockpit rfesh air sys 


105-722050 -50 Wiper Assy - Rud pedal arm 
(Indexes |34 thru 62 DELETED) 


(Continued on Figure 135) 


SABLE ΟΝ 
CODE MODEL DESIGNATION SERIAL NUMBERS 
Α C-119G 51-2662 thru 51-2717 


B C-119G 51-7968 thru 52-5888 
52-6000 thru 52-6058 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-9981 and Subsequent 


C-119G 52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-9981 thru 53-3158 
53-8069 thru 53-8081 


52-5922 thru 52-5923 
53-3159 thru 53-7884 
53-8082 thru 53-8156 


51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098 thru 51-8168 


51-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and subsequent 
IK-441 and subsequent 
131662 thru 131719 
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Section II T.O. 119F-4/NAVAER 01-115CCც-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UNITS] USABLE 
aes MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) ON 


CODE 
πμ, C2 gua /— | 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2668 thru 51-8097 
51-17365 and subsequent 
IK-441 and subsequent 

R4Q2 131662 thru 131719 


* Acft without chew eheygehcy escape chute 


** Acft with crew emergency escape chute 
m S 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


6891 


Revised 1 February 1959 


Figure 135. Nose Wheel Section Skin and Structure Assembly 
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Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 


*110-310101 
*110-310103 
*110-310103-10 
*110-310113 

110-310113-3 


AN525-10-7 


*110-310111-1 
*110-310111-2 
110-310111-5 
110-310111-6 
110-310111-11 
110-310111-12 
110-310111-7 
110-310111-8 
110-310115-1 
110-310115-70 
110-310115-2 
110-310115-80 
АМТ51-2-7 
110-313126-1 
110-313256-1 
110-313126-2 
110-313256-2 
AN286-1 
MS15006-1 
B1412X 
B1412 
110-313127-1 
110-313127-2 
B1412X 
B1412 
*110-310115-10 
*110-310115-90 
*110-310115-20 
*110-310115-100 
2376 
110-310116-50 
110-310116-2 
ANT51-2-7 
110-313128 
B1412 
110-313129 
AN286-1 
B1412X 
81412 
2376 
110-310156-3 


110-310155-1 


*110-421007 
110-425010-5 


516 


PART NUMBER 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


e 
е 
е 


& Instl - 
& Instl - 


IFus front 


Fus front 


v beta 


ail 


isconnect 


6-50) 


110-310116-50) 


GROUP FUSELAGE 


NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) 
(Cont nubd From Figure 134) 
Assy - Nose wheel sect. (See fig. 94) 


ues - Nose wheel sect. (See fig. 94) 
SSy - Nose wheel sect. (See fig. 94) 


$sy| & Inst] - Fus RS ext access 
- Ext access 
$ TS 


Front side panel LH 
Front side panel RH 
side panel window LH 
side panel window RH 


Fus front side panel window LH fwd 
Fus front side panel window RH fwd 
Fus front side panel window LH rear 
Fus front side panel window RH rear 
Assy - NLG fwd LH 

Assy - NLG fwd LH 

Assy - NLG fwd RH 

Assy - NLG fwd RH 


bonding 


- Nose wheel fwd door LH fwd hinge 

- Nose wheel fwd door LH fwd hinge 
- Nose wheel fwd door RH fwd hinge 

y - Nose wheel fwd door RH fwd hinge 
Press. grip lub type PT 

1 Leakproof lub type VI hyd stl 

g|- X-tra cap. open end (TOR) 

- Open end (TOR) 

y - Nose wheel fwd LH door aft hinge 

y - Nose wheel fwd RH door aft hinge 

- X-tra cap. open end (TOR) 


ssy - NLG fwd LH 
Sy - NLG fwd LH 
SSy - NLG fwd RH 
SSy - NLG fwd RH 
ubber clean out (ATI) 
Assy - NLG aft LH 
Assy - NLG aft RH 
isconnect bonding 
y - Nose wheel rear doors fwd hinge 
- Open end (TOR) 


- X-ira cap. open end (TOR) 
- Open end (TOR) 
er clean out (ATI) 
e gear rear door bumper (Use on part No. 110- 


Sy - Nose gear rear door bumper (Use on part No. 


UN! TS} USABLE 


rg Ὅ 


All 


EA HA RA EA кч ка кї ка ра ek уш μα μὰ ка ка μὰ μα μὰ μὲ μὲ μὲ μα κ. 2 
M M 


კთკთყხხ= ოპთვთვთუვკთვთ 
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FIGURE ἆ 
INDEX 
NUMBER 


GROUP FUSELAGE 


NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued 


патна :”თ"""""",» 


MAJOR ASSEMBLY 


110-425009 
*110-310109 
*110-310109-10 

78-311701 

110-313164 


AN365-1032 
AN960-10 
AN960-10 


110-313163 
110-313107 
110-313107-3 
110-313107-21 
AN210-1A 


AN365- 1032 
AN960-10L 
AN3-7A 


DELETED 
*110-311110-1 
*110-311110-2 
*110-311110-30 
*110-311110-40 

110-313110-21 

110-313110-22 

110-311111-1 
*160-311200-1 

110-311111-2 
*110-311111-20 

110-313110-21 


110-313110-22 


AN210-1B 
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T.O. 1 


Ja¢kppint 


ATTACHING 


ας 


Insert - 


Nu 
Washer 


i š 


Ja¢kppint A 
Jackpbint - 
Jig Point - 


Fitting - 


Pulley - μία brg conl 
CHING PARTS 


-|Self locking stl 10-32 


110 - 
ley - 
110- 


C-119F-4/NAVAER 01-115CCB-4 


sy & Instl - Nose wheel sect. 
sy & Instl - Nose wheel sect. 


Suppoh Abs - NLG up-lock 


Front main body sect 

Fus (Made from part Νο. AN42-114A) 

ARTS 
1 

ain stl reg ser No. 10 bolt 

ain stl reg ser No. 10 bolt 


Nut - P E sti 10-32 


Jadkpoint 


ი. Assy - Fus front jackpoint 
Collar - 


Fus jackpoint ftg 
Fus front jackpoint 


+ Plain stl light ser No. 10 bolt 


Bolt 4 Aft 8 10-32 x 29/32 in. 
Егр al L -|Nose wheel sect. LS 
Frame Assy -|Nose wheel sect. RS 

Frame Sub Assy - Bottom LS 


b Assy - Bottom RS 

-| Fus wheel well sect. 

-| Fus wheel well sect. 

Fus nose sect. LS 

Fus nose sect. LS (See fig. 137) 

Nose wheel sect. RS 

Nose wheel sect. RS 

-| Fus nose wheel well sect. (Use on part No. 
11111-2 & -20) 

s nose wheel well sect, (Use on part No. 
11111-2 & -20) 

it-friction brg conl (Use on part No. 
11111-20) 


(Continued On Figure 136) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2717 
C-119G 51-7968 thru 52-5888 
52-6000 thru 52-6058 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
C-119G 52-5889 thru 52-5954 
52-9981 and Subsequent 
C-119G 51-2662 thru 51-8097 


51-8128 thru 51-8168 
51-17365 and Subsequent 
IK-441 and Subsequent 
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Group Assembly Parts List 


UN | TS] USABLE 
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Section II 
Group Assembly Parts List 


NUMBER 
PART NUMBER 


| 


518 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY _ NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 


Е C-119G 51-8098 thru 51-8127 

H C-119G 51-8100 thru 51-8111 

H C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

R4Q2 131662 thru 131719 
J C-119G 51-8064 thru 51-8097 


52-5840 thru 52-5954 
52-6024 and subsequent 
IK-441 and subsequent 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8111 


Ἶ C-119G 
| C-119G 


` R4Q2 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8052 
51-8112 thru 51-8168 
51-8053 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 

N C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 

H C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
B4Q2 131662 thru 131719 
51-2662 thru 51-8064 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


q C-119G 


R4Q2 
5 C-119G 51-2662 thru 52-5921 
92-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


R4Q2 


UNITS] USABLE! 


PER V 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


FUSELAGE 
FIGURE & [GROUP UN | Τ5| USABLE 


ა. MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) შა 
PART NUMBER | 2 3 4 5 6 


135 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


91-2662 thru 52-5907 
92-6000 thru 52-6047 
53-8069 thru 53-8156 
13166" thru 131719 


52-6048 and subsequent 
IK-441 and subsequent 


51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 and subsequent 
IK-441 and subsequent 
R4Q2 131662 thru 131719 


* Acft without crew e ergescy escape chute 


** Acft with cre ne escape chute 
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Figure 136. Nose Wheel Section Skin and Structure Assembly 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY 


FIGURE & 
INDEX 
NUMBER 


UN I TS | USABLE 
CM 


CODE 


PART NUMBER | 2 3 4 5 6 


(Chntinued From Figure 135) 


*110-310101 Skin ше Assy - Nose wheel sect. (See fig. 94) K * 
*110-310103 Skin a ture Assy - Nose wheel sect. (See fig. 94) L** 
*110-310103-10 [Skin ru¢ture Assy - Nose wheel sect. (See fig. 94) B 


*110-310102 


Latch] Instl - DES (See fig. 139) 
*110-313181 


hor Inst! &| Assy - Fus front ent door 


941 Bar - Bumper (ATI) Al 
110-313181-10 ane Ass - Front ent door АП 
110-313183 Tongue + Front ent door anchor latch σ 


110-313183-3 Το гү + Front ent door anchor latch 
ATTACHIN ARTS 


Screw - Flat hd mach stl 100° 10-32 x 7/8 in. 


AN507-1032-14 


110-313182 
110-313180-21 
*110-747010 
110-747010-10 
*110-741049 
110-741049-10 
78 -726219 
*110-314100-1 
*110-314100-2 
*110-314100-10 
*110-314100-20 
*110-314100-30 
*110-314100-40 
*110-314100-50 
*110-314100-60 
AN210-2B 


Housing + Front ent door anchor 
Bracket [Inst] - NLG uplock limit sw 
Bracket r y- NLG uplock limit sw 
Bracket Assy & Instl - Elec sys ext power recp 
Dopr Assy + Ext power recp 
Spring -|Ext power recp door 
Be&m | Agsy |- Fus wheel well LH 
შო Assy - Fus wheel well RH 
Вей 
Ве 


8) - Front ent door anchor 


m|Assy|- Fus wheel well LH 

m| Agsy |- Fus wheel well RH 

Beam mel - Fus wheel well LH 

Beam|Assy|- Fus wheel well RH 

Behm ΠΠ Киз wheel well LH 

Beam|Assy|- Fus wheel well RH 

Pulley - Anti-friction brg conl (Use on part No. 
110-314100-50) 

Fitting - Wheel well beam LH (Use on part No. 


110-313138-21 


110-314100-30) АП |7 
110-313138-22 Fitting -| Wheel well beam RH (Use on part No. 
110-314100-40) All 


110-313138-23 Fifting -| Wheel well beam LH (Use on part No. 
110-314100-50) 

წ -| Wheel well beam RH (Use on part No. 
110-314100-60) 

Fitting -| Wheel well beam LH (Use on part No. 
110-314100-90) 

Fitting -| Wheel well beam RH (Use on part Νο. 
110-314100-60) 

Dobr + Fus wheel well beam LH (Use on part No. 
110-314100-10) 

Dobr, Fus wheel well beam LH (Use on part No. 
110-314100-10) 

Dobr,|Fus wheel well beam RH (Use on part No. 
110-314100-20) 

Staps тай - Surf. conl main elev sector LH (Use on 
part No. 110-314100-10) 

Instl - Surf. conl main elev sector RH (Use on 
part No. 110-314100-20) 

Stdp – Surf. conl elev 

Stop ἡ Surf. conl elev 

Hinge|Ingtl - NLG door LH (Use on part No. 110-314100-10) 
Hinge|Ingtl - NLG door RH (Use on part No. 110-310100-20) 


110-313138-24 Fiftin 


110-313114-1 


110-313114-2 


110-314100-441 


110-314100-563 


110-314100-442 


*105-727020-10 


*110-727020-20 Staps 


All 


110-727016-21 
110-727016-23 
*110-310114-10 
*110-310114-20 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY — NOSE WHEEL SECT. SKIN & STRUCTURE ASSY (cont) 


μπι | 


*110-310114-30 


FIGURE & 
INDEX 
NUMBER 


linge Instl - NLG door LH (Use on part No. 

110-314100- 10) 

linge Insti - NLG door RH (Use on part No. 

110-314100-20) 

linge Instl - NLG door LH (Use on part No. 
110-314100-10) 

! Instl - NLG door RH (Use on part No. 

110-314100-20) 

Instl - NLG door LH (Use on part No. 

110-3 10100-50) 

Inst! - NLG door RH (Use on part No. 


*110-310114-40 
*110-310114-50 


*110-310114-60 


Bing 


Hinge 


*110-310114-70 


*110-310114-80 Hinge 


522 


110-313115-1 
110-313115-2 
110-313116-1 
110-313116-2 
110-313117-1 
110-313117-2 
110-313118-1 
110-313118-2 
110-313119-1 
110-313119-2 
110-313120-1 
110-313120-2 
110-313121-1 
110-313121-2 
110-313122-1 
110-313122-2 


110-313123 
110-313124 


UWN720 
AN960-716 
FS147-45 
NAS 143-7C 


*110-421009 


110-425 013-21 


*110-310145 


110-3 10145-10 
110-310145-33 


110-314100-60) 
tting - Nose wheel door fwd hinge LS (Use оп part 
No. 110-310114-10) 


itting - Nose wheel door aft hinge LS (Use on part 
Νο, 110-310114-10) 
tting - Nose wheel door aft hinge RS (Use on part 
No, 110-310114-20) 
ing - Nose wheel door fwd hinge LS (Use on part 
No, 110-310114-30) 
ing - Nose wheel door fwd hinge RS (Use on part 
No. 110-310114-40) 
ing - Nose wheel door aft hinge LS (Use on part 
No. 110-310114-30) 
ing - Nose wheel door aft hinge RS (Use on part No. 
110-310114-40) 
ing - Nose wheel door fwd hinge LS (Use on part No 
110-310114-50) 
itting - Nose wheel door fwd hinge RS (Use on part 
No. 110-310114-60) 
Fitti g - Nose wheel door aft hinge LS (Use on part 
Мо. 110-310114-50) 
tting - Nose wheel door aft hinge RS (Use on part 
No. 110-310114-60) 
Fitti g - Nose wheel door fwd hinge LS (Use on part 
No. 110-310114-70) 
ing - Nose wheel door fwd hinge RS (Use on part 
No. 110-310114-80) 
ing - Nose wheel door aft hinge LS (Use on part 
No. 110-310114-70) 
g - Nose wheel door aft hinge RS (Use on part 
No. 110-310114-80) 


Instl - Nose wheel sect. removable 
- Nose wheel sect. removable 
movable door 


T.O. 119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS| USABLE 
WINDEX [MAJOR ASSEMBLY — NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued 


PART NUMBER | 2 3 ს 5 6 


Guard - Fus nóse wheel well 
Air Shield Inst] - Fus nose wheel well 


110-313470-1 
*110-313250-1 
*110-313250-11 


> 


110-313257-5 

110-313261-1 

110-313261-2 É 
759-10 Clamp (AP) 
110-313258-7 i ose wheel well 
110-313248-11 
110-313248-12 

*110-311117-10 ате - Fus nose wheel sect. LS 

18-313190-3 Fitting -| Rung & tube sup. (Use on part No. 110-311117-10 


Ἐπ dj rrj πι dj j ή» go 


18-313221 
*110-310130 
110-310130-91 
110-310130-93 
110-310130-95 
110-310130-97 
*110-310131-50 
110-310131-105 
110-310131-107 
110-310131-115 
110-310101-367 


Rung Support - Fus upper ladder 

Assy |& 1081 - Fus nose wheel sect. LH 

Panel) - Plywood floor .25 x 8.40 x 18.91 LH 

Panel - Plywood floor .25 x 5.40 x 8.32 LH 

Pahel|- Plywood floor .25 x 26.00 х 32.00 LH 

Paheli - DRM floor .25 x 14.00 x 32,00 LH 
nstl - Fus nose wheel sect. RH 

Paheli ~ Plywood floor .25 x 5.25 x 12.25 RH 

Panel|- Plywood floor RH 

el|- Plywood floor RH 

- Power brake valve 


(Continued on Figure 136A) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 thru 52-5923 
ძ 53-3157 thru 53-7884 
53-8096 and Subsequent 


IK-443 and Subsequent 


52-5889 thru 52-5954 
52-6036 thru 52-6058 
52-9981 and Subsequent 
IK-443 and Subsequent 


51-2662 thru 51-8034 
51-8144 thru 51-8156 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
51-8157 thru 51-8168 
52-5840 thru 52-5954 
52-6012 and Subsequent 


51-8100 thru 51-8111 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
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Section II Т.О. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY | NOSE WHEEL SECTION SKIN & STRUCTURE ASSY Continued 
PART NUMBER 


FIGURE & 
INDEX 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-6024 and Subsequent 


IK-441 and Subsequent 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3156 
93-8069 thru 53-8095 
IK-441 thru IK-442 


C-119G 51-2662 thru 52-5921 
91-17365 thru 51-17367 
92-5924 thru 52-5926 
53-3195 thru 53-7884 
58-8117 thru 53-8156 

R4Q2 131662 thru 131719 


J C-119G 52-5922 thru 52-5923 
52-5927 thru 53-3194 
53-8069 thru 53-8116 


C-119G 51-2662 thru 51-2717 


C-119G 51-7968 thru 52-5888 
52-6000 thru 52-6058 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


* - Асі without praw ШЫ escape chute 


** _ Acft with cre 


m repndy dscape chute 
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Figure 136A. Nose Wheel Section Skin and Structure Assembly 
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Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


GROUP FUSELAGE 


PART NUMBER 


*110-310103 
*110-310103-10 
*160-317005-11 
*160-317005-31 
*160-317005-41 


AN210-2B 


AN320-3 
AN320-3 
AN960-10 
AN960-10 
AN23-13 
AN23-13 


AN210-1B 


AN364-1032 
AN960-10L 
AN960-10 
AN3-7A 


*110-310149 
110-730008-3 
110-310148-3 


AN365-1032 
AN960-10 


110-310147 

*160-317000-1 
110-313218 
110-313227-20 
110-310146 
110-310146-51 
110-310146-63 
110-310146-61 

110-310146-65 


160-311300-21 
*160-311112-1 
*160-311112-30 
160-311322-23 
*160-311115-1 
160-311322-21 


110-313161-24 


T.O. 119F-4/NAVAER 01-115CCB-4 


lock 


Hi 
Веатп 
eam 
Beam 


| 2 3 4 5 6 


(Continued from Figure 136) 


ge 
As 
As 


Self 1 


ο 
- Cockpit floor escape hatch 
re floor escape hatch hinge 


MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY 


s With Crew Emergency Escape Chute) 


iSkin d Stur¢turte Assy - Nose wheel sect. (See fig. 94) 
kin & Strudture Assy - Nose wheel sect. (See fig. 94) 
м Instl - Cockpit (See fig. 138) 


Instl - Cockpit (See fig. 138) 
Instl - Cockpit (See fig. 138) 


Assy - Nose wheel sect. fus bottom 
Anti-friction brg conl 
Anti-friction brg conl 

PARTS 

cap shear stl 10-32 


shear stl 10-32 
ain stl reg ser No. 10 bolt 


г 4 Plain stl reg ser No. 10 bolt 
Clevis stl 10-32 x 27/32 in, 
ΠΠ stl 10-32 x 27/32 in, 


Anti friction brg conl 
PARTS 
Να ben locking stl thin 10-32 
+ Plain anodized AL al No. 10 bolt 
1 de stl reg ser No. 10 bolt 
ft mach 5{1 undrilled 10-32 x 1/2 in. 


t 


y & Inst] - Fus escape hatch 


Hyd sys brake 
ori latch lock 
AIPRITS 


TIT eu 
u - 
asher + Plain stl reg ser Νο, 10 bolt 


cking stl 10-32 


racket kogy - Fus sta 51.75 door latch 
ror & Beam lAssy - Cockpit 

- Cockpit escape hatch latch 
ic - fo 
> chj- 

Hinge 

Pin - 
EU. 


kpit escape hatch latch 
kpit entrance floor escape 


ockpit floor escape hatch bolt 


BY - Fus nose sect. 
Sy 
Ass 
Fitting -|Fus nose sect. 

Assy & Instl - Cockpit floor center 
Assy - Cockpit floor center 


- phe floor escape hatch bolt 


- Fus nose sect. 
у = Fus nose sect. 


-|Fus nose sect, RS 


Fit 
Pe m y & Instl - Cockpit floor RS 
itting - 


Fus nose sect. RS 

y - Crew nac floor carrier 
y |- Cockpit floor center 

y + Cockpit floor center 

y - Cockpit floor outbd RS 


~|Cockpit floor beam forged (Use on part No. 


UNITS] USABLE 
ON 
CODE 


= Ü G თ > 


E 


Cu 


TTTTTEPPETPPPPEPPTPPTT EB BEE mumm x οποπο” 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


142-344107) 
110-313161 -23 ining -| Cockpit floor beam forged (Use on part No. 
110-314135) 
110-313161-21 Fitting -| Cockpit floor beam forged (Use on part No. 
110-314133 & -10) 
110-313161-22 Fitting -| Cockpit floor beam forged (Use on part No. 
A & -10) 

160-311400-1 Asy + Fus nose wheel sect, escape hatch lower 
FS105843-1.24 ing - Spacer stl .25 OD x ,190 ID x 1.24 in. 
160-311320-3 in Cockpit escape hatch lower door 
160-311321-3 ft ockpit escape hatch access panel 
110-313232 Cockpit escape chute door inbd latch 
110-313232-10 Cockpit escape chute door inbd latch 
110-313232-50 i Cockpit escape chute door inbd latch 
110-313232-30 i Cockpit escape chute door inbd latch 
110-313232-21 i ckpit escape chute door inbd latch 
110-313233 i Cockpit escape chute lower door outbd latch 
110-313233-10 i Cockpit escape chute lower door outbd latch 
110-313233-50 i Cockpit escape chute lower door outbd latch 
110-313233-30 i Cockpit escape chute lower door outbd latch 
110-313233-21 i ckpit escape chute lower door outbd latch 

*160-311200-1 -|Fus nose sect. (See fig. 137) 

*110-311107-1 -|Nose wheel sect, 

*110-311107-10 -INose wheel sect, 

*110-311107-30 ~|Nose wheel sect, 

AN210-2B Anti-friction brg conl 
110-310058-65 er brake valve 
110-310103-57 ae wheel sect. insp 
110-310103-30 - Fus nose wheel sect. insp 
110-310058-67 Power brake valve 
110-310103-50 г Assy + Brake conl valve insp 

*110-311117-30 me Assy -|Fus nose wheel sect. LS 
78-313190-3 Fitting τηε & tube sup. 


"MIUOUOO кнн 
BS ee 2 


Hj 


*110-311346 aH Ass -| Fus nose wheel sect. bottom. 
78-313221 Rung |Support - Fus upper ladder 
*110-311119 Frame Assy -|Fus nose wheel sect, LS 
78-313221 Rung |Support - Fus upper ladder 
78~313190-3 Fi ting + Rung & tube sup. 
142-343104-21 Rung |Support - Crew nac carrier ladder rung (Make from 
part No, 78-313211) 
*110-310129 Flpoy 2154 & Instl - Fus nose wheel sect. LH 
110-310129-35 Panel ~ Plywood floor ,25 x 8,25 x 19,00 LH 


110-310129-37 მია ~ Plywood floor .25 x 19.00 x 24.91 LH 


110-310129-7 Pane 


USABLE| O 
οσο, j 


- pape floor .25 x 13.06 x 19.00 LH 


MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6058 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-9981 and Subsequent 


C-119G 51-2662 thru 51-2717 
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Section II T.O, 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


ΚΑΣ [MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued) 


PART NUMBER | 2 3 ს 5 6 


UNITS] USABLE 


136A 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-7968 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 


C-119G 51-2662 thru 52-5846 
52-6000 thru 52-6027 
R4Q2 131662 thru 131719 


C-119G 52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


C-119G 52-5840 thru 52-5841 
52-5950 thru 52-5954 
52-6026 and Subsequent 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-8021 


C-119G 51-8022 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 

R4Q2 131662 thru 131689 


C-119G 51-8031 thru 51-8097 
52-6004 and Subsequent 
IK-441 and Subsequent 

R4Q2 131690 thru 131719 


C~119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 
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T.O, 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


| 2 3 4 5 6 


136A 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8052 
51-8098 thru 51-8168 
R4Q2 131662 thru 131719 


C-119G 51-8053 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3156 
53-8069 and Subsequent 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 51-7969 thru 51-7982 


C-119G 51-7983 thru 51-7987 


C-119G 51-2662 thru 51-7968 
51-7988 thru 51-8029 
51-17365 thru 51-17367 
52-6000 


C-119G 51-8030 
52-6001 thru 52-6003 
R4Q2 131662 thru 131689 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 

R4Q2 131690 thru 131719 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 53-3157 thru 53-3180 
53-8096 thru 53-8105 


C-119G 52-2922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 and Subsequent 
IK-443 and Subsequent 


C-119G 51-2662 thru 51-2717 


C-119G 51-7968 thru 52-5921 
52-5924 thru 52-6058 
53-8069 thru 53-8074 
IK-441 thru IK-442 
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Section II Т.О. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSE LAGE 


NUMBER [MAYOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Continued 


PART NUMBER i 23 ს 5 6 


136A 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


524F Revised 1 February 1959 


UN I TS | USABLE 
ON 
CODE 


το. 1C-119F-4 Section II 


6698 


Figure 137. Nose Wheel Section Skin and Structure Assembly 
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Section П T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List . 


FIGURE & LGROUP FUSELAGE 


UN i TS| USABLE 
Νήμα [MAJOR ASSEMBLY — NOSE WHEEL SECTION SKIN & STRUCTURE ASSY rd 

| 2 3 4 55 

(ACFT with crew emergency escape chute) 

*160-311200-1 frame Assy |- Hus nose sect. (See fig. 135) All 
8-310269 Spring |- Bus front cargo door lock All 
AN668-2 ferminal |- Bye end cable (For swaging) All 

*160-311318-1 Bra id sy - Cockpit escape hatch pulley All 

*160-311317-1 Brack Abs - Cockpit escape hatch pulley ΑΙ] 
160-311316-3 Guard + Cockpit escape hatch cable All 

ATTACHING |PARTS 
AN525- 10-9 Screw + Washer hd stl 10-32 x 9/16 in. (Use with part No. 
| 1604311316–3) ΑΗ 
AN525-10-14 Screw asher hd stl 10-32 x 7/8 in. (Use with part No. 
AN210-1B) All 
AN210-1B Ful y} Anti-friction brg conl All 
160-311200-49 Cable + Cockpit escape hatch mech conl (See fig. 390) All 
AN147-8S l'urnbuckle Assy - CRES swaging term #11 
160-311200-53 Cable + Cockpit escape hatch mech conl (See fig. 390) All 
110-313230-21 Arm - Coekpit escape hatch latch cable All 
ATTIACHING/PARTS ` 
AN3 65-1032 ut + Self/locking stl 10-32 All 
AN960-10 Vasher - iin stl reg ser No. 10 bolt All 
AN3-12A Bolt - Acft 10-32 x 1-9/32 All 
AN393-19 Pin - Flat| hd stl 3/16 x 49/64 in.. G 
AN3 93-17 Pin - Flati hd stl 3/16 x 45/64 in. H 
110-313228-21 Ar m - ხი kpit escape hatch lever All 
TTACHING. PARTS 
AN365- 1032 t + Self lodking stl 10-32 All 
AN960- 10 Vasher - š in stl reg ser No. 10 ხ01L All 
AN3-12A Bolt] - ш ай 10-32 x 1-9/32 in. Al 
110-313229 Heating Absy - Cockpit escape hatch latch All 
TTA G|PARTS 
AN365- 1032 ^ lut + Self |locking stl 10-32 All 
AN960-10 Vasher - Plain stl reg ser No. 10 bolt All 
АМ525-10-10 5 REX | asher hd stl 10-32 x 5/8 in. All 
110-313216-7 Bushing -|Cockpit escape hatch latch All 
160-311200-95 Shaft - Fus nose sect. frame 1/2 OD x .035 x 4. 00 in. All 
110-313220-21 Bellerank - Cockpit escape hatch latch mech All 
110-3 13222-21 or -co it escape hatch latch All 
ATTACHING PARTS 
AN365-1032 t - Self loqking stl 10-32 All 
AN960-10 Vasher - Plain stl reg ser No. 10 bolt All 

AN3-11A Bolt} - het stl 10-32 x 1-5/32 in. А11 
160-311200-83 Shaf - რან nose sect. 3/8 OD x .035 x 2.25 in. 1 All 
110-313221 κο ABSy - Cockpit escape hatch bellcrank 1 All 
FS103A96-, 50 shing -|Press fit stl .5641 OD x . 3745 ID x .50 in. 1 All 
FS103A96-. 26 Bushing -/Press fit stl . 5641 OD x .3745 ID x . 26 in. 1 All 
110-313224-21 atch 4 Cockpit escape hatch inbd 1 B 
110-313224 -23 atch сек it escape hatch inbd 1 C 
160-311200-45 Shader - ockpit escape hatch latch 1 All 
110-313223-21 atch – Cockpit escape hatch latch 1 B 
110-313223-23 atch 4 Cockpit escape hatch latch 1 C 

ATTACHING PARTS 
AN365-1032 t F Self flocking stl 10-32 All 
AN960-10 puis Plain stl reg ser No. 10 bolt All 


526 Revised 1 February 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & 
INDEX 


NUMBER 


AN3-11A 


110-313247-5 
160-311310-9 


AN365-1032 
AN960-10 
AN3-13A 


110-313225-10 


110-313216-11 
160-311302-3 
110-313226 
110-3132-615 
160-311200-97 
160-311310-13 


წ. Аа 


q 


GROUP FUSELAGE i 
MAJOR ASSEMBLY NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (cont) 
PART NUMBER | 2 3 4 5 6 


i 
Plate - Escape hatch latch mech outbd socket 


ARTS 


Nut + Self locking stl 10-32 
asher|- Plain stl reg ser No. 10 bolt 


10-32 x 1-13/32 1η, 


cHpit escape hatch latch 
Sy |- Cockpit escape hatch 
ockpit escape hatch latch 


142-343102-21 itting | carrier пас LS NLG 
142-343102-23 Fitting - ee carrier nac LS NLG 
142-343102-25 Fitting rew carrier nac LS NLG 
142-343102-22 Fitting - Grew carrier nac LS NLG 
142-343102-24 Fitting rew carrier nac LS NLG 


MODEL DESIGNATION 


C-119G 


Revised 1 February 1959 


- Cockpit escape hatch inbd latch (Use in lieu of 


{ sy 
рагї Мо. 110-313225) 
Bslind - ockpit escape hatch latch 
C 


se sect. frame 1/2 OD x . 
К Cbckpit escape hatch latch mech outbd 


Section II 


Group Assembly Parts List 


035 x 19. 50 in. 


SERIAL NUMBERS 


51-8032 thru 51-8070 
51-8091 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-7968 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


§1-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-8071 thru 51-8090 


51-8032 thru 51-8097 
51-17365 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-8053 

51-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


UNITS] USABLE 


527 


Section П 
Group Assembly Parts List 


Figure & [КООР 
MAJOR ASSEMBLY 


PART NUMBER 


INDEX 
NUMBER 


528 


FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UN i TS| USABLE 
NOSE WHEEL SECTION SKIN & STRUCTURE ASSY (Cont) 


MODEL DESIGNATION SERIAL NUMBERS 


91-2662 thru 51-8029 
51-8098 thru 51-8168 


C-119G 


51-8030 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


C-119G 


R4Q2 


51-2662 thru 51-8031 
51-8098 thru 51-8168 
91-17365 thru 51-17367 
92-6000 thru 52-6003 
131662 thru 131689 


C-119G 
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Figure 138. Cockpit Floor Covering Installation 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


MAJOR ASSEMBLY COCKPIT FLOOR COVERING INSTL 


UN 1 TS] USABLE 


ON 
CODE 
(Acft with crew emergency escape chute) 

*160-317005-11 Cbvering stl - Cockpit (See fig. 136A) A 
*160-317005-31 t Covering Instl - Cockpit (See fig. 136A) Ref | B 
*160-317005-41 Ch Instl - Cockpit (See fig. 136A) Ref | C 
160-317005-5 L Covering - Cockpit safety walk 4 | All 
160-317005-65 bot Chvelring - Cockpit safety walk 1 | АП 
160-317005-67 oor Covering - Cockpit safety walk 1 All 
160-317005-69 Floor Covering - Cockpit safety walk 1 All 
160-317005-73 vering - Cockpit safety walk 1 | All 
160-317005-75 bv ring - Cockpit safety walk 1 All 
160-317005-79 overing - Cockpit safety walk 1 All 
160-317005-13 bvering - Cockpit safety walk 6 All 
160-317005-77 pvering - Cockpit safety walk 1 All 
160-317005-47 pre - Cockpit safety walk 1 | All 
160-317005-48 vering - Cockpit safety walk 1 D 
160-317005-83 overing - Cockpit safety walk 1 C 
160-317005-7 ing - Cockpit safety walk 3 All 
160-317005-17 - Cockpit safety walk 2 АП 
160-317005-85 - Cockpit safety walk 1 АП 
160-317005-33 - Cockpit safety walk 1 All 
160-317005-53 - Cockpit safety walk 1 | All 
160-317005-55 - Cockpit safety walk 1 All 
160-317005-19 - Cockpit safety walk 1 All 
160-317005-9 - Cockpit safety walk 1 All 
160-317005-57 - Cockpit safety walk 1 | АП 
160-317005-63 - Cockpit safety walk 2 All 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2717 


C-119G 51-7968 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8116 
IK-441 thru IK-442 


131662 thru 191719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8116 
IK-441 thru IK-442 


131662 thru 131719 
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T.O. 1C-119F-4 Section II 


C 


6493 


Figure 139. Nose Latch Installation 
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Section II T.O. 1C-119F-4 


Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY — NOSE LATCH INSTL 


PART NUMBER 


*110-310102 
110-310106-1 
110-310106-2 
110-310107-1 
110-310107-2 


110-310106-10 - Nose top LH fwd (Use on part No. 110-310106-1) 
110-310106-20 ~ Nose top ВН fwd (Use on рагі No. 110-310106-2) 
110-310107-10 - Nose bottom LH fwd (Use on part No. 
410107-1) 
110-310107-20 - Nose bottom RH fwd (Use on part No. 
10107-2) 
78 -550034 у - Primary cowl latch 
78-550031 i - Primary cowl latch lock 
110-310108 e Assy - Fus sta 53.00 nose attaching 
G PARTS 
AN320-4 Adft shear stl 1/4-28 
AN24-34 Balt + Clevis stl 1/4-28 x 2-5/32 in. 
AN960-416 Washer |- Plain stl reg ser 1/4 in. bolt 
r - Plain stl reg ser 5/16 in. bolt 
iu - Press fit stl .31 OD x . 028 ID x 1.43 in. 


AN960-516 ή 


Е5105554-1, 43 sh 


110-313101-3 us nose att 
PARTS 
AN316-6R ft check stl RH thd 3/8-24 


> > >>>>> >>>» > > > > > > > > 


110-310106-30 - Nose top LH rear (Use on part No. 110- 


ΠΒ 


6-1) 

110-310106-40 - Nose top RH rear (Use on part No. 110- 

106-2) 

110-310107-30 [59 - Nose bottom LH rear (Use on part No. 
-310107-1) 

110-310107-40 кы - Nose bottom RH rear (Use on part Νο, 
-310107-2) 

AN320-5 ett hear stl 5/16-24 

AN960-516 - Hlain stl reg ser 5/16 in. bolt 

AN25-32 Ε Gllevis stl 5/16 x 24 x 2-3/64 in. (Use on part No. 

0-310107-30 & 40) 

8-550036 - Primary cowl latch 

110-310104 ssy |- Fus top nose latch access (Use on part No. 

110-310106-1 and -2) 


> >> >>> > > > 


10107-1 & -2) (Use for spares in lieu of part No. 


110-310105 I Fus bottom nose latch access (Use on part No. 


10104) 


Н+4600-040-040 Assy - Standard (HWL) 


532 


sullsequent acft see fig. 94, 95 & 134) 


MODEL SPECIFICATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 
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T.O. 1C-119F-4 Section II 


Figure 140. Fuselage Instrument Lines Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP_ FUSELAGE 


FIGURE & სMI18) USABLE 
NEN [MAJOR ASSEMBLY FUSELAGE INSTRUMENT LINES INSTL ON 


PART NUMBER 


*110-710631 
110-710631-890 
110-710631-930 
110-710631-110 
110-710631-150 
110-710631-590 
110-710631-210 
110-710631-250 
110-710631-290 
110-710631-810 
110-710631-830 
AN815-4D 
AN62'10-4-28.00 


ent ο იყი - Fus (See fig. 35) 
A eft man. press. 1/4 OD x .035 x 46.25 in. 


m 
be 

ре Assy |- Left man. press 1/4 OD x .035 x 32.12 in. 
be T - Left man. press. 1/4 OD x .035 x 64.50 in. 
ibe Assy |- Шей man. press. 1/4 OD x .035 x 43.50 in. 
гре Assy |- Left man. press. 1/4 OD x .035 x 61.38 in. 
аре 
be 
be 
be 


Sy - Left man. press. 1/4 OD x .035 x 38.94 in. 

sy|- Left man. press. 1/4 OD x .035 x 42.87 in. 

- Left man. press. 1/4 OD x .035 x 23.75 in. 

ils Sy|- Right man. press. 1/4 OD x .035 x 24.62 in. 

122 tube 

pu - Detach. swivel ftg low press. for 1/4 OD tube x 


^d - Left man. press. 1/4 OD x .035 x 85.00 in. 
A 
Α 


Ф 60 -ᾱ 0» oP со tO = 
Vee кш κα юы ш μὲ κα κα κι @ 
шы] 


2 
110-710631-870 ight man. press. 1/4 OD x .035 x 52.38 in. 1 
110-710631-350 ight man. press. 1/4 OD x .035 x 35.00 in. 1 
110-710631-910 ight man. press. 1/4 OD x .035 x 59.50 in. 1 
110-710631-770 ight man. press. 1/4 OD x .035 x 40.12 in. 1 
110-710631-610 ight man. press. 1/4 OD x .035 x 63.25 in. 1 
110-710631-430 ight man. press. 1/4 OD x .035 x 86.50 in. 1 
110-710631-470 ight man. press. 1/4 OD x .035 x 38.75 in. 1 
110-710631-510 ight man. press. 1/4 OD x .035 x 53.87 in. 1 
110-710631-670 eft man. press. 1/4 OD x .035 x 45.87 in. 1 
110-710631-710 ight man. press. 1/4 OD x .035 x 30.06 in. 1 
AN815-4D 14 
AN6290-4 2 
AN924-4D 6 
AN924-4D 5 
AN832-4D 4 
AN832-4D tube 3/8 bhd & univ 3 
AN804-D4 F pa tube with bhd on run 2 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5888 


92-6000 thru 52-6035 
R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 


IK-44] & Subsequent 
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Fuselage Front Entrance Door Lock Assembly and Installation 


Figure 141. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


*110-310005-90 SH - Fus front ent door (See fig. 94) 
110-310005-10 ssy - Fus front ent door 
AR83-8-24 ას (RHW) 

110-313000 ont ent door upper lock 

110-310005-50 Fitting Assy - Front ent door lock pin sup. 

NAS76A6-218P Busting - Press fit Al bronze .5013 OD x .375 ID x 2-9/16 
in. 

110-313025-23 ihg - Front ent door lock pin sup. 

105-313090-3 3 cargo door lock 


ΝΑΡά5- 3-88 1 5/16 OD x .049 x 1-3/8 in. 
110-310011 te Assy - Front ent door upper 100L 
105-313049 i sy - Front cargo door upper lock brg 
AN201K6A ing - Intermediate duty ball 
FS105-53-1.37 i pacer stl .31 OD x .049 x 1.37 in. 
110-310014 ont ent door locks 

TS 

AN393-13 stl 3/16 x 13/32 in. 

AN365-1032 locking stl 10-32 

ANS60-10 - ae stl reg ser No. 10 bolt 
AN525-10R11 Washer hd stl 10-32 x 11/16 in. 


` AN486-4 evis 4 Rbd end adj 
AN316-4R t + Ched&s stl 1/4-28 RH thd 
110-310013 Stop As y - Front ent door locks 


110-310013-3 Nut + Front ent door lock (Made from part No. AN316-10R 
110-313026 sis - Front ent door lock stop 
i 


110-313025-21 tting - Front ent door lock stop sup. 
78-417014 g + Push pull rod 


ასა სასა ლულუ 


(Gontinged on fig. 142) 
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Fuselage Front Door Lock Assembly and Installation 


Figure 142. 


537 


Revised 1 March 1956 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP — FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 


MAJOR ASSEMBLY | FUSELAGE FRONT DOOR LOCK ASSY & INSTL 


PART NUMBER | 2 з 4 5 6 


(Continued from fig. 141) 


*110-310005-90 
110-310005-70 


Lock Assy & Inst] - Fus front ent door (See fig. 94) 

ower Lock Assy - Fus front ent door (Use for spares in lieu 
of рагі Νο. 110-310005-30) 

Cover 4 Front ent door lower lock 

ATTACHING [PARTS 


110-313001 


AN365-1032 и! Self locking stl 10-32 

AN960-10 as e lain stl reg ser No. 10 bolt 
AN525-10-7 Screw 4 Washer hd sti 10-32 x 7/10 in. 
AN525-10-9 Strew 4 Washer hd stl 10-32 x 9/16 in. 


1513-5 Handle jAssy (RHW) 

ATTACHING |PARTS 

Nut + Self locking stl 10-32 

Washer|- Plain stl reg ser No. 10 bolt 


Sere 82° flat hd mach stl 10-32 x 1/4 in. 


AN365-1032 
AN960-10 
AN510-10-12 


LY842-5 ock Assy Kit - Front ent door (RHW) (Consists of case, 

lgckbar & cyl with keys) (Use for spares in both 

part No. 1513 & 1204 handles in lieu of part No. 
842) 

TACHING [PARTS 

Strew 4 Mach flat hd 100° stl 10-32 x 1/2 in. 

Spacer - Hront ent door lock handle 

Pin + Front ent door 

CHING PARTS 

Pin + Flat hd stl 3/16 x 19/32 in. 

Washer, - Plain stl reg ser No. 10 bolt 


AN507- 1032-8 
110-310005-3 
105-313090-3 


AN393-19 
AN960-10 


110-310005-50 


TS 


AR - Front ent door lock pin sup. 


AN365-1032 locking stl 10-32 
AN960- 10 lain stl reg ser No. 10 bolt 
AN3-6A 


АМЗ-ТА 


NAS76A6-218P 


110-313025-23 
110-310012-10 


AN365-1032 
AN960-10 

AN525-10-10 
110-313027-7 
110-313023-5 
110-310005-5 
110-313002 


lain stl reg ser No. 10 bolt 
sher hd stl 10-32 x 5/8 in. 


adket - Front ent door lower lock 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Group FUSELAGE 


FIGURE & 
შეხება MAJOR ASSEMBLY | FUSELAGE FRONT DOOR LOCK ASSY & INSTL 


(Continued from fig. 141) 


PART NUMBER 


*110-310005 
*110-310005-90 
110-310005-30 
110-310005- 70 


ck Assy & Instl - Fus front ent door (See fig. 94) 
τ l - Fus front ent door (See fig. 94) 
pud - Fus front ent door 
ssy - Fus front ent door (Use for spares in lieu 
of| part ue 110-310005-30) 
Cover -| Front ent door lower lock 
ING PARTS 


110-313001 


AN365-1032 
AN365-1032 
AN960-10 
AN960-10 
AN525-10-7 
AN525-10-9 


1513-5 


AN365-1032 
AN365-1032 
FS2603-3-4 
AN960-10 
AN509-10-13 
AN509-10-12 
AN510-10-12 


meanuma 


LY842 


LY842-5 


ARTS 
Mach flat hd 100° stl 10-32 x 1/2 in. 


AN507-1032-8 


110-310005-3 
105-313090-3 


AN393-19 
AN960-10 


110-310005-50 sy - Front ent door lock pin sup. 
RTS 


ocking stl 10-32 


AN365-1032 
AN960-10 
AN960-10 
AN3-5A 
AN3-6A 
AN3-TA 


Bit l 


NAS76A6-218P 


110-313025-23 
110-310012-10 


dte Assy - Front ent door lower lock 
ARTS 

lf locking stl 10-32 
Nut 4 Self locking stl 10-32 


AN365-1032 
AN365-1032 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & [GROUP _ FUSELAGE 
INDEX სკინ ASSEMBLY FUSELAGE FRONT DOOR LOCK ASSY ἃ INSTL (cont) 


NUMBER 
r fie sess | 


AN960-10 Plain stl reg ser No. 10 bolt 
AN960-10 8 Plain stl τορ ser Νο. 10 bolt 
AN525-10-10 Washer hd stl 10-32 x 5/8 in, 
AN525-10-10 Washer hd st] 10-32 x 5/8 in. 


110-313027-7 
110-313023-5 
110-310005-5 
110-313002 


MODEL DESIGNATION SERIAL NUMBERS 


C-119F 51-2662 thru 51-8052 
51-8098A thru 51-8168A 

C-119G 51-8053 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8156 
IK-441 thru IK-442 

R4Q-2 131662 thru 131719 


C-119G 52-5923 
53-3195 thru 53-7884 
IK-443 and Subsequent 


C-119F 51-2662 thru 51-2667 
51-8098A thru 51-8143A 


C-119F 51-2662 thru 51-8052 
51-8144A thru 51-8168A 

C-119G 51-8053 and Subsequent 
IK-441 and Subsequent 

R4Q-2 131662 thru 131719 


R4Q-2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
52-5931 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


C-119F 51-2662 thru 51-8052 
51-8098A thru 51-8168A 

C-119G 51-8053 thru 52-5888 
52-6000 thru 52-6035 
53-8069 thru 53-8156 

R4Q-2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 thru 53-7884 
IK-441 and Subsequent 


51-2662 thru 51-2716 
51-7968 thru 51-7975 
51-8016 

51-8098A thru 51-8143A 
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Figure 143. Fuselage Front Cargo Door Hinge Assembly and Installation 


542 


FIGURE ბ 
INDEX 
NUMBER 


PART NUMBER 


*110-310004 
110-310004-10 


T.O. 1C-119F-4 


დ 
GROUP FUSELAGE 


MAJOR ASSEMBLY FUSELAGE FRONT CARGO DOOR HINGE ASSY & INSTL 


өн - Fus front cargo door (See fig. 94) 
Asy|- 
A 


тош cargo door lower 
TS 


Section II 
Group Assembly Parts List 


UN I TS] USABLE 


თ 
= 8, 


ΑΝΟΘ4-428 ing thin stl 1/4-28 5 All 
FS2603-4-4 мок stl 4? 1/4 in. bolt 5 All 
AN24-14A в stl 1/4-28 x 29/32 in. 1 #11 
AN24-13A Clevis D 1/4-28 x 27/32 in. 1 |All 
AN24-12A t1 1/4-28 x 25/32 in. 1 All 
AN24-16A t1 1/4-28 x 1-1/32 in. 2 All 
AN365-1032 оби stl 10-32 2 All 
FS2603-3-4 ar 1 stl 4° Νο, 10 bolt 2 All 
AN23-16A evis stl 10-32 x 1-1/32 in. 1 All 
AN23-14A evis [ 10-32 x 29/32 in. 1 All 
110-310004-30 Hinge A$sy|- Front cargo door upper 1 All 
ATT CHING PARTS 
AN364-428 Nut -|Self фол thin stl 1/4-28 5 All 
FS2603-4-4 Washer a 1 stl 4° 1/4 in. bolt 5 | All 
AN24-13A levi t1 1/4-28 x 27/32 in. 1 All 
AN24-14A 2 All 
AN24-15A 1 All 
AN24-17A 1 All 
AN365-1032 2 АП 
FS2603-3-4 2 All 
AN23-16A 2 All 
110-310006 Hi τ Fitting Assy - Front cargo door 1 A 
110-310006-10 i ing Assy - Front cargo door (Use on part No. 
10004-30) (Use for spares in lieu 01 part No. 
B 
110-310006-30 
B 
F8109874-. 25-, 063 
A11 
110-313016-23 A 
110-313016-25 
10004-30) (Use for spares in lieu 01 part No. 
13016-23 δι 110-313011-7) B 
110-313016-27 
10004-10) (Use for spares in lieu of part No. 
| d -313016-23 & 110-313011-7) B 
ATT CHING PARTS 
AN365-1032 Nut 4 Self locking stl 10-32 B 
FS2603-3-4 Wi ster - a stl 4° No. 10 bolt B 
AN23-16A Bolt | Glevis stl 10-32 x 1-1/32 in. B 
AN365-1032 Nut - Self locking stl 10-32 B 
FS2603-3-4 Wasiler - Deva stl 4° No. 10 bolt B 
AN23-15A Bolt L Glevis stl 10-32 x 31/32 in. B 
110-310004-7 Pin 1 at hd 1/4 x 1-11/20 in. (Made from part No. 
ako 4-51) All 
AN394-71 თი Flat hd stl 1/4 x 2-7/32 in. All 
110-313015 C წას з ront cargo door All 
110-313014 Pin 4 Fus front cargo door All 
110-313013 S front cargo door All 


943 


Section II 
Group Assembly Parts List 


FIGURE გ [GROUP 


nee MAJOR ASSEMBLY 


110-313011-5 


110-313011-" 


110-313012-5 


110-313012-7 


544 


FUSELAGE 
FUSELAGE FRONT CARGO DOOR HINGE ASSY & INSTL (cont) 


newer πα CSCS 


T.O. 1C-119F-4 


006) 
13016-23) 


006) 


R4Q2 


UNITS] USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


ë -|Front cargo door lower (Use with part No. 
e -|Front cargo door lower (Use with part No. 
е - Front cargo door upper (Use with part No. 


¢ - Front cargo door upper (Use with part No. 
; унш 


C-119G 51-8016 


51-2662 thru 51-2716 
51-8098A thru 51-8168A 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
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T.O. 1C-119F-4 Section H 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
ey MAJOR ASSEMBLY FRONT ENTRANCE DOOR EMERGENCY RELEASE MECHANISM INST 


PART NUMBER | 2 3 4 5 6 


*110-310615 

110-310615-11 
110-310615-13 
110-310619 


Release Mechp im Inst] - Front ent door emer (See fig. 94) 
Cover -| Front ent door emer release mech lower 
Cover - F тат доог етег release mech upper 


mee 2 
2, 


Pin Assy -| Front ent door emer release mech 
ATTACHING PARTS 
Nut ი მიის airframe 10-32 


AN310-3 
AN960D10 


Washer |- Plain Al al reg ser No. 10 bolt 


= ка ы mm 


АМ960-10 8806X |- Plain stl reg ser No. 10 bolt 
AN3-5 Bolt + Acfti mach 10-32 x 21/32 in. 
AN393-13 Pin 4 Flat უჯ x 13/32 in. 


AN665-21R Terminal 4 Clevis type thd tie rod 1 
110-310619-3 Pin ris ent door emer release mech 1 
110-310620 Cable Assy = Front ent door emer release mech (See fig. 390) 1 
NAS303-34-104 Sy - Swaged type 1 term. 1 
AN155-16L 'Trnbki stl long 1 
NAS303-35-465 - Swaged type 1 term. H 


AN320-3 
AN960-10 
ΑΝΟ-15 
NAS43C3-23 


lain stl reg ser No. 10 bolt 
сїй mach stl 10-32 х 1-21/32 in. 
Stl 5/16 x .049 x 23/64 in. 


Ne oe 


NAS303-33-317 
NAS303 -33-646 
110-310623-10 
AN155-16S 

NAS303 -36-200 
NAS303~37-173 
NAS303-33-107 
110-310622 

B5416 


- Swaged type 1 term. 

Sy - Swaged type 1 term. 

= Front ent door emer release mech (See fig. 390) 
nbkl stl short 

- Swaged type 1 term. 

- Swaged type 1 term. 

if Fro ent door emer release mech 


y – Front ent door emer release 
ont ent door emer release (TEX) 


ხუ = μα ка ка а = — μα 


AN365D524 


TS 
ocking ΑΙ αἱ 5/16-24 


110-310622-15 


AN365-1032 
AN960-10L 
AN960-10 
AN960-10 
AN520-10-20 
AN520-10-22 


C5440-3 
110-310622-17 


AN365-1032 
AN960-10 
AN960-10L 
AN520-10-20 


110-310622-3 


AN365-1032 
AN960-10L 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS| USABLE 
μη MAJOR ASSEMBLYFRONT ENTRANCE DOOR EMERGENCY RELEASE MECHANISM INSTL M 


con 
PART NUMBER | 2 3 4 5 6 


AN3-15 Bdlt | Acft| mach stl 10-32 x 1-21/32 in. 


SA104A32 
REB3N 
110-310622-7 
110-310622-11 
SA118A 

А5222 


n + phu brg rod (TEX) 

B чү - Rod end (FAF) 

Conduit |- Front ent door emer release cable 
Conduit |- Front ent door emer release cable 
Cable Assy - Front ent door emer release (TEX) 


Cable Assy - Front ent door emer release (TEX) 
C5440-3 Bóx des Front ent door emer release lower conl (TEX) 
110-310622-17 Box Assy - Front ent door emer release lower conl (Made 


from|part No. C5440-3) 

τ ΠΕ G PARTS 
t + Self locking stl 10-32 

Washer |- Plain stl light ser No. 10 bolt 

Screw - Rd hd mach stl 10-32 x 1-1/4 in. 


AN365-1032 
AN960-10L 
AN520-10-20 


110-313614-21 


F Е + Front ent door emer release mech lower 
110-313614-23 


ing + Front ent door emer release mech upper 
ATTACHING PARTS 


AN365-1032 Nut 4 Self locking stl 10-32 

AN960D10 Washer |- Plain Al al reg ser No. 10 bolt 
AN960D10L Washer |- iain Alallight ser No. 10 bolt 
AN525-10-18 Screw -|Washer hd stl 10-32 x 1-1/8 inl 


110-310621 
AN210-1A 


Pill Assy -|Front ent door emer release mech upper 
Pulley ~ Anti-friction brg conl 
ΠΠ. ING PARTS 


AN365-1032 Nut - Self locking st] 10-32 
AN960D10L Washer |- Plain Al al light ser No. 10 bolt 
AN3-11 


FS105D43-0.21 Al al .25 OD x .028 x .21 in. 


Balt - Ас mach stl 10-32 x 1-5/32 in. 

| асег 

Pulley Assy -| Front ent door emer release mech 
Pulley 4 Anti-friction brg conl 

ATTACHING PARTS 


110-310616 
AN210-1A 


AN365-1032 Nut - Self locking stl 10-32 

AN960D10L Washer |- i Alallight ser No. 10 bolt 
AN960D10 Washer |- Plain Al al reg ser No. 10 bolt 
AN3-23A 


ΤΙ Alcft| mach stl undrilled 10-32 x 2-13/32 in. 
5 r 


FS105D43-1.09 7 Al al .25 Ор x .028 x 1.09 in. 


110-313611-3 
110-313612-30 
110-313612-21 


Front ent door upper & lower latch 
ront ent door upper & lower latch 
ATTAC ING PARTS 

Screw - Washer hd stl 10-32 x 1/2 in. 


2 4 | T door latch keeper pivot 


AN525-10-8 


110-313612-3 
110-313612-5 

110-313612-10 
110-313612-13 


nt ent door latch keeper 

Bise - Frant ent door latch keeper 
зе! Assy|- Front ent door latch keeper 

| | Platd - Front ent door latch keeper strike 

ATTACHING PARTS 

Sqre -| Rd hd stl drive No. 4 x 1/4 in. 


АМ535-4-4 


110-313612-5 8250 - Front ent door latch keeper 
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FIGURE & 
INDEX 
NUMBER 


548 


GROUP FUSELAGE 
MAJOR ASSEMBLY FRONT ENTRANCE DOOR EMERGENCY RELEASE MECHANISM 
патини 2 oy sg STL Gn) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


| R4Q2 


R42 


| R4Q2 


R4Q2 


R4Q2 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131664 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131665 thru 131719 


51-8098A thru 51-8111A 


51-2662 thru 51-8097 
51-8112Α thru 51-8168A 
91-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098A thru 51-8129A 


51-2717 
51-8005 thru 51-8015 
51-8017 thru 51-8097 
51-8130A thru 51-8168A 
51-17365 δι Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2667 


51-2668 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2667 
$1-8112A thru 51-8143A 


91-2668 thru 51-8097 
51-8144А thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


Revised 15 


UN I TS] USABLE 


February 1957 


Revised 15 January 1956 


Figure 145. 
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Fuselage Canopy Assembly 


Section II 


6499 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE CANOPY ASSY 
PART NUMBER 123 4 5 6 


*110-316001 
*110-771410 
*110-710049 


FIGURE & 
INDEX 
NUMBER 


Canopy Assy + Fus (See fig. 94) 
Wiper Instl| - Windshield (See fig. 147) 
Саре Inst] + Free air temp 


C13B Gage|- Free air temp (GFAE) 
1592 Thermometer - Type C-13B (WS) (GFAE) 
*110-783222 ermostat Inst! - Windshield temp 


AYLF2199-3 Thermostat (BCC) 


ATT CHING PARTS 
Screw - Rd hd stl slotted mach course thd 4-40 x 3/8 in. 
Washer - Ext teeth stl lock for No. 4 bolt 

Retainer - Windshield top outer 

sy + Windshield hot air exhaust lower LH 

$y + Windshield hot air exhaust lower RH 

Assy + Canopy lower 

anopy center post windshield outer 

anopy corner post windshield LH outer 

anopy corner post windshield RH outer 


AN515-4-6 
AN936-B4 
110-316018-5 
110-316015-10 
110-316015-20 
110-316011 
110-316024 
110-316025-3 
110-316025-4 
110-316021-1 


110-316021-10 : 55V – Canopy inner windshield LH (Less handle) 
: |Use for spares in lieu of part No. 110-316021-1 


110-316021-2 
110-316021-20 


- Canopy inner windshield RH (Less handle) 
for spares in lieu of part No. 110-316021-2 
Canopy inner windshield 


110-316021-47 
110-316021-93 


ARTS 


locking stl 6-32 
“Ra hd mach 6-32 x 3/8 in. 
opy outer windshield LH 
zm outer windshield RH 


AN365-632 
AN515-6-6 
110-316020-3 
110-316020-4 

*110-316003 

110-726033-23 


ill Assy - Canopy fwd 
ockpit surf. conl locks cable att 


2н 


G HARTS 
ΑΦ stl 10-32 x 1-1/32 in. 
er + Plain stl light ser No. 10 bolt 
- Canopy fwd side window LH 
Canopy fwd side window RH 


AN3-10A 
AN960-10L 
110-316003-7 
110-316003-8 
110-316003-25 
110-316003 -26 
*110-316023-1 
*110-316023-2 
110-316023-3 
110-316023-4 
110-316022-1 
110-316022-5 
110-316022-2 
110-316022-6 
110-316006-15 
110-316006-16 
*110-316004-10 
*110-316004-20 
*110-316004-30 
*110-316004-40 
110-316004-25 
110-316004-26 


Retainer|Assy|- Canopy side windshield glass LH 
Retainer] Assy |- Canopy side windshield glass RH 


opy top windows LH outer 
ору top windows RH outer 
anopy side window LH 
anopy side window RH 
anopy top window LH 
anopy top window RH 
Refainer|- Canopy top windows center LH outer 
ег - Сапору top windows center RH outer 


μμ eG grt eee l s: 
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Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 
110-316004-5 1 #11 
*110-316007-10 nopy upper LH NP | All 
*110-316007-20 opy upper RH NP | All 
110-316007-17 Doper canopy rear outer 1 All 
110-316007-27 . pper canopy front LH outer 1 AM 
110-316007-28 iher| - Upper canopy front RH outer 1 All 
*110-316008-1 sdy 4 Canopy top and side fixed LH NP | All 
*110-316008-2 Window Assy + Canopy top and side fixed RH NP | АП 
110-316008-7 Retainer - Canopy top window LH rear 1 All 
110-316008-8 Retainer - Canopy top window RH rear 1 All 
110-316008-3 d - Estoy top window LH fwd 1 All 
110-316008-4 Glass - Canopy top window RH fwd 1 11 
110-316008-5 Glass - Canopy top window LH aft 1 C 
110-316008-43 Glass - Canopy top window LH ай 1 p 
110-316008-6 Glass - Canopy top window RH aft 1 C 
110-316008-44 Glass - Canopy top window RH aft 1 D 
110-316008-17 Retaihen - Eanony side window LH 1 C 
110-316008 -47 Retainen - Canopy side window LH 1 D 
110-316008-18 Retainer - Canopy side window RH 1 C 
110-316008-48 Retainer - Canopy side window RH 1 D 
110-316008-23 Retainer - ნაით side window LH 1 АП 
110-316008-24 Retainer - Canopy side window RH 1 All 
110-316008-31 цаа - anopy side window LH 1 С 
110-316008-51 Glass - Canopy side window LH 1 D 
110-316008-32 Glass - opy side window RH 1 C 
110-316008 -52 Glass - Canopy side window RH 1 D 
*110-316009-1 Méchhnibm In$tl - Canopy sliding window LS operating (See fig. 
148) | NP | All 
*110-316009-2 Mechanism] Instl - Canopy sliding window RS operating (See fig. 
148) All 
110-316019-1 Retainer Assy| - Canopy sliding window LH G 
110-316019-10 Retaihen Аѕѕу| - Canopy sliding window LH (Use for spares in 
lidu gf part No, 110-316019-1) H 
110-316019-2 Rdtaihen A$sy - Canopy sliding window RH G 
110-316019-20 Retainen Assy] - Canopy sliding window RH (Use for spares іп 
lieu of part No. 110-316019-2) H 
*110-741035 Panel Instl|- Cockpit canopy overhead conl (See fig. 149, 150, 
T 151, 152, and 153) All 
USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 
C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 
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Section I Ἢ T.O. 1C-119F-4 
Group Assembly Parts List 


ας à | GROUP FUSELAGE 
NUMBER IMAJOR ASSEMBLY FUSELAGE CANOPY ASSY. (Continued) 


PART NUMBER 
145 


C-119G 


R4Q2 


C-119G 
R4Q2 


C-119G 


C-119G 


552 


MODEL DESIGNATION SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
92-6012 & Subse quent 
IK-441 & Subsequent 

131690 thru 131719 


51-2662 & Subse quent 
131662 thru 131719 


IK-441 & Subsequent 


51-2662 thru 51-8097 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-5840 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 δι Subsequent 
ІК -441 & Subsequent 


51-2662 thru 51-8097 
51-17365 thru 53-7884 
53-8131 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8168A 
53-8069 thru 53-8130 
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List and Figure 146 Deleted 


Pages 553 and 554 Deleted 


Revised 15 January 1956 555 


Section II T.O. 1C-119F-4 


Figure 147. Windshield Wiper Installation 


556 Revised 15 May 1957 


T.O. 1C-11ყL'-4 Section II 
Group Assembly Parts List 


*110-771410 
D17438-18 
D17562-22 


l- Windshield (See fig. 145) 
ssy -|Windhsield wiper (MQ) 
ΠΕ Windshield wiper (MQ) 
im PARTS 


ANT3-4 cft аға hd stl 10-32 x 19/32 in. 


D17500-9 


А11624 
AN960-416L 


asher - Plain stl light ser 1/4 in. bolt 


A17479 
A17478 
B17320 


(MQ) 
asket |- Mtg plate (MQ) 
ilter As Radio noise (MQ) 


a 


ach rd hd stl 10-32 x 1/2 in. 


AN520-10R8 


D17167 
D17193 


otor & Mount Assy (MQ) 
Motor + Elec 1/6 hp 27 V dc 10,000 rpm (MQ) 
CHING PARTS 

Bolt|- U (MQ) 

Nut + Self locking thin stl 10-32 


A17363 
AN364-1032 


B17315-38 Flex (MQ) LH 


B17315-39 ive Assy -|Flex (MQ) RH 
B17791 nverter|Assy (MQ) 
D16955-20R erter Assy (MQ) 
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Canopy Sliding Window Operating Mechanism Installation 


Figure 148. 


558 


PART NUMBER 


110-316078 


AN364-1032 
AN960-10L 
AN23-23A 


110-316034-50 
110-316034-60 
110-316034-70 
110-316034-110 


110-316034-130 
110-316034-150 


110-316034-170 
110-316034-80 
110-316034-120 


110-316034-140 
110-316034-160 


110-316034-180 
110-316036-21 
110-316035-23 
110-316055 

110-316076-21 


AN393-21 
AN393-27 
AN393-19 
AN393-25 
AN393-29 
AN3 93-23 


110-316054-22 


110-316054-21 


110-316030-1 
110-316030-10 
110-316030-2 
110-316030-20 
110-316032 
110-316032 
110-316033 
110-316033 
110-316074-21 


AN525-10-14 


110-316030-63 
110-3 16030-64 
110-316033 


ATTACHI |G 


il/Assy 


spar 
il ed 
Rail |Aspy 
і |АѕБу 
враг 
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T.O. 1C-119F-4 


le - Canopy sliding window locking 


PARTS 
ocking thin stl 10-12 
lain stl light ser No. 10 bolt 


Bplt|- Cleyis|stl 10-32 x 1-15/32 in. 


Canopy Sliding window top LS 
Canopy sliding window top RS 


anopy sliding window bottom LS 
[ anopy sliding window bottom RS 


anopy sliding window bottom RS 


F Qanopy sliding window bottom RS 
F Qanopy sliding window aft hinge 
F Qanopy sliding window fwd hinge 


~ Canopy sliding window mech fwd hinge 
py Sliding window locking handle 


TS 

იძ 8LI 3/16 x 53/64 in. 
Һа {stl 3/16 x 1-1/64 in. 
һа [511 3/16 x 49/64 in. 
hd |501 3/16 x 61/64 in. 
hd|stl 3/16 x 1-5/64 in. 
hd |51 3/16 x 1-5/64 in. 


19009-1) 


10009-2) 


nel ri - |Canopy sliding window LS 


- Canopy sliding window LS 


nel 1.5 - Canopy sliding window RS 


-|Canopy sliding window RS 
Assy - Canopy sliding window 
Assy - Canopy sliding window 
r 


а е - Canopy sliding window 
r 


ssy - Canopy sliding window 
Qanopy sliding window 

ARTS 

Washer hd stl 10-32 x 7/8 in. 


Glas ს... window RS 


Sliding window LS 


sgy - Canopy sliding window 


- Canopy sliding window LS operating (See fig. 


- Canopy sliding window RS operating (See fig. 


r Canopy sliding window bottom LS 

г Canopy sliding window bottom LS (May be used for 
spares in lieu of part No. 110-316034-70) 

rhil F Qanopy sliding window bottom LS 

il|Assy + Canopy sliding window bottom LS (May be used for 

ie n lieu of part Νο. 110-316034-110 & -70) 


anopy sliding window bottom RS (May be used for 
ie n lieu of part No. 110-316034-80) 


anopy sliding window bottom RS (May be used for 
к in lieu of part Νο, 110-316034-120 & -80) 


liding window fwd hinge (Used on part No. 


liding window fwd hinge (Used on part No. 
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Group Assembly Parts List 


FiGURE & [GROUP FUSELAGE i 
NUMBER [MAJOR ASSEMBLY CANOPY SLIDING WINDOW OPERATING - MECHANISM INSTI 


559 


Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER — | NUMBER 


110-316033 
110-316043 
110-316044 
110-316042-21 
110-316045 
110-316041-21 


AN365-1032 
AN960-10L 
AN525-10-10 


110-316039-10 


AN365-1032 
AN960-10L 

NAS42DD6-24 
AN525-10-16 


Е51095108-.531- 
„062 
110-316040-21 
110-316037-21 
110-316009-3 
110-316009-4 
110-316009-55 
110-316038-30 


AN365-1032 
AN960-10L 
AN525-10-10 


FS109S108-.50- 
‚062 


560 


Т.О. 1С-119Е-4 


ЕРО ee CM MEME Aid 


ციის” — FUSELAGE ეა ος 
MAJOR ASSEMBLY m σος SLIDING WINDOW OPERATING - MECHANISM IN ος 


πμ oe ee | 


Roller |Assy - Canopy sliding window E 
Bolt - Canopy sliding window mech spring centering All 
pring |- Canopy sliding window mech anti-vb All 
Fitting|- Canopy sliding window mech spring act. All 

asher - Canopy sliding window mech sliding bolt All 
Bracket -|Canopy sliding window mech spring bolt mtg All 
TTACHING PARTS 
ut l- Self locking stl 10-32 All 
ashen - Pldin stl light ser No. 10 bolt All 
5 TaN + Washer hd stl 10-32 x 5/8 in. All 
Aratket Assy ~ Canopy sliding window mech upper tube sup. All 
TIACHING PARTS 
ut - Self lodking stl 10-32 All 
Vasher - Plain stl light ser No. 10 bolt All 
Spacer |- Rivet Al al .375 OD x . 191 ID x 3/8 in. All 
бегам + Washer hd stl 10-32 x 1 in. All 
Bushing -|ΕἹ stl .626 OD x .500 ID x . 812 fl dia x . 062 fl 
lgth |x . 531 in. All 
Pit ngj- Canopy sliding window rail act. upper All 
ш - Ganppy sliding window rail act. mech All 
тире -|Cano y sliding window rail act. mech LH All 
Tube - Ca оу sliding window rail act. mech RH All 
Rod |- Rail adt. mech tube All 
racket Assy ~ Sliding window mech tube sup. lower All 
AT HING PARTS 
t + Self flocking stl 10-32 All 
ashe - Plain stl light ser No.10 bolt All 
Ser d Washer hd stl 10-32 x 5/8 in. All 
Bushing - LI stl .626 OD x , 500 ID x .812 fl dia x . 062 fl 
igth x . 50 in. All 
# BLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODH 
A C-119G 51-8098A thru 51-8127A 
М 
B| C-119G 51-2662 thru 51-2716 
51-8016 
51-8128A thru 51-8168A 
С C-119G 51-7968 thru 51-8003 
D C-119G 51-2717 
| 51-8004 thru 51-8015 
91-8017 thru 51-8067 
51-17365 thru 51-17367 
| 52-6000 thru 52-6023 
R4Q2 131662 thru 131719 
E! C-119G 51-8068 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subse quent 


IK-441 & Subsequent 
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FIGURE & GROUP FUSE LAGE 
MAJOR ASSEMBLY CANOPY SLIDING WINDOW OPERATING - MECHANISM INSTL (cont 


πμ, :–>–ძ6ძ6”""" 


| 148 
i USABLE ON 
CODE - | MODEL DESIGNATION SERIAL NUMBERS 
F C-119G 51-2662 thru 51-8067 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
R4Q2 131662 thru 131719 
G C-119G 51-2662 thru 52-5888 
§2-6000 thru 52-6035 
R4Q2 131662 thru 131719 
H C-119G . 52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 
ბ k 
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Section II T.O. 1C-119F-4 


Figure 149. Cockpit Canopy Overhead Control Panel Installation 
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Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL 
ი"ი+–ი"""""""""""""""'" 


*110-741035 


> 


Рапе Inst] - Codkpit canopy overhead conl (See fig. 145) 


AN5800-1 Holder Assy + Correction card A 
AN5823-1 Card - ompass correction (GFAE) A 
*110-749041-250 
(AD) Panel А ssy - Elec sys overhead conl A 
110-749041-3 Hinge -|Overhead conl panel (Made from part No. 

AN25 1-4-1475) 1 A 
110-749041-230 Panel Assy - Overhead conl 1 A 
AN3161P5 Circuit Breaker - Push button non trip free 5 amp 37 A 
AN3161P10 Circuit Breaker - Push button non trip free 10 amp 12 A |! 
AN3161P15 Circuit Breaker - Push button non trip free 15 amp 4 A 
AN3161P25 Circuit Breaker - Push button non trip free 25 amp 1 A 
110-749040-47 Panel - Elec sys overhead conl front 1 A 
110-749039-47 Panel -|Elec sys overhead conl rear 1 A 
A3775-2-327 Light Type A-10 (Spec 32581A) (GMC) 16 A 
D6751-1-5 | Circuit Breaker (5 amp) (SPT) 2 A 


(Continued on figure 150) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098 thru 51-8168 
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Figure 150. 
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Cockpit Canopy Overhead Control Рапе1 Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & 19ου — FUSELAGE UN1TS| USABLE 
INDEX [MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL ა 
PART NUMBER 


(Contin ed from figure 149) 


lec sys overhead conl (See fig. 149) 


stl] - Codkpit canopy overhead conl (See fig. ” '^! All 
P Elec sys overhead conl 


| ქ me 
110-749041-210 Pane 
110-747063 ხია Sw 
8 
8 


AN3021-2 itch 1 One hole mtg single pole toggle 
AN3021-6 itdh 4 One hole mtg single pole toggle 
C110D4 Switdh 4 (HET) 

AN3157-2 Light Assy - Press to test indicator 
AN3121-313 Lamp -|T-3-1/4 bulb sc min bay. base 
AN3027-3 Switch 1 One hole mtg double pole toggle 
AN3021-1 I Switch + One hole mtg single pole toggle 
AN3227-1 i Three hole mtg four pole toggle 
AN3226-2 i Three hole mtg three pole toggle 
110-749041-7 i ockpit overhead conl panel 

No Number i - 25 ohm 25 w type ACKER (OM) 
No Number i - 10 ohm 25 w type ACKER (OM) 
No Number ani - 50 ohm 10 w type ACWIR (OM) 
No Number i$tof - 30 ohm 10 w type ACWIR (OM) 
AN3155-25-50 - Асі power 25 w 50 ohm 
AN3155-50-25 - Acft power 50 w 25 ohm 
AN3155-25-100 - Acft power 25 w 100 ohm 
2CC1B4 i Push button (GE) 

110-749077-3 i + Push button 

10-34635-1 itlon|- Battery (SNT) 

AN3021-8 itch 1 One hole mtg single pole toggle 


> 
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Р ed оп figure 151) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8143A 


C-119G 51-8144A thru 51-8168A 
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Figure 151. 
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Cockpit Canopy Overhead Control Panel Installation 
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FIGURE & [GROUP FUSELAGE 


UN! TS] USABLE 
ος MAJOR ASSEMBLY | COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL ae 

(2 3 4 55 

ων from figure 150) 

*110-741035 ШӘ - Cockpit canopy overhead conl (See fig. 145) 

*110-749041-250 nel Absy “Ples sys overhead conl (See fig. 149) A 
110-749041-210 nel Assy - Elec sys overhead conl (See fig. 150) A 
110-749098 nel ABsy - Overhead conl hot fuel prime (See fig. 35) ** 

1 AN3027-7 XX. 


**"NOTH: Applicable to A/C retrofitted with hot fuel prime. 
AN3021-7 Switch - One hole mig single pole toggle 

110-749041-15 Guard -| Toggle sw (Made from part Νο. AN3028-3) 
AN3227-5 Switch 4 Three hole mtg four pole tdggle 

45A 7400-1 Switch im (CUT) 


id + One hole mtg double pole toggle 


ας 


AN3157-6 Light Assy - Press to test indicator 
AN3121-313 Ld - |T-3-1/4 bulb sc mini bay. base 


» 


ტ3775-2-327 Light Type A-10 (Spec 32581A) (GMC) 

AN3027-1 Switch – One hole mtg double pole toggle 

78-749220 Knob|- Elec sys fuel selector sw 

8918K 618 Switdh + Fuel selector (CUT) 

110-749041-11 ard -| Toggle sw (Made from part No. AN3028-1) 
110-749041-43 ard -| Toggle sw (Made from part No. AN3028-3) 
AN3021-8 itch + One hole mtg single pole toggle 

AN3226-3 itch - Three hole mtg double pole toggle 
78-749015 Sol sw safety 


олдо თ. თ 
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Z 
"d 


110-749040-45 
110-749039-45 
#10245 -1 
110-7400 10-147 
#110-740010-141 - [Overhead panel to disconnect (See fig. 391) 
#110-744307-1 - Overhead panel to disconnect (See fig. 391) 
110-740010-155 - Overhead pane1 to break (See fig. 391) 
110-740010-187 - Overhead panel to disconnect (See fig. 391) 
#110-740010-165 - Overhead panel to disconnect & heater (See fig. 391 
#110-744312-1 | ალ panel to disconnect & heater (See fig. 391) 


/110-740010-16*7 - Dverhead panel to fire ext disconnect (See fig. 391) 

HA 10-744313-1 erhead panel to fire ext disconnect (See fig. 391) 
110-740010-185 Overhead panel to disconnect (See fig. 391) 
110-7400 10-173 Overhead panel to disconnect (See fig. 391) 
110-740010-177 - Overhead panel to disconnect (See fig. 391) 
110-740010-191 - _ panel to prop. wire disconnect (See fig. 


B πὶ = μὲ πὲ ка μὲ πὰ = мш = ка to πὶ = p 


erhead panel to fuel selection disconnect (See 


110-740010- 181 - 
i ი. 

110-740010-183 - Overhead panel to disconnect (See fig. 391) 
110-740010-971 - Overhead panel to disconnect (See fig. 391) 


>>> > P> > P> P > > > > > > > > > > > > > > > > > > > > > > Р > >> >> > >> > 


# Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 
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Figure 152. Cockpit Canopy Overhead Control Panel Installation 


568 


FIGURE & 
INDEX 


NUMBER 


*110-741035 
AN5800-1 
AN5823-1 

*110-749065 


110-749064 


110-749063 


110-749062 


110-749061 


110-749060 


110-744015 


*110-759065-50 
*110-749065-10 
*110-749065-70 
*110-749065-90 
*110-749065-110 
*110-749065-130 
*110-749065-150 
110-749067-10 


110-749064-11 


110-749064-31 
110-749064-71 
110-749064-51 


110-749063-10 
110-749063-50 
110-749063-90 
110-749063-130 


110-749063-110 
110-749063-150 


110-749062-30 
110-749062-10 
110-749062-50 
110-749062-70 
110-749062-90 
110-749062-110 


110-749061-11 


110-749060-10 
110-749060-30 


110-740010-147 


110-744015-30 
110-744015-50 
110-744015-70 
110-744015-150 
110-744015-250 
110-744015-230 
110-744015-190 
110-744015-270 
#110-740010-141 


#110-744307 -1 
110-744307-11 
110-740010-155 
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1 Assy - Elec overhead No 


] Ass 
"t Assy - Elec overhead No 
u of part No. 110-749063-90) (See fig. 155) 


T.O. 1C-119F-4 


verhead conl elec 
verhead conl elec 


- Overhead conl elec 
- Overhead conl elec 
Pvernead conl elec 


verhead conl elec 
erhead conl elec 


061 Inst 
| nge Assy - Elec sys conl 
Lu Assy - Elec overhead No. 5 conl (See fig. 156) 
angel Assy - Elec overhead No. 5 conl (Use for spares in 
f part No. 110-749064) (See fig. 156) 


р lee canopy overhead conl (See fig. 145) 
older Assy + Correction card 

ard - Compass correction (GFAE) 
Ы el Inst] - Derhen conl elec 


- Elec overhead No. 5 conl (See fig. 156) 


lieu 
be ss 
nél Assy - Elec overhead No. 5 conl 


ssy - Elec overhead No. 5 conl (Use for spares in 
lieu pf part Νο. 110-749064-71) 
d Assy - Elec overhead No 


. 4 conl (See fig. 155) 


- Elec overhead No. 4 conl (See fig. 155) 


- Elec overhead No. 4 conl (See fig. 155) 


pe C-4A (SAT) 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 
Overhead panel jumper (See fig. 


Overhead panel to disconnect (See fig. 391 and 


Overhead panel to disconnect (See fig. 392) 
Overhead panel to disconnect (See fig. 392) 
Overhead panel to break (See fig. 


li 
Panel Assy - Elec overhead No. 4 conl (See fig. 
Panel dost - Elec overhead No. 4 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
Panel Assy - Elec overhead Νο. 3 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
Panel Assy - Elec overhead No. 3 conl (See fig. 
P d Assy - Elec overhead No. 2 conl (See fig. 
Panel Assy - Elec overhead No. 2 conl (See fig. 
Panel Assy - Elec overhead No. 1 conl (See fig. 
Panel Assy - Elec overhead No. 1 conl (See fig. 
Panel Assy - Elec overhead No. 1 conl (See fig. 


391) 
392) 
391) 
391) 
391) 
391) 
391) 
391) 
391) 
391) 


. 4 conl (See fig. 155) 
. 4 conl (Use for spares in 


155) 
155) 
154) 
154) 
154) 
154) 
154) 
154) 
154) 
153) 
153) 
153) 
153) 
153) 
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Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL 
PART NUMBER | 2 3 4 5 6 


(For|prior aircraft see fig. 151) 


UN 1 TS! USABLE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 


UNITS] USABLE 
110-744193 Cable Jen - Overhead panel int (See fig. 391 & 392) AO 
110-740010-187 Chble Assy - Overhead panel to disconnect (See fig. 391 & 392) Y 
110-744196 Cable ot - Overhead panel to disconnect RS (See fig. 391 & 
392 AQ 
110-744196-11 Chie Asef - Overhead panel to disconnect RS (See fig. 392) Q 
110-744196-31 ΓΈ; T - Overhead disconnect to overhead panel & wind- 
shield Bulb AX 
#110-740010-165 Cable Assy - Overhead disconnect to overhead panel & 
windshield bulb (See fig. 392) AF 
#110-744312-1 C ble Assy - Overhead disconnect to overhead panel & 
windshield bulb (See fig. 392) AG 
#110-740010-167 Chblb Asoy - Overhead panel to fire ext disconnect (See fig. 
391 352) AF 
#110-744313-1 Chble Assy - Overhead panel to fire ext disconnect (See fig. 
392) AG 
110-740010-185 წა. Assy -/Overhead panel to disconnect (See fig. 391 & 392) B 
110-744194 Cable st - Overhead panel to disconnect LS (See fig. 391 & 
392) w 
110-744194-11 сы» ssy - Overhead panel to disconnect LS (See fig. 391 & 
392) AX 
110-740010-173 Sani Assy - Overhead panel to disconnect (See fig. 391 & 392) B 
110-744233 Cable Assy - [Overhead panel to disconnect RS (See fig. 391 
[δι 392) AR 
110-744233-10 Сы .. - Overhead panel to disconnect RS (See fig. 391 
8 392) AS 
110-740010-177 C UE p» - Overhead panel to disconnect (See fig. 391) B 
110-744234 сы “| - Overhead panel to disconnect (See fig. 391 & 392) C 
110-744013 Cabl 1 - Overhead panel ілі prop. wires (See fig. 392) D 
110-744235 Choib 55 - overhead panel to disconnect prop. wires (See 
| fig. 892) AT 
110-740010-191 C blb SSy -|Prop. wires overhead panel to disconnect (See 
fig. 891) N 
110-740010-181 сы Ass იავ panel to fuel selection disconnect (See 
fig. 891 & 392) : B 
110-744210 Cable Assy - Overhead panel to disconnect (See fig. 391 & 392) AO 
110-744211 Cable Assy - Overhead panel to fuel selector disconnect (See 
fig. 891 & 392) AO 
110-740010-183 Cábl Assy - Overhead panel to disconnect (See fig. 391 & 392) B 
110-744197 Cable Assy - Overhead panel to disconnect (See fig. 391 & 392) AR 
110-744197-10 Cabl Ass] - Overhead panel to disconnect (See fig. 391 & 392) AU 
110-74419'1 -30 C P Assy - Overhead panel to disconnect (See fig. 391 & 392) BC 
110-740010-971 Cable Assy -Overhead panel to disconnect (See fig. 391 & 392) B 
110-744219 Cable Als) - Overhead panel int (See fig. 391 & 392) Z 
110-744219-10 Cho AsSy - Overhead panel int (See fig. 392) AA 
110-744219-30 Cable Assy - Overhead panel int (See fig. 392) AB 
110-744219-70 Cable Ара) - Overhead panel int (See fig. 392) H 
110-744219-50 Cable Assy - Overhead panel int (See fig. 392) AC 
110-744219-90 C bib > - Overhead panel int (See fig. 392) AE 
110-744219-130 Cable Assy - Overhead panel int (See fig. 392) BB 
110-744219-110 Cabl Assy - Overhead panel int (See fig. 392) G 
H#Alternate Parts 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2668 thru 51-8057 
91-17365 & Subsequent 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UN | TS] USABLE 
NM MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL (Cont) ως 


PART NUMBER 1 2 3 4 56 


152 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-2668 thru 51-8030 
131662 thru 131689 


C-119G 51-8031 thru 51-8052 
R4Q2 131690 thru 131719 


C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6003 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6047 
IK-441 thru IK-442 


52-5889 thru 52-5921 
52-5924 thru 52-5926 


IK-443 & Subsequent 
52-6048 thru 52-6058 


52-5927 thru 52-5954 
52-9981 thru 52-9982 


52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 


51-2668 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6058 
IK-441 thru IK-442 
131662 thru 131719 


51-8053 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 
IK-441 thru IK-442 


51-2668 thru 51-8052 
131662 thru 131719 


51-8053 thru 52-5888 
52-6000 thru 52-6058 
IK-441 thru IK-442 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
92-9981 thru 52-9982 
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Section II T.O, 1C-119F-4 
Group Assembly Parts List 


I 
FIGURE & [GROUP FUSE LAGE | 
Кү! MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL (Cont 
матин — [i2380s6 — — — 5 7 


USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 


152 


Q C-119G 52-5922 
53-3166 thru 53-3194 
93-8096 thru 53-8116 


Е C-119G 52-5923 
| 53-3195 thru 53-3206 
53-8117 thru 53-8130 


s! C-119G 52-5889 thru 52-5921 
52-5924 thru 52-5936 


Ti C-119G 53-3207 

| 53-7828 thru 53-7838 
53-7846 thru 53-7884 
| 53-8131 & Subsequent 


у C-119G 53-7826 thru 53-7827 
53-7839 thru 53-7845 


| | IV C-119G S1-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6004 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


! 52-5840 thru 52-5888 
| 52-6004 thru 52-6058 


x 
{ 
| Xj C-119G 51-8053 thru 51-8097 
x IK-441 thru IK-442 


Y C-119G 51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 

R4Q2 131662 thru 131689 


Zi C-119G 51-8031 thru 52-5888 
| 52-6004 thru 52-6047 
IK-441 thru IK-442 


| АА C-119G 52-5889 thru 52-5907 

52-5908 thru 52-5921 
| 59-5924 thru 52-5926 
AB C-119G 52-5927 thru 52-5954 
52-9981 thru 52-9982 


| lad C-119G 53-3136 thru 53-3166 
53-8069 thru 53-8116 


AD C-119G 52-5889 thru 52-5921 
| | 52-5924 thru 52-5954 


52-9981 thru 53-3165 
| 53-8069 thru 53-8095 
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Figure & | GROUP FUSELAGE 


INDEX 


აას. აის ASSEMBLY _ COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL (Cont 


PART NUMBER 
152 
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AH 


AJ 


Е 


Т.О. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 


. 53-3166 thru 53-3194 


C-119G 51-2668 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6042 
IK-441 thru IK-442 

131662 thru 1317719 


53-8069 thru 53-8156 
52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 


C-119G 53-3211 thru 53-7884 
53-8131 & Subsequent 


C-119G 52-5927 thru 52-5954 
52-6048 thru 53-3166 
53-8069 thru 53-8095 


52-5922 thru 52-5923 
52-5927 thru 53-3210 
53-8069 thru 53-8130 
IK-443 thru IK-445 


52-5937 thru 52-9982 
53-3136 thru 53-3210 
53-8069 thru 53-8130 


C-119G IK-441 & Subsequent 


C-119G 52-5922 thru 52-5923 


53-3136 & Subsequent 


C-119G 51-8031 thru 51-8052 
51-8053 thru 51-8097 
52-6004 & Subsequent 
IK-441 & Subsequent 

RAQ2 131690 thru 131719 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6058 
IK-441 thru IK-442 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3165 
53-8069 thru 53-8095 
IK-441 thru IK-442 

131690 thru 131719 


Section I 
Group Assembly Parts List 


UN | TS | USABLE 
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Section II 
Group Assembly Parts List 


NUMBER 


PART NUMBER 


574 


FUSELAGE 
MAJOR ASSEMBLY COCKPIT CANOPY OVERHEAD CONTROL PANEL INSTL (Cont) 


T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBE RS 


C-119G 51-8031 thru 51-8034 


52-6004 thru 52-6011 


C-119G 51-8035 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131690 thru 131719 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subse quent 


IK-441 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 
52-5923 

53-3195 thru 53-7884 
53-8117 & Subsequent 

IK-441 & Subsequent 

R4Q2 131690 thru 131719 


52-5923 
53-3195 thru 53-3210 
53-8117 thru 53-8130 
IK-443 thru IK-445 


C-119G 53-5211 thru 53-7884 
93-8131 & Subsequent 
IK-446 & Subsequent 


C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 & Subse quent 
IK-443 & Subsequent 


51-2668 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 


C-119G IK-443 thru IK-445 


C-119G IK-446 & Subsequent 


C-119G 52-5923 
93-3195 thru 53-7884 
53-8117 & Subsequent 


C-119G 52-5889 thru 52-5922 
52-5924 thru 52-5954 
52-9981 thru 52-9982 
53-3166 thru 53-3194 
93-8069 thru 53-8116 
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UNITS] USABLE 


Т.О. 1C-119F-4 Section II . 


Figure 153. Electrical Overhead No. 1 and No. 2 Panel Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE გ LOROUP FUSELAGE UNITS] USABLE 


NUMBER [MAJOR ASSEMBLY ELECTRICAL OVERHEAD NO. 1 & NO, 2 PANEL ASSY КЛ 
PART NUMBER 
153 110-749061 lec overhead No. 2 conl (See fig. 152) A 
110-749061-11 Ele overhead No. 2 conl (See fig. 152) B 
110-749098 ¢rhead conl hot fuel prime (See fig. 35) XX 
- 1 AN3027-7 One hole mtg double pole toggle X 
: Applicable to A/C retrofitted with hot fuel prime. 
- 1А | 110-749067-30 ae lec sys overhead conl 2 C 
- 2 AN3021-1 One სისი mtg single pole toggle 2 ο 
- 3 AN3027-1 ое ole mtg double pole toggle 1 C 
- 4 AN3226-2 Switch 4 Three hole mtg double pole toggle 1 C 
-5 |AN3227-1 Switch + Three hole mtg four pole toggle 1 ς 
- 6 | 45A7400-1 Switch Assy (CUT) 2 ο 
- 7 |#110-749061-3 Guard -| Toggle sw (Made from part No. AN3028-3) 2 D 
#110-749061-5 Cla -| Toggle sw (Made from part No. AN30 28-3) 2 E 
- 8 AN3227-5 Switch + τ hole mtg four pole toggle 2 C 
- 9 AN3021-7 Switch ~ One foe mtg single pole toggle 2 С 
-10 AN3021-8 Switch + One hole mtg single pole toggle 2 C 
-11 10-34635-1 Switch - Ign (ΝΤ) 2 С 
-12 110-747063 Guard -iT თინ Sw master battery & ign 1 C 
-13 AN3021-2 Switch + One hole mtg single pole toggle 3 P 
AN3021-2 Switch - One hole mtg single pole toggle 2 Q 
AN3021-6 Switch 4 One hole mtg single pole toggle 1 Q 
-14 18-149015 Guard - So : safety 1 С 
-15 200184 Sitch 4 Push|to salvo (GE) 1 F 
110-749077-3 Switch Paratainer salvo (Make from GE part No. 2CC1B4) 1 G 
-16 AN3155-25-50 eo αἱ - Асі power 25 w 50 ohm 1 C 
-17 | AN3155-25-100 ера - |Acft power 25 w 100 ohm 2 
-18 AN3155-50-25 eostat - Acft power 50 w 25 ohm 1 C 
-19 |A3775-2-327 Light Type А10 (Spec 32581A) (СМС) 9 σ 
-20 | 110-749053-5 Panel - Overhead conl front plastic i A 
110-749053-7 Ppa - Overhead conl front plastic 1 B 
-21 110-749053-3 Panel - Оу τ. conl rear 1 C 
110-749060 Panel Assy - Elec overhead No. 1 conl (See fig. 152) Ref H 
110-749060- 10 Panet Assy - Elec overhead No. 1 conl (See fig. 152) Ref] J 
110-749060-30 Pane Ару - Elec overhead No. 1 conl (See fig. 152) Ref K 
-22 110-749067-30 Hinge Assy - Elec sys overhead conl 2 C 
-23 110-749060-3 Guard -"Tdegle sw (Made from part No. AN3028-1) 3 C 
-24 110-749060-11 Guard -|'Toggle sw (Made from part No. AN3228-2) 2 C 
-25 AN3021-8 Bind 4 Ae ole mtg single pole toggle 3 C 
-26 AN3226-3 Switch – Three hole mtg double pole. toggle 2 C 
-27 | 78-749015 аг -|Sol sw safety 2 | M 
-28 67372-1 Switch 4 Push] button feathering (HS) (GFAE) 2 M 
-29 | 78-749220 ni - ер sys fuel sel sw 2 C | 
-30 8918K 618 Switch – Fuel sel (CUT) 2 C 
-31 |C100D4 Switch + (HE T) 1 ο 
AN3021-7 sit - Oye hole mtg single pole toggle 1 K 
-32 #3775-2-327 L1 nt Type A10-(Spec 32581A) (GMC) 8 C 
-33 AN3157-6 Light Agsy|- Press to test indicator 4 C 
~34  |AN3121-313 Lim - IT-3-1/4 bulb sc mini bay. base 4 C 
-35 110-749052-11 P nel - rhead conl front plastic .1 H 
110-749052-15 Pane] - отра conl front plastic 1 J 
110-749052-31 Panel - rhead conl front plastic 1 K 
-36 110-749052-7 Panel - რაას conl rear 1 H 
110-749052-13 Panel - Overhead conl rear 1 J 
110-749052-17 Panel - oie ead conl rear 1 K 
# Alternate Parts 
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| 


Т.О. 1С-119Е-4 


x дымы: 
FIGURE & | GROUP FUSELAGE 


Section II 
Group Assembly Parts List 


UN I TS} USABLE 


NADEX [MAJOR ASSEMBLY ELECTRICAL OVERHEAD NO. 1 & NO. 2 PANEL ASSY (Co CERRO 


PART NUMBER | 2 3 4 5 6 


153 
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MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


ASSY.| CODE 


SERIAL NUMBERS 


51-2668 thru 51-8097 
51-17365 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 and Subsequent 
IK-443 and Subsequent 


51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2668 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
ІК-441 and Subsequent 


51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent i 
131690 thru 131719 

51-2668 thru 51-8052 

131662 thru 131719 


51-8053 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 


52-5927 thru 52-5954 
52-6048 and Subsequent 


IK-443 and Subsequent 


131662 thru 131719 


51-2668 thru 51-8097 
51-17365 thru 52-5921 
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Section II T.O. 1С-119Е-4 
Group Assembly Parts List 


NUMAE ა. ορ ეო: sss ge 
| | op FUSELAGE 
M PM U UN I TST USABLE 
u Y ELECTRICAL OVERHEAD ΝΟ. 1 & NO. 2 PANEL ASSY (Cont. PER | ON 
PART NUMBER 
153 MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 


IK-441 thru IK-442 
131662 thru 131719 


51-2668 thru 51-8097 
51-17365 and Subsequent 
i IK-443 and Subsequent 
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T.O. 1C-119F-4 Section II 
| Group Assembly Parts List 
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Section Π T.O. 1C-119F-4 


6787 


Figure 154. Electrical Overhead No. 3 Panel Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
os MAJOR ASSEMBLY ELECTRIC OVERHEAD NO. 3 PANEL ASSY 
E S ος 


154 110-749062 
110-749062-30 
110-749062-10 
110-749062-50 
110-749062-70 
110-749062-90 
110-749062-110 


UN I TS] USABLE 


Assy -| Elec overhead No. 3 conl (See fig. 152) 
Assy - Elec overhead No. 3 conl (See fig. 152) 

Panel Assy - Elec overhead No. 3 conl (See fig. 152) 
Panel Assy - Elec overhead No. 3 conl (See fig, 152) 
| 4 Elec overhead No. 3 conl (See fig. 152) 

ү 1 Assy - Elec overhead No. 3 conl (See fig. 152) 
s -| Elec overhead No. 3 conl (See fig. 152) 


- 1 110-749067-30 i e Assy - Elec sys overhead conl 

- à 110-749062-5 uard r (Make from part No. AN3028- 1) 

-3 AN3021-2 Switch - One hole mtg single pole toggle 
AN3021-2 Switch - One|hole mtg single pole toggle 

- 4 | AN3027-3 Switch |- Опе ი016 mtg single pole toggle 
AN3027-3 sea - Qnelhole mtg single pole toggle 

- 5 45A7400-1 itch Assy (CUT) 

- 6 110-749062-3 аір - Co ipi overhead conl panel 

- 7 No Number Hesistgr 29 ohm 25 w type ACKER (ОМ) 

- 8 | No Number esistor + 10 ohm 25 w type ACKER (ОМ) 


- 9 Νο Number 

-10 ΝΟ Number 

-11 AN3157-6 

-12 AN3121-313 

-13 C100D4 

-14 #3775-2-327 
*110-741066-10 
*110-741066-30 


Resistor + 50 ohm 10 w type ACWIR (OM) 
ΤΙ 30 ohm 10 w type ACWIR (ΟΜ) 
ight a -|Press to test indicator 

amp 4 T+3-(1/4 bulb sc mini bay. base 
ხავის - Sha (HET) 
light Type A-10 (Spec 32581A) (GMC) 
SA sie - [Elec sys overhead conl 

ight Instl - Elec sys overhead conl 


2 zZ 


= — ка μὰ = ка ка ка ка κα ка μα πὲ ка ка — κα ΤΟ ΠΟ - π: 00 Co ка ке ке ке P9 m 


-15 $1025 Lamp (Spec FES-72) 
-16 110-747048 Hradicel -|Elec sys overhead panel ° 
-17 110-749054-5 anel + О erhead ლიი! front plastic 

110-749054-7 Banél ] Over ead conl front plastic 

110-749054-31 Banel 4 Oyerhead conl front plastic 


110-749054-15 ird 4 ο... conl front plastic 
10 


110-749054-35 апё1 erhead ლიი) front plastic 
110-749054-37 di 1 4 Overhead conl front plastic 
110-749054-43 anel | Overhead conl front plastic 
110-749054-51 Overhead conl front plastic 


-18 110-749054-3 
110-749054-17 
110-749054-13 
110-749054-33 
110-749054-45 
110-749054-41 
110-749054-47 


i 1 4 
ang 4 Overhead conl rear 
1 4 Overhead con! rear 
Hing 410 τ conl rear 
ead conl rear 
de 140 ა. conl rear ° 
ead conl rear 
Panel 4 Oyerhead conl rear 


Qm 3 Ü მ tJ KODE oO g ZJ O »π'οππππππππππππο Z Z: W S I Q j 3 D OQ IJ > 


USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 


A C-119G 51-2668 thru 51-8030 
R4Q2 131662 thru 131689 


B C-119G 51-8031 thru 51-8052 
R4Q2 131690 thru 131719 


С C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6003 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List: 


FIGURE & | GROUP FUSELAGE 


МАРЕК [MAJOR ASSEMBLY ELECTRIC OVERHEAD NO. & PANEL ASSY (Continued) 


PART NUMBER 


UNITS] USABLE 


MODEL DESIGNATION . SERIAL NUMBERS 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6058 


IK-441 thru IK-442 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-9981 thru 52-9982 


C-119G 52-5922 thru 52-5923 


53-3136 & Subsequent 


C-119G IK-443 & Subsequent 


C-119G 


51-2668 thru 51-8097 

51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-8053 & Subsequent 


IK-441 & Subsequent 


C-119G 51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


R4Q2 131662 thru 131689 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
ІК-441 & Subsequent 


R4Q2 131690 thru 131719 


51-2668 thru 51-8097 
51-17365 thru 52-5888 
92-6000 thru 52-6058 
IK-44] & Subsequent 
R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 


52-9981 & Subsequent 


C-119G 


52-6001 thru 52-6003 


C-119G 51-17365 thru 51-17367 


52-6000 


C-119G 51-2668 thru 51-8097 
51-17365 thru 52-5621 
52-5924 thru 52-9982 


R4Q2 131662 thru 131719 
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Figure 155. Electrical Overhead No. 4 Panel Assembly 
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Secuun 11 1,U, αν, 7119 I -4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


INDEX 
NUMBER 


TT TS| USABLE 
MAJOR ASSEMBLY ELECTRIC OVERHEAD NO. 4 CONTROL PANEL ASSY PER | ON 


ASSY.| CODE 
PART NUMBER 


110-749063 სია '“'“უ".' (See fig. 152) Ref| A 
110-749067-30 Шш Assy - Elec sys overhead conl panel 2 A 
AN3161P5 | Circuit Breaker - Push button non trip free 5 amp 16 A 
AN3161P10 x ο οι IBrëaker - Push button non trip free 10 amp 13 R 
AN3161P10 |! Circuit Brea er - Push button non trip free 10 amp 11 5 
D6751-1-5 | пеш Brea - 5 amp (SPT) 2 Α 
71766 i C|rcuit Breaker - Sync (HS) (GFAE) 2 R 
A3775-2-327 | ett Туре A | 10 (Spec 32581А) (GMC) 9 A 
110-749055-13 | Panel - Overhead conl front plastic 1 B 
110-749055-31 Panel - Overhead conl front plastic 1 C 
110-749055-7 | Panel - Overhead conl rear 1| B 
] 110-749055-17 Panell - Overhead conl rear 1 C 
] 110-749063-10 Pànel Assy - სეზ! c overhead No, 4 conl (See fig. 152) Ref D 
] 110-749067-30 ; Hinge Assy ee sys overhead conl panel 2 D 
AN3161P5 | Circuit Breaker - Push button non trip free 5 amp 15 D 
| AN3161P10 , Circuit Breaker - Push button non trip free 10 amp 11 D 
| 25005-5 Circhit pst - 5 amp (MEH) 2 D 
| PSM3 | ... Brea er - 3 amp (SPT) 1 D 
A3775-2-327 Light Туре A110 (Spec 325814) (СМС) 9 D 
110-749055-11 Panel -|Overhead conl front plastic 1 D 
110-749055-15 Pinel -|Overliead conl rear 1 D 
110-749063-50 Panel Assy - Eldc overhead No. 4 conl (See fig. 152) Ref] J 
110-749063-90 ο. Assy - Eléc overhead No. 4 conl (See fig. 152) Ref K 
110-749063-130 | Panel Assy - Eldc overhead No. 4 conl (Use for Spares in lieu of 
| part No} 110-749063-90) (See fig. 152) Ref 
110-749063-170 дү пе lec overhead No. 4 conl (See fig. 152) Ref 
110-749067-30 Ніпре Assy - Elec sys overhead conl panel 2 
16 


AN3161P5 | Circuit E - Push button non trip free 5 amp 
AN3161P10 ; Circüit Breaker - Push button non trip free 10 amp 
25005-5 | EE Er - 5 amp (MEH) 

PSM3 | Circüit Breaker - 3 amp (SPT) 

#ტ3775-2-327 


to 
O < O O O O OOP ' E 


1 
Light Туре A110 (Spec 32581A) (GMC) 9 
110-749055-37 Panel - Overhead conl front plastic 1 
110-749055-47 Panel - Overhead conl front plastic 1 
110-749055-41 Panel - о соп] геаг 1 
110-749055-51 ΓΡ nel -IOverhead conl rear 1 
USABLE ON 
ere MODEL DESIGNATION SERIAL NUMBERS 
i 
A| C-119G 51-2668 thru 51-8052 
R4Q2 131662 thru 131719 


C-119G 51-2668 thru 51-2716 
51-7968 thru 51-8003 


51-8016 


51-2717 
| 51-8004 thru 51-8015 
51-8017 thru 51-8052 
131662 thru 131719 


91-8053 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6058 

IK-441 thru IK-442 
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"FIGURE & | GROUP 
ο INDEX 
| NUMBER 
| | PART NUMBER 
' 155 


| 


Revised 15 May 1957 


MAJOR ASSEMBLY 


FUSE LAGE 


| 2 3 4 5 


USABLE ON | 


6 


T.O. 1C-119F-4 


C-119G 


C-119G 


C-119G 


C-119G 
C-119G 
C-119G 
C-119G 


R4Q2 


C-119G 


ELECTRIC OVERHEAD NO. 4 CONTROL PANEL ASSY (Cont) 


MODEL DESIGNATION SERIAL NUMBERS 


952-5889 thru 52-5921 
52-5924 thru 52-5936 


52-5922 thru 52-5923 
52-5937 thru 52-5954 
52-9981 thru 53-3210 
53-8069 thru 53-8130 


52-5922 thru 52-5923 
52-5937 thru 52-5954 
52-9981 thru 53-7879 
53-8069 & Subsequent 


52-5889 thru 52-5954 
52-9981 & Subsequent 


52-5922 thru 52-5923 
52-5937 thru 52-5954 
52-9981 & Subsequent 
53-7880 thru 53-7884 


52-5889 thru 52-5954 
52-9981 & Subsequent 


131662 thru 131719 


51-2668 thru 51-8052 


Section II 
Group Assembly Parts List 


PER 
ASSY. 


| 
UN 1 TS| USABLE 


ON 
CODE 


583 
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6789 


Figure 156. Electrical Overhead No. 5 Control Panel Assembly 
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T.O. 1C-119F-4 


MAJOR ASSEMBLY 


PART NUMBER I 2 3 ს 5 6 


110-749064 
110-749064-11 


spare repl 
AN3161P5 Circhit|Bre 
AN3161P10 Circuit 
AN3161P15 Circpit 
AN3161 P25 Вг 
A3775-2-327 type 


110-749056-9 Panel - Over 
110-749056-7 ` Panel -| Over 
110-749064-51 nal Assy - El 
AN3161P5 Circuit|/Bre 
AN3161P10 Cir cpit|/Br 
AN3161P15 Circuit Br 
AN3161P25 it/Br 
A37175-2-327 ight Type A 
110-749056-19 1 -| Over 


110-749056-17 


GROUP FUSELAGE 


ELECTRIC OVERHEAD NO. 5 CONTROL PANEL ASSY 


Elec overhead No. 5 conl (See fig. 152) 
- E overhead No. 5 conl (See fig. 152) (Use for 


it/Breaker - Push button non trip free 10 amp 


Section II 


Group Assembly Parts List 


in lieu of part Νο, 110-749064) 
er - Push button non trip free 5 amp 


i BD - Push button non trip free 15 amp 


А-10 (Spec 32581A) (GMC) 
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er - Push button non trip free 25 amp 


ead conl front plastic 

ead conl rear 

c overhead No. 5 conl (See fig. 152) 
er - Push button non trip free 5 amp 
er - Push button non trip free 10 amp 
er - Push button non trip free 15 amp 
er - Push button non trip free 25 amp 
10 (Spec 32581A) (GMC) 

ead conl front plastic 

iead conl rear 


юш 
= სა сб RA мә CO ке {у ка кє «ο on — a 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q2 


IK-441 thru IK-442 
131662 thru 131719 


C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 


IK-443 & Subsequent 


BWW WN D J J D p Pr p p p >> > 


UNITS] USABLE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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Section II 


T.O. 1C-119F-4 


6505 


Figure 157. Aft Section Electrical Installation 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
წესისა” MAJOR ASSEMBLY AFT SECTION ELECTRICAL INSTL 


UN I TS} USABLE 


ON 
CODE 
სისი სე... — — —  — S O OO 
*110-741017 Electrical Inst] -|Fus aft sect. (See fig. 94) Alt 
AN3099-6 Co e - Top & bottom fus light (Diffusing with shield) #11 
AN3131-303 Lamp - ncandescent, sc bay. candelabra G-6 bulb АП 
AN3177-9 πι. Assy |- Top & bottom fus All 
ATTACHING PARTS 
AN530-6-8 Screw - Sheet metal rd hd stl No. 6 x 1/2 in. All 
ÀN3030-5 Light Assy |- (RUN formation All 
ATTACHING BARTS 
AN505-4-10 "I - 821 flat hd mach stl No. 4-40 x 5/8 in. All 
AN3121-313 შთ. - T-3-1/4 bulb sc mini bay. base All 
*110-741009 Limit Switch Instl - Wing flap (See fig. 161) All 
110-742011 B дев} -|Wing flap jet A 
110-742010 T -| Wing flap jet A 
110-742010-5 Cover - Wing flap jct box А 
CA275X ο... r ო. Α 
МА545-10-3 Рапе Ау - Elec conn A 
AN3371-1 ჩიხა - 200 amp spst intermittent Α 
*110-741089 Box Inst] - Prop. relay (See fig. 108A) B 
DR10 B {> wer jet (Spec 27446B) (BX) (Class 05-F) (GFAE) All 
А-1 АШ fier - Single channel Е-1 flux gate (Spec 27447-B) (Class 
05+F) (GFAE) С 
16500-1-D A ише -| 51ით10 channel F-1 flux gate type A-1 (Spec 27447-B) 
(Chs 05-F) (BX) (GFAE) D 
#12320-1-D Amplifier -| Multiple channel type 8-2 (Spec 27595-B) (ECP) 
(Class 05-R) (GFAE) F 
#12377-1-A ` Amplifier - Multiple channel type B-2 (ECP) (Class 05-F) 
(GFAE) G 
AN3533-1 Inverter |- ο. А 500 V amp three phase ο 
F20-4 Inverter - (lass A 500 V amp three phase (PECS) D 
CE31C601G Сарадіїог ( de E 
#AN3515-1 In ae - bin S À 1500 V amp single phase (GFAE) C 
#53C6767 Inver erj|- Class А 1500 V amp single phase (GFAE) D 
#Alternate Parts 
(C να on fig. 158) 
ხვტ8 E Bl MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-8098A thru 51-8-68A 
B C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
R4Q2 131690 thru 131719 
ο] C-119G 51-2662 & Subsequent 
R4Q2 131662 thru 131719 
D C-119G IK-441 & Subsequent 
Í 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & (GROUP FUSELAGE UNITS] USABLE 


სიის MAJOR ASSEMBLY AFT SECTION ELECTRICAL INSTL (Continued PER | ON 


ASSY.| CODE 
PART NUMBER 123 4 56 
157 a 
USABLE 


CODE MODEL DESIGNATION SERIAL NUMBERS 


E C-119G 51-2705 thru 51-8097 
51-17365 thru 52-5921 
92-5924 thru 52-5926 
52-6000 thru 52-6047 


R4Q2 131662 thru 131719 
F X-119G 51-2662 thru 52-5840 
52-6000 thru 52-6027 
R4Q2 131662 thru 131719 
G C-119G 52-5841 thru 52-5954 
52-6028 & Subsequent 
IK-441 δι Subsequent 


Revised 15 February 1957 589 


Section II T.O. 1C-119F-4 


Figure 158. Aft Section Electrical Installation 


590 Revised 1 September 1956 


INDEX 
NUMBER 


PART NUMBER 


*110-741017 
1042-14A 
1589-1C 
40D8445-2 

*110-741095-10 

*110-741095-30 

*110-741095-50 
74217 

#468100 

#468100-1 

#468 100-0-1 

#6502251 

*110-741092-1 

*110-741092-2 

*110-741034-1 

*110-741034-2 

*110-741034- 10 

*110-741034-7 
TD-800 


E-2 


TD-800 
M-2 
PR-9502A 


*110-741048 
11832 
AN3150-A 
AN3150-A 

*110-725004 
DR-18 

*110-741004 

*110-741090 

*110-725005 

*110-741093 

*110-741093-10 
78-747154 
AN3124SB307 
AN3049-1 

*110-741062 
110-741061-10 
110-741061- 10 
174-745001-31 
110-747124-11 
AN3049-1 
AN3133SB311 

*110-745004 

*110-745021 

*110-745005 

*110-745002 
AN3099-1 
AN3131-303 
AN3177-9 

*213-743104 
213-745006-1 
AN3436-3-13 
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Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


FUSELAGE 


AFT SECTION ELECTRICAL INSTL 


= CI 
E 3. 


O 


LL LC 3 3M 
5 


—— 


(დ! 
£ 

c 
EA 


bl 


bib 


3 σπσΟΩΩΩ 
pot 


rr 


ales 


г Instl - 
imer (HS 
mer (P 


P 
P 


G 
G 


(GF 
l 

> 
4 


x 


A 
1( 
1 ( 
Floo 


sy & 


d - 
Inst 

Inst] - 
Inst] - 


inüed from Figure 157) 

Inst1 + Fus aft sect. (See fig. 94) 
den voltage (APP) (Spec 17-R-21) (BX) (Class 03-C) 

rt Gen voltage (Eng) 

- Regulator (AIV) 


Prop. 
Prop. 
Prop. 
(GFAE) (Ea leg 30 sec. on) 
I) (GFAE) 
Т) (GFAE) 
I) (GFAE) 


A BD) (GFAE) 


main jct (See fig. 159) 
main jct (See fig. 159) 
LS elec 


Gan overvoltage 
L Gen overvoltage (Type E-2) (HEM) (Class 03-C) 
(GFAE) 
Gen overvoltage (Class 03-C) (GFAE) (Use for spares 
in lieu of part No. 110-741034-7) 


n overvoltage (Class 03-C) (HEM) (GFAE) 
n field conl 28 v dc (Class 03-C) (GFAE) 


Gdn field conl 28 v dc (PHOASTRON) (Class 03-C) 


E) 


(GFAE) 
34 amp hr shield storage (GFAE) 


- 24 ү 34 amp hr shielded storage (GEMC) (GFAE) 


- F-1 auto-pilot amplifier 
Amplifier (Class 05- F) (GFAE) 
& Regulator Inst] - Elec (See fig. 162) 


to pilot controller jct (See fig. 164) 
or breakdown see index No. 7) 

or breakdown see index No, 7) 
light 


Ао relay (See fig. 160) 


5-8 bulb sc candelabra bay. base 


Cabin dome open 
Instl - Fus dome 


- Fus dome 


Assy - Fus dome 

ght as 

ght Assy - End loading 

ight Assy - End loading 
uc A 

Lamp - 


ssy - Open cabin dome 

Incandescent sc bay. base candelabra 

Fus rear sect. (See fig. 165, 166, 167 & 168) 
Fus rear sect. (See fig. 165 & 167) 

Fus bottom sect. (See fig. 165, 166, 167 & 168) 
Киз bottom sect. (See fig. 165 & 167) 


Top & bottom fus light 
andescent sc bay. candelabra G-6 bulb 


Top & bottom fus 
ips Inst1 - Fus sta 546 (RS) 
trip Assy - Fus sta 546 

- Elec 


UNITS| USABLE 
ON 


CODE 


An 


demmoou«noonNumnNuNEZE 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 
PART NUMBER 


*213-743102 
8B743755-1 
A4265-4-307 
А4265-3-307 
*213-747006 
213-745009-1 
JV5 
AN3234-1 
213-745014-3 
213-745011-3 
213-745012 
110-423059 
213-745010-3 
213-745013-1 
NAS537B7-47 
*213-747003 
AN150-16L 
213-745025-1 
NAS77-3-14 


IVA1 
*213-141004 
AN3210-1 
AN3167-1 


# Alternate Parts 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


USABLE ON 


r = 


m 


Tube 
Plate 
B 
itch Ins 
T ке 
ArmiA 
Bushing 
x 
Switch 
itch Ins 
Swit 


Actuator - 


DE 


ο... 


d 


SBY 


| 


20 
ег 


55у 


à 


A 


kl 


| 


06 


GROUP FUSELAGE 


ΑΕΤ SECTION ELECTRICAL INSTL (Cont) 


tl | Flight operable door (RS) 
- Alarm type J-3 (Spec 32468A) SPFI) 


amp (POT) 
- Type A (MAL) 


- Flight operable doors troop jump 

- Jump sig lights 

ssy (GMC) 

ssy (GMC) 

Flight operable doors intermediate hood (LS) 
- Hood intermediate position 


- Sw (MCS) 
Class E limit 


ood intermediate position sw 
| Fitting + Hood intermediate position sw 
~ Hood intermediate position sw 
ring - Hood intermediate position sw 
- Hood intermediate position sw 
ls - Hood intermediate position sw mtg 
Shing - Plain press fit bronze undersize ID 
Hood up indicator limit 


Assy - Fork 


Hood up indicator sw 

1 press fit stl ,3136 OD x .190 ID x . 437 fl dia 
2 fl lgth x . 140 in. 

C8) 

Hood down lock 
h 4 Low travel limit 
Class B limit sw 


MODEL DESIGNA TION 


C-119G 
R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


UN I TS] USABLE 
ON 


SERIAL NUMBERS 


51-2662 & Subsequent 
131662 thru 131719 


IK-441 & Subsequent 


51-8031 thru 51-8052 
131690 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8053 thru 51-8075 
52-6004 thru 52-6023 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
91-8076 thru 51-8097 
52-5846 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 
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FIGURE & 
INDEX 
NUMBER 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


C-119G 


Section II 


Group Ássembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
131690 thru 131719 


51-2662 thru 51-8018 
51-8098 thru 51-8168 


91-8019 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8031 thru 51-8034 


51-8035 thru 51-8052 
131690 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


52-5889 thru 52-5954 


‚ 92-6036 thru 53-3203 


53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7884 
53-8125 & Subsequent 
JK-443 & Subsequent 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-584" thru 52-5954 
52-6028 & Subsequent 


131662 thru 131719 
51-8125 thru 51-8168 
51-2662 & Subsequent 


IK-441 & Subsequent 
131662 thru 131719 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FUSELAGE 
NUMBER [MAJOR ASSEMBLY AFT SECTION ELECTRICAL INSTL (Cont) 


ON 
ASSY. | CODE 
μπε. [һзу CCS 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8052 
51-8098 thru 51-8168 
IK-441 & Subsequent 


131690 thru 131719 
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Section IT 
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i 


6, ER 


A 


Fi 


და 


< 
SSAA 


ROTATED 


ROTATED 


Electrical System Main Junction Box Installation 


Figure 159. 
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Section II 
Group Assembly Parts List 


FIGURE & 


596 


INDEX 
NUMBER 


GROUP FUSELAGE 


ELECTRICAL SYSTEM MAIN JUNCTION BOX INSTL 


MAJOR ASSEMBLY 


PART NUMBER 


*110-741092-1 
*110-741092-2 
110-742089-10 
110-742089-50 
110-742089-110 
110-742089-150 
110-742091-10 
110-742091-50 
110-742091-150 
110-742091-210 
110-742091-330 
110-742091-430 
110-742091-490 
110-742091-530 
110-742091-310 
110-742091-390 
110-742091-510 
110-727004 
110-742014 
110-742090 
110-742090-10 
110-742090-30 
110-742090-50 
AN3352-1 
3AG2 

3AG2 

3AG1 

3AG1 

33461 

33461 
AN3436-3-16 
AN3350-1 
AN3350-1 
AN3339-1 
49-1416 
49-1416 
49-1416 
ÀN3160-20 
AN3160-5 

43A 8304-3 
AN3160-50 
AN3160-25 
AN3160-15 
110-742108-7 
AN3436-10-3 
110-742092-10 
110-742092-30 
110-742092-50 
110-742092-90 
110-742092-110 
110-742124-1 
110-742092-190 
110-742092-230 
110-742092-270 
110-742092-150 
110-742092-210 
110-742092-250 


E J UD UU Z DU UU QU t DJ 


© 


თ თ 
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1L 
it 


< << < < < ο < ο << << 


Ass 


------} 


— I '”I 


+ 


b 


თ 
თ 


bree μι 


95 Ὁ сл 


Elec sys main jet (See fig, 158) 
Elec sys main jct (See fig. 158) 


j: 


main jet box 
main jet box 
L main jet box 
R main jct box 
R main jct box 
IR main jct box 
R main jct box 
IR main jct box 
iR main jet box 
R main jct box 
IR main jct box 
IR main jct box 
R main jet box 
IR main jet box 


: ჯიმ1ი 10L ხიX 


τ conl cable color code (See fig. 159A) 


ain jct box warning (See fig. 159A) 
main jet box ; 

main jet box 

main jct box 

main jct box 

amp 2 pst 


mp (BUS) 
mp (BUS) 


p (BUS) 
p (BUS) 


Fuse (JR) 


se (JR) 

- Elec term. 
amp spst 
amp spst 
amp 3 pst 


reaker - Sw type non trip free 
aker - Sw type non trip free 
aker - 3 amp 

it Breaker - Sw type non trip free 


reaker - Sw type non trip free 
reaker - Sw type non trip free 
- Jct box 

y - Elec term. 


main jct 
main jct 
main jct 
main jct 
main jct 
main jct 
main jct 
main jct 
main jct 
main jct 
main jct 


mn 


mj Bj mU md SJ MJ მუ DJ SJ m3 Dd 


main jct 


UN! TS] USABLE 


== pb ка ма ма ыа ыз ыш ш μα ыа ыа ыл κα 
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Т.О. 1C-119F-4/NAVAER 01-115CCB-4 . Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


სა [MAJOR ASSEMBLY ELECTRICAL SYSTEM MAIN JUNCTION BOX INSTL (CONT) 


PART NUMBER I 2 3 4 5 6 


UN ITS} USABLE 


159 
110-742092-290 Box Assy -|R main jet 1 AO 
110-742092-310 Box Assy -|R main jct 1 AP 
-15 3AG3 Fuse |- 3 amp (BUS) 2 Q 
-16 3AG2 Fuse |- 2 amp (BUS) 2 G 
3AG2 Fuse |- 2 amp (BUS) 4 H 
-17 3AG1 Fuse |- 1 amp (BUS) 6 G 
3AG1 Fuse |- 1 amp (BUS) 4 H 
-18 3AG-1/4 Fuse - 1/4 amp (BUS) 2 | # 
-18А 3AG5 Fuse |- 5 amp (BUS) 2 R 
-19 33461 Holder 4 Fuse (JR) 6 L 
33461 Hdlder - Fuse (JR) 7 R 
33461 Halder + Fuse (JR) 5 Y 
-20 AN3352-1 Relay - 55 amp 2 pst 4 A 
-21 AN3436-3-16 Block A$sy|- Elec term. 7 A 
-22 AN3370-1 Relay - 200 amp spst 1 A 
-23 110-742108-5 Busbar + Jet box 1 w 
110-742108-9 Busbar + Jet box 1 AH 
~24 110-742108-3 Busbar + Jet box 1 A 
-25 49-1416 Guard (CUT) 9 T 
49-1416 jar (CUT) 8 U 
49-1416 Guard (CUT) 7 AV 
49-1416 Guard Gu ) 6 F 
-26 AN3160-10 Circuit Breaker - Sw type non trip free 2 5 
AN3160-10 Circuit Breaker - Sw type non trip free 1 AU 
-27 AN3160-5 Circuit Bręaker ~ Sw type non trip free 3 XX 
AN3160-5 Circuit Bu. - Sw type non trip free 1 x 
AN3160-5 Circuit Breaker - Sw type non trip free 2 ** 
-28 AN3160-35 თხი Βτθαίκετ - Sw type non trip free 1 B 
. AN3160-20 Circuit Bréaker - Sw type non trip free 1 АА 
AN3160-20 Circuit Breaker - Sw type non trip free 2 AB 
-29 АЇЧЗ 160-25 Circuit faker - Sw type non trip free 2 A 
-30 AN3160-50 Circuit Breaker - Sw type non trip free 1 A 
-31 AN3160-15 Circuit Breaker - Sw type non trip free 1 J 
-32 43A 8304 Circuit Breaker - 3 amp 1 AD 
-33 AN3350-1 Relay – 50 атр spst 2 Α 
-34 AN3350-2 Relay - |50 атр spst 1 жж 
-35 110-742042-151 Panel Assy - Fuse holder 1 0 
-36 4559 Terminal - Elec (LFT) 2 0 
-37 33461 Holder + Fuse (JR) 1 0 
-38 3AG5 Fuse - b amp (BUS) 2 ο 
-39 AN3160-5 Circuit rie - Push puli non trip free 5 amp 1 0 
-40 AN3160-10 Circuit Breaker - Push pull non trip free 10 amp 1 0 
USABLE ON 
"e MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-8031 thru 51-8097 
ს | 52-5840 thru 52-5954 
52-6004 and subsequent 
IK-441 and subsequent 
R4Q2 131690 thru 131719 
B C-119G 51-8031 thru 51-8097 
51-17365 thru 52-5888 
52-6004 thru 52-6035 
R4Q2 131690 thru 131719 
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Section II Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE 
eim MAJOR ASSEMBLY ELECTRICAL SYSTEM MAIN JUNCTION BOX INSTL (CONT) 


NUMBER 
PART NUMBER 


UN 1 TS| USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5889 thru 52-5954 
52-6036 and subsequent 


IK-441 and subsequent 


51-8031 thru 51-8063 
92-6004 thru 52-6023 
131690 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6035 


52-6036 thru 52-6058 
IK-441 thru IK-442 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
92-5924 thru 52-5954 
92-6004 thru 52-6058 
52-9981 thru 52-9982 
131690 thru 131719 


52-5922 thru 52-5923 
53-3136 and subsequent 
IK-441 and subsequent 


52-5922 
52-592" thru 52-5954 
52-9981 thru 53-3194 
53-8069 thru 53-8116 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 52-6035 
52-9981 thru 53-7863 
131690 thru 131719 


51-8031 thru 51-8063 
52-6004 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5888 
52-6024 thru 52-6035 


C-119G 52-5889 thru 52-5921: 


52-5924 thru 52-5926 


C-119G 52-6036 thru 52-6058 


C-119G IK-441 thru IK-442 


C-119G 51-8031 thru 51-8097 


52-5840 thru 52-5954 


598 Revised 1 October 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure & 14ου — FUSELAGE 


MAJOR ASSEMBLY 
PART NUMBER I 


2 3 5.6 
159 USABLE) ON 
CODE MODEL DESIGNATION 
ο (Солі C-119G 
R C-119G 
5 C-119G 
R4Q2 
T C-119G 
R4Q2 
U C-119G 
V C-119G 
V C-119G 
X C-119G 
Y| C-119G 
R4Q2 
2 C-119G 
ΑΑ C-119G 
AB C-119G 
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ELECTRICAL SYSTEM MAIN JUNCTION BOX INSTL (CONT) 


Section II 
Group Assembly Parts List 


UNITS) USABLE 


SERIAL NUMBERS 


52-6004 and subsequent 
IK-441 and subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 and subsequent 


51-8031 thru 51-8063 
52-6004 thru 52-6035 
131690 thru 131719 


51-8053 thru 51-8063 
52-6004 thru 52-6023 
53-7880 thru 53-7884 
131690 thru 131719 


51-8031 thru 51-8052 
52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-7879 
53-8069 thru 53-8156 
IK-443 and subsequent 


52-5922 
53-3136 thru 53-3194 
53-8069 thru 53-8116 


51-8031 thru 51-8097 
51-17365 thru 52-5954 
52-6004 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 


IK-441 thru IK-455 


52-6036 thru 52-6058 
IK-441 and subsequent 
131690 thru 131719 


53-3211 thru 53-7863 
53-8131 thru 53-8156 


52-5889 thru 52-5922 
52-5924 thru 52-5954 
52-6036 thru 53-3194 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and subsequent 


598A 


Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


INDEX 
NUMBER 


PART NUMBER 


598B 


MAJOR ASSEMBLY — ELECTRICAL SYSTEM MAIN JUNCTION BUX INSTL (CONT) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5889 thru 52-5954 
52-6036 thru 53-3210 
53-8069 thru 53-8130 


IK-441 thru IK-445 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and subsequent 
IK-446 and subsequent 


52-5923 
53-3195 thru 53-3210 
53-8117 thru 53-8130 


IK-443 thru IK-445 


IK-446 thru IK-455 


53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-446 and subsequent 


IK-446 and subsequent 


52-6036 thru 52-6058 
53-7864 thru 53-7884 
IK-456 and subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7863 
IK-446 thru IK-455 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7863 
IK-441 thru IK-455 
131690 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 53-7863 
IK-441 thru IK-455 


53-7864 thru 53-7879 


53-7880 thru 53-7884 


51-8031 thru 52-5888 
52-6004 thru 52-6035 


51-8031 thru 52-5888 
52-6004 thru 52-6035 
53-7864 thru 53-7884 
IK-456 and subsequent 


UNITSIUSABLE 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 
INDEX 


UN I TS| USABLE 


NUMBER [MAJOR ASSEMBLY ELECTRICAL SYSTEM MAIN JUNCTION BOX INSTL (CONT) E 
PART NUMBER __ 
159 USIABILE| ON 
COD MODEL DESIGNATION SERIAL NUMBERS 
AS C-119G 51-8031 thru 52-5954 
52-6004 thru 52-6035 
52-9981 and subsequent 
AT C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 52-6035 
52-9981 and subsequent 
AU C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6036 thru 52-6058 
52-9981 thru 53-7879 
53-8069 thru 53-8156 
IK-441 and subsequent 
AV C-119G 51-8064 thru 51-8097 


52-5840 thru 52-5921 
52-5924 thru 52-5926 


** Acft with quantity and BER gages for water injection system 
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Section II 


600 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


CONTROL CABLES COLOR CODE 


LEFT AILERON UP 
TENSION" 1/8 à 1/ ОРА, CABLE 


RAGUT AILERON UP 
TENSIONC 178 L 174 DIA, CABLE 


INTERCONNECT 
HO 


RUDDER RIGHT 
TENSION=3/36 DIA. CABLE 


RUDDER LEFT. 
TENSION-3/16 DEA CABLE 


UDOER IKTERCONNECT 
ALWAYS IM TENSION) 
145 01А CABLE 


ELEVATOR ye 
TÉNSI24-3/16 DYA. CABLE 


ELEVATOR рин 
TENSIOR@3/ 16 DIA, CABLE 


ERATOR, UNTERCONMECT 
ALWAYS PM TENSION 
1/8 DIA, CABLE 


UU ШОО ШОО ШП 


ELEVATOR TAB DOWN 
TERStON~ 3/32 ОТА, CABLE 


ELEVATOR TAB OP 
ТЕМЗТОИ- 3/32 BIA, CABLE 


CONTROL LOCK-TO UNLOCK 
TERSIQN-3/32 Oba, CABLE 


L 


Өс Lock 
108-332 DIA, CABLE 


KOTE = ML REFERENCES 10 MOTION ARE 
U 


RELATIVE FO CABLE IN TENSION 
Š NAMED SURFACE OR PART. 


THE COMBINATION 1#MM-LI64I 
GREEN 15 RESERVED FOR FUTURE 
se 


AUTO PILOT EMERGENCY 
DI SCORNECT=1/16 DIA. CABLE 


LEFE RAFT- 1/16 4 1/8 DIAL CABLE 


REAR COOR 3/16 01А. CABLE 


STATIC LIRE-Y8 DIA, CABLE 


TOW RELEASE-3/32 02А, CABLE 


PARATAINER= 174 DIA, CABLE 


NACELLE 00085-70 OPEN 
TO CCOSE- 1/8 рза, CABLE 


KOSE GEAR REAR DOOR 
πετ μετα MECH AKI SH 
as Dia, CABLE 


NOSE GEAR UP LOCK 
RELEASE EMERGENCY 
3/3? DIA, CABLE 


MAIN GEAR uP LOCA 
MANUAL RELEASE 
3/32 δια, CABLE 


MAIN GEAR DOOR 
SPRING CABLE 
3/32 01А. CABLE 


HAIN GEAR EMERGENCY 
MANUAL COMTROL CLUTCH 
EAGAGE-3 32 DIA, CABLE 


THROTTLE CORIROL 
3/32 81/8 DIA. CABLE 


MIXTURE CONTROL 
1/9 DIA, CABLE 


PROPELLER CONTROL 
3/32 0(#. CABLE 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 


FIRES CAN RESULT 


Figure 159A. Decalcomanias 


MAIN 


INVERTER 


SPARE 
INVERTER 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section П 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY DECALCOMANIAS 


UNITS | USABLE 


ON 
CODE 
„სეღელდ__________> 
110-727004 d шй. kori cable color code (See fig. 159 & 163) All 
110-742014 aca] - Elec dys|power jct box warning (See fig. 159 & 163) АП 
110+742034-17 d IElec sys|power jct box auto. pilot inverter (See fig. 163) Α 
110-742034-23 : Ε]θς gysipower jct box (See fig. 163) A 
110-742034-31 g Elec De power jct box monorail brake (See fig. 163) A 
110-742034-41 аса] - [Elec dys|power jct box (See fig. 163) A 


ΟΝ 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8143 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC 
TION BOX COVER WHILE BATTERY 
SWITCH 1S ON WHILE EXTERNAL 
POWER 1S CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


Figure 160. Electrical System Servo Amplifier, Overhead and Propeller Relay Box Installation 


600B Revised 1 October 1958 


T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UN 1 TS| USABLE 
ეე MAJOR ASSEMBLY ELECTRICAL SYSTEM SERVO AMPLIFIER, OVERHEAD 6 PROPELLE ON 
RELAY BOX IN CODE 
PART NUMBER 


*110-741089 Bok Inst] - Servo amp & overhead (See fig. 157) 
DR18 Adapter | Amplifier (ECP) (GFAE) 

DR-18 e F Α lifier (BX) (GFAE) 
110-742086-10 cuj a Overhead jet box 


110-742123-31 Cover Assy verhead jct box 

110-742123-61 Co Assy ა». jct box 

110-742014 Река] - rhead јсі рох warning 

110-742087 Bok Alssy - Overhead jet 

110-742121-1 Box Assy - Overhead jct 

110-742121-31 Box Ai D vb rhead jet 

110-742121-11 Bok Assy - Overhead jct 

110-742121-51 80% Assy -Overhead jct 

PGM200 Circuit Breaker - Manual reset 200 amp (SPT) 
110-742098-3 Busbar + Overhead {οί box 

110-742098-5 Bugbar 4 Oyerhead jet box 

AN3381-1 Бы) - н amp spst intermittent 

44B18574 Relay, - rent single pole type D-1 

PLM105 Circuit Breaker - Manual reset 38-105 amp (SPT) 
110-742098-7 Busbar 4 Overhead jct box 

AN3436-10-3 Terminal Block Assy - Elec 

AN3353-1 Relay - $0 ο spdt 

AN3339-1 Relay| - 

AN3436-4-6 Terminal Block Assy - Elec 
AN3435-6A-3 Terminal Block - Elec 
AN3437-3-4 Strip + Term. block base insul 
AN3432-624-26 2 + Elec term. block 
706235 Tran om r (GE) 
49-1416 Guard ( 01) 

49-1416 ი UT) 
AN3160-5 Circuit Breaker - Sw type non trip free 5 amp 
AN3160-5 Circuit Breaker - Sw type non trip free 5 amp 
AN3160-10 Circuit Breaker - Sw type non trip free 10 amp 
AN3160-50 Circuit aker - Sw type non trip free 50 amp 
AN3160-15 Circuit Breaker - Sw type non trip free 15 amp 
AN3316-1 Rella; mp 3 pdt 

45B7367 Cont verter change over type A-1 automatic 
3AG10 Fuse |- 10 amp (BUS) 

3AG5 Fuse arnp (BUS) 

33461 Hold Fuse (JR) 

110-742100 8V - Overhead jct box fuse 

110-741090 x Instl - c sys prop relay (See fig. 157) 
110-742095-10 Cover Assy - Prop relay box 

110-742014 en Prop relay box warning 


r^ 


110-742096 ее -| Prop relay 
74587 lay (dFAE) 


ο ο ο ο ο ---ᾱ-- 
ΘΟΟΟΦΠΩΩΡΡΡΑΡΡΡΝΩΣΝΣΟΩΘὉΟΡΟΟΟΩΩἨΑΡΡΡΡΡΣΣΡΑΠΩΜΩΡΕ Q Pi 4 > 


AN3436-4-9 Terminal Block Assy - Elec 


USABLE ON 
DÉ MODEL DESIGNATION SERIAL NUMBERS 


А C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and subsequent 
IK-441 and subsequent 
131690 thru 131719 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


Group Assembly Parts List 


GROUP FUSE LAGE 


NUMBER [MAJOR ASSEMBLY ELECTRICAL SYSTEM SERVO AMPLIFIER, OVERHEAD & PROPELLE 


RE LAY BOX INSTL (CONT) 


PART NUMBER | 2 3 ს 5 6 


602 


UNITS] USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


51-8031 thru 51-8052 
131690 thru 131719 


51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6035 
131690 thru 131719 


52-5889 thru 52-5954 
52-6036 and subsequent 
IK-441 and subsequent 


IK-441 and subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and subsequent 
131690 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 53-7884 
IK-441 and subsequent 


52-6036 thru 52-6058 
IK-441 thru IK-457 


52-5889 thru 52-5954 
52-6036 thru 53-7859 
53-8069 and subsequent 
IK-441 thru IK-457 


52-5889 thru 52-5924 
52-9981 thru 53-7859 
53-8069 and subsequent 


53-7860 thru 53-7884 
IK-458 and subsequent 


IK-458 and subsequent 
131690 thru 131719 
51-8031 thru 52-5954 
52-6004 and subsequent 
IK-450 and subsequent 
131690 thru 131719 


IK-441 thru IK-449 
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Section H 


T.O. 1C-119F-4 


Wing Flap Limit Switch Installation 


Figure 161. 


603 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


με MAJOR ASSEMBLY LIMIT SWITCH INSTL - WING FLAP 


PART NUMBER I 2 3 q 5 6 


*110-741009 Limit Switch Instl - Wing flap (See fig. 157) 
78 -147139-23 Arm |- Flap position indicator act. 
F8S109843-1.55- 

.125 Bushing - Fl press fit stl . 2516 OD x . 1900 ID x . 3766 fl dia 

X | 125 f] ligth x 1.55 in. 

FS109843-1.55- 


.250 Bushing) - Fl press fit stl . 2516 OD x . 1900 ID x . 3766 fl dia 
L 


x | 250 fl Igth x 1.55 in. 
78 -14'1201 ink | - Flap pbsition indicator mech conn 
18 -747201-70 Link |Assy + Flap position indicator 
Link 
B 


78 -141201 -50 Assy + Flap position indicator 

FS103S54-.140 ngi - Press fit stl . 3135 OD x . 2500 ID х. 140 in. 
*AN5'186 -1 Trangmittar + Position 25 V dc (Spec MIL-T-5583) (GFAE) 
#ЕА -173-2 Transmitter – Position 25 V dc (Spec MIL-T-5583) (LI) 
ATTACHING PARTS 
AN960-6 Washer|- Plain stl reg ser No. 6 bolt 
AN515-6-8 Screw -|Rd hd mach stl 6-32 x 1/2 in. 


110-747058 Bracket] - Flap position indicator 

110-747112-10 Bracket Agsy|- Flap position indicator 

FS109S43-.062- 
.031 Bushing) - F1 stl . 250 OD x .190 ID x . 375 fl dia x .031 fl 

lglhx .62 in. 

110-746000-50 Switch Assy -| Limit (See fig. 253) 

AN3233-1 Switdh Assy - Class D inclosed limit (Without ground strap) 

ATTACHING PARTS 


AN515-8-10 drew 4 Rd πῇ mach stl 8-32 x 5/8 in. 
AN3057-6 Adap lec accessory to cable 
110-747003 Bracket Assy|- Wing flap elec sys 
110-747055 PIE - Elec sys flap mech limit sw 
al BL 
C სი) MODEL DESIGNATION SERIAL NUMBERS 
Α C-119G 51-2662 and Subsequent 
R4Q2 131662 thru 131719 
B C-119G IK-441 and Subsequent 


604 Revised 15 February 1957 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Ἡ 


Y 


AN. 
„== 
(ο 


t 
NI 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN~ 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH 15 ON WHILE EXTERNAL 
POWER 15 CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


Junction Box and Regulator Installation 


Figure 162. 
605 
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Section II 
Group Assembly Parts List 


FIGURE ἆ 


INDEX 
NUMBER 


606 


сл c > ο) 
> 


«e ο ло თ 


> 


GROUP FUSELAGE 


PART NUMBER 


*110-741004 
105-746011 
110-746030 
110-746060 


110-742001 
110-742000 
110-742000-7 
110-742014 
No Number 
AN3339-1 
AN3316-1 
AN3370-1 
PGM200 
PLM105 
49-1416 
49-1416 
AN3160-5 
AN3160-5 
AN3160-10 
AN3160-10 
AN3160-35 
AN3160-20 
AN3160-15 
NAS45-416-3 
NAS45-10-16C 
AN3320-1 
NAS44-456-3 
NAS44-416-3 
NAS44-10-2 
43A8304-3 
33461 

3AG1 
110-741120-11 
110-742003 
110-742063 
110-742063-10 


** Acft with quanti 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Cove 
Deca 


Relay| - 
Relay) - 
Relay - 
Pr 
Circuit 
Guard - 
ნახ - 


Circuit 


Circuit 
сше 
Cilcult 
Circuit 
Circuit 
ლაა. 
Panel # 
Papel А 
ჩიხა - 
Busbar 
Busbar 
bud. 
Ci 
Ho 
Fu 
Pa 


SAB 
C 


8V - 


tector 


дер F 


eri 


MAJOR ASSEMBLY JUNCTION BOX AND REGULATOR INSTL 


Ju T B Regulator Instl (See fig. 157) 
lc en 1. - წ 
Sy 


coven A 


T 


oltage reg 
- үө гер lower 


Elec sys main jct 
Elec sys main jct 
# μος sys main jct box 


5 
Г amp 3 арі (GFAE) 
00 amp spst 
Breaker (SPT) 
wi (CUT) 
თ (CUT) 
reaker 
Breaker 
„. 
reaker 
Breaker 


Sy|- Elec conn 

p - Elec conn 
5 ámp Spst 

4 Elec 

4 Elec 

4 Elec 

ker - 3 amp 

se (JR) 

amp (BUS) 

- Fuse 


oltage reg lower (Use for spares in lieu of part 
No. 1104746030) 
Assy - 
ox Assy - 


1> lec sys main jct box warning 
лы (Mold Νο, 3235) (СОВ) 
Атар tpst AC, spst de, normally open 


взу - 200 amp circuit (SPT) (43A12832) 


- Sw type non trip free without lum tip 
~ Sw type non trip free without lum tip 
- Sw type non trip free without lum tip 
- Sw type non trip free without lum tip 
- Sw type non trip free without lum tip 
regker - Sw type non trip free 20 amp 
Breaker ~ Sw type non trip free without lum tip 


01 ABBY 
Bo Hie - 
Bok s - 
Bok Assy - 


* Acft without qualnti La 
nd 


El 
El 


Ele 


с вуз power jct (See fig. 163) 
C sys power jct (See fig. 163) 
I. sys power jct (See fig. 163) 


ges for water injection system 


C-119G 


C-119G 
R4Q2 


C-119G 


R4Q2 


e gages for water injection system 


MODEL DESIGNATION SERIAL NUMBERS 
51-8098 thru 51-8152 


51-2662 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
91-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


PRP r+ αν BO BO + ка + νὰ ка B) Rs CO ასა ად CO HA ка кё BO ка M) ка ка = ка t 
πρ ἁκσωσποοωωσἁἅπτυσπᾶ ἔκωποσπΌοσοσσση 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure & [SROUP FUSELAGE 


INDEX 
NUMBER 


PART NUMBER 


[шз en C C 
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MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


Section II 


Group Assembly Parts List 


MAJOR ASSEMBLY JUNCTION BOX AND REGULATOR INSTL DEVE NE CR RM ee 


SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098 thru 51-8168 


51-17365 thru 51-17367 


52-6000 thru 52-6003 
131662 thru 131689 


51-8030 
51-8113 thru 51-8116 
51-8119 

51-8121 thru 51-8134 
91-8137 thru 51-8138 
51-8140 thru 51-8141 
51-8144 

51-8151 thru 51-8159 
51-8161 thru 51-8165 
51-8167 

131662 thru 131689 


51-2662 thru 51-8029 
51-8098 thru 51-8112 
51-8117 thru 51-8118 
51-8120 
51-8135 thru 51-8136 
51-8139 
51-8142 thru 51-8143 
51-8145 thru 51-8150 
51-8160 thru 51-8162 
51-8166 
51-8168 


51-17365 thru 51-17367 


52-6000 thru 52-6003 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098 thru 51-8111 


51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8030 
51-8112 thru 51-8168 


51-17365 thru 51-17367 


52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-2667 
51-8098 thru 51-8143 


51-2668 thru 51-8030 
51-8144 thru 51-8168 


51-17365 thru 51-17367 


52-6000 thru 52-6003 


UNITS] USABLE 
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Section I T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


162 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2692 апа 51-2693 
51-2695 
51-2698 апа 51-2699 
51-2702 
51-2705 


51-2662 thru 51-2691 
51-2694 

51-2696 

51-2700 & 51-2701 
51-2703 & 51-2704 
51-2106 thru 51-8030 
51-8098 {һги 51-8168 
131662 thru 131719 


51-2692 & 51-2693 
51-2695 
51-2698 & 51-2699 
51-2102 
51-2705 
131662 thru 131719 
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Figure 163. Electrical System Power Junction Box Assembly 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
πρι [MAJOR ASSEMBLY  ΒΟΧ ASSY - ELEC SYS POWER JCT 


NUMBER 
new и оза 


*110-742003 
*110-742063 
*110-742063-10 


UN I TS] USABLE 


sys power jct (See fig. 162) 
sys power jct (See fig. 162) 
Sys power jct (See fig. 162) 


Ἢ 
о 
E 
: 
πι 
H 


110-742002 х j- d. ct 
110-742062 80» – Bower ο 
110-742002-5 Cover 4 Power jct box 
110-742062-5 С i Power jct box 
110-742002-31 Box - Eled sys power jet 


110-742062-3 = - Eleg sys power {οἱ 

110-727004 Decal -| Surf conl cable color code (See fig. 159A) 
110-742014 Died -| Elec sys power ject box warning (See fig. 159A) 
110-742034-17 D cal Elec sys power jct box auto pilot inverter (See fig. 


ήν 
i -| Elec sys power jct box (See fig. 159A) 

- Elec sys power jct box monorail bràke (See fig. 159A) 
s - Elec SyS power jct box (See fig. 159A) 


110-742034-23 
110-742034-31 
110-742034-41 
3AG10 

3AG5 

3AG5 

3AG3 

3AG2 

3AG1 

3AG1/4 


Ooo 
OO 
Q Q 


თი 


33461 80 Holder (JR) 
33461 sd H შით JR) 
33461 88 Holder (JR) 
110-742036 nel Elec| sys jct box fuse 


110-742057 
110-742057-30 
43A8305-105 
No Number 
No Number 
49-1416 
49-1416 
AN3160-5 


1 Assy - Power jct box fuse 
ctor + 38-150 amp circuit 
ommet + (Mold No. 3235) (COR) 
(Mold No. 3325) (COR) 
(CUT) 

(CUT) 


na ssy - Power jct box fuse 


AN3160-10 er - Sw type non trip free without lum tip (Same 


2 ME 768-10) 


AN3160-20 
AN3352-1 
AN3370-1 
44B18574 


er - Sw type non trip free without lum tip 
y -| 55 amp dpst 
lay -|200 amp spst 

| - “ү. nt single pole type D1 


= ка ка μὰ μπὲ πι оо = b 


45B7367 οἱ verter change over type Al auto 

70G235 sfdrmer (GE) 

NAS19-6A -| Elge conn 

AN3381-1 jj - 2 amp spst intermittent 

AN3160-50 cuit Breaker - Sw type non trip free without lum tip (Same 


as 49Β6768 -50) 
irchit з er - Sw type non trip free 25 amp (Same as 
B 


μα 


AN3160-25 


ასა უს pry Op hy ey ff yy MOO > ORM j C) > rj j j tJ Ü >> 3 > > > > = J Ü > Ü > Ü > O Z > 


49B6768-25) 4 
AN3316-1 – 10 amp 3 pdt 1 
PGM200 it Breaker - Manual reset 200 amp (SPT) (43412832) 1 
NAS44-456-6 - Eled 1 
NAS22-3-7 - Ins|baBe conn panel elec 1 
AN3437-3-7 ір - Ins|base conn panel elec 1 
NAS44-10-3 - Eleg 1 
NAS45-10-16C Assy - Elec conn 2 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section I 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNI TS} USABLE 


INDEX _ з 

NUMBER [MAJOR ASSEMBLY ВОХ ASSY - ELEC SYS POWER JCT (cont) κ 
PART NUMBER I 2 3 4 5 6 

1 | D 


163 
NAS45-10-16C Elec conn 
E MODEL DESIGNATION SERIAL NUMBERS 
А C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8143 
B C-119G 51-2668 thru 51-8030 
51-8144 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
C R4Q2 131662 thru 131689 
D C-119G 51-2668 thru 51-8030 
51-8144 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
R4Q2 131662 thru 131689 
E C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
F C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
R4Q2 131662 thru 131689 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


WARNING 


EXCEPT FOR "INFLIGHT" EMERGEN- 
CIES DO NOT REMOVE THIS JUNC- 
TION BOX COVER WHILE BATTERY 
SWITCH IS ON WHILE EXTERNAL 
POWER 1S CONNECTED OR WHILE 
ENGINES ARE OPERATING SERIOUS 
FIRES CAN RESULT 


0 


Figure 164. Automatic Pilot Controller Junction Box Assembly 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section Π 
Group Assembly Parts List 


GROUP FUSELAGE 


UNITS|USABLE 
MAJOR ASSEMBLY AUTOMATIC PILOT CONTROLLER JUNCTION BOX ASSY წამ 
PART NUMBER | 2 3 ú 5 6 


*110-725005 Auto. |pilot controller jct (See fig. 158) 
110-725009-10 d 
110-725008 -3 Bracket|- Auto. pilot jet box 
No Number Resistor Type 50 KT (3500 ohm - 50 W) (SPR) 

No Number Resistor Type 50 KT (2700 ohm - 50 W) (SPR) 

No Number Resistor Type 6-1/2 H (1100 ohm - 100 W) (IRC) 

110-725007 x Assy - Auto. pilot controller jet 

110-725007-30 ond - ტახი, pilot controller jct 

110-725007-50 zr - Auto. pilot controller jct 

110-725002 Cover - Auto. pilot conl jet box 

110-742014 Decal - Auto. pilot conl jct box warning і 

3AG1/4 (BUS) 

33461 Holder (JR) 

110-742042-50 Tel Аѕѕу - Fuse 

110-742042-70 Panel A$sy|- Fuse 
*110-725007-10 გალის Assy 


RC21AE102K Resistor (Spec Jan-R-11) (IRC) 
RV3ATSD102A Resistor (Spec Jan-R-94) (СРН) 
NAS44-10-2 Busbar + Elec 
NAS45-10-8C Panel Assy|- Elec conn 
NAS45-10-16C Ed Assy|- Elec conn 
44B18574 Relay  - ον SP type D-1 
IN ARTS 

ა AN365-1032 “se locking stl 10-32 

AN960D10 sher al reg ser No. 10 bolt 

1 


AN509-10-11 ew - 100” flat hd 10-32 x 1/4 in. 


110-742042-7 Ingulation 4 Fuse panel 


E O 
CQD MODEL DESIGNATION SERIAL NUMBERS 


წ. "M C-119G 51-8004 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131670 


R4Q2 131671 thru 131719 
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Figure 165. 
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FIGURE & 
INDEX 
NUMBER 


*110-745004 
*110-745021 


MAJOR ASSEMBLY 


110-740010-613 
110-740010-481 
110-740010-241 
110-740010-531 
110-740010-435 
110-740010-533 
110-740010-545 
110-740010-547 
110-740010-535 


110-740010-109 


110-740010-329 
110-740010-477 


#110-740010-343 
#110-744377-1 
#110~-740010-373 
#110-744328-1 
#110-740010-375 
#110-744329-1 


110-740010-643 
110-740010-453 
110-740010-605 
127-744003 

110-740010-517 
110-740010-559 


110-744032 


110-740010-195 
110-740010-603 
110-740010-575 
110-740010-485 


110-740010-483 
110-740010-403 
110-740010-447 
110-740010-417 
110-740010-401 
110-740010-201 


110-740010-213 
110-740010-197 


fig. 


e Ass 
bottles (See fig. 391 & 392) 
ssy -|Sta 319 to left center sect. trim tab (See fig. 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 


CABLE INSTL - FUS REAR SECT ELEC 


Fus rear sect. elec (See fig. 158) 


n rear sect. elec (See fig. 158) 


-|Sta 319 to center sect. (See fig. 391 & 392) 


e Assy -|Sta 319 LS to left center sect. (See fig. 391 & 392) 


-|Sta 319 LS to right center sect. AC (See fig. 391 


Sta 319 to power jct box & left & right center 
(See fig. 391 & 392) 


able Assy ~|Sta 319 to main jct box & right & left center 


| (See fig. 391) 


Assy -|Sta 319 to left & right center sect. fuel selector 
(See 


fig. 391 & 392) 

-|Sta 319 to left center sect. fuel qty LS (See 
9] & 392) 

Sta 319 to right center sect. fuel qty RS (ee 
91 & 392) 

-|Sta 319 to left & right center sect. fire ext 


92) 
-|Power jct box jumpers (See fig. 391 & 293) 
-|Power jct box to left center sect. splice (See 
891 δι 392) 
[Powe jet box to right center sect. (See fig. 391 


Power jct box to right center sect. disc & right 


| reg (See fig. 391 & 392) 

Assy -|Power jct box to front spar (See fig. 391 & 392) 
Ped -|Power jct box to front spar (See fig. 391) 

SS 


-|Power jet box to sta 319 & rear door disc (See 
ñ & 392) 
Power jct box to sta 319 wing flap ind δι 


1 


onorail motor (See fig. 391) 
A | – I Power jct box to sta 319 wing flap ind & 


rail motor (See fig. 391 & 392) 
-|Nav light, fus top (See fig. 391 & 392) 


able Assy -|Nav light, fus top (See fig. 391 & 392) 

ble Assy - Left eng voltage reg relay (See fig. 391 & 392) 
ble Assy -|Left eng voltage reg relay (See fig. 391 & 392) 
Assy -|Right eng voltage reg relay (See fig. 391 & 392) 
ssy -|Right eng voltage reg relay (See fig. 391 & 392) 


ssy -|Main jct box to front spar (See fig. 391) 


y -|Main jet box to front spar disc (See fig. 391 & 392) 
y -|Main jct box to battery (See fig. 391 & 392) 
y - Main jct box to sta 319 right center sect. 


disconnect (See fig. 391 & 392) 


Assy - Main jct box to left front splice (See fig. 391 & 


- Main jct box to rear cargo door disconnect (See 
91 δι 392) 

-IMain jct box to power jct box splice (See fig. 
302) 

-|Main jct box to spar & aux pump (See fig. 391) 
-|Main jct box jumpers (See fig. 391 & 392) 
-|Main jet box prop. wires (See fig. 391) 

-|Main jct box to sta 319 prop. wires (See fig. 391) 
Main jct box to left center splice (See fig. 391) 


O O Z > 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 
110-740010-245 : Р Assy -|Main jct box to left center sect. & left carb air 
conl|(Sde fig. 391 & 392) C 
110-740010-515 y -|Left front spar to center sect. splice & left 
reg (See fig. 391 & 392) С 
110-740010-521 Right side sta 314 to center sect, splice & 
reg (See fig. 391 & 392) ο 
#110-740010-537 Left tail door to right side (See fig. 391 & 392) C 
#110-744348-1 Left tail door to right side (See fig. 391 & 392) All 
110-740010-597 AC jumpers auto pilot conl jet box (See fig. 391) G 
110-744034 АС jumpers auto pilot conl jct box (See fig. 391 
Н 
110-740010-429 Auto pilot jct box to sta 319 (See fig. 391 & 392) J 
127-744001 Voltage regulator to volt. test jack (See fig. 
: F 
110-744029 Main inverter to capacitor (See fig. 391 & 392) K 
110-744012 - [Front spar to left & right center sect. (See fig. 
L 
213-741005-1 -|Fus RS to term. strip sta 546.4 (See fig. 301 & 
FOD 
213-741006-1 -|Fus jump lights LS to jump lights RS (See fig. 391 
) FOD 
*110-745005 u$ rear sect. elec (See fig. 158) А 
*110-745022 ear sect. elec (See fig. 158) B 
#110-740010-635 Light wires bottom fus (See fig. 391 & 392) C 
#110-744352-1 Light wires bottom fus (See fig. 391 & 392) C 
#110-740010-631 Light wires (бее fig. 391 & 392) C 
#110-744350-1 Light wires (See fig. 391 & 392) C 


#Alternate Parts 


bsequent acft see fig. 166) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8124A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8125A thru 51-8168A 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
R4Q2 131662 thru 131689 


C-119G 51-2662 thru 51-8030 
R4Q2 131662 thru 131689 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
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Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


R4Q2 


C-119G 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
NUMBER | MAJOR ASSEMBLY CABLE INSTL - FUS REAR SECT. ELEC (Cont. ) 
PART NUMBER I 2 3 4 5 6 


SERIAL NUMBERS 


131662 thru 131689 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098A thru 51-8168A 


51-2712 

51-8004 thru 51-8015 
51-8017 thru 51-8030 
51-17365 thru 51-17367 
131662 thru 131689 


51-2668 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2705 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2662 thru 51-8030 
51-8098A thru 51-81684 


UN | TS] USABLE 


Section II T.O. 1C-119F-4 


17# 
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Figure 166. Fuselage Rear Section Electrical Cable Installation 
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FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER | 2 3 ს 5 6 


*110-745004 
110-313642 
110-744139 
110-744139-10 
110-744139-30 
110-744139-50 
110-744133 
110-744133-11 
110-744149- 
110-744142 
110-744169 
110-744138 
110-744138-10 
110-744184 
110-744184-31 
110-744146 
110-744146-11 
110-744145 
110-744145-10 
110-744145-30 
110-744145-50 
110-744224 
110-744224-10 
110-744224-30 
110-744224-50 
110-744205 


Clablie m - 
ator 4 


"i 


ლუ 


g = C, Оооо, D с 
Ф 


D το 


кы үз кч 
στ 


110-744205-10 
110-744205-30 


n 


oo იიხილიილიილ“ 


110-744205-90 
110-744205-'70 


110-744205-110 
110-744205-50 


T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL 


( ΠΕ acft see fig. 165) 


ug rear sect. elec (996 fig. 158) 
us side frame 


Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jet box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 
Left main jct box int (See fig. 


Left main jct box jumper (See fig. 391 & 392) 
г -|Left main jct box jumper (See fig. 392) 
y -|Left main jct box jumper (See fig. 392) 
г -|Left main jct box jumper (See fig. 392) 
Left main jet box to sta 106 LS (See fig. 


Left main jct box to sta 106 LS (See fig. 392) 
Left main jct box to sta 106 LS (See fig. 392) 
spares in lieu of part Νο, 110-744205-10 
that part No. 110-744205-50 is used also) 
Left main jct box to sta 106 LS (See fig. 392) 
Left main jct box to sta 106 LS (See fig. 392) 
spares in lieu of part No. 110-744205-30) 
Left main jct box to sta 106 LS (See fig. 392) 


110-744208 


110-744131 


110-744132 


110-744153 


110-744153-11 


1 > ! 5: со! co ! co 
το BU 


Left main jct box to sta 106 LS (See fig. 392) 


2) 


2) 


110-744230 
110-7744230-10 
110-744231 

110-744231-10 
110-744231-30 


110-744231-50 
110-744231-70 


that part No. 110-744205-30 is used also) 
| - Теѓ main jct box to overhead panel (See fig. 


Left main jct box to overhead jct box (See fig. 
Left main jct box to overhead jct box (See fig. 


Left main jct box to overhead panel disconnect & 
at valve sw LS (See fig. 391 & 392) 

Left main jct box to overhead panel disconnect & 
at valve sw LS (See fig. 391 & 392) 
Left main jct box crossover (See fig. 
Left main jct box crossover (See fig. 
Left main jct box crossover (See fig. 
Left main jct box crossover (See fig. 
Left main jct box crossover (See fig. 
Left main jct box crossover (See fig. 
y -|Left main јсі box crossover (See fig. 


Section II 
Group Assembly Parts List 


UNITS) USABLE 
ON 


^ 


391 & 392) 
392) 
392) 
392) 
391 & 392) 
392) 
391 & 392) 
391 & 392) 
391 & 392) 
391 & 392) 
392) 
392) 
392) 
391 & 392) 
392) 
391 & 392) 
392) 
392) 
392) 
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391) 
392) 
392) 
392) 
392) 
392) 
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Section H 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


110-744231-90 
110-744143 
110-744143-10 
110-744143-30 
110-744141 
110-744176 
110-744137 
110-744137-10 
110-744185 
110-744185-31 
110-744147 
110-744147-11 
110-744135 
110-744135-11 
110-744140 
110-744225 
110-744225-10 
110-744225-30 
110-744225-90 
110-744225-70 
110-744225-130 
110-744225-170 
110-744225-190 
110-744225-50 
110-744225-110 
110-744225-150 
110-744225-210 
110-744204 


110-744204-10 


110-744204-30 
110-744204-70 


110-744204-50 


110-744204-90 


110-744204-110 
110-744134 


110-744134-10 


110-744134-30 
110-744144 


110-744144-10 
110-744144-30 
110-744144-50 
110-744181 


110-744181-11 


110-744181-31 
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T.O. 1C-119F-4 


Right main 10L box to sta 106 (See fig. 


- Right main 10L box to sta 106 (See fig. 
Right main jct box to sta 106 (See fig. 


ight main jct box to sta 106 (See fig. 
- Right main jet box to sta 106 (See fig. 
- Right main jet box to sta 106 (See fig. 


GROUP FUSELAGE 
MAJOR ASSEMBLY — FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (con 
tus ss 


Right main jct box to sta 106 RS (See fig. 392) 
Right main jct box to sta 106 RS (See fig. 392) 
fof spares in lieu of part Νο, 110-744204-30 
ded part No. 100-744204-50 is used) 

- Right main jct box to sta 106 RS (See fig. 392) 
for spares in lieu of part No, 110-744204-30 
part No. 110-744 204-70 is used) 

y - Right main jct box to sta 106 RS (See fig. 392) 
for spares in lieu of part No. 110-744204-50) 

р ye - Right main jct box to sta 106 RS (See fig. 392) 
8 i - Right main jct box to sta 106 (See fig. 


mdi Assy - |Left main jct box crossover (See fig. 392) 

Cable Assy - Right main jct box int (See fig. 391 & 392) 

Cable Assy - Right main jet box int (See fig. 392) 

Chbl A - Right main jct box int (See fig. 392) 

Chop Assy - Right main jet box int (See fig. 391 & 392) 

Cable Assy - Right main jct box int (See fig. 391 & 392) 

Cable Assy - Right main jct box int (See fig. 391 & 392) 

Cable Assy - Right main jct box int (See fig. 392) 

Cable Assy - Right main jct box int (See fig. 392) 

Cabl ue - Right main jct box int (See fig. 392) 

Cable Assy - Right main jct box int (See fig. 391 & 392) 

Cable Abel - Right main jct box int (See fig. 392) 

aL Assy - IRight main jct box int (See fig. 391 & 392) 

Cable Assy - Right main jet box int (See fig. 392) 

Chble леи - Right main jct box int (See fig. 391 & 392) 

Cable Assy - Right main jct box jumpers (See fig. 391 & 392) 

ce 2 - Right main jct box jumpers (See fig. 392) 

Cable Assy - Right main jet box jumpers (See fig. 392) 

Cable Assy - Right main jct box jumpers (See fig. 392) 

Cable ο] - Right main jct box jumpers (See fig. 392) 

Cable Assy - Right main jct box jumpers (See fig. 392) 

Cil ssy - Right main jct box jumpers (See fig. 392) 

Cabl sy - Right main jct box jumpers (See fig. 392) 

Cable Assy - თა main jct box jumpers (See fig. 392) 

Cable Assy - Right main jct box jumpers (See fig. 392) 

Cabl e - Right main jet box jumpers (See fig. 392) 

chont sy - Right main jet box jumpers (See fig. 392) 

Cabl abs -~ Right main jet box to sta 106 RS (See fig. 391 & 
392) 

choi | - Right main jct box to sta 106 RS (See fig. 391 & 

um 

C 


391 & 


391 & 


392) 
391 & 


392) 
392) 
392) 


ight main jct box to sta 106 overhead panel 


(See «зы 

Assy - Right main {οί box to sta 106 overhead panel 

(See ee 
ight main jct box to sta 106 overhead panel 

(See fig} 392) 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (cont 
PART NUMBER i 2 3 4 5 6 


110-744181-41 


FIGURE & 
INDEX 
NUMBER 


UN | TS | USABLE 


Cable Assy -|Right main jct box to sta 106 overhead panel 

(See fig. 392) 

Cable Assy - Right main jct box to sta 106 overhead panel 

(See fig. 391) : 

Cable Assy -|Right main jet box to overhead panel (See fig. 

391 & 392) 
-|Right main jct box to overhead panel (See fig. 


110-744216 


110-744195 


110-744195-11 


110-744152 


110-744152-10 


2) 
ын main jct рох to overhead panel (See fig. 
2) 


Ca ii Assy -|Right main jct box to overhead panel (See fig. 
3 
3 
-|Right main jet box to overhead panel (See fig. 


110-744152-30 


110-744152-50 


Cable Assy -|Right main jct box to overhead panel (See fig. 


110-744 209 


392) 
Cable Ass - Rim main jct box to overhead panel (See fig. 
2) 

Cable Assy -|Right main јсі box to overhead panel (See fig. 


110-744209-11 


110-744117 


-|Right main jet box to overhead jct box (See fig. 

392) 

able Assy -|Right main jct box to overhead jct box (See fig. 
3 


110-744120 


2) 


110-744148 Right main jet box to battery (See fig. 391 & 


110-744190 


y -|Right main jct box to rear cargo door (See fig. 
E & 392 
able Assy -|Right main jct box to rear cargo door (See fig. 
391 & 392) 
pole ssy -|Right main jct box to rear cargo door (See fig. 
391 & 392) 
ble Ass Pus jump lights LS to jump lights RS (See fig. 
2) 


110-744190-11 


110-744190-31 


213-741006-1 


110-744227 Right main jct box to left main jet box crossover 


(See|fig. 391) 
ch i 


C 
C 
C 
C 
C 
C 
C 
C 
C VI. à - [Right main jct box to left main jet box crossover 
(See fig 
C 
C 
С 
С 
C 
C 
С 
C 
C 
C 


110-74422'1-10 


ig. 391) 
2 - Right main jct box to left main jet box crossover 


110-744228 


fig. 392) 
- Right main jet box to left main {οί box crossover 
ee fig, 392) 
ble Assy - Right main jct box to left main jct box crossover 
(See fig. 392) 
ble Assy -|Right main jct box to left main jct box crossover 
392) 
Right main jct box to left main jct box crossover 
392) 
Right main jct box to left main jct box crossover 
(See fig. 392) 
ble °=] - Right main jct box to left main jet box crossover 


110-744228-10 


110-744228-30 


110-744228-50 


110-744228-70 


110-744228-90 


110-744228-110 


fig! 392) 
ble Assy - Right main jet box to left main jet box crossover 
(See fig, 392) 


| бе - Right main jct box to left main jet box crossover 


110-744228-130 


110-744228-150 


(See fig 
Ass 


392) 
M-2 relay to P-1 relay (See fig. 391 & 392 


110-744151-1 bl 


) 


621 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


110-744151-11 
110-744151-31 
110-744150 

110-744150-11 
110-744150-31 
110-744034 


110-744034-10 


110-744034-30 


110-744155 


110-744155-10 


110-744155-30 


110-744155-50 


110-744155-70 


110-744172 


110-744179 
110-744165 
110-744166 
110-744167 
110-744173 


110-744175 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLEINSTL (cont 
μπε, isase /— 50 0] 


Cable 
Cable 
Cable 
Cable 
Cable 
dan] 


C able 
Qable 
C able 
Gable 
е able 
Cable 


able 


Cable 
Cable 
Cable 
Gable 


fig. 
Gable 58у - 
f 


392) 


T.O. 1C-119F-4 


UNITS] USABLE 


Assy -|M-2 relay to P-1 relay (See fig. 392) 

Assy -|M-2 relay to P-1 relay (See fig. 392) 

las -| М-2 relay to P-1 relay (See fig. 391 & 392) 

Assy - M-2 relay to P-1 relay (See fig. 392) 

Assy -|M-2 relay to P-1 relay (See fig. 392) 

À ss) -| Ашо pilot controller {οί box AC jumpers (See 
3 


Auto pilot controller jct box AC jumpers (See 
g. 391 & 392) 
Аар - Ашо pilot controller jct box АС jumpers 
(See fig. 391 & 392) 

sey -| Auto pilot jct box to overhead panel & inverters 
Se fig. 391 & 392) 

ssy -| Ашо pilot jet box to overhead panel & inverters 


pk d 391 & 392) 


1 8 392) 


ssy -| Auto pilot jct box to overhead panel & inverters 
(8ee fig. 392) 

58” -| Auto pilot jct box to overhead panel & inverters 
dee fig. 392 


ssy -j Auto pilot jct box to overhead panel & inverters 
(бее fig. 392) 
ssy -| Prop. jct box to overhead panel (See fig. 391 & 


ssy - Prop. jct box int (See fig. 391 & 392) 
SSy - Prop. jct box int (See fig. 391 & 392) 
nei -|Prop. jct box int (See fig. 391 & 392) 
SSy -|Prop. jct box int (See fig. 391 & 392) 
Авву -|Prop. jct box to right main jct box (See fig. 


. jet box to aux pump timer (See fig. 391 


110-744157 


110-744226 
110-744226-10 
110-744226-30 
110-744226-50 
110-744156 


110-744156-10 


110-744156-30 


110-744156-50 


110-744156-70 


110-744156-110 


110-744156-90 


110-744156-130 
213-741005-1 


#110-740010-343 
#110-744311-1 
#110-740010-373 


622 


392) 
Cable IL. ~| Overhead jct box to monorail (See fig. 391 & 


Cable 
Cable 


C p 


Gable Assy -| Nav light (See fig. 392) 

Cable Assy -| Fus RS to term. strip sta. 546.4 (See fig. 391 & 
392) 

Cable Assy -|Nav light (See fig. 391 & 392) 

Gable Assy -| Nav light (See fig. 391 & 392) 

Cable Assy -| Left eng voltage regulator (See fig. 391 & 392) 


-| Overhead jct box jumpers (See fig. 391 & 392) 
η -| Overhead jct box jumpers (See fig. 392) 
ssy -| Overhead jct box jumpers (See fig. 392) 
Overhead jct box jumpers (See fig. .392) 

f 


Troop seat splice to overhead panel & cargo door 


8 
de fig. 391 & 392) 

ssy η Troop seat splice to overhead panel & cargo door 

efig. 392) 

AS Troop seat splice to overhead panel & cargo door 
dert . 399) 

Assy -| Troop seat splice to overhead panel & cargo door 
(See fig. 392) 

4 взу -| Troop seat splice to overhead panel & cargo door 
(Seelfig. 392 
Assy -| Troop seat splice to overhead panel & cargo door 
(See fig. 392) 


. 391 & 392) 
{Troop seat splice to overhead panel & cargo door 


` T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
Mes MAJOR ASSEMBLY | FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. ) 


CODE 
PART NUMBER 12 3 4 5 6 


UNITS] USABLE 
ON 


#110-744350-1 Light wires (See fig. 391 & 392) 
110-744350-11 Light wires (Use for spares in lieu of part No. 

1 44350-1) (See fig. 392) 

110-744350-31 Assy -|Light wires (Use for spares in lieu of part No. 

110-744350-11) (See fig. 392) 


166 #110-744328-1 2 Left eng voltage (See fig. 391 & 392) 1 

-30 |#110-740010-375 2 Right eng voltage regulator (See fig. 391 # 392) 1 

#110-744329-1 Right eng voltage regulator (See fig. 391 & 392) 1 

-31 110-744029 Main inverter to capacitor (See fig. 381 & 392) 1 

-32 |#110-740010-537 Left tail door to RS (See fig. 391 & 392) 1 

#110-744348-1 Left tail door to RS (See fig. 392) 1 

110-744348-11 Left tail door to RS (See fig. 392) 1 
*110-745005 rear sect. elec (See fig. 158 & 161) Ret 

-33  4110-740010-635 Light wires bottom fus (See fig, 391 & 392) 1 

#110-744352-1 Light wires bottom fus (See fig. 392) 1 

-34 1#110-740010-631 Light wires (бее fig. 391 & 392) 1 

1 

1 

1 


#Alternate Parts 


(Continued on Figure 167) 


E ον MODEL DESIGNATION SERIAL NUMBERS 
D 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 

R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 

R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thur 52-6035 

R4Q2 131690 thru 131719 


C-119G 52-5889 thru 52-5922 
52-5924 thru 52-5954 
52-6036 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7863 
53-8117 and Subsequent 
IK-443 thru IK-445 


C-119G 53-7864 thru 53-7884 
IK-456 and Subsequent 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
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Section H 
Group Assembly Parts List 


PART NUMBER 


| 
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T.O. 1C-119F-4 


FIGURE ἆ GROUP FUSELAGE 
МОЕ, [MAYOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. ) 


MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


C-119G 
R4Q2 


` C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


SERIAL NUMBERS 


52-6004 thru 53-3165 
IK-441 thru IK-442 
131690 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


51-8031 thru 51-8052 
131690 thru 131719 


51-8031 thru 51-8097 · 
52-5840 thru 52-5954 
52-6004 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-445 
131690 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7873 
53-8069 thru 53-8156 
IK-441 thru IK-460 


53-7860 thru 53-7873 
IK-458 thru IK-459 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 


53-3211 thru 53-7884 
53-8131 and Subsequent 
IK-446 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 52-6058 
131690 thru 131719 


52-5922 thru 52-5923 
93-3136 thru 53-3203 
5-38069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7863 
53-8125 thru 53-8156 
IK-443 thru IK-455 
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UN 1TS| USABLE 


NUMBER 


| 
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AB 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 
C-119G 


C-119G 


C-119G 


C-119G 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. 
PART NUMBER 12 3 4 5 6 


SERIAL NUMBERS 


52-5888 thru 52-5954 
52-6036 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 53-3165 
53-8069 thru 53-8095 
IK-441 thru IK-442 


52-5922 thru 52- 5923 
53-3166 thru 53-3203 
53-8096 thru 53-8124 


53-3204 thru 53-3210 
53-8125 thru 53-8130 
IK-443 thru IK-445 


53-3211 thru 53-7863 
53-8131 thru 53-8156 
IK-446 thru IK-455 

51-8031 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6004 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 

131690 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 and Subsequent 
IK-443 and Subsequent 


51-8031 thru 51-8034 


52-6004 thru 52-6011 


51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 53-3189 
53-8069 thru 53-8112 
IK-441 thru IK-442 


52-5922 
53-3190 thru 53-3194 
53-8113 thru 53-8116 


CODE 


UN | TS| USABLE 
ON 


625 


Section II 
Group Assembly Parts List 


| 


626 


AV 


T.O. 1C-119F-4 


GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. ) 
PART NUMBER 234 5 6 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 
C-119G 


C-119G 


C-119G 


C-119G 


C-119G 
C-119G 
C-119G 
C-119G 
C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


UN | TS] USABLE 


SERIAL NUMBERS 


52-5889 thru 52-5954 
52-6036 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-445 


53-3211 thru 53-7863 
53-8131 and Subsequent 
IK-446 thru IK-455 


53-6036 thru 53-6047 
53-6048 thru 54-6058 
52-5922 

52-5927 thru 53-3194 
53-8069 thru 53-8116 
52-5923 

52-3195 thru 53-3210 
53-8117 thru 53-8130 


93-3211 thru 53-7863 
53-8131 and Subsequent 


53-7864 thru 53-7884 
IK-441 thru IK-442 
IK-443 thru IK-445 
IK-446 thru IK-455 
IK-456 and Subsequent 


51-8031 thru 51-8034 
52-6004 thru 52-6011 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 
131690 thru 131719 


92-5922 thru 52-5923 
53-3166 thru 53-3210 
IK-443 thru IK-445 


52-5922 
53-3166 thru 53-3194 
53-8096 and Subsequent 


51-8031 thru 51-8034 


52-6004 thru 52-6011 
131690 thru 131719 


Revised 15 February 1957 


FIGURE & 
INDEX 


NUMBER 
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T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. ) 
PART NUMBER 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


BB C-119G 


BO C-119G 


BD C-119G 


BE C-119G 
R4Q2 

E C-119G 
R4Q2 

BG C-119G 


B C-119G 
R4Q2 

BJ C-119G 

B C-119G 


, 93-3136 thru 53-7863 


Section II 
Group Assembly Parts List 


UN ITS] USABLE 


SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7884 
53-8125 and Subsequent 
IK-443 and Subsequent 


52-5922 thru 52-5923 


53-8069 and Subsequent 
IK-441 thru IK-455 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7859 
53-8125 and Subsequent 
IK-443 thru IK-457 


51-8031 thru 53-8052 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
131690 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6012 thru 52-6047 
IK-441 thru IK-442 
131690 thru 191719 


§2-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-3203 
53-8069 thru 53-8124 


51-8035 thru 51-8052 
131690 thru 131719 


52-5923 
53-3195 thru 53-3203 
53-8117 thru 53-8124 


53-3211 thru 53-7859 
53-8131 and Subsequent 
IK-446 thru IK-45 


627 


Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-3166 thru 53-3189 


53-8096 thru 53-8112 


C-119G 52-5922 thru 52-5923 
53-3190 thru 53-7884 
53-8113 and Subsequent 


IK-443 and Subsequent 


52-5889 thru 52-5954 
52-6036 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


52-5889 thru 52-5954 
52-6036 thru 53-3203 
53-8069 thru 53-8124 


C-119G 52-6036 thru 52-6058 


IK-441 thru IK-442 


C-119G 53-3204 thru 53-7884 


53-8125 and Subquent 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5888 
52-6004 thru 52-6058 


IK-441 thru IK-457 


52-5889 thru 52-5954 
52-9981 thru 53-7859 
53-8069 and Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-9981 thru 53-3165 
53-8069 thru 53-8095 


C-119G 52-6036 thru 52-6058 


IK-441 thru IK-442 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
IK-441 thru IK-442 


R4Q2 131690 thru 131719 


C-119G 52-5922 thru 52-5923 
52-5927 thru 53-7884 
დ. 53-8069 and Subsequent 


IK-443 and Subsequent 


628 Revised 15 February 1957 


Figure ε [GROUP FUSELAGE 
INDEX [MAJOR ASSEMBLY FUSELAGE REAR SECTION ELECTRICAL CABLE INSTL (Cont. ) ON 


PART NUMBER |12 3 4 5 6 
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T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


Section II 
Group Assembly Parts List 


UNITS] USABLE 


SERIAL NUMBERS 


51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
131690 thru 131719 


52-5927 thru 53-3149 
53-8069 thru 53-8083 


52-5922 thru 52-5923 
53-3150 thru 53-3203 
53-8084 thru 53-8124 
53-7860 thru 53-7884 


IK-458 and Subsequent 


53-7874 thru 53-7884 
IK-466 and Subsequent 


52-5923 

53-3195 thru 53-7873 
53-811" thru 53-8156 
IK-443 thru IK-459 


629 
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6512 


Fuselage Rear Section Radio Cable Installation 


Figure 167. 


Revised 1 January 1958 


Section II 


s AR δὲ 


att 
Wo ay 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 
GROUP FUSELAGE | 


MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO CABLE INSTL 


wwe isase I 


(Gonfinjed fromfig. 166) 


UNITS} USABLE 


Cpble Inst] - pug rear sect, radio (See fig. 158) 
us rear sect. radio (See fig. 158) 


*110-745021 Cabl wed - 
ches a - Sta 319 to sta 410 interphone conl box (See fig. 
3 3 


110-750010-435 


91 92) 
110-750010-273 [ү Ta - Sta 319 to sta 391 & ARN-1 & AN/APX-6 (See 
fig. 891) 
110-754031 Cabl Ass - Sta 319 to APN-1 & IFF rec (See fig. 391 & 392) 


110-725010-561 C E T ~ {Sta 319 to conl οί box & gyro Пих gate amplifier 
(See fig, 391 & 392) 
C ble Assy - Sta 319 to conl jct box & gyro flux gate amplifier 
nig 391) 
C vi 26 - Sta 319 to conl jet box (See fig. 491 & 392) 

ssy - Βία 319 to conl jct box (See fig. 391) 
C8ხ1 Ep - Sta 319 to conl jet box & servo amplifier (See 


127-725010-113 


110-725010-573 
1 27-725010-115 
110-725010-575 


91 δι 392) 

- Sta 319 to conl jct box & servo amplifier 

(See figi 391) 

ble Assy - Voltage reg to interphone connection box (See 


127-725010-133 


110-750010-443 


C 
fi 91 & 392) 
110-750010-131 Cable x - Troop seat splice to APN-1 trans (See fig. 
2) 


Troop seat splice to APN-1 trans: (See fig. 391 


£ 
c 
- 
C 
> 
[б] 
თ 
' 


110-750010-127 


110-750010-133 


- ‘Troop seat splice to APN-1 rec (See fig. 391 


110-750010-657 


110-750010-531 
110-750010-317 
110-750010-413 


) 
js j- IAPN-12 ant. lead (See fig. 391 & 392) 
bo sy - Power jct box to splice (See fig. 391 & 392) 
ble Assy - 8C-727 indicator box to SA-3/A ІЕЕ radar (See 
fig. 391 & 392) 
jos Sy - Condenser (See fig. 391 & 392) 
ssy -Interphone conl box to door & troop seat splice 

(See fig. 391 & 392) 
&blé si - popu adapter to rudder servo (See fig. 391 
&|392) 


110-754032 
110-750010-437 


110-725010-563 


110-725010-565 pole sy - ΓΘ adapter to elev servo (See fig. 391 δι 
392) 

110-7 25010-567 κ um - Amplifier adapter to ail. servo (See fig. 391 & 

110-725010-597 ble Sy - Amplifier adapter to servo amplifier (See fig. 


391 & 392) 
ji Sy - Auto pilot power jct box to servo amplifier (See 


110-725010-595 


110-725010-591 


ur 391 & 392) 
ble Sy - Ашо pilot power jct box to flux gate servo 
in r (See fig. 391 & 392) 


110-725010-21 ү Assy - Auto pilot jct box to amplifier adapter & servo 
(See fig] 391 & 392) 

able Assy - Auto pilot jct box to gyro flux (See fig. 391 & 392) 

1. გრი - Auto pilot jct box to resistors (See fig. 391 & 392) 
A yro flux gate amplifier to fuse disconnect (See 


110-725010-583 
110-725010-19 
110-725010-593 


91 & 392) 


fi 
110-725010-581 ini Assy - Auto pilot conl jct box to servo amplifier (See 
91 & 392) 
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Section Ἡ T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
ი. MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO CABLE INSTL (cont) 


UNITS] USABLE 


ON 
CODE 
рати пазаве 
167 
127-725010-117 - Auto pilot conl jet box to servo amplifier (See fig. 
F 
-26 110-725010-585 Cable Assy - Auto pilot conl jct box to power box (See fig. 391 & 
392) J 
-27 110-725010-571 Cable #88) - Auto pilot conl jet box jumpers (See fig. 391 & 392) σ 
127-725010-135 Cable Assy - Auto pilot conl jet box jumpers (See fig. 391) L 
127-725104 C ο Assy - Auto pilot conl jct box jumpers (See fig. 391) M 
-28 127-725010-121 Cable Assy - Auto pilot conl jct box to front spar (See fig. 391) F 
- 29 110-745007-3 Grommet - Lightening hole C 
-30 110-745007-5 Glonimdt 4 Lightening hole C 
-30A 213-741004-31 Cable Assy - Interphone ject box to term. strip sta 546. (See fig. 
391 & 392) P 
-30B 110-754134-41 Cable Assy - R main act. box to test recp AN/APX-6 (See fig. 
391) R 
-30C 110-754248-11 Cable Assy - RT-279 ΑΡΧ to C-1158/APX-25 (See fig. 391) Q 
-30D 110-754249-11 сы Assy - KY-95/APX-25 to C-1158/APX-25 (See fig. 391) Q 
-30Е 110-754250-11 Cable ADS] - RT-279-APX to KY-95/APX-25 (See fig. 391) Q 
*110-745005 Cable Instl| - Fug rear sect. radio (See fig. 158) А 
*110-745022 Cable Insti - Rear sect. radio (See fig. 158) B 
-31 110-750010-141 Cabl Азу" μα seat splice to AT-4/ARN-1 ant. (See fig. 39 N 
-32 110-750010-137 Cable Assy - Troop seat splice to ant. (See fig. 391) N 
110-750010-123 Cable Assy - Troop seat splice to APN-1 drag ant. lead in (See 
[ue 91 & 392) 0 
110-754098 Cáblé As sy - Troop seat splice to ant. (See fig. 391 & 392) H 
-33 110-750010-655 Cable Assy - [Troop seat splice to AT-234/APX ant. (See fig. 
391 & 392) C 


(For subsequent ACF' see figure 168) 


USA LS ON 
сфр MODEL DESIGNATION SERIAL NUMBERS 
A 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8124A 
51-17365 thru 5117367 
52-6000 thru 52-6003 
131662 thru 131689 


R4Q2 


C-119G 51-8125A thru 51-8168A 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6003 


C-119G 51-2662 thru 51-2704 


51-8098A thru 51-8168A 


C-119G 51-2705 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


R4Q2 131662 thru 131689 


C-119G 51-2662 thru 51-8029 


51-8098 thru 51-8168 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


2 3 4 5 6 


Section II 
Group Assembly Parts List 


ASSY.| CODE 


UNITS] USABLE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO CABLE INSTL (cont PER | ON 


Revised 1 January 1958 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


R4Q2 


R4Q2 


C-119G 


C-119G 


FDA 
FDB 


C-119G 


SERIAL NUMBERS 


51-17365 thru 51-17367 
52-6000 


51-8030 
52-6001 thru 52-6003 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


131662 thru 131670 
131671 thru 131689 


51-2662 thru 51-2667 
51-8098 thru 51-8168 


51-2668 thru 51-8029 
51-17365 thru 51-17367 
52-6000 


#11 
ტ11 


51-2662 thru 51-2686 
51-2708 thru 51-8168 
52-5840 thru 52-5954 
52-9981 thru 53-7879 
53-8069 thru 53-8156 


51-2662 thru 51-2685 
51-2708 thru 51-8063 
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Section II 


Fuselage Rear Section Radio Cable Installation 


Figure 168. 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO - CABLE INSTL 


PART NUMBER 


FIGURE & 
INDEX 
NUMBER 


UN I TS] USABLE 
ON 


*110-745004 Cable Ihstl- Fug rear sect. radio (See fig. 158) 
110-754134 Cable Assy - Right main jct box test receptacle (See fig. 392) 
110-754134-11 Cable ibe) - Right main jct box test receptacle (See fig. 392) 
110-754134-31 Cable Assy - [Right main jct box test receptacle (See fig. 392) 
110-725105 Cable Abe] - Sta 106 to conl jet box (See fig. 391 & 392) 
110-725105-10 Cable Assy - Sta 106 to conl jct box (See fig. 392) 
127-725102 Cable Assy - Sta 106 to auto. pilot jct box (See fig. 391) 
110-725104 Cable Abed - Sta 106 to conl jct box servo amplifier & nav 
panel (See fig. 391 & 392) 
110-725104-11 Cable As = Sta 106 to conl jet box servo amplifier & nav 
: panel (See fig. 392) 
127-725100 Cable Assy - Sta 106 to auto. pilot conl box & amplifier (See 
fig. 89 
110-725103 Cable Assy - Βία 106 to conl jet box & gyro flux gate 
amplifier δι nav panel (See fig. 391 & 392) 
110-725103-11 Cable Assy - Sta 106 to conl jct box & gyro flux gate 
amplifier & nav panel (See fig. 392) 
127-725101 Cable Assy - Sta 106 to nav conl panel to auto. pilot box & 
amplifier (See fig. 391) 
110-754104 Cable abs) - Bta 106 to nav panel APN-1 & APX-6 trans rec 
(See fig! 391 & 392) 
110-754104-10 Cable sus - Sta 106 to nav panel APN-1 & APX-6 trans rec 
(See fig, 392) 
110-754104-30 Cable Assy - Sta 106 to nav panel APN-1 & APX-6 trans rec 
68 fig. 392) H 
110-754104-50 Cable Ж - Sta 106 to nav panel APN-1 & APX-6 trans rec 
(See fig! 392) G 
110-754103 Cable Assy - Sta 106 to interphone box (See fig. 391 & 392) J 
110-754059 Cable Assy - Sta 106 to interphone box (See fig. 391 & 392) AC 
110-754059-10 Cable Assy - Sta 106 to interphone box (See fig. 392) AD 
110-754059-30 Cable Assy - Sta 106 to interphone box (See fig. 392) AB 
110-725110 Cable Assy - Amplifier to rud servo (See fig. 391 & 392) Α 
110-725111 Cable Assy - |Amplifier to elev servo (See fig. 391 & 392) A 
110-725112 Cable Assy - Amplifier to ail. servo (See fig. 391 & 392) A 
110-725010-571 Cable Assy - Auto. pilot controller jet box jumpers (See fig. 
391 & 392) С 
127-725104 Cable Assy - Auto. pilot controller jct box jumpers (See fig. 
391) D 
110-725010-587 Cable Assy - Auto. pilot wires on ED-17A relay in controller 
jct box (See fig. 391 ἃ 392) A 
110-725010-585 Cable Assy - |Auto. pilot controller jct box to power jet box 
(See fig; 391 & 392) AE 
110-725116-1 Cable Assy - Auto. pilot {οἱ box to power jct box (See fig, 392) AB 
110-725010-583 Cable Assy - Auto. pilot controller jct box to gyro flux gate 
amplifier (See fig. 391 & 392) 
110-725119-1 Cable Assy - Bingle chain amplifier to auto. pilot jct box 
(See fig] 392) 
110-725010-581 Cable Assy - Auto. pilot controller jct box to servo amplifier 
(See fig] 391 & 392) 
110-725120-1 Cable Assy - uto. pilot jct box to mult. chain amplifier 
(See fig] 392) 
110-7 25010-595 Cable Assy - Auto. pilot power jct box to servo amplifier 
(See fig} 391 & 392) 
#110-725117-1 Cable Assy - Mult. chain amplifier to power jct box (See 
fig. 392) 
110-725106 Cable Assy - Auto. pilot servo amplifier to amplifier adapter 


391 & 392) 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


110-725106-10 
110-725010-19 


127-725103 
110-725010-21 


110-725121-1 


110-750010-657 


110-754133 


110-750010-127 


110-750010-133 


110-750010-437 


110-754063 


110-754063-10 
110-7500 10-413 
110-754138 
110-754032 
110-750010-443 


110-754060 


110-754060-10 


110-754061 


110-754077 


110-754077-10 


110-754066 


110-754066-10 
110-754066-30 
110-754067 


110-754067-10 
110-754067-30 
110-754062 


110-754062-10 


110-754034 
110-754034-11 
110-754070 


110-745007-3 
110-745007-5 
110-745007-5 
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T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO - CABLE INSTL (cont 
PART NUMBER | 2 3 ს 5 6 


Able Assy - Auto. pilot servo amplifier adapter (See fig. 392) 
able Assy - Auto. pilot jct box term. strips to resistors 
(See fig| 391 & 392) 
able Assy - Auto. pilot jet box to alt conl (See fig. 391) 
Rble Assy - Auto. pilot jct box to amplifier adapter & servos 


(See fig} 391 & 392) 


able Assy - Auto. pilot jet box to splice disconnect (See fig. 


392) 


able Assy - Troop seat splice to AN/APX-6 rec trans (See 


Troop seat splice to AN/APX-6 rec trans (See 


fip. Й & 392) 
) 


able Assy - Troop seat splice to APN-1 trans (See fig. 391 


abl ae - |Тгоор seat splice to APN-1 rec (See fig. 391 
& 
| Ass 


- Interphone conl box to door & troop seat splice 
Ἐς 391 & 392) 
nterphone conl box to sta 574 (See fig. 391 & 


392) 
able Alssy - „ conl box to sta 574 (See fig. 392) 
ble = ~ Indicator box & gravity sw (See fig. 391 & 392) 
ble Assy - Gravity sw (See fig. 391 & 392) 


ble Assy ~ (Capacitor (See fig. 391 & 392) 
ble Assy - Voltage reg to interphone conn box (See fig. 391 
&/392) 


391 & 392) 
oltage reg sta conl panel to interphone conn box 


able Assy - En reg sta conl panel to interphone conn box 


(See fig] 392) 
ible Assy - Voltage reg sta interphone box to aft cargo 
|i erphone box (See fig. 391 & 392) 
ble Assy - Voltage reg interphone panel jumper (See fig. 
391 & 392) ` 
bit А 8 - 3. reg interphone pane1 jumper (See fig. 
392) 
ble Assy - Voltage reg box to center sect, RS (See fig. 
391 & 392 
ble Assy - Voltage reg box to center sect. RS (See fig. 392) 
ble Assy - Voltage reg box to center sect, RS (See fig. 392) 
| Assy - Voltage reg box to center sect. LS (See fig. 391 
& 392) 
ble Assy - Voltage reg box to center sect. LS (See fig. 392) 
ble Assy - Voltage reg box to center sect. LS (See fig. 392) 
blé Assy - Aft cargo sta conl panel to interphone conn (See 
fig. 391 & 392) 
МТ Assy - Aft cargo sta conl panel to interphone conn (See 
fig. 39 
ხ16 Ass xtension cord (See fig. 391 & 392) 
ble Assy - Extension cord (See fig. 392) 
ble Assy - Nac interphone extension cord (See fig. 991 & 392) 
blé ΑΒ - Power jct box to splice (See fig. 392) 


ble Assy - Power jct box to splice (See fig. 392) 
ода et ] Lightening hole 

Lightening hole 
ommet 4 Lightening hole 


თ -ᾱ ο на ка = м м ы 


ხა bo 
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213-741004-11 


213-741004-1 


*110-745005 
110-754098 
110-750010-655 
110-754132 
110-754233 


#Alternate Parts 


Revised 15 February 1957 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


- татав jct box to term. strip sta 546 (See 
91 & 392) 
- Interphone jct box to term. strip sta 546 (See 
91 & 392) 


is rear sect. radio (See fig. 158 & 161) 
y - 


roop seat splice to ant, (See fig, 391 & 392) 
- Troop seat splice to ant. (See fig. 391 & 392) 
- Troop seat splice to ant, (See fig. 391 & 392) 
~ Sta. 106 to rec trans to amplifier (See fig. 392) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
92-6004 and Subsequent 
IK-441 and Subsequent 


R4Q2 131690 thru 131719 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 


52-9981 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 

52-6003 and Subsequent 
IK-441 and Subsequent 


131690 thru 131719 
51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6035 


52-5927 thru 52-5954 
52-9981 thru 52-9982 


52-5922 thru 52-5923 
53-3136 and Subsequent 


52-6036 thru 52-6047 


51-8031 thru 51-8034 
52-6004 thru 52-6011 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 


C-119G 


52-5889 thru 52-5954 
52-9981 and Subsequent 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


MADEX [MAJOR ASSEMBLY FUSELAGE REAR SECTION RADIO - CABLE INSTL (Cont. ) 


168 BLE MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-8031 thru 51-8063 
' 52-6004 thru 52-6023 
C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3165 
53-8069 thru 53-8095 
C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 and Subsequent 
51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
| 51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6012 thru 52-6047 
52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and Subsequent 
51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 52-9982 
131690 thru 131719 
51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6003 thru 52-6035 
52-9981 thru 53-3165 
53-8069 thru 53-8081 
52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8082 and Subsequent 
51-8031 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6004 thru 52-6047 > 
51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3203 
53-8069 thru 53-8124 
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Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


Section П ` 
Group Assembly Parts List 


SERIAL NUMBERS 


53-3204 thru 53-3210 
53-8125 thru 53-8130 


53-3211 thru 53-7884 
53-8131 and Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6003 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7884 
53-8125 and Subsequent 
IK-443 and Subsequent 


51-8035 thru 51-8097 
92-5840 thru 52-5888 
52-6012 thru 52-6058 


52-5889 thru 52-5954 
52-9981 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


91-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6003 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-3203 
53-8096 thru 53-8124 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6035 
52-9981 and Subsequent 


53-3211 thru 53-7884 
53-8131 and Subsequent 
IK-443 and Subsequent 


All 
All 
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Group Assembly Parts List 
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Figure 169. Rear Fuselage Radio Equipment Installation 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY REAR FUSELAGE RADIO EQUIPMENT INSTL 
PART NUMBER | 2 3 4 5 6 ' 


FIGURE & 
INDEX 
NUMBER 


*110-751003 
*110-759010 
*110-759010-10 


Radio Equipment Inst! - Fus rear (See fig. 94) 
Line Agsy |& Inst! - Spar side panel press. 
Line Agsy|- Spar side panel press. 


TACHING PARTS 
Clamp А 
Тире Assy - Panel press. 1/4 OD x .035 x 23.00 in. 


ube A$sy - Panel press. 1/4 OD x .035 x 78.00 in. 
ube Assy - Panel press. 1/4 OD x ,035 x 38.00 in. 


784-4 


110-759010-30 
110-759010-50 
110-759010-70 


AN815-4D Union -| Flared tube Al al 

47B41733 Box - Jack type J-139A/AIC (MOI) (GFAE) 

110-752010 Box ზა Radio sys interphone 

213-743 107-3 Врх Assy + Radio sys interphone conn FOD 


*110-752009 
110-752009-5 


Врх - Radio sys interphone 
Cover + Interphone box 


AN3433-2-2 Вых - Term. block 

AN3436-2-6 Terminal Block Assy - Elec 

*110-751041-1 Receptacle Inst] - AN/APX-6 test 

9760-18 Dust] Cap (AMP) 

CE31-C-601G Chpacitor (Spec JAN-C-62) 

SA-3/A : Switch Box (Spec MIL-S-6668) (Class 16-K) (GFAE) 
AN3436-4-2 Termin i Assy - Elec 

*110-751099 А ifi r [nstl - Type AM-291/APN-22 


AM-291/APN-22 


p 
plifier (СЕАЕ) 
Amplifier t 


No Number ype AM-291/APN-22 (RAY) (GFAE) 
MT-803/APN-22 ounting (GFAE) 

No Number ის tne a MT -803/APN-22 (RAY) (GFAE) 
*110-751097 Antenna & Receiver Transmitter Inst] - RT-160/APN-22 
RT-160/APN-22 ransmitter (GFAE) 

No Number ransmitter type RT-160/APN-22 (RAY) (GFAE) 
CY-1409A/ARN - 2p Hpu i 

No Number Hougin 

271110 Plug А - Resistor, type K251872-502 (AUD 
RT-7/APN-1 Receiver Transmitter (Class 16-К) (GFAE) 
MT-14/ARN-1 Bas M. (Class 16-A) (GFAE) 

MT-362A/A outi g й 

LM-49 Light -|Α1{ limi 

78-7580 20-1 Box + IFF 


box) 
H-78/AIC Hpadsef F 
MI24831# 


Нрадѕе 


110-752010-30 
110-752010-30 
110-752010-70 


мошшача Z OQ: 3 Bi HU u G Z O t უი ა < 1 4 4 — j i ii AOD თ шошо 


110-752009-30 
110-752009-30 
110-752009-70 
110-752009-13 
ÀN3436-2-6 
AN3436-2-6 


უ Om J TAN 


AN3436-2-7 


"d 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UN 1 TS| USABLE 


სან [MAJOR ASSEMBLY REAR FUSELAGE RADIO EQUIPMENT INSTL (cont) B 
PART NUMBER 12 3 4 5 6 
C-823/AIC -10 (GFAE) F 
M124823 e C-823/AIC-10 (RCA) (GFAE) N 
AN3121-313 8 T-B-1/4 bulb sc mini bay. base (Use on part No. 
51031) H 
AN3157-8 - Press to test indicator (Use on part No. 
0-151031) H 
AN302' -2 i One hole mtg dpt (Use on part No. 110-751031) H 
110-756120 3 ktehsion cord stow. (Use on part No. 110-751031) H 
*110-751011 System Instl - Glider tow release A 
78-758512 A 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8168 


C-119G 51-2668 thru 52-5888 
52-6000 thru 52-6035 


C-119G 51-8035 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3165 
53-8069 thru 53-8095 
IK-441 thru IK-442 

C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 


C-119G 51-2662 thru 52-6058 
52-9981 & Subsequent 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 52-6058 
52-9981 thru 52-9982 
53-3136 & Subsequent 


51-2705 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
К MAJOR ASSEMBLY REAR FUSELAGE RADIO EQUIPMENT INSTL (cont) 
PART NUMBER | 23 4 8 6 


UN I TS} USABLE 
ON 
CODE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G IK-441 & Subsequent 


C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 
IK-443 & Subsequent 


C -119G 53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-443 & Subsequent 


C-119G 53-3211 thru 53-7884 
53-8131 thru 53-8156 


C-119G IK-443 & Subsequent 


C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8104 
51-8107 thru 51-8113 
51-8117 thru 51-8118 
51-8120 
51-8133 
51-8135 thru 51-8136 
51-8142 thru 51-8143 
51-8145 thru 51-8151 
51-8153 
51-8160 thru 51-8163 
51-8166 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6035 


C-119G 51-2690 thru 51-2707 
51-17365 thru 51-17367 
52-6000 thru 52-6035 
93-3136 & Subsequent 
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Figure 110. Radio Equipment Installation - Fuselage 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS|USABLE 
ee MAJOR ASSEMBLY RADIO EQUIPMENT INSTL - FUSELAGE ON 


PART NUMBER | 2 3 4 5 6 


Radio Equipmdnt Instl - Fus (See fig. 94) 


127-751020 e 
RT-T/APN-1 Transmitter -|Rec type (GFAE) 

MT14A/APN-1 Mounting - |Pldte type (GFAE) 

MT362A/A Mounting Type MT362A/A (GFAE) 


*110-759010 
110-759010-10 


Lines Insti |- Spar side panel press. 
Line Assy + Spar side panel press. 


юын 2 


110-759010-30 Tube |Asby - Press. 1/4 OD x .035 x 23.00 in. 
110-759010-50 Tube |Assy - Press. 1/4 OD x .035 x 78.00 in. 
110-759010-70 Tube /АѕБу - Press. 1/4 OD x .035 x 28.00 in. 
AN815-4D Union - Flared tube 
*127-751022 Interphone Jack Box & Voltage Test Jack Instl NP 
J-22B/ARC-5 Jack Box (GFAE) 1 
MT-18/ARC -5 Mounting (GFAE) 1 
AN3249-1 Jack ip voltmeter test pos 3 
AN3249-2 Jack ip voltmeter test neg 3 
DY17/ART-13A Dynamotor |(G 1 
DY11/ART-13A Dynamotor 1 
DY12/ART-13A Dynamotor |(G 1 
MT164/ART-13A 1 
*127-725000 NP 


E15505-0 
AN6270-4-24.00 


= 


AN816-4D 

*110-751008 
ΜΕΡΊ 
RT18/ARC-1 
RT18A/ARC-1 
MT-230A/ARC-1 
MT-230/ARC-1 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
CRI-A/AR 
RT178/ARC-27 
R23A/ARC-5 
MT-5/ARR-2 
MT-TA/ARR-2 
DM32A 
DY-2 
DY-2A 
DY-2B 
MX20/ARC-5 
CW-2/ARR-2 
R322/ARN-18 
MT691/ARN-18 
R101A/ARN6 
MT273B/ARN6 
R-252/ARN-14 
MT -627/ARN-14 

DY-66/ARN-14 


el No. 1 crystal mc 6.21 carrier freq mc 121.50 
el No. 2 crystal mc 7.39 carrier freq mc 142.74 
nel No. 3crystal mc 6.81 carrier freq mc 132.30 
d crystal mc 7.27 carrier freg mc 140.58 

el No. 4 crystal mc 7.38 carrier freq mc 142.56 
el No. 5 crystal mc 7.42 carrier freq mc 143.28 
el No. 6 crystal mc 7.44 carrier freq mc 143.64 
el No. 7 crystal mc 7.35 carrier freq mc 142.02 
el No. 8 crystal mc 6.94 carrier freq mc 134.64 
el No. 9 crystal mc 6.47 carrier freq mc 126.18 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
μεν FUSELAGE ღ-„წცხ„'„.”წ"ა ИИИ 


ας MAJOR ASSEMBLY RADIO EQUIPMENT INSTL - FUSELAGE (cont) ON 


DY-66A/ARN-14 Type DY-66A/ARN-14 (GFAE) 
DU-66B/ARN-14 tor Type DU-66B/ARN-14 (GFAE) 
MT-628/ARN-14 ing Р 

R122B/ARN-12 
MT -589/ARN-12 


= m = = n 
> > > > > 


шы on fig. 171) I 
#Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 


Revised 15 January 1956 647 


T.O. 1C-119F-4 


Section IÍ 


711 


Figure 171. Radio Equipment Installation - Fuselage 


Revised 15 January 1956 


648 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


*121-151020 

*110-759013 

*110-759013-10 
AN6270-4-50. 00 


= 


110-759013-30 
110-759013-70 
110-759013-50 
110-759013-90 
110-759013-110 
AN924-4D 
AN832-4D 
AN815-4D 
A6483-10Z3 
*127-751010 
127-751010-3 
*127-751014 
R105/ARR -15 
R105A/ARR -15 
MT461/ARR-15 
C626/ARN -27 
MT281/ARN-27 
CU32/ART-13A 
MT198/ART-13A 
R-9B/APN-4 
MT203/APN-4 
FT447-A 
ID6B/APN-4 
FT446-A 
#No Number 
#No Number 


AN365-440 
AN960-10 
AN515-4-8 


T47A/ART-13 
T47/ART-13 
0-11 
MT284/ART-13 
TS29710 
127-756077 

18 -758268 


#Alternate Parts 


Revised 15 January 1956 


ფია 


Tube 


"Tar 


сааш 
со" 


o 
κι δει 
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l rj 


T.O. 1C-119F-4 


^ 


GROUP FUSELAGE 


RADIO EQUIPMENT INSTL - FUSELAGE 


PART NUMBER 


Radid nim pment Instl - Fus (Cont from fig. 170) 
Line Assy 


Instl - Fus press. 
y + Fus press. 


tube x 50.00 in. 
Assy - Fus press. 


Assy - Fus press. 
Assy - Fus press. 
Sy - Fus press. 
d tube bhd & univ ftg 
| - ΤΗ tube bhd & univ 
- Flared tube 


F dH (TIN) 
- Fus ant. 


radio sys (See fig. 173) 


- Plain stl reg ser No. 10 bolt 
ch rd hd 4-40 x 1/2 in. 


FAE) 


T თ. r 
T iud» уре T 47/ART-13 (GFAE) 


τ (GFAE) 
FAE 
St (GFAE) 


let T 
Stowhed 9e T Utility Shelf - Test Meter 
ensi 


on head set 


боа оп fig. 112) 


R4Q-2 


Assy - Med low press. detach swivel ftg for 1/4 OD 
1/4 OD x .035 x 74.00 in. 
Assy - Fus press. 1/4 OD x .035 x 41.00 in. 
1/4 OD x .035 x 94.00 in. 


1/4 OD x .035 x 31.00 in. 
1/4 OD x .035 x 28.00 in. 


Bu (Made from switch SA13/U) (GFAE) 


MODEL DESIGNATION SERIAL NUMBER 


131662 thru 131719 


ο I ს ა. 


4 
4 
4 


Section II 
Group Assembly Parts List 
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UNITS|USABLE 


649 


Section II T.O. 1C-119F-4 


6712 


Figure 172. Fuselage Radio Equipment Installation 


650 Revised 15 January 1956 


NUMBER 


*127-751020 
30A53A/AIC-5 
#0A53/AIC-5 
MT778/AIC-5A 
C403A/A 


AN365-832 
AN525-832-8 
AN525-832-10 
127-759017-50 


AN365- 832 
AN960-8 
AN515-8-6 
AN515-8-8 
127-756035 
AN3436-2-10 
ID250/ARN 


AN365-832 
AN960-8 

AN515B8-16 
AN5730T2B 


AN515B-16 
AN6939-632-062 
ID251/ARN 


AN365-832 
AN960-8 
AN515B8-16 
127-759030 
127-756064-21 
127-756064-22 
127-756060 
C761/AIC-5B 
127-759019 
AN3021 
A3775-2-327 
AN3227-3 


AN515-6-8 
AN960-6L 
0629/APX-6 
127-759028 
AN3155-50-50 
AN3021-2 
C762/AIC-5B 
127-759033 


AN365-832 
AN960-8 
AN515-8-10 
No Number 
CKB10121 


Revised 15 January 1956 


(C 


Radiq Equi 
Oneràti 
Operati 


T.O. 1C-119F-4 


ontinued from fig. 171) 


bment|Instl - Fus 
g Assy (GFAE) 
g Assy (GFAE) 


Mounting (GFAE) 


Panel ( 
ATTACHI 


FAE 
PARTS 


Nut -| Self locking stl 8-32 


Screw - 
Screw - 


> 


TACHI 
Nut -| S 
Washer 
Screw - 
Screw - 


Washer hd 8-32 x 1/2 in. 
Washer hd 8-32 x 5/8 in. 


PARTS 
flocking stl 8-32 
- Blain stl reg ser No. 8 bolt 
Rd hd stl 8-32 x 3/8 in. 
Rd hd stl 8-32 x 1/2 in. 


Pdne ინ - Nav conl radio sys 


Dust Coyer| Assy - Conl panel radio sys 
Terminal Block Assy - Elec 
Indicator (GFAE) 
ATTACHING PARTS 
Nut -| Self locking stl 8-32 


Washer 
Screw - 


Compass -|Remote indicating magnatic, with knob 


- Blain stl reg ser No. 8 bolt 
Rd hd brs 8-32 x 1 in. 


ATTACHING PARTS 


Screw - Rd hd hrs 8-32 x 1 in. 
Nut a " 
Indicator (GFAE) 


ATTACHING PARTS 
Nut -| Self locking stl 8-32 


Washer 
Screw - 
Panel A 

Fitti 


- Plain stir reg ser No. 8 bolt 
Rd hd brs 8-32 x 1 in. 

Sy| - Nav inst panel top 

g 1 Nàv inst panel 


Fitti 
Pane 


Swit 
Ligh 


inel ( 
anel A 


g + Nav inst panel 


Bushing|- Top mtg nav inst panel 
(GFAE) 
Panel Assy - Nav compass transfer 


Toggle single pole 
(амс) 


Switch – Toggle four pole 
ATTACHING PARTS 

T Screw -|Rd hd stl 
Washer |~ Plain stl light ser No. 6 bolt 


FAE) 


sy -Nav & radio operators bottom nav inst 


eostat - #C1L power 


Toggle single pole 


anel (GFAE) 
апе} Assy - [nterphone conl radio sys 
Te ACHING PARTS 


P 
P 
Switch η 
P 
P 


Mountin 


- Plain stl reg ser No. 8 bolt 
Rd hd stl 8-32 x 5/8 in. 

Freq model LM (GFAE) 

P -| Base (GFAE 


N ΠΠ ocķing stl 8-32 


Section Π 


[^] 


μα со 


ке ка ge ре RON) RS RA PR +. ს ს 


= m μὰ мз мз ка ο ο 


= юе сл OF OF 
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Group Assembly Parts List 


MAJOR ASSEMBLY RADIO EQUIPMENT INSTL - FUSELAGE 
PART NUMBER | 2 3 ს 5 6 


651 


Section II 


Group Assembly Parts List 


FIGURE & 


652 


127-759029 


AN365-1032 
AN960-10 
AN52070-8 
127-756071-10 
127-756071-30 
127-756045-21 
6952-HI 
127-752018 


AN520-10-12 
AN960-10 
*110-751015 
*110-751014 
SA47A/AIC 
18-15825-3 
NAF213265-1 


AN365-832 
AN960-8 
AN515-8-10 
J16/ARC-5 
MT-78/ARC-5 
H4/AR 


M3/A 
AN3219-1 
RV2ANFDI103F 
0762АІС-5В 
*127-751015 
AN3436-2-20 
AN3436-2-8 
RC41AE470J 


#Alternate Parts 


T.O. 1C-119F-4 


IN а OD 


v & radio operator's radio 
TS 
ing stl 10-32 


mach stl 10-32 x 1/2 in. 
Nav & radio rack 

Nav & radio rack 

Nav inst panel sup. 


| stl reg ser Νο. 10 bolt 


ckpit radio jct (See fig. 175) 
TS 
mach stl 10-32 x 3/4 in, 
stl reg ser No. 10 bolt 
dio operator radio interphone conl 
av operators radio interphone conl 


lock Assy - Elec 
C) 


μμ, 11115 τ“ 


= 


აა ა ვვთთ 


> p > p p p p p p p p p p >. >>> >>> >> p p NN 
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MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 


Revised 15 January 1956 


T.O. 1C-119F-4 Section II 


6713 


Figure 173. Radio System Cable Installation 
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Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY RADIO SYSTEM CABLE INSTL 


FIGURE & 
INDEX 
NUMBER 


UN i TS| USABLE 


PART NUMBER 


ed from fig. 172) 


*127-751014 
127-750004-150 


- Fus|radio sys (See fig. 171) 
η Assy) - [р altimeter ant. to troop seat splice (See fig. 


g. 
= 
ο... 
bem 

= 
т 
= 


127-750004-170 


adio altimeter ant. to troop seat splice (See fig. 


127 -'150004-210 
127 -150004-290 
1277 -150004-190 
127 -150004-230 


adio altimeter sta 106 to sta 319 (See fig. 391) 
Assy|- ia altimeter inst panel to sta 106 (See fig. 391) 
adio altimeter rec/trans unit to sta 319 (See fig. 


391) 
; АБУ - τ altimeter sta 106 to sta 319 (See fig. 391) 


391) 
127-750004-250 abl sy|- Radio altimeter rec/trans unit to troop seat 
lee ice (See fig. 391) 
127-750004-270 ible Assy|- Radio altimeter rec/trans unit to troop seat 


127-750006-10 


FF radar ant. to troop seat splice (See fig. 391) 
127 -750006-30 


splice dn fig. 391) 
FF radar rec/trans unit to troop seat splice (See 


fig. 391) 
able Assy| - IFF radar power jct box to splice (See fig. 391) 
able Assy|- V.H.F. rec/trans unit to ant. (See fig. 391) 

Sy|- V.H.F. rec/trans unit to sta 106 (See fig. 391) 
Assy|- V.H.F. sta 106 to conl panel (See fig. 391) 
y|- UHF command ant, to rec/trans unit (See fig. 391) 
y|- UHF command rec/trans unit to radio operators 
co den 1 (See fig. 391) 
able Ale - F command rec/trans unit to radio operators 
01 (See fig. 391) 
ΤΗ ae - F command radio operators panel to pilot’s conl 
panel) (806 fig. 391) 
able Aio - UHF command radio jct box to splice (See fig. 391) 


127-750006-90 
127-750010-30 
127-750010-50 
127-750010-10 
127-750001-90 
127-750001-110 


127-750001-130 


127-750001-150 


127-750001-70 
127-750001-50 
127-750001-30 
127-750012-50 
127-750012-110 
127-750012-70 
127-750012-90 
127 -151014-11 
12] -150008-30 


Sy|- F command pedestal to splice (See fig. 391) 
Sy - UHF command pedestal to splice (See fig. 391) 
A$sy|- Radio rec to gnd (See fig. 391) 

A$sy|- Radio rec conl panel to rec (See fig. 391) 

- Rec to freq meter radio rec (See fig. 391) 

$ y|- ү to ant. coupling unit radio rec (See fig, 391) 
Н ys tuning (ΝΤ) 

- asig compass unit #1 to nav conl panel (See fig. 


μα ке μα уа ка ка һа ра рш 


127 -150008-50 
127-750008-70 
127-750008-90 


Agsy/- Radio compass unit #1 to loop (See fig. 391) 
Assy|- Radio compass unit #1 to splice (See fig. 391) 
- Radio compass unit #1 to pilot conl panel (See fig. 


= а = 


127-750009-10 
127-750009-50 
127-750009-70 
127-750009-90 


adio compass unit #2 to loop (See fig. 391) 
- Compass unit #2 to nav conl panel (See fig. 391) 
~ Compass unit #2 to splice (See fig. 391) 

- Compass unit #2 to co-pilots conl panel (See fig. 


3E6015-134 pass unit #2 to loop type CG134/ARN-6 (Spec 


1-5066) (Class 16-A) (ЕСІ) 
pags unit #2 to coupling unit type CG320/ARN-6 
ῥες|27] -5066) (Class 16-A) (ЕСІ) 
able Аѕзу – Radio receiving equip. rec (R-252) to radio jct 
box (See fig. 391) 

Agsy|- 


1F430-320-15 


127-750011-550 


127-750011-570 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY RADIO SYSTEM CABLE INSTL (cont) 
PART NUMBER | 2 3 4 5 6 


127-750011 -210 


UN | TS | USABLE 
ON 


able Assy|- Radio receiving equip. nav inst panel δι radio 
compass #1 & #2 to radio jct box (See fig. 391) 

able Assy|- Radio receiving equip. course sw to nav panel 
break (See fig. 391) 

able Assy|- Radio receiving equip. omnirange & compass sw 
to pedestal break (See fig. 391) 

able Assy|- Radio receiving equip. pilots course indicator to 
in$t panel break (See fig. 391) 

able AsSsy|- Radio receiving equip. co-pilots course indicator 
to inst panel break (See fig. 391) 

T - Radio receiving equip. radio jct box to pedestal 
& inst panel breaks (See fig. 391) 

A 


127-750011-530 
127-750011-590 
127-750011-330 


127-750011-350 


127-750011-370 ibl 

127-750011-390 a $sy|- Radio receiving equip. pedestal conl panel to radio 
jc (See fig. 391) 

ble Assy|- Radio receiving equip. rec (R-322) to radio jet 

box (See fig. 391) 

ane sy|- Radio receiving equip. radio jct box jumpers (See 

fig. 391) 

ble Assy|- Radio receiving equip. radio jct box jumpers 

(See fig. 391) 

D Assy|- Radio receiving equip. τες (R-322) to ant. break 


127-750011-410 


127-750011-430 


127-750011-450 


127~-750011-470 
(See fig. 391) 
le A$sy|- Radio receiving equip. ant. (MN-92A) to break 


127-750011-490 


a a A 9 Ὁ O Q Q 0 Q 4 Q Ω 


127-750011-510 


P > > > > > > > > > > > > 


le Agsy|- Radio receiving equip. ant. (AT-172) to rec 
52) See fig. 391) 


(Continued on fig. 185) 


0 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 


R4Q-2 131662 thru 131689 


R4Q-2 131690 thru 131719 


655 


Section II T.O. 1C-119F-4 


Figure 174. Radio System Cable Installation 
656 


*127-751014 
127-750005-10 


127-750005-30 
127~-750005-50 
127-750005-70 
127-750020-10 
127-750020-30 
127-750002-70 
127-750002-90 
127-750002-130 
127-750002-110 


121-150002-150 
121-150002-170 


127-750002-210 


127-750002-190 
127 -750002-430 


127-750002-310 


127-750002-290 
127-750002-330 
127-750002-350 
127-750002-370 
127-750002-390 
127-750002-410 
127-750007-10 


127-750007-30 
127-750007-50 
127-750007-70 
127-750007-90 
127-750007-110 
127-750007-130 
127-750007-150 
127-750003-10 


127-750003-30 
127-750003-230 


127-750003-70 


T.O. 1C-119F-4 


radio sys (See fig. 171) 

- Inter-communication ant. to fus bottom break 

.| 391) 

- Inter-communication rec to fus bottom break 

fig. 391) 

Sy| - Inter-communication rec to radio jct break & sta 
(See fig. 391) 

8V - Inter-communication inst panel to sta 106 (See fig. 


adio remote conl rec to conl panel & radio jct 
fig. 391) 
adio remote conl rec to conl panel & radio jct 
fig. 391) 
- Liaison radio trans to ant. loading unit (See fig. 


= Mos radio trans to ant. loading unit (See fig. 


iaison radio trans to ant. loading unit (See fig. 


Sy| - Liaison radio trans to dynamotor & radio jct 
ее fig. 391) 

Liaison radio ant. to ant. sw (See fig. 391) 

Lus radio ant. sw to ant. loading unit (See 


sy|- Liaison radio ant. sw to ant. loading unit (See 
.391) . 
- Liaison radio ant. loading unit to gnd (See fig. 391) 
- Liaison radio reel & rec conl box & radio jct box 
ig.| 391) 


iaison radio trailing wire ant. to ant. sw (See 


phun radio rec to gnd (See fig. 391) 

iaison radio trans to rec (See fig. 391) 

- Liaison radio rec to radio jct box (See fig. 391) 

- Liaison radio trans to radio jct box (See fig. 391) 
ву - Liaison radio key to radio jct box (See fig. 391) 
Sy - Ant. matching unit to ant. sw & ant. loading unit 

(See fig] 391) 

- Ant. matching unit to gnd (See fig. 391) 

p. to radio jct box (See fig. 391) 

ec to ant. matching unit (See fig. 391) 

sy - Rec to indicator (See fig. 391) 

sy - Rec to indicator (See fig. 391) 

8V - Rec to indicator (See fig. 391) 

з 


y – Rec to indicator (See fig. 391) 

- Inter-communication pilots conl wheel to splice 

e fig) 391) 

sy - Inter-communication pilots conl panel to radio jet 


x (Bed fig. 391) 
- [nter -communication sta 106 to sta 319 (See fig. 
1) 


Assy - Inter-communication radio operators conl panel 
radio jct box (See fig. 391) 


M ка ка шора ка = 


ре ка кё + мш ма ка καὶ 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY RADIO SYSTEM CABLE INSTL (cont) 


121-150003-90 2 y|- Inter-communication nav conl panel to radio jct 
(See|fig. 391) 
127-750003-110 2 - сг communication co-pilots conl panel to radio 
ох PR fig. 391) 

- Inter-communication voltage reg sta to sta 319 & 
See fig. 391) 
127 -150003-310 3 nter -communication sta 106 to sta 549 & voltage 
See fig. 391) 
127-750003-150 8 nter-communication operating assy to radio jct 
fig. 391) 
127-750003-270 nter-communication sta 549 to jumpmasters conl 
ი fig. 391) 


127-750003-250 


127-750003-290 nter-communication sta 106 to radio jct box (See 


1991) 


127-750003-210 D т co-pilots conl wheel to splice 
ys tuning (WT) 


MC-124 x 100.00 


MC-124 x 36.50 sys tuning (WT) 
MC-124 x 107.00 ὃς tuning (WT) 


ARC-6151 x 
210.00 
MC-203 


A 
A 
B 
C 
Α 
Α 
Α 
Α 
Α 
Α 
Α 
ys tuning (WT) A 
A 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q-2 131662 thru 131719 
R4Q-2 131662 thru 131689 


R4Q-2 131690 thru 131719 
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Section II 


T.O. 1C-119F-4 


TORR UVC QU VU UY, 


P დ 


иэ 


АЛБЫРЫП 


— 3533 πε b=, 


Figure 175. Cockpit Radio Junction Box Assembly 


Section II 
Group Assembly Parts List 


FIGURE & 


PART NUMBER 


*127-752018 
127-752007 -70 
AN3161P5 
AN3161P50 
AN3161P10 
AN3161P15 
127-752018-3 
9218 
517378 
817377 
AN3316-1 
AN3362-1 

127 -752016-3 


' 
Ф оо - O> σι ა. со м = 


' 
run 
e 


' 
[ч 
= 


110-752004-70 
*121-152018-30 
RCA1AE510J 
* 121 -152018 -70 
RC21AE511J 
*127-752018-10 
RC21AE102K 
*12'1-152018-50 

RW56J101 
ÀN3433-22 
AN3433-2-4 
AN3436 -2-19 
110-752020-10 
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ae 


T.O. 1C-119F-4 


GROUP FUSELAGE 


Bdx } sgy + C 


bekpit radio jet (See fig. 172) 


Cover -|Radig jet box 


Я жн 


ΤΙ. - Push button non trip free (5 amp) 
aker - Push button non trip free (50 amp) 
Pr - Push button non trip free (10 amp) 
Pr - Push button non trip free (15 amp) 
aker - Radio (Made from AN3161P25) 


sthtite'" single outlet (HAW) 


mp 3 pole dt 
amp 2 pst 


ες Jan-R~-11) 
- Cockpit radio jct box 
(Spec Jan-R-11) 
- Cockpit radio jct box 
toa Jan-R-11) 


sistor A ге Cockpit radio )CL box 


ock (two hole, 40 amp) 
ock (four hole, 40 amp) 


cockpit 


MODEL DESIGNATION 


R4Q-2 


Assy - Radio jct box (Altered from SEPR part No. 


ee term (Nineteen No. 6 studs) 
t 


SERIAL NUMBERS 


131662 thru 131719 


INDEX UNITS] USABLE 
NUMBER [MAJOR ASSEMBLY COCKPIT RADIO JCT BOX ASSY КЛ 


> > р> р> р р р рр р рр > >>> > > > > > >> >> р > 


Revised 15 January 1956 


T.O. 1C-119F-4 Section II 


104-21 T^ V Wa 


М 
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108-22 X 


Figure 116. Litter Post and Upper Beam Installation 
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Section H 
Group Assembly Parts List 


NUMBER 


662 


І 
> со М н 


1 
© σι 


-26A 


-28 


m — — mmm 


T.O. 1C-119F-4 


— UN | Τ5| USABLE 
ΠῚ 
πμ, [1151 Τη 

*110-310010 Littdr Post & Upper Beam Instl (See fig. 96) A 
78-313223-40 Pple| Assy l- Litter post A 
78-313223-70 Pole} Assy |- νὰ post A 
78-313223-80 Pople; Assy |- Litter post A 
18-313295 B аа Assy - Webbing litter strap A 
43B2 330 Bpa кей Eod - Webbing litter strap ** 

ΣΊΝΦΤΗ: Use for spares in lieu of part No. 78-313295. 
78-313220 Fitting Assy - Litter pole hinged bkt att A 
FS109854-.375- 
.060 Bhstting - Press fit stl .250 ID x .3141 OD x .4391 fl dia 
XI.060 fl lgth x .375 in. A 
78-3102809 Pin Assy + Hinged litter sup. A 
18-31321€ Fitting Assy - Hinged litter att pole A 
Е5109854-.156- 
.060 Bhal ing - Press fit stl .250 ID κ .3141 OD κ .4391 fl dia . 
аір x .060 fl 1gth x .156 in. 4 A 
18-313222 Fitting | Fixed litter pole bkt att 2 A 
Е5108843-2.32 вына - Press fit stl .2510 OD drld hole No. 10 x 2.32 in. 2 A 
Е5108543-2.00 Bushing - Press fit stl .2510 OD drld hole No. 10 x 2.00 in. 14 А 
73..313218 Fitting - Litter pole att 4 A 
78-313249 Filler – Fus litter pole att 16 A 
78-313233L Pole δι - Litter post LH fus 2 A 
18-313233R | 9010 d - Litter post RH fus 2 A 
18-313223-50L PblelAssy|- Litter LH 1 A 
18-313255 Ed Assy - Webbing litter strap 4 A 
43B2330 Bracket Assy - Webbing litter strap 4 XX 
**NOTEH: Use for spares in lieu of part No. 78-313295 
78-313220 z Assy - Litter pole hinged bkt att A 
FS109S54-.375- 
.060 Bpsiting - Press fit stl .250 ID x .3141 OD x .4391 fl dia 
x .062 fl lgth x .375 in. A 
78-310289 Pin ү, - Hinged litter sup. A 
18-313219 Fitting Assy - Hinged litter att pole A 
F$109854-.156- 
.060 Büsljing - Press fit stl .250 ID x .3141 OD x .4391 fl dia 
X .060 fl Igth x .156 in. A 
18-313222 Fitting - Fixed litter pole bkt att A 
FS108843-2.32 Busijing - Press fit stl .2510 OD drid hole No. 10 x 2.32 in A 
FS108843-2.00 әш; - Press fit stl .2510 OD drld hole No. 10 x 9.02 in A 
78-313218 Fitting |- Litter pole att A 
78-313226 | ΠΠ а нег pole ай А 
78-313236L Hinge Assy -|Litter pole att fus frame A 
78-313236R чш as -|Litter pole att fus frame A 

*110-310041-1 Suppprt|Instl - Litter pole A 

*110-310041-2 ш! Instl|- Litter pole A 
18-313295 в “ж აა. - Webbing litter strap A 
43B2330 T ket Assy - Webbing litter strap XX 

Ы NOTE Use for spares in lieu of part No. 78-313295. 
110-310034-10 Fitting (Assy - Fus litter bkt (Use on part No. 110-310041-1 დ 
110-810041-2) А 
Е5109564-0.24- 
.062 7 - Press fit stl .3766 OD x .250 ID x .500 fl dia x 
.062 fl igth x .24 in. A 
78~- 313459 Fitting - 1 litter pole att A 
FS106854-.375- 


‚060 


- Press fit stl . 250 ID x .313 OD x . 437 па 


ia x 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
πα MAJOR ASSEMBLY LITTER POST & UPPER BEAM INSTL 
PART NUMBER I 2 3 4 5 6 1 


UNITS] USABLE 


176-29 . š 1 A 
-30 78-313457 i s litter pole att hinge (Use on part No. 78- 
86 L/R) 2 A 
-31 FS109S54-. 375- Bushing) - Press fit stl . 250 ID x . 313 OD x . 437 fl dia 
. 060 x | 060 fl lgth x . 375 in. 1 Α 


Te subsequent acft see Figure 177) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 
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663 


Section II 


T.O. 1C-119F-4 


@-13 
D 


6779 


664 


Figure 177. Litter Post and Upper Beam Installation 


Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


GROUP FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


*110-310050 
18-313223-40 
78~-313223-70 
43B2330 sy - Webbing litter strap 
78- 313220 itti - Litter pole hinged bkt att 
FS109954-.375- i | Press fit stl .250 ID x .3141 OD x .4391 П dia x 

‚060 
18-310289 


Ὁ fl igth x .375 in. 

Hinged litter sup. 

18-313219 itting Assy - Hinged litter att pole 

FS109854-.156- Bushing - Press fit stl .250 ID x .3141 OD x .4391 fl dia 
.060 x .060 fl lgth x .156 in. 

18-313222 i Fixed litter pole bkt att 

FS108843-2.32 - Press fit stl .2510 OD drld hole No. 10 x 2.32 in. 

FS108843-2.00 ing - Press fit stl .2510 OD drld hole No. 10 x 2.00 in. 

78-313218 itti Litter pole att 

78-31 3249 litter pole att 

78-313236L i - Litter pole att fus frame 

78-313236R - Litter pole att fus frame 

43B2330 As y - Webbing litter strap 

78-313457 Litter pole att hinge 

FS109854-.375- hing - Fl press fit stl .250 ID x .3141 OD x .4391 fl 

di 


.060 
18-313459 
Е5109954-.375- 


x .060 fl Igth x .375 іп. 
- Litter pole att fus outbd hinge 
- Fl press fit stl .250 ID x .3141 OD x .4391 fl dia 


.060 
*110-310041-1 Suppo 
*110-310041-10 Suppo 
*110-310041-2 Suppo 
*110-310041-20 Suppo 
43B2330 Brac y - Webbing litter strap 

110-310034-10 Fitti - Киз litter bkt 
FS109864-0.24- Bushing |- Press fit stl .3766 OD x .250 ID x .50 fl dia x 

.062 .062 f1 1gth x .240 in. 

78-313459 itti ssy - Litter pole att fus outbd hinge 
FS109854-.375- i | Press fit stl .250 OD x .313 ID x .437 fl dia x 
0 


.060 LI 1gth x .375 in. 

Fus frames litter LS 
Fus frames litter LS 
Fus frames litter RS 
Fus frames litter RS 


.060 0 fl lgth x .375 in. 


43B2330 y [ Fus litter webbing strap 


110-310034-10 itti sy -|Fus litter bkt 
F$109864-0.24- ing - Hress fit stl .3766 OD x .250 ID x .50 fl dia 
.062 fl lgth x .240 in. 

110-313620-10 Fitting As Fus litter sup. 

110-313620-30 Ed Fus litter sup. 

110-313620-20 Fitting Ass Fus litter sup. 

110-313620-40 Fitting ss Fus litter sup. 

NAS77-4-38 Bughing - Rl press fit stl .3761 OD x .250 ID x .38 in. 


USABLE| ON 
сар 


А C-119G 


rOWOD> >>> >> >>>>>>> >> >>>>>>>>>> >>> > > > > > 


MODEL DESIGNATION SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FUSELAGE 
LITTER POST & UPPER BEAM INSTL 


UN I TS] USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 thru 53-8095 
IK-441 & IK-442 
131690 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8096 & Subsequent 
IK-443 8 Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 178. Main Body Sector Cargo Floor Installation 
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Section II 


Group Assembly Parts List 


668 


*110-310350 
110-310396-30 
110-310391 
AN'1516-1 
110-310391-7 
110-310391-11 
110-310397-10 
110-310397-5 
AN316-4R 
110-310398 
110-310377 
110-313402 
NAS76-4-010 
110-313411 
NAS76-4-010 
AN316-4R 
NAS358-80-23. 
NAS358-80-17, 
110-313397-21 
110-313390 
110-310376 
AN42-10 
110-310376-21 
110-310375 
AN394-19 

110-310373 

110-310373-10 

110-310373-30 


AN364-428 
AN960-416 
AN24-44A 


110-310373-3 
78-318826 

78-318826-10 
78-318826-30 


FS109S64-0,50- 
„060 
F$109864-0,50- 
. 060 
NAS77-4-50 
110-310374 
NAS''1-4-24 
110-313407~21 
110-313393 
110-313392 
110-313445-21 
110-313445-22 


*110-310378-1 
*11N-310378-60 


110-313385 
110-313386 
110-310396-10 
110-310392 


Na 


Assy Γ 
8 


Strip|- 
Strip|- 
Rod |. 


End As 


T.O. 1C-119F-4 


body sect. cargo (See fig. 96) 
Rus cargo floor paratainer inbd sect. LH 
V - Paratainer door L wood 
1 Cargo airplane tie down 

aratainer door cargo floor outbd skid 
faratainer door cargo floor inbd skid 
– Paratainer door LS 


Eye + Paratainer door rod 
Nut -| Check stl 1/4-28 RH thd 


sy - Paratainer door rod 


Tube! Assy |- Cargo floor paratainer door 


Connec 


н - Paratainer door rod center 
ng - Press fit plain bronze . 250 ID x 10/32 in. 


End + Cargo floor paratainer door rod 
Bushing - Press fit plain bronz , 250 ID x 10/32 in. 


Nut -| Check stl 1/4-28 RH thd 


Tube| A: 
Tube A: 


Fitting 
Connector 


8 


Washer |- 
Che 


p 


Fitting 4 C 


ssy - Conl 1/2 x . 035 x 23.75 in. 
sy - Conl 1/2 x . 035 x 17.25 in. 
^ floor paratainer door ring 
floor paratainer door ring conn 


Connector რაინი. - Fus cargo floor paratainer door handle 


e stl 10-32 for 3/16 pin x 1-1/32 in. 
+ Paratainer door handle conn 
Assy - Fus cargo floor paratainer door 


Pin -| Flat hd stl 1/4 x 51/64 in. 
de Аѕѕу - Cargo floor paratainer door 
ud - Cargo floor paratainer door 


- Cargo floor paratainer door (Use for spares 


inllieu of part No. 110-310373 & -10) 


ARTS 


lain stl reg ser 1/4 in. bolt 
is stl 1/4-28 x 4-9/32 in. 


Han si thin stl 1/4-28 


ი + 
sy - Paratainer door 


Plate - 

L ο) Α 

Latch Assy - Paratainer door 

Tel Assy - Paratainer door (Use for spares in lieu of 


rt No. 78-318826 & -10) 


y - Fus cargo floor paratainer door 
- Fl press fit .3761 OD x . 250 ID x . 240 in. 


us cargo floor paratainer door 

argo floor paratainer door 

S cargo floor paratainer door inbd LH 

S cargo floor paratainer door inbd RH 

y - Fus cargo floor paratainer door outbd LH 
y - Fus cargo floor paratainer door outbd LH 
us cargo floor paratainer door half 

us cargo floor paratainer door half 

us cargo floor paratainer inbd sect. RH 

- Paratainer door R wood 


= ა сл ол Ὁ "d πι πι мә Мә 50 89 о i Ба 


თ > 


ч О Ш> 


ΩΩ 


T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


GROUP FUSELAGE UN! TS! USABLE 
MAJOR ASSEMBLY MAIN BODY SECTOR CARGO FLOOR INSTL (Cont) წამ 
PART NUMBER | 2 3 ს 5 6 


AN'1516-1 Fitting Cargo airplane tie down 4 
110-310392-7 Strip aratainer door RH inbd cargo floor skid 2 
110-310397-30 Rad Assy -| Paratainer door RS 1 
110-310397-7 Eye + Paratainer door rod 1 
AN316-4R Nut -| Check stl 1/4-28 RH thd 1 
110-310398 End Assy - Paratainer door rod 1 
110-313445-21 Fitting 4 Киз cargo floor paratainer door inbd LH 1 
110-313445-22 Fitting 4 Fus cargo paratainer door inbd RH 1 
110-310379 Channel| Assy - Fus cargo floor paratainer door inside 1 
110-303394 [deor [ Cargo floor paratainer door 3 
110-313395 Support |- Paratainer door keeper 3 
*110-310378-2 Channel| Assy - Fus cargo floor paratainer door outbd RH NP D 
*110-310378-50 Channel|Assy - Fus cargo floor paratainer door оша RH NP E 
110-313385 Hinge - |Fus cargo floor paratainer door half 5 
110-313386 Hing - Fus cargo floor paratainer door half 5 
110-310394-1 Assy |- Fus cargo floor paratainer outbd sect. LH 1 
110-310394-2 Assy |- Rus cargo floor paratainer outbd sect. RH 1 
*110-314370-1 am A5sy| - Paratainer оша door LH NP 
*110-314370-2 am Assy - Paratainer outbd door RH NP 
110-310405-3 Bolt + Paratainer outbd door fwd (Made from AN5-15 for 
FAD acft & AN5-22 for KF acft) G 
АМ5НТА Bolt cft mach stl drid hd 5/16-24 x 29/32 in. H 
110-310405 Bolt L Paratainer outbd door aft (Made from AN5-20 for 
FAD acft & AN5-25 for KF acft) G 
110-314170-13 Bolt + Paratainer outbd door aft (Made from AN5H25A) H 
МАЕ 1088-1-7 Chain - Door fwd bolt brass safety 7 in. 
NAF 1088-1-11 Chain - Door aft bolt brass safety 11 in. 
110-313393 Washer |- Paratainer door bolt G 
AN416-1 Pin - Het safety H 
110-313447-1 Fitting + Paratainer door outbd sect. fwd LH 
110-313447-2 Fitting + Paratainer door outbd sect. fwd RH 
*110-310378-1 Pi ell Assy - Fus cargo floor paratainer door outbd LH D 
*110-310378-30 Channel Agsy - Fus cargo floor paratainer door outbd LH E 
*110-310378-2 СҢапһе Assy - Fus cargo floor paratainer door outbd RH D 
*110-310378-40 canbe! Assy - Fus cargo floor paratainer door outbd RH E 
110-313385 ingẹ -|Fus cargo floor paratainer door half 


110-313386 inger- Fus cargo floor paratainer door half 
110-313445-22 itting + Fus cargo floor paratainer door inbd RH 


(Continued on fig. 179) 


ΠΡ 0 MODEL SPECIFICATION SERIAL NUMBERS 
GONE 


A C-119G 51-2662 thru 51-2716 
91-8016 
51-8098A thru 51-8168A 


C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8094 
131662 thru 131679 
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Section II 


Group Assembly Parts List 


FIGURE & {GROUP FUSELAGE 
წესია MAJOR ASSEMBLY MAIN BODY SECTOR CARGO FLOOR INSTL (Cont) 
USABLE| ON 


PART NUMBER 


670 


| 


T.O. 1C-119F-4 · 


UNITS] USABLE 
ON 
CODE 


MODEL DESIGNATION: SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


‚53-8103 thru 53-8156 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
53-8095 thru 53-8156 
IK-441 & Subsequent 
131680 thru 131719 


51-8098A thru 51-8168A 
93-8069 thru 53-8102 


51-2662 thru 51-8097 
51-17365 thru 53-7884 
93-8103 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8094 
131662 thru 131679 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 


92-5922 thru 52-5923 
53-3166 thru 53-7884 


IK-443 & Subsequent 
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Section II 


T.O. 1C-119F-4 


Figure 179. Main Body Sector Cargo Floor Installation 
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Section II 


Group Assembly Parts List 


INDEX 
NUMBER 


672 


FIGURE & 


*110-310350 


AN'1516-1 


AN'1516-1 


AN'1516-1 


PART NUMBER 


110-310372 
110-310372-3 
110-310362 
110-310366 
110-310363 
110-310367 
110-310359-1 
110-310359-2 
110-310360 
110-310360-10 
110-310357-1 
110-310357-10 
110-310357-2 
110-310357-20 
110-310358 
110-310355-1 
110-310355-10 
110-310355-2 
110-310355-20 
110-310356 
110-310353-1 
110-310353-2 
110-310354 
110-310351-1 
110-310351-2 
110-310352 
AN'1516-1 


AN7516-1 


AN7516-1 


110-310361-1 


110-310361-2 


43А 2456 
43A 2456 


43A 2456 


110-313461 


110-313461 


T.O. 1C-119F-4 


Panel - Fu 


sy - E 
oor ASSy - 


Door| Assy |- T 
οο Absy - 


loor Assy - Fus 
oor A Ba - Fus 
ool Rs = [Fus 
oor À 8 - [Fus 
ook А - [Fus 
oor À ον - [Fus 
00 Abs - |Fus 
τ Α a - [Fus 
oor Assy - Fus 
eal A “ - [Fus 
oor АБѕу - [Киз 
loor Α 5) - ო 
MI Abey - Fus 
loor Assy - Fus 
F oof n - [Fus 
loor Assy - Fus 
Floor als - |Fus 
oor Α 2 - |Fus 
oor ABSy - s 
Fitti el 
3 
Fitting 


3 
Fitting 


Fittin 


zo 
= 
HB 
ტე თ 
— каз кау თე, 
сә 
ორ 


d. ou 

8 E: : 
s 

σα > Q со 09 


> 
= 
6 
= 
> 
το 


° T 


CC! 
ο» 


ζω > 
ki ° 
52 
=} 
m м. I FC +; WR Co H 


ui 
D 


ოლ 


outbd cargo RH 
center cargo 
center cargo 
outbd cargo LH 
outbd cargo LH 
outbd cargo RH 
outbd cargo RH 
center cargo 
outbd cargo LH 
outbd cargo LH 
outbd cargo RH 
outbd cargo RH 
center cargo 
outbd cargo LH 
outbd cargo RH 
center cargo 
outbd cargo LH 
outbd cargo RH 
center cargo 


GROUP FUSELAGE 
MAJOR ASSEMBLY MAIN BODY SECTOR CARGO FLOOR INSTL 


(Continued from fig, 178) 


ee - Main body sect. cargo (See fig. 96) 
el - ni ent cargo floor LS 
ent cargo floor LS 

οο Азву - Fus front center cargo 
S outbd L cargo 

S outbd R cargo 
cargo floor ant. access LS 
S outbd cargo LH 


Cargo airplane tie down (Use on part No. 110- 
0354 & 110-310358) 

Cargo airplane tie down (Use on part No. 110- 
0352, 110-310356 & 110-310360 & -10) 

Cargo airplane tie down (Use on part No. 110- 
310363 & 110-310366) 
rgo airplane tie down (Use on part No. 110- 


-2, 110-310357-1, -2, -10 & -20) 


εἰ 310353-1, 

tting rgo airplane tie down (Use on part No. 110- 

, -2, 110-310359-1 & -2) 

rgo airplane tie down (Use on part Νο, 110- 
355-1, -2, -10 & -20, 110-310362) 

SSy - Cargo floor tie down LH (Made from part No. 
7916-1) (Use on part No. 110-310355-1 & -10) 

Assy - Cargo floor tie down RH ( 

1916-1) (Use on part No. 110-310355-2 & -20) 

itter webbing strap (WWP) (Use on part No, 110- 

0352, 110-310358 & 110-310360) 

itter webbing strap (WWP) (Use on part No. 110- 

354, 110-310356, 110-310357-1, -2 & 110-310363) 

itter webbing strap (WWP) (Use en part Νο, 110- 

1-1, -2, 110-310353-1, -2, 110-310355-1, -2, 

10359-1 δι -2) 

er tie down ring (Use on part No. 110-310352, 

10358 & 110-310360 & -10) 

er tie down ring (Use on part No. 110-310354, 

10356, 110-310357-1, -2, -10,-20 & 110-310363) 


Made from part No, 


თ 
e 


g o go m 


pen 


ყიყი> 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY MAIN BODY SECTOR CARGO FLOOR INSTL (cont 
part weer — i zsa  — — | 


110-313461 


FIGURE & UNITS] USABLE 
ON 


NUMBER 


Strap oe er tie down ring (Use on part Мо. 110-310351-1, 
, 110-310353-1 & -2, 110-310355-1, -2, -10, & -20 


&[110-310359-1 δι -2) 1 
4342691 Ring |- Сагро floor litter tie down (WWP) (Use on рагі No. 
110-310352, 110-310358 & 110-310360 & -10) 4 


43A2691 Ring |- Cargo floor litter tie down (WWP) (Use on part No. 

| 110-310354, 110-310356, 110-310357-1, -2, -10, &-20 
& |110-310363) 2 
Ring |- Cargo floor litter tie down (WWP) (Use on part No. 


110-310351-1, -2, 110-310353-1, -2, 110-310355-1, 


43A2691 


-3, 410, -20; & 110-310359-1 & -2) 1 
110-310360-7 Strip|- გადი floor skid (Use on part Νο. 110-310360) 4 
110-310360-11 Strip! - D go floor skid (Use on part No. 110-310360-10) 4 
110-310358-7 Strip|- Cargo floor skid (Use on part No. 110-310358) 4 
110-310356-7 strip - nd floor skid (Use on part No. 110-310356) 4 
110-310354-7 Strip - Cargo floor skid (Use on part No. 110-310354) 4 
110-310352-13 Strip - I. go floor skid (Use on part No. 110-310352) 4 
110-310365 Strip - x floor wear (Use on part No. 110-310352) 1 
110-310364-3 Strip|- Caygo floor outbd wear LH (Use on part No. 110- 

310351 -1) 1 
110-310364-4 Strip| - 1o; go floor outbd wear RH (Use on part No. 110- 

310351-2) 1 
110-313428 Plug |- Сагро ay down ftg 18 
110-313429 PRS - (იიი old down ftg 60 | All 


Ui hd ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 


A C-119G 51-8098A thru 51-8168A 


B C-119G 51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
R4Q2 131690 thru 131719 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 


R4Q2 131662 thru 131719 


F C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 
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Section II 
Group Assembly Parts List 


PART NUMBER 


674 


ON 


T.O. 1C-119F-4 


GROUP FUSELAGE 


MODEL DESIGNATION 


C-119G 


შეი, ჭ UNITS] USABLE 
μη MAJOR ASSEMBLY MAIN ΒΟΡΥ SECTOR CARGO FLOOR INSTL (Cont. ) ane 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8106 
131662 thru 131719 


51-8035 thru 51-8097 
92-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8107 thru 53-8156 
IK-441 and Subsequent 
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Section II 


T.O. 1C-119F-4 


Figure 180. Structure Assembly - Top Front Skin and Stringer 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MAJOR ASSEMBLY — TOP FRONT SKIN & STRINGER STRUCTURE ASSY 


PART NUMBER | 2 3 4 5 6 


*110-310701 
*110-310701-10 
*110-310701-30 
*110-310711 
78-318823-10 
FS109864-. 300- 
‚06 
*110-310712 
110-310712-5 


FIGURE & 
INDEX 
NUMBER 


UN I TS] USABLE 
ON 


Structure Assy 4 Top front skin δι stringer (See fig. 96) 
Stureture Assy + Top front skin & stringer (See fig. 96) 
Jàmb Assy - [Fus cockpit'astrodome hatch flush type 
Braq ket Assy - Cockpit hatch lock support 
Bushing - Fl press fit stl. . 3766 OD x . 2495 x . 5016 fl 


Structure } Уу Top front skin & stringer (See fig, 96) 


dia x . 06 fl lgth x . 30 in. 
Plate A წე) & Instl - Astrodome hatch front half cover 
ate -|Astrodome hatch front half web 

AITTIACHING PARTS 

A asher hd stl 10-32 x 7/16 in. 


AN525-10-7 
*110-310713 
110-310713-3 


Aissy &|Instl - Astrodome hatch rear half cover 
ate – Astrodome hatch rear half web 
ATTACHING PARTS 
Stre asher hd stl 10-32 x 7/16 in. 

Support Assy|& Instl - Fus astrodome astro compass 
bé Assy - Astro compass sup. 
ATTACHING IPARTS 


AN525-10-7 
*110-310715 
110-310715-10 


78-310043 Bolt|- Astro compass sup. 3/8 in. fwd 
78-310044 Bolt|- Astro compass sup. 5/16 in. aft 
AN5738-2 Sta а - Astro compass (GFAE) 


D-502 Standard - Astro compass (SPFI) (GFAE) 


AT TIACHING |PARTS 


AN365-1032 Fut + Self locking stl 10-32 
AN520-10-8 Screw + Rd hd stl 10-32 x 1/2 in. 
110-310745 [atch Assy -| Fus top front sect. escape (See fig. 182) 


*110-310714 

78-318841-40 
18-318841-20 
78-318841-30 


echanism Instl - Cockpit escape hatch release 
od |Assy | Cockpit escape hatch handle to latch mech conn 
dlassy + Cockpit escape hatch end 

od|AsSy + Cockpit escape hatch side 
ATTACHING|PARTS 
ret (Used on part No, 78-318841-20 & -30) 
ret (Used on part No. 78-318841-40) 
et ring stl . 187 OD x 1. 31 in. 


NAS51-18 
NAS51-18 
F81539-6-1.31 
FS1539-6-, 53 
AN486-3 
AN316-4R 
78-318842-10 
78-318842-20 


- Fus escape hatch 
- Fus escape hatch 


сою MND < > 


AN364-428 
AN960-416 
AN24-56A 

FS109864-. 460 


1 


locking thin stl 1/4-28 

Piian stl reg. ser 1/4 in. bolt 

levis stl 1/4-28 x 3-17/32 in. 

-| XLI stl . 3760 OD x . 250 ID x. 50 fl dia x . 062 П 
thix . 460 in. 

Assy - Fus escape hatch release (Used on part No. 
78-318842-10) 

Авву - Fus escape hatch release 


78-318838-20 


78-318838-10 


AN364-1032 
AN960D10 
AN23-21A 


lf locking thin stl 10-32 
ashey - Plain Al al reg ser No. 10 bolt 

Bolt - Clevis stl 10-32 x 1-11/32 in. (Used on part No. 
8-318842-10) 

- Clevis stl 10-32 x 1-1/32 in. (Used on part No. 
8-318842-20) 

ushing - Press fit stl . 251 OD x .190 ID х. 250 in. 

(Used on part No. 78-318838-20) 


AN23-17A 


FS103843-. 250 


676 Revised 15 January 1956 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNITS] USABLE 
η MAJOR ASSEMBLY TOP FRONT SKIN & STRINGER STRUCTURE ASSY (Cont. ) ჩამ 
PART NUMBER I 2 3 ü 5 6 


Used on part No. 78-318838-10) All 
78-318826 Assy - Fus escape hatch (Used on part No. 
78.318842-10 & -20) АП 


FS103843-. 250 ИС - Press fit stl 251 OD x . 190 ID x . 250 in. 
( 


FA109864-.050 
.06 Shing - FI stl .376 OD x . 250 ID x .50 fl dia x 

. 060 fl lgth x . 50 in. АП 
*110-310716 st] - Cockpit escape hatch (See fig. 121). All 


dus on fig. 181) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 91-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 


C-119G 51-8053 thru 52-5921 
92-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 & IK-442 


C-119G 52-5922 & 52-5923 
53-3181 thru 53-7884 
53-8106 & Subsequent . 
IK-443 & Subsequent 


51-2662 & Subsequent 
131662 thru 131719 


IK-441 & Subsequent 
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Figure 181. Top Front Skin and Stringer Structure Assembly 


678 Revised 15 May 1957 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


ойшы form fig. 180) 


*110-310701 | Top front skin & stringer (See fig. 96) A 
*110-310701-10 Top front skin & stringer (See fig. 96) B 
*110-310701-30 Top front skin & stringer (See fig. 96) | ο 
*110-310718-1 - Fus escape hatch drain LH АП 
*110-310718-2 s escape hatch drain RH АП 
C512 (CM8) ΑΙ] 
CA10 Clamp + R5 (CNS) АП 
110-310718-13 ѕс̧аре hatch drain . 50 x . 12 x 15.00 in. АП 
110-310718-31 809206 hatch drain .38 x .12 x 15.00 in. АП 
110-310718-15 spe hatch drain . 50 x .035 x 9. 50 in. LS All 
110-310718-7 Tube - Escape hatch drain .38 x . 035 х 9. 50 in. RS All 
110-310718-17 scape hatchdrain . 50 x .12 x 30. 00 in. LS All 
110-310718-11 in. , 38 x . 12 x 30. 00 in. RS АП 
*110-310740 F Fus top front loop & mast апі. All 
110-756060 et - Liaison ant. mast lead-in ins D 
s TS 
AN365-1032 Self locking stl 10-32 D 
AN960-10 Ë Washer|- Plain stl reg ser No. 10 bolt D 
AN525-10-12 S¢re Washer hd stl 10-32 x 3/4 in. D 
110-756061-3 ali- Liaison ant. lead-in ins D 
*110-313097 Mas InBtl|- Fus top fwd sect. radio compass ant. À 
*110-313097-10 Mast Instl |- Fus top fwd sect. radio compass ant. E 
*110-313097-30 Mast Instl - Fus top fwd sect. radio compass ant, F 
110-313098 as Agsy - Fus top fwd radio compass M 
110-313254-11 5% Assy -Fus top fwd radio compass R |J 
*110-311705 F Fus top front sect, Α 
*110-311705-70 F Fus top front sect. J 
*110-311705-50 F Fus top front sect. K 
*110-311706 F Fus top front sect. Αι 
*110-311706-10 F Fus top front sect. N 
*110-311707 F Fus top front sect. A |Ë 
*110-311707-30 F Киз top front sect. N 
*110-314700-10 - Fus transverse (Use on part No. 110-311705 & 
г -70) P 
*110-314700-211 рат Assy - Fus transverse (Use on part No. 110-311705 & 
-50 & -70) Q 
*110-314700-30 ват Assy - Fus transverse (Use on part No. 110-311707 & 
-30) Р 
*110-314700-181 pam Assy - Fus transverse (Use on part No. 110-311707 & 
-δ0) Q 
110-313724-22 Suppprt|- Fus aux floor beam monorail fwd All 
110-313724-21 Suppprt - Fus aux floor beam monorail aft АП 
105-313024-5 Fitting - Uadder rung sup. (Use on part No. 110-311706 & 
-10 & 110-310707 & -30) 0 
LE ON MODEL DESIGNATION SERIAL NUMBERS 
DE 
A C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 
C-119G 51-8053 thru 51-8097 
51-17365 thru 52-5921 
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Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


NUMBER 


PART NUMBER | 2 3 4 5 6 


181 
(cont) 
C 
D 
E 
F 
J 
K 
M 
N 
ο 
P 
i Q 
R 


680 


T.O. 1C-119F-4 


MAJOR ASSEMBLY TOP FRONT SKIN & STRINGER STRUCTURE ASSY 


MODEL DESIGNA TION 


C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


UN I TS] USABLE 
ON 
CODE 


SERIAL NUMBERS 


92-5924 thru 53-3180 
93-8069 thru 53-8105 
IK-441 & IK-442 


52-5922 thru 52-5923 
53-3181 thru 53-7884: 
53-8106 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-6036 thru 52-6058 
131662 thru 131719 


51-8053 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6035 


52-5889 thru 52-5954 
52-6036 thru 53-7884 
53-8069 thru 53-8156 
IK-441 & Subsequent 


51-8053 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 δι Subsequent 


131662 thru 131719 


951-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


91-2662 thru 53-7879 
53-8069 thru 53-8156 
ІК-441 thru IK-466 

53-7880 thru 53-7884 


51-2662 & Subsequent 
IK-441 & Subsequent 
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Fuselage Top Front Section Escape Hatch Assembly 


Figure 182. 


Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


682 


GROUP FUSELAGE 


UN I TS] USABLE 
MAJOR ASSEMBLY FUSELAGE TOP FRONT SECTION ESCAPE HATCH ASSY 
PART NUMBER 


110-310745 
178-318898 
718-318895 
718-318276 
718-318278 
718-318277 
8-318261 
78-318270 


AN392-17 
МА570-128-313 


78-318268 
78-318267 
78-318260 


18-318260-10 
AN365-1032 
AN365-1032 
AN960-10 
AN960-10 
AN507-1032R9 
AN507-1032R12 
110-310766-21 
110-310766-23 


AN394-41 
78-318279 


78-318279-10 


78-318894-1 


AN365-1032 
AN936B10 


78-318889 
1510-5 


78-318260-3 
A-3A 


A-3A 
AAF373500 


AN365-1032 
78-318889 
AND07-1032R18 


78-318274 
78-318263 


Hate abs - 


Α 


Nut Assy - 


Rod + H 
Lock Assy 
Latch - 


Washer 


Bracket 
tródome 


CHI 


Knob] - Hin 


T.O. 1C-119F-4 


Hi 


- Hinged astrodome 


Я Plain stl No. 4 bolt 


Spring 4 Astrodome latch 
- Astrodome lock latch 

Α86ν - Hinged (Less dome when procured for 
Sdrvice replacement) 


Agsy - Hinged 


trodome 
NOTE: Use for R4Q1 & R4Q2 spares without dome 
G PARTS 


t 4 Self locking stl 10-32 
t + Self locking stl 10-32 


sher|- Plain stl reg ser No. 10 bolt 
Washer |- Plain stl reg ser No. 10 bolt 
recessed flat hd 100° carbon stl 10-32 x 9/16 in. 
recessed flat hd 100° carbon stl 10-32 x 3/4 in. 


Sdrew -| Machi 
Sqrew -| Mach 


(Use 


8260) 


ARTS 
lf locking stl 10-32 


Fus top front sect. cockpit escape (See fig. 180) 
ged astrodome hold down 

Nut 4 Hinged astrodome hold down 

Rod Assy 4 Hinged astrodome conl lock 

ged astrodome conl lock 

inged astrodome conl lock 


Hinged astrodome lock 


TACHING PARTS 
Pin 4 Flat hd 511 3/16 x 1-1/32 in. 


- Hinged astrodome male (Use on part Νο, 78- 


8250-10) 
- Hinged astrodome male (Use on part No. 78- 


hd stl 1/4 x 1-9/32 in. 

ssy - Hinged astrodome (Made from AN257C6-10. 00) 
on part No. 78-318260-10) 

Sy - Hinged astrodome (Made from AN257C6-10. 00) 
sejon part No. 78-318260) 

- Hold down 1-3/4 in. 
ACHING PARTS 

Nut + Self locking stl 10-32 
- Tooth lock stl No. 10 ext teeth (Use on part No. 
18-318260) 
- Astrodome hold down (Use on part No. 78-318260) 
- $hakeproof lock (ITW) (Use on part No. 
78-318260) 


- 1/16 syn rubber АА Е26554 type 2 gr А 
აა. observing (Spec MIL-D-5813) (GFAE) 

on part No. 78-318260) 

Navigator's observing (Use on part Мо, 78-318260) 

Navigator's observing Type A-3A (CAA7) (GFAE) 


- Astrodome hold down 


et L Hinged astrodome (Used on part No. 78-318260) 
l & Bolt Assy - Hinged astrodome 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS] USABLE 
με MAJOR ASSEMBLY FUSELAGE TOP FRONT SECTION ESCAPE ΗΑΤΟΗ ASSY (cont 


PART NUMBER | 2 3 ú 5 6 


78-318266 


Wheel -| Astrodome lock hand 


78-318265 Washer |- Astrodome hand wheel lock spherical 
78-318264 SB - Astrodome wheel lock 
78-318271 Bracket Assy ~ Astrodome hand wheel lock 


78-318271-2 Astrodome hand wheel lock (Use for spares in lieu 


ofipatt No. 78-318271) 


18-318262-5 


78-318262-11 nged astrodome upper (Use on part Νο, 78- 
318260) 

Seal + Hinged astrodome 

Frame 4 Hinged astrodome lower 

Plate - hl astrodome wheel lock 

S y r Flush type cockpit escape hatch 

Support As$y + Flush type cockpit escape hatch 
S 

S 


18-318272 
78-318262-7 
18-318275-3 

*18-318820-100 

*18-318820-110 

*18-318820-120 

*78-318820-130 

18-318844L 


part Assy + Flush type cockpit escape hatch 
port Assy + Flush type cockpit escape hatch 
| Keeper + Escape hatch LH 
ATTACHI 1. 
Se 


-.–-– 


AN365-1032 Nut - f locking stl 10-32 2 
AN960-10 Washer pi Stl reg ser No. 10 bolt 2 
AN23-13A lt + de is 511 10-32 x 27/32 in. 2 
78-311374 Washer 2 


i doors & hatches strike 


78-318845-2 scape hatch keeper (Use on part No. 78-318820- 


Bracket|- 
100 & 78-318820-130) 


All 
78-318845-3 Bracket|- Escape hatch keeper (Use on part No. 78-318820- 
110 & 78-318820-120) All 
ATT cimo Ais 
AN23-11A Balt de S stl 10-32 x 23/32 in. All 
AN23-10A Balt + Clevis stl 10-32 x 21/32 in. All 
AN960-10 All 


Washer | Hlain stl reg ser No. 10 bolt 


USABLE ON 
CODE 


A C-119G 91-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 


C-119G 51-8098А thru 51-8111 A 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-2662 thru 51-8003 
51-8098A thru 51-8122A 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UN | Τ5| USABLE 
Mid MAJOR ASSEMBLY FUSELAGE TOP FRONT SECTION ESCAPE HATCH ASSY (cont წამ 


PART NUMBER 12 3 4 5 6 


182 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8004 thru 51-8097 
51-8123A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G IK-441 & Subsequent 


C-119G 51-2662 thru 53-7839 
53-8069 thru 53-8151 
R4Q2 131662 thru 131719 


C-119G 53-7840 thru 53-7884 
53-8152 & Subsequent 
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Fuselage Escape Hatch Handle Installation 


Figure 183. 
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Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


ეი MAJOR ASSEMBLY FUSELAGE ESCAPE HATCH HANDLE INSTL 
PART NUMBER | 2 3 4 5 6 


*110-310716 
78-318830 


UN ТЗ | USABLE 


Handle Inst] -| Fus escape hatch (See fig. 180) 
Handle PART hatch inner 


ATTACHING PARTS 
Nut 4 Self locking stl thin 10-32 

авҢег - Plain stl reg ser No. 10 bolt ' 
Bolt - Glevis stl 10-32 x 1-7/32 in, 


AN364-1032 
AN960-10 
AN23-19AÀ 


შით - Spacer ΑΙ al , 937 OD x . 512 ID х. 406 in. 
Lever р - Escape hatch 
a 


FS105D158-. 406 
18-318832 
ATTACHING TS 
Pin 4 Flat hd 8/16 x 1-5/64 in. 

8 sler |- Plain stl reg ser No. 10 bolt 


AN393-29 
AN960-10 


... - Press fit stl . 251 OD x . 124 ID х. 250 in. 
Shaft Азѕу |- Fus escape hatch handle 


Е5103542-, 250 
78-318834-10 


78-318831 Shaft - Fus escape hatch 

78-318829-1 Handle + Fus escape hatch outer release 
AN960-816 2 iler - ain stl reg ser 1/2 in. bolt 
78-318835 i upper escape hatch top handle 
78-318833 


FS1098108-. 8094.0 - ΕΙ press fit stl .6267 OD x .50 ID x . 8137 fl dia x 
21Η lgth x . 809 in. 

- Fl press fit stl . 6267 OD x . 50 ID x . 8137 fl dia x 
. 062) fl 1gth x . 749 in. 

scape hatch filler 

t1 14? bevel No. 10 bolt 

{1 14? bevel 1/4 in. bolt 


Packing - 
| S "bp - Fus escape hatch 


110-313778 
FS2603-3-14 
FS2603-4-14 
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Fuselage Τορ Rear Section Assembly 


Figure 184. 
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Section II 


Group Assembly Parts List 


688 


*110-726005 
*110-726010 


VJ810 


AN365-624 
AN960-616L 
AN6-10A 


*110-796227 
*110-310722 


18-311246-21 
110-310722-3 


*110-314715-1 
*110-314715-2 


110-310735 
NAF 1088-1A9 
110-314717 


*110-314764-1 
*110-314764-2 


18-311178 


*110-314762-30 
*110-314762-40 
*110-314762-70 
*110-314762-80 


78-311178 


*110-311717 
*110-311717-10 
*110-311719 
*110-311719-10 
*110-311719-30 
*110-311721-10 
*110-311721-30 
*110-311723-10 
*110-311723-30 
110-796274-21 


4441568 
43А 2691 
Τ8-9 194561, 


78-313426R 


FS105843-.31 
FS105843-.31 


AN210-1A 


шш ug 


Mmi nj nj ΠΗ ΠῚ ы οτί ΠῚ o 


t 
We 
Bol 


ket - Aerial delivery sys rail sup. 
Apel - Strap ring (WWP) (Use on Part No. 110-311719 & 
-10 & -30, ἃ 110-311721-10 & -30) 
Ring - Webbing strap (WWP) (Use on Part No. 110-311719 & 


T.O. 1C-119F-4 


GROUP FUSELAGE 


MAJOR ASSEMBLY FUSELAGE TOP REAR SECTION ASSY 
PART NUMBER 


*110-310720 
*110-796060 


Fus top rear (See fig. 96) 
Instl - Aerial delivery sys drive 
A 


- |Fus top rear sect. RH 


belt safety 

Litter strap att 

- JFus top rear sect. 

- Fus top rear sect. 

Fus litter strap 

& Inst] - Fus litter strap LH 
& Inst] - Fus litter strap RH 


Chih dre mae ο 
t 


Fus litter strap 
y + Fus top rear sect. 


a ssy - Fus litter strap LH 
E Assy - Fus litter strap RH 


PUER 
S 


y { Fus top rear sect. 
y + Fus top rear sect. 
y | Fus top rear sect. 
y + Fus top rear sect. 
y + Fus top rear sect. 
y | Fus top rear sect. 
y + Fus top rear sect. 
y + Fus top rear sect. 


0 & -30, &110-311721-10 & -30) 


вре игї. conl main sector tube sup. LH (Use оп Part 
ο. 110-311717 δι 110-311717-10) 
Surf. conl main sector tube sup. RH (Use on Part 


‚ 110-311717 & 110-311717-10) 


vri Intl - Surf. conl lock fus LH 


tl |- Surf. conl lock fus RH 


6005) 


Bus p Spacer .250 OD x .31 in. (Use on Part No. 110- 


bu 
nti-friction brg conl 


Sy - Paratainer model 2 style A type VJ129 (BC) 


- Spacer . 250 OD x .31 in. (Use on Part No. 110- 


UN I TS] USABLE 
ON 


Pore p> J Q > t 


> 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6012 thru 52-6047 
53-8069 & Subsequent 
IK-441 thru IK-442 

131690 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-9982 
52-6048 thru 53-7884 
IK-443 & Subsequent 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


INSTRUCTIONS 


1 — INSERT RADIO ~ AN/CRT-3 

2 — INSERT RAFT 

3 = ATTACH MOORING LINE 

Ц = INSTALL BOTTLE AND LACE IN PLACE 
5 = ATTACH BOTTLE RELEASE CABLE 


Figure 185. Fuselage Top Rear Section Assembly 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE TOP REAR SECTION ASSY 
PART NUMBER 23 ს 5 6 


(Continued from figure 184) 


*110-310720 Section psa 4 Fus top rear (See fig. 96) 
*110-310724 Frame Assy -| Fus top rear sect. 
110-796103 -3 itting 4 Outrigger brace 
*110-311726 (3809 Assy - Fus top rear sect. 
78-313014 Bushing|- Cargo door shear 
78-313014-3 Bushing|- Cargo door shear 
110-313753 annel|- Paracan handling sys 
110-313461 - Fud tie-down бе 
43A2691 - Qutbd litter tie-down (WWP) 
*110-310723 Stringer Assy & Instl - Fus top rear (See fig. 187) 
*110-310846-1 Assy & Inst! - Fus top rear emer escape hatch LH 
*110-310846-2 Assy & Inst] - Fus top rear emer escape hatch RH 
110-310846-10 Door |АѕБу - Fus top rear emer escape hatch LH 
110-310846-20 Door |ÁsBy + Fus top rear emer escape hatch RH 

წ 


UNITS) USABLE 


110-310767 Lever - Rear emer escape hatch door latch 
TTACHING PARTS 

AN365-1032 Nut -|Self locking stl 10-32 

AN960-10 Washer + Plain stl reg ser No. 10 bolt 
AN23-15 lt + Clevis stl 10-32 x 31/32 in. 


110-314767 e Assy - Rear emer escape hatch 
ARTS 
AN365-820 3) locking 8(1 1/2-20 


AN960-A816L Plain stl light ser 1/2 in. bolt 
AN960-1016 Plain stl reg ser 5/8 in. bolt 


110-313874 Welded Assy - Rear escape hatch lock handle 
ATTACHING PARTS 

AN365-1032 Nut -|Self locking stl 10-32 

AN960-10 Wáshbr - Plain stl reg ser No. 10 bolt 

AN3-12 Balt + Acft stl 10-32 x 1-9/32 in. 

AN3-12A А | Асі undrilled stl 10-32 x 1-9/32 in. 


it 


110-313873-3 Stud + Emer escape hatch handle 

110-314768-10 Block Assy - Emer escape hatch handle 

110-314768-30 Block Assy - Emer escape hatch handle 
ATTACHING PARTS 

AN365-1032 Nut -|Self locking st1 10-32 

AN960-10 Washer - Plain stl reg ser No. 10 bolt 

AN3-14 Balt + Acft stl 10-32 x 1-17/32 in. 

AN3-14A Bolt + Αρ undrilled stl 10-32 x 1-17/32 in. 


110-314768-3 Bushing - Handle block 

110-314768-7 Bushing - Handle block 

110-313880-1 Door [Assy - Rear emer hatch (See fig. 409) 
110-313880-2 Door ы - Rear emer escape hatch (See fig. 409) 


110-314771 Block - Emer escape hatch handle 

110-314771-3 Block - Emer escape hatch handle 
ATTACHING BARTS 

AN365-1032 Nut - Self locking stl 10-32 

AN365-428 Nut - Self locking stl 1/4-28 

AN960-10 Washer [ Plain stl reg ser No. 10 bolt 

AN960-416 asher + Plain stl reg ser 1/4 in. bolt 

AN3-11 2 1 Aeft stl 10-32 x 1-5/32 in. 

AN4-11A Bolt + ΑΦΗ stl 1/4-28 x 1-5/32 in. 


= ὑπ Roe πὰ πε > > 99 
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Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 


110-310725 
110-310748 
*78-311530 
78-311530-1 
78-311527 
78-311528 
78-311532 
*110-310851-1 
110-310854-3 
110-310855-3 
110-310853-1 
110-310852-1 
*110-314719 
*110-314719-10 
110-313461 
43A2691 
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T.O. 119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 


FUSELAGE TOP REAR SECTION ASSY (Cont) 


იი” Ι111εο j| 


ს. top rear sect. life raft ejection 
- life raft door 


à სა. life 
16 


Rod raft cradle 
Ctadhe + Life raft compt 
Cord 

B 

t 


| - Life raft ejection shock 

mper|- Life raft cyl 

stl + Fus life 

Coup ing - Life raft flex. conduit 

Ferrnle| - Life raft flex. conduit 

be eod - Life raft release cable 

597 - Fus life raft 

sy & 

Beam Assy - Fus top rear sect. 
Strap - Iha tie-down ftg 

Ring - Tie-down (WWP) 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


R4Q2 


Instl - Fus top rear sect. 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098 thru 51-8111 


51-2668 thru 51-8097 
51-8112 thru 51-8168 
51-17365 & Subsequent 
IK-441 δι Subsequent 

131662 thru 131719 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2664 
51-2666 thru 51-2678 
51-2680 thru 51-2686 
51-2708 thru 51-2717 
51-7969 thru 51-7992 
51-7994 

51-7996 thru 51-8029 
51-8031 thru 51-8034 
51-8044 

51-8047 thru 51-8048 
51-8098 thru 51-8112 
51-8117 thru 51-8118 
51-8120 

51-8135 thru 51-8136 
51-8139 

51-8142 thru 51-8143 
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T.O. 119F-4/NAVAER 01-115CCB-4 | Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


185 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-8145 thru 51-8150 
51-8160 thru 51-8162 
51-8166 
51-8168 
| 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 
91-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 
51-8098 thru 51-8122 
C-119G 51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-8123 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
2 131662 thru 131719 
51-2662 thru 51-8097 
51-8098 thru 51-8118 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-8119 thru 51-8168 
C-119G 51-2662 thru 52-9982 
IK-441 and IK-442 . 
R4Q2 131662 thru 131719 
C-119G 53-3136 & Subsequent 
IK-443 & Subsequent 
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= ET 


Figure 186. Aerial Delivery System Actuator Clutch - Teleflex Assembly 


694 


PART NUMBER 


*110-796227 
110-796221-30 


SD117A1 
A5506 


SA167A26 
AN320-3 

AN960-10 
AN23-13 


SA118A2 
A5222 


AN960D1016 
AN960D1016 
110-796227-3 


110-796227-5 


110-796229 


AN320-3 
AN960-10 
AN23-16 


NAS121Y125 


AN507-1032R14 


110-796228-5 
110-796229-10 
78-318877 


AN365-1032 
AN960-10 
AN3-6A 


110-796230-5 


AN365-1032 
AN960-10 
AN3-4A 
110-796230-3 


Revised 15 February 1957 


ATTACHI 


ATT 


T.O. 1C-119F-4 


sy|- Aerial delivery sys act. clutch (See fig. 184) 
- Aerial delivery sys act. clutch 


Agsy 


Acft castellated stl 10-32 


Washer |- Plain stl reg ser No. 10 bolt 
Bolt - Clevis stl 10-32 x 27/32 in. 


Wash 


Sq 
FÍ 
A 


ег |- 
sher |- 
it|AsBy - Act. clutch (Made from Teleflex part No. 


Al Asy 
ATTACH 
Bolt [ 


Knob] - $pher 1. 00 in. conl 
Α "| sin ARTS 


Tele 1 


C Y ne - 137 in. (ТЕХ) 
Cable Assy - 137 in. (TEX) (Use for spares in lieu of part 
|. სულ 


1 αἱ τερ ser 5/8 in, bolt 
lal reg ser 5/8 in, bolt 


54.11 A1) 


Сфпаріі Азву - Act. clutch (Made from Teleflex part No. 


SA116A1) 


G PARTS 

ΑΦ shear stl 10-32 

erl- lain stl reg ser No. 10 bolt 
levis stl 10-32 x 1-1/32 in. 


теү - 


ller -| Aerial delivery sys act. clutch arm knob 
miAsSy - Aerial delivery sys act. clutch 
ex Unit - Fus escape hatch (Made from part No. 


С$440-5) 
G PARTS 


Nut + Self locking stl 10-32 


Nr - Plain stl reg ser No. 10 bolt 


Acti stl 10-32 x 25/32 in. 


ARTS 
lf locking stl 10-32 


Washer|- Plain stl reg ser No. 10 bolt 


- al stl 10-32 x 17/32 in. 
- Ае 


C-119G 


C-119G 


Aerial delivery sys act. clutch 


Mach recessed flt hd 100? 10-32 x 7/8 in. 


i -iAerial delivery sys act. quadrant base 


ial delivery sys teleflex act. quadrant 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 


51-2717 
51-7968 thru 51-8015 
51-8017 апа Subsequent 
ІК-441 апа Subsequent 
131662 thru 131719 
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Group Assembly Parts List 


Group FUSELAGE 
MAJOR ASSEMBLY AERIAL DELIVERY SYSTEM ACTUATOR CLUTCH-TELEFLEX ASSY 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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Figure 187. Fuselage Top Rear Skin and Stringer Assembly and Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS USABLE 
Nien [MAJOR ASSEMBLY FUSELAGE TOP REAR SKIN & STRINGER ASSY & INSTL ON 
marwMER — |i234a56 — 2 I 


*110-310723 
110-310723-225 
110-310723-255 
110-310723-263 
110-310723-253 
110-313462-30 
110-310723-133 
110-310723-337 
110-310723-247 
C810 
C512 
C512 

*110-310726 


Assy & Insti - Fus top rear (See fig. 185) 
: .12 x 100. 00 in. 


σα 


.12 x 96. 00 in. 

. 12 x 96, 00 in. 

X .12 x 6.00 in. 

|- Fus life raft 

Dx .13 x 3.00 in. 

bi . 12 x 11. 00 in. 

„ 900 OD x .042 x 4.00 in. 
$ 


€-——-5—6-6-6-6-B- 
gooosn 
ped ο. ud. 
385388” 


gs 2 Z Z О m 


) 
) 


«ο μα ს. μα ка + γα πὰ πὰ μα μα 


) 
Mechanism Assy - Top rear sect. life raft ejection 
µε. 188) 
*110-751004 Rear fus radio compass 
110-756027 E – Radio compass ant. 
PARTS 
AN365-832 lf locking stl 8-32 
AN960-8 - Hlain stl reg ser No. 8 bolt 
AN525-8-7 Washer stl hd 8-32 x 7/16 in. 
110-310759 p - Fus ext emer lift raft release 
110-310759-10 y - Fus ext emer life raft release (Use for spares 
i | part Мо. 110-310759) 
- Reamed hole Al al . 75 OD x . 1900 ID x 1.18 in. 


I) 


FS104D123-1.18 
F-160 


) 

ARTS 

AN393-43 ih -| Flat hd stl 3/16 x 1-11/32 in. 

AN3-15A ftimach stl undrilled 10-32 x 4-13/32 in. 
AN394-20- in -| Flat hd stl 1/4 x 29/32 in. 

AN960C10L er l- GRES No. 10 bolt 

AN960C10L er + ants No. 10 bolt 

AN365- 1032 Self cking stl 10-32 


ε-επῶΏῶππ OWA 


110-310763 Life raft ext emer release hinged 
*110-310770-1 - Life raft ext emer release LH 
*110-310770-2 ë - Life raft ext emer release RH 

AN210-1B 


ARTS 

AN365-1032 cking stl 10-32 

AN960-10 г - Plain stl reg ser No. 10 bolt 
AN3-5 id stl 10-32 x 21/32 in. 


ARR RAR 


MODEL SPECIFICATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
91-7968 thru 51-8003 
51-8016 
51-8098A thru 51-8168A 


51-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
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MAJOR ASSEMBLY 
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T.O. 1C-119F-4 


GROUP FUSELAGE 


FUSELAGE TOP REAR SKIN & STRINGER ASSY & INSTL (Cont. ) 


PART NUMBER `]! 2 3 4 5 6 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


UN i TS! USABLE 


SERIAL NUMBERS 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 


51-2717 

51-8004 thru 51-8015 
51-8017 апа Subsequent 
ІК-441 апа Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
ІК-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 53-7884 


53-8069 and Subsequent 
IK-443 and Subsequent 


51-2662 thru 51-8069 
51-17365 thru 52-6023 
131662 thru 131719 


51-8090 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6047 


51-8030 thru 51-8097 
51-17365 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
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Figure 188. Top Rear Section Life Raft Ejection - Coaming and Mechanical Assembly 
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T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UN I TS] USABLE 
INDEX TOP REAR SECT. LIFE RAFT EJECTION - COAMING & ON 
NUMBER [MAJOR ASSEMBLY MECH ASS 


мимен роза 


*110-310726 


ing & Méchanism Assy - Top rear sect. life raft ejection 
(See fig. 187) 


18-311554 Flange i Life |гайї ejection 
18-311550 Spring 4 Top (aon sect. life raft ejection 
78-311553 5 nid aft ejection 


g + Life 
78-311593 Connect r Asiy - Life гай ext emer release latch 
ARTS 

n 4 Flat hd 1/8 x 13/32 in. 

4 Flat hd 1/8 x 9/32 in. 


Washer - al stl reg ser No. 4 bolt 


AN392-13 
AN392-9 
AN960-4 


18-311548-4 L Í -|Top rear sect. life raft ejection 
78-311548-5 Latch - |Top I sećt. life raft ejection 
110-310769 Latch -|Top rear sect. life raft ejection 


ATTACHING ARTS 
Nut – pis locking thin 10-32 
cft st] undrilled 10-32 x 1-1/32 іп, 


AN364-1032 
AN3-10A 


78-311552 


ATTACHING PARTS 


be|- с Ít ejection 


AN364-1032 Nut 4 Salf locking thin 10-32 

AN3-13A 53. Ас st] undrilled 10-32 x 1-13/32 in, 
AN392-33 Pin 1 d la/s x 1413/64 in. 

AN392-41 Pin Flar hd|3/16 x 1-29/64 in. 


78-311547 
*110-310721 

78-318802L 
78-318802R 
78-318803 


nnector - Bus top rear sect. life raft ejector 
aming Absy - Fus top rear sect. 

Bearing - lite raft ejection LH 
Béaring|- Life raft ejection RH 
Bushing} - Life raft ejection brg 


MODEL DESIGNA TION 


SERIAL NUMBERS 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 


C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 
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Figure 189. 


Fuselage Forward Bottom Skin and Stringer Assembly 
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T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FORWARD BOTTOM SKIN & STRINGER ASSY 
патак [2325s6 — — 5 0 O 


FIGURE & 
INDEX 
NUMBER 


UNITS! USABLE 
ON 


*110-310301 in Stringer Assy - Fus fwd bottom (See fig. 98) Ref 
*110-310301-10 | Skin ег Assy - Fus fwd bottom (See fig. 98) Ref 
*110-310302 Structure Assy - Fus main body sect. NP 
*110-310302-10 struck 155] - Fus main body sect. NP 
*110-311302 Frame Азау - Киз front bottom R NP 
*110-314335-1 Beam Assy & Instl - Fus front bottom inbd LH NP 
*110-314335-2 Beam Ару & Instl - Fus front bottom 1იხძ RH NP 
*110-314350 Beam Assy & Inst] - Fus front bottom sect, LS outbd NP 
110-313314-70 Fitting Assy - Cargo tie down corner i 
110-313334 Bushing - Cargo tie down 10, 000 1b ftg 1 
ATTACHING PARTS 
AN397-69 Pin 4 Flat hd stl 7/16 x 2-5/16 in. 1 
AN960-716L Washer - Plain stl light ser 7/16 in. bolt 1 
110-313351 Housing| Assy - Paratainer door mech brg & link att (Use 
on part No. 110-314335-2) 1 
NAS75-5-013 B shine - Plain stl . 3125 ID x 13 /32 in. 2 
AN200KS10 Béaring - Heavy duty ball 1 
*110-311328-50 Frame Assy - Fus front bottom LS outbd (Use on part 
Nó. 110-314350) NP 
110-313424-30 Catch - Ent ladder anchor 1 
*110-311328 Frane ү - Киз front bottom sect. LS NP 
*110-311328-130 Frame Assy - Fus front bottom sect. LS NP 
*110-311329 Fra e Assy - Fus front bottom sect. RS NP | All 
*110-311328-30 Frame Assy - Fus LS center NP Α 
*110-311328-110 Flanle SSy - Fus LS center NP B 
*110-311328-10 Frame Assy - Fus LS inbd NP | АП 
*110-311329-10 | ` Frame зу - Fus RS inbd NP |All 
*110-311329-30 Frame #89V - Fus RS outbd NP E 
*110-311329-70 nane #89V - Fus RS outbd NP F 
*110-311328-70 Bracket Assy - Paratainer door mech (Use on part 
No, 110-311328-10) NP | All 
110-313352 Fitting Assy - Paratainer door mech LH torque 
tube brg 1 | АП 
AN200KS10 | Bearing - Heavy duty ball 1 | All 
110-313343-3 Fitting - Fus sta 116. 5 frame splice outbd (Use on part 
No. 110-311328-10, -30 & -110) 2 | АП 
110-313343-3 Fitting - Fus sta 116. 5 frame splice outbd (Use on part 
No. 110-311329-30) 1 | #11 
110-313343-5 кин g = Fus sta 116. 5 frame splice outbd (Use on part 
|. 110-311329-10) 1 | #11 
110-313344-21 Fitting - Fus sta 116. 5 frame splice inbd (Use on part 
No. 110-311328-10 & 110-311329-10) 6 | АП 
78-311717 C n - Fus ent ladder anchor 1 |А 
*110-314300 Beam Assy & Instl - Fus front bottom center NP | All 
110-314300-10 დაა, πρ - Fus front bottom center 1 | АП 
78-313043 tting Assy - Center beam cargo hold down 1 | #11 
18-313231 Fitting Assy - Mod center beam cargo hold down 1 | АП 
18-313045 Plug - Cargo hold down ftg (Made from part Νο. 
AN12-11A) 1 | All 
78-313044 Bushing - Cargo hold down ftg 1 | АП 
110-313341 Fitts Assy - Center beam torque tube sup. 1 (| All 
110-313342 Bushing - Torque tube ftg 2 | All 
FS105D85-2, 00 Spacer - Center beam Al al . 50 OD x . 315 ID x 2. 00 in. 2 | All 
110-314300-37 ‘Spacer - Center beam Al al 1.125 OD x . 312 ID x 2.12 
in. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


INDEX UNITS} USABLE 
NUMBER [MAJOR ASSEMBLY FUSELAGE FORWARD BOTTOM SKIN & STRINGER ASSY (Cont. ) ON 
CODE 
PART NUMBER 
189-21A | FS105D85-1. 58 Spacer - Center beam Al al . 50 OD x . 315 ID x 1. 58 in. All 
~22 110-313405-21 itting - Cargo door paratainer door AM 


(onkinled on Figure 190) 


LE ON MODEL DESIGNATION | SERIAL NUMBERS 
DE 


A C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 
R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 


C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 


C-119G 51-8053 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 53-3203 
53-8069 thru 53-8124 
IK-441 and IK-442 
131662 thru 131719 


53-3204 thru 53-7884 
53-8125 and Subsequent 
IK-443 and Subsequent 
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Forward Bottom Skin and Stringer Assembly 


Figure 190. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS] USABLE 
clue MAJOR ASSEMBLY FORWARD BOTTOM SKIN & STRINGER ASSY 


აეაეაეააადდედეეღს–დ 


(Continued from fig. 189) 


*110-310301 
*110-310301-10 
*110-310302 
*110-310302-10 
*110-310325 


Sin Strihger Assy - Fus fwd bottom (See fig, 98) 
Siin у ssy - Киз fwd bottom (See fig, 98) 
Struature ο. - Fus main body fwd sect, 
St იი. i - Fus main body fwd sect. 


Seat Attachment & Cover Plate Instl - Fus RS 


*110-310325-90 Sdat Attachment & Cover Plate Insti - Fus RS 
*110-310325-110 Seat Attachment & Cover Plate Instl - Fus RS 
*110-310326 Seat Attachment & Cover Plate Instl - Fus LS 


*110-310326-70 
*110-310326-110 
*110-310327 
*110-31032'7-50 
*110-310327-70 
78-313374 


Seat P. & Cover Plate Instl - Fus LS 

ment & Cover Plate Instl - Fus LS 
საფა & Cover Plate Inst1 - Fus RS 
Seat Attachment & Cover Plate Instl - Fus RS 
Sdat Miche & Cover Plate Instl - Fus RS 

iner Assy - Fus seat att nut (Use for spares in lieu of 
part No. AN365-524) 
Nut τῶν locking stl 5/16-24 
1 


AN365-524 


78-310138 Fitti g + Seat clamp 

ACA1716 Cla Assy - Troop seat att (ORO) 

78-313381-1 Bolt + Seat instl wing 

AN5-16A Bolt - Acft mach undrilled stl 5/16-24 x 1-27/32 in. 
AN5-17A Bolt L 2 mach undrilled stl 5/16-24 x 1-31/32 in. 
78-310139 Fitting Assy - Troop seat att 


110-771244-21 

Е5108576-. 500 
*110-311331 
*110-311331-10 
110-313314-10 
110-313316-10 
110-313334 


Fitting 4 Troop seat att 
ფა ng - Press fit stl , 4375 OD x . 377 ID x , 50 in. 
Frame Assy - Fus front bottom sect, LS 
Е: Sub Assy - Front bottom LS іпра 
F 


tting Assy - Fus corner cargo tie down 
tting Assy - Main frame cargo tie down 
Bushing - Cargo tie down 10, 000 1b ftg 
б ARTs 


AN397-67 Pin - Flat hd stl 7/16 x 2-3/8 in. (Used on part No. 


110-313316-10) 
Pin - Flat hd stl 7/16 x 2-5/16 in. (Used on part No. 
110-313314-10) 


AN397-69 


F arhe Bub Assy - Front bottom RS 
a g - Front ent door keeper lower 
e Assy - Fus front bottom sect, RS 
e Assy - Fus front bottom sect. LS 
ame Assy - Fus front bottom sect. RS 
ame Assy - Fus center bottom sect. 
tting 3. - Fus corner cargo tie down (Used on part 
No. 110-311305-1) 
F tting SSy - Fus corner cargo tie down (Used on part 
| Np. 110-311332 & 110-311305-2) 
F tting ssy - Main frame cargo tie down (Used on part 
Np. 110-311306) 
Fitti g Assy - Main frame cargo tie down (Used on part 
Np. 110-311306) 
ittihg Assy - Main frame cargo tie down (Used on part 
Np. 110-311332 & 110-311305-1 & -2) 
Fitting Assy - Main frame cargo tie down (Used on part 
i 110-311306 ) 


*110-311331-30 
110-313010-21 
*110-311332 
*110-311305-1 
*110-311305-2 
*110-311306 
110-313314-10 


των 
° р 
8-8 


110-313314-20 


110-313315-1 


110-313315-2 


110-313316-10 F 


110-313316-10 
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FIGURE გ LSROUP 


INDEX 
NUMBER 


MAJOR ASSEMBLY 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


FORWARD BOTTOM SKIN & STRINGER ASSY (Cont. ) 


Section IL 
Group Assembly Parts List 


UN I TS] USABLE 


110-313334 Bush 
n 


AN397-65 


AN397-67 


AN397-69 


110-313406-21 
110-313406-23 


*110-310340 
*110-311716 
*110-310030 
*110-310030-10 
110-310029 
110-310029-10 
110-310017-21 
110-310017-23 


Frame 
Door 
Door 
Door 
Door 
Bracket 


110-313461 

43A2691 Ring - 
*110-748002 Band ngj Instl 

AN751-3-6 Jumper 

110-310330-1 Door| ASsy 

110-310330-2 Door 


110-313324 


G 


A 
cft 


AN4-5 
NAS77-4-13 


патиме пазаве 


Fitting + Fus (Used оп part No. 110-311306) 
Fitting + Fus (Used on part No. 110-311306) (Use for 

| spares in lieu of part No. 110-313406-21) 
Mechanism Assy - Paratainer door operating (See fig. 191) 


say 
Instl - Fus actess 
Instl - Fus access 


Bracket 
Strap - τ down ftg fus 


F Paratainer doors electrical sys 
- Bonding 

- Paratainer front bottom sect, LH 
Agsy|- Paratainer front bottom sect. RH 
whip - 

I 


Bushing - Press fit fl stl . 3761 OD x . 250 ID x . 130 in. 


110-313323-10 Hp ae - Fus paratainer door 
110-313323-30 Hinge Assy - Fus paratainer door 
78-313859 Pin + тише door hinge е 
*110-751017 Ahtehna| Instl |- Radio sys command ARC-27 
*127-751017 Antenna Instl|& Assy - Radio sys 
AT-256/ARC дела (GFAE) 

AT-141A/ARC Antehna (GFAE) 


ng - Cargo tie down 10, 000 Ib ftg 


Flat hd stl 7/16 x 2-1/32 in. (Used on part No. 
110-313315-1 & -2) 

Flat hd stl 7/16 x 2-3/32 in. (Used on part No. 
110-313316-10) 

Flat hd stl 7/16 x 2-5/32 in. (Used on part No. 
110-313314-10 & -20) 


- Fus bottom front sect. vert 


ASSy - Access 

ASSy - Access 

- Fus static line front inbd 
- Fus static line front outbd 


urtain guide tie down (WWP) 


μα = სა = OS С> С> BO BO κα 


Paratainer door link att 
TS 
mach stl 1/4-28 x 21/32 in. 


MODEL DESIGNATION 


SERIAL NUMBERS 


C-119G 
R4Q2 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
131662 thru 131719 


C-119G 51-8053 thru 51-8097 
51-17365 and Subsequent 


IK-441 and Subsequent 


51-2662 thru 51-8097 
51-17365 thru 52-5954 
52-6000 thru 52-6058 
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92-9981 and 52-9982 
53-3136 and Subsequent 


R4Q2 131662 thru 131719 


C-119G 


51-8098A thru 51-8102A 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE & LGROUP FUSELAGE | 
ი, MAJOR ASSEMBLY FORWARD ΒΟΤΤΟΜ SKIN & STRINGER ASSY (Cont. ) 
PART NUMBER 123 4 5 6 
190 MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


108 


SERIAL NUMBERS 


51-2662 thru 51-8052 
51-8103A thru 51-8168A 
131662 thru 131719 


51-2662 thru 52-5926 


‚52-6000 thru 52-6047 


53-3166 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


52-5927 thru 52-5954 
52-6048 thru 53-3165 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 and IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


53-3166 thru 53-7884 
IK-443 and Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8166A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131705 


51-8035 thru 51-8097 
51-8167A thru 51-8168A 
51-17365 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131706 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-7973 
51-8016 

51-8098A thru 51-8168A 


51-2717 

51-7974 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-443 and Subsequent 
131662 thru 131719 


UNITS] USABLE 
ON 
CODE 
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T.O. 1C-119F-4 Section H 


Figure 191. Paratainer Door Operating - Mechanism Assembly 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS | USABLE 
Mein MAJOR ASSEMBLY PARATAINER DOOR OPERATING - MECHANISM ASSY წამ 
191 *110-310340 Mechanism| Agsy|- Paratainer door operating (See fig. 190) Ref | All 

- i 429 89 εν ο Linear (LA) 1 All 
ATTACHIN ARTS 
- 2 AN320-5 Nut -| Adft shear stl 5/ 16-24 1| ΑΙ 
AN960D516 Washer - Al pP reg ser 5/16 in. bolt 1| АП 
AN25-30 Bolt dale tl 5/16-24 x 1-59/64 in. 1| All 
- 3 | AN320-5 Nut - Castle 2 stl 5/16-24 1| АП 
AN960-516 Washer |- Plain stl reg ser 5/16 bolt 2| All 
AN25-42 Balt + Cllevis $tl 5/16-24 x 2-43/64 in. 1| All 
- 4 NAS75-5-006 Bushing |- tian press fit stl .4386 OD x .3125 ID x 3/16 in. 2| All 
- 5 AN3057-6A Adapter - Hlet accessory to cable 2| АП 
- 6 BZE'"RQ9TN Switch - Limit (MCS) 2| АП 
ATTACHING PARTS 
- 7 AN515-6-40 Screw - Mach stl slotted rd hd 6-32 x 2-1/2 in. 2| All 
5 AN365-632 Nut -| Self locking stl 6-32 2| All 
- 8 | AN316-4R Nut -| Check stl rd hd thd 1/4-28 2| All 
- 9 NAS20-428-16 Screw -iEléc ¢onn panel post 1/4-28 x 1 in. 2| All 
-10 110-313356 Arm МЕ t Paratainer door mech upper scissor 1| АП 
ATTACHING PARTS 
-11 AN320-5 Nut -| Adft shear stl 5/16-24 1} АП 
AN960D516 Washi | Plain Al al reg ser 5/16 in. bolt 2| All 
AN25-32 Balt + Clevis stl 5/16-24 x 2-3/64 in. 1| АП} 
-12 NAS'15-5-013 B ie - Plain press fit stl , 4386 OD x .3125 ID x 13/32 in. 2| All 
-13 NAS75-5-023 Join ng|- Plain press fit st1 .4386 OD x .3125 ID x 23/32 in. 1| ΑΙ] 
-14 110-313350 Arm Assy + Paratainer door mech torque tube act. 1 A 
-14Α| 110-313350-10 Атта Assy + το, door mech torque tube (Use for spares 
inllieu of part No. 110-313350) 1 B 
ATTACHING m TS 
-15 AN365D820 Nut -|Self locking Alal 1/2-20 1 C 
AN365-820 Nut -|Self locking stl 1/2-20 1| p 
AN960-816 W str F Plain stl reg ser 1/2 in. bolt 1| All 
-16 AN320-4 Nut - Castle shear stl 1/4-28 1| All 
AN960D416 Washer - ial Al al reg ser 1/4 in. bolt 1| All 
AN24-14 Balt + Clevis sti 1/4-28 x 29/32 in. 1| All 
AN960D416L Washer - Plain Al al light ser 1/4 in. bolt 2| All 
-17 AN365-428 Nut -| Self Ipcking stl 1/4-28 3| All 
AN960D416 Washer - Blain Al al reg ser 1/4 in. bolt 6| An 
AN4-26A Ва + Acft|mach undrilled 1/4-28 x 2-25/32 in. 3| All 
-18 NAS75-4-005 Bushing |- Plain press fit stl .3761 OD x .250 ID x 5/32 in. 4 All 
-19 110-313350-25 ritin – Paratainer door act. arm 1 B 
-20 110-313418 | Adapter |- Paratainer door mech torque tube act. arm 1| АП 
ATTACHING PARTS 
-21 | AN365-428 Nut -|Self locking stl 1/4-28 1| AN 
AN4-22A Balt + Acft mach stl undrilled 1/4-28 x 2-9/32 in. 1| AH 
-22 110-313357 iLihk L Рагаіаіпег door mech lower scissor 2| All 
-23 110-313358 R iss -|Paratainer door act. mech push pull 2| All 
ATTACHING BARTS 
-24 | AN320-4 Nut - Castle shear 1/4-28 2| All 
AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 21 All 
AN24-15 Balt 4 C ave gt 1/4-28 x 31/32 in. 2| AH 
-25 110-422022 Clevis - Retg mech lift rod end 1l All 
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-26 AN316-7R 
-27 110-313359 
-28 78-411234 
-29 78-411237 


x -30 AN4-13A 
78-411232 
AN960-416 
-31 78-411230 
-32 78-411234-1 
-33 110-313354 
{ 
| 


-34 AN310-10 
AN960-1016 


-35 110-313353 

-36 AN365-428 
AN960D416 
AN4-33A 


-37 78-411281 
~38 110-313360 


-39 AN365D820 
AN960-816 


-40 110-313355 

-41 AN365-428 
AN960-416 
AN4-27A 


-42 110-313349 


Revised 15 February 1957 


T.O. 1C-119F-4 ‘Section II 
Group Assembly Parts List 


UN I TS] USABLE 


Acft де stl 7/16-20 R thd 
Rod -| P4ratainer door adj mech 
Rod Епа Аѕѕу - Paratainer door adj 
End -| Push pull rod 
l''ACHING PARTS 
Bolt 4 A mach stl undrilled 1/4-28 x 1-13/32 in. 
ა... Rod end 
r + Plain stl reg ser 1/4 in. bolt 


iu 

Housing |- Push pull rod end 
Bushing|- ΑΙ bronze 

P ting – Paratainer door mech rod att 
ATTACHING PARTS 

Nut -|Airframe castellated stl 5/8-18 
w Baer Ε Blain stl reg ser 5/8 in. bolt 


Arm Assy + Paratainer door torque tube 
ATTACHING PARTS 


2 - den stl 1/4-28 
W: 


sher + Blain Al al 1/4 in. bolt 
Balt 1 Acft mach stl undrilled 1/4-28 x 3-13/32 in. 


aratiner door torque tube arm 
ainer door torque tube LH 


ARTS 
λα. ΑΙ al 1/2-20 
+ Blain stl reg ser 1/2 in. bolt 


- ы door torque tube center shoulder 
TS 
ing stl 1/4-28 
stl reg ser 1/4 in. bolt 
mach undrilled 1/4-28 x 2-29/32 in. 


ptainer door mech torque 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131689 


C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 

R4Q2 131690 thru 131719 


C-119G 51-2662 thru 51-8097 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
51-6000 thru 52-6023 
131662 thru 131719 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


NADEX [MAJOR ASSEMBLY PARATAINER DOOR OPERATING - MECHANISM ASSY (Cont. ) 


CODE 
PART NUMBER | 2 3 4 5 6 


191 MODEL DESIGNATION SERIAL NUMBERS 


UNITS} USABLE 
ON 


C-119G 52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


ROTATED 180° 


Figure 192. Skin and Stringer Assembly - Center Bottom 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


714 


GROUP 


*110-310303 
*110-310303-10 
*110-310303-30 
*110-310303-50 
*110-310303-70 
*110-310304 
*110-310304-10 
*110-310304-11 
110-314303 
110-314304 
110-314305 
18-313043 


8-313043 


78-313045 
78-313044 
*110-310329 
110-310329-10 
*110-310313 
*110-310311 
*110-310311-70 
*110-310311-110 
*110-310314-1 
*110-310314-50 
*110-310314-70 
*110-310314-2 
*110-310314-60 
*110-310314-80 
*110-310315-1 
*110-310315-2 
78-313381-1 
78-313374 
78-310138 
78-310139 
FS108S76-. 500 
ACA1716 


AN365-524 
78-313374 
AN960-516 
AN5-17A 


110-771244-21 
*110-311308 
*110-311310 

110-313315-1 

110-313315-2 

110-313316-10 

110-313334 
*110-751022-10 
*110-751022-50 

AS-333/AP 


AN365-440 
AN960-4 


FUSELAGE 


MAJOR ASSEMBLY SKIN & STRINGER ASSY - CENTER BOTTOM 
PART NUMBER 


2 3 ს 5 6 


ing 
ing 


Fitting 


Fitting 
p 


сог 
lati 


Attac 
Attac 
Attac 
Attac! 
> 
Attac 
Attac 


Attac 
Attac 
Аас 


ο 
დ 
= 


Co Co ζη Ua UN cn ζω ζω ζω CO Co п 


πο ი 
£ 
E 


№ - 
tain 
itting 


Fitting 
us 
ჰმV (O 
TE P 
Nut |- 


Fitting 
AS 
As 
Fitting 
Fitting 
Fitting 


nger А 


nger А 
nger |А 


Attachment & Cover Plate Instl - 


i Ps & Cover Plate Insti - 


T.O. 1C-119F-4 


Assy - Fus 


center bottom (See fig. 


center bottom (See fig. 


$y - Fus main body sect. 


art No. 110-314305) 


late Instl - Hinged left 
Assy - Hinged left cover 


hment & Cover Plate Instl - 
ment & Cover Plate Instl - 
ment & Cover Plate Instl - 
hment & Cover Plate Instl - 
hen & Cover Plate Instl - 


Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 
Fus 


ment & Cover Plate Instl. - 
ment & Cover Plate Instl - 


hment & Cover Plate Instl - 
ment & Cover Plate Instl - 
ment & Cover Plate Instl - 


S seat instl wing 
r Assy - Fus seat att nut 
- Troop seat clamp 
Assy - Troop seat att 


O) 
RTS 
elf locking stl 5/16-24 


Hetdiner ASSy - Fus seat att nut 
Washer - Plain stl reg ser 5/16 bolt 
Bolt - Acft stl 5/16-24 x 1-31/32 in, 


- Fus seat att 
Sy - Fus main body sect, 
Sy - Fus center bottom 


- Radio altimeter 


Antenna Ins d 


el 


- Radio altimiter 


RTS 
Jocking stl 4-40 
Plain stl Νο, 4 bolt 


Ans 
Í 


center bottom (See fig. 
center bottom (See fig. 
center bottom (See fig. 


6 #8 
{ве & Instl - Fus center bottom fwd center 
ssy & Instl - Fus center bottom mid center 
ssy & Inst] - Fus center bottom rear center 
ASSy - Center beam cargo hold down (Used on 
Part No, 110-314303 & 110-314304) 
ASSy - Center bearm cargo hold down (Used on 


Hlug - Cargo hold down center beam ftg 
9. - Cargo hold down center beam ftg 


center bottom LS 
center bottom RS 
center bottom RS 
center bottom RS 
center bottom LS 
center bottom LS 
center bottom LS 
center bottom RS 
center bottom RS 
center bottom RS 
center bottom LS 
center bottom RS 


ing ~ Press fit stl , 4375 OD x . 377 ID x , 50 in, 


Assy - Main frame cargo tie down LH 
Assy - Main frame cargo tie down RH 
Assy - Main frame cargo tie down 
Bushing - Cargo tie down 10, 000 lb ftg 
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UNITS} USABLE 


All 


адақ Zz-euuuaEEMNmOumHowuzo 


ΠΡ 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER | 2 3 ú 5 6 


AN515-4-6 


jR 


AT-234/APX 
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κου ^ FUSELAGE | 
MAJOR ASSEMBLY SKIN & STRINGER ASSY - CENTER BOTTOM (Cont) 


ᾷ hd mach stl 4-32 x 3/8 


ARN-21 (Class 16-A) (GFAE) 


Section II 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 


131662 thru 131719 


à 


R4Q2 
C-119G 


91-8035 thru 51-8052 


C -119G 


51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 thru 53-8116 
IK-441 and IK-442 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
131662 thru 131719 


51-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-8098 thru 51-8102 
51-2662 thru 51-8052 


51-8103 thru 51-8168 
131662 thru 131719 


91-2662 thru 52-5921 
52-5924 thru 52-5926 
92-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 & IK-442 

R4Q2 131662 thru 131719 


C-119G 


52-5927 thru 52-5954 
52-6048 thru 53-3165 


C-119G 91-8030 thru 51-8046 
51-8048 thru 51-8052 
51-8105 thru 51-8106 
91-8114 thru 51-8116 
91-8119 

51-8121 thru 51-8132 
51-8134 

51-8137 thru 51-8141 
51-8144 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
NINE [AOR ASSEMBLY — SKIN & STRINGER ASSY - CENTER BOTTOM (Cont) MAJOR ASSEMBLY — SKIN & STRINGER ASSY - CENTER BOTTOM (Cont) 


PART NUMBER бшш => 


MODEL DESIGNATION SERIAL NUMBERS 


алов ASSEMILY SKIN & STRINGER ASSY - CENTER BOTTOM (Conj À ITS] USABLE 
ON 


C-119G 51-8152 
51-8154 thru 51-8159 
51-8164 thru 51-8165 
52-6000 thru 52-6047 
R4Q2 131662 thru 131719 


`C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
IK-443 & Subsequent 


52-5922 and 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 & Subsequent 


52-5923 

53-3195 thru 53-7884 
53-8117 & Subsequent 
IK-443 & Subsequent 


C-119G 51-8053 thru 51-8097 
51-17365 thru 53-7879 
53-8069 thru 53-8156 
IK-441 & Subsequent 


C-119G 53-7880 thru 53-7884 


C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 
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T.O. 1C-119F-4 


Section П 


Revised 15 February 1957 


Figure 193. 


Skin and Stringer Assembiy - Spar Bottom 


6529 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 
MAJOR ASSEMBLY SKIN & STRINGER ASSY - SPAR BOTTOM ON 


PART NUMBER 


*110-310305 
*110-310410 

*110-751095-1 
110-756203-3 


ыш - Fus spar bottom (See fig. 98) 
sy - Fus spar bottom (See fig. 98) 
stl + AS578/ARA-25 
Plate| - ARA-25 ant. 

R 


ATTACHING PARTS 
1 вере | hd mach stl 10-32 x 3/8 in. 


A ης (GFAE) 
АТТ CHING PARTS 
Nut alas Ipang stl 1/4-28 
rH El 


Wash ain stl reg ser Νο. 4 bolt 
ki - Rd| hd mach stl 1/4-28 x 7/8 in. 


AN520-10-6 


AS578/ARA-25 


AN365-428 
AN960-416 
AN520-416-14 


S25 Z ш =2თ»> 


110-313621-23 itting 4 Е par frame stringer splice LH 
110-313621-23 Fitting ] Fls par frame stringer splice LH 
110-313621-33 Fitting ἡ F par frame stringer splice LH 
110-313621-24 Fi სან Pis fear frame stringer splice RH 
110-313621-24 Fitting | Fus spar frame stringer splice RH 
110-313621-34 Fitting (18 par frame stringer splice RH 
110-313621-221 Casting |- Fus spar frame stringer splice ftg LH 


110-313621-222 
*110-310306 
*110-310411 


Casting. |- ie Spar frame stringer splice ftg RH 
- Fus main bottom sect. 
Struc г | - Fus main bottom sect. 


UJ p> Uj > J- UJ >> IJ UU ^ onm bd rz) aj bd 


110-314306 Beam A$sy| ἃ Inst] - Fus center 

110-314420 Βθαπή καν & Instl - Fus center 

110-314307 Ban A$sy| & Instl - Fus center 

110-314421 Beam Aj & Inst] - Fus center 

110-314308 Béam Assy & Instl - Fus center 

110-314422 B au Assy & Inst] - Fus center 

78-310164 Plate! - |Fus leveling (Use on part No. 110-314306 & 
110 -314420) All 

78-310165 Plate - Fus leveling (Use on part No. 110-314307 & 
110-314421) 

78-313043 Fitting ssy - Center beam cargo hold down (Use on part 


Nó. 110-314307, 110-314308, 110-314421 & 110- 
314422) 
Plug | - Cargo hold down center beam ftg 

Bushing - Cargo hold down center beam ftg 
Seat ΜΗΝ ment & Cover Plate Instl - Fus spar bottom LH 
Seat |Attachment & Cover Plate Instl - Fus spar bottom LH 


78~313045 
18-313044 
*110-310312-1 
*110-310416-1 


*110-310312-2 Seat |Atiachment & Cover Plate Inst] - Fus spar bottom RH 
*110-310416-2 Seat Attachment & Cover Plate Instl - Fus spar bottom RH 
*110-310316-1 Seat jAt 


ΠΠ & Cover Plate Insti - Fus spar bottom LS 


*110-310316-50 Seat E ment & Cover Plate Insti - Fus spar bottom LS 
*110-310316-70 Seat Att η & Cover Plate Instl - Киз spar bottom LS 
*110-310316-2 Seat Attachment & Cover Plate Instl - Fus spar bottom RS 


*110-310315-60 
*110-310316-80 
*110-310317-1 

*110-310317-50 
*110-310317-70 
*110-310317-2 

*110-310317-60 


ment & Cover Plate Instl - Fus spar bottom RH 
ment & Cover Plate Instl - Spar bottom LS 
Seat Attachment & Cover Plate Instl - Spar bottom LS 
Seat Attachment & Cover Plate Instl - Spar bottom LS 
Seat Attachment & Cover Plate Instl - Spar bottom RS 


Seat At omen & Cover Plate Instl - Fus spar bottom RS 


Seat Attachment & Cover Plate Instl - Spar bottom RS 
*110-310317-80 Seat Attachment & Cover Plate Instl - Spar bottom RS 
*110-310318-1 s 


*110-310415-1 
*110-310318-2 


at in ment & Cover Plate Instl - Fus spar bottom LH 
chment & Cover Plate Instl - Fus spar bottom LH 
-| Seat Attachment & Cover Plate Instl - Fus spar bottom RH 
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*110-310415-2 
110-310312-10 


110-310312-20 
110-310318-10 
110-310318-20 


78-313381-1 


78-313381-1 
78-313381-2 


178-313374 


18 -313374 


118-310138 


718-310138 


178-310139 


718-310139 
ACA-1716 
ACA-1716 


AN365-524 
18-313374 
AN960-516 
АМ5 -1ТА 


110-771244-21 
110-771244-21 


*110-311312 
*110-311313 
*110-311350 
*110-311315 
*110-311315 -10 
*110-311317 


Revised 15 February 1957 


T.O. 1C-119F-4 


Agsy - Fus cover RH (Use on part No. 110- 
310312-2) 

Assy - Fus cover LH (Use on part No. 110- 
310318-1) 

Adsy - Fus cover RH (Use on part No. 110- 
310318-2) 

Balt + Seat instl wing (Use оп рагі Νο. 110-310312-1, 
110-310416-1 & 110-310312-2, 110-310416-2 δι 
110-310316-1, -50, -70 δι 110-310316-2, -60, -80) 
Bolt + Seat instl wing (Use on part No. 110-310317-1, 
-50, -70 & 110-310317-2, -60 δι -80) 

Balt + Seat instl wing (Use on part No. 110-310318-1, 
110-310415-1 δι 110-310318-2, 110-310415-2) 
Retainer Assy - Fus seat att nut (Use on part No. 110- 
310312-1, 110-310416-1 & 110-310312-2, 110- 
310416-2 & 110-310316-1, -50, -70 & 110- 
310316-2, -60, -80 & 110-310318-1, 110-310415-1 
Assy - Fuss 110-310415-2) 


Retainer Assy - Fus seat att nut (Use on part No. 110- 
310317-1, -50, -70 & 110-310317-2, -60 & -80) 


Fitting 4 Fus seat clamp (Use on part No. 110-310312-1, 

110-310416-1 & 110-310312-2, 110-310416-2 & 

e 110-910318 -50, -10 & 110-310316-2, -60, -80 
1 


δ |110-310318-1, 110-310415-1 ἃ 110-310318-2, 
-310415-2) 

Fus seat clamp (Use on part No. 110-310317-1, 
, -70 ἃ 110-310317-2, -60 & -80) 

Fitting + Fus seat att (Use on part No. 110-310312-1, 
110-310416-1, 110-310312-2, 110-310416-2, 110- 
310316-1, -50, -70 & 110-310316-2, -60, -80, 
110-310318-1, 110-310415-1 & 110-310318-2 & 
110-310415-2) 

Fitting + Fus seat att (Use on part No. 110-310317-1, 
-50, ἃ -70, 110-310317-2, -60 δι -80) 

Jaw (ORO) (Use on part No. 110-310416-1 & -2, & 110- 
310316-70 & -80 δι 110-310415-1 & -2) 

Jaw (ORO) (Use on part No. 110-310317-70 & -80) 
ARTS 

Self locking 8L1 5/16-24 

tainer Assy - Fus seat att nut 

sher | - Plain stl reg ser 5/16 bolt 

Bolt cft stl 5/16-24 x 1-31/32 in. 


Fitting + Fus seat att (Use on part No. 110-310416-1 & 
-ᾱ, 110-510316-70 & -80, & 110-310415-1 ἃ -2) 
Fitting + Fus seat att (Use on part No. 110-310317-70 & 
-80) 

y - Fus spar bottom 
ssy - Fus spar bottom 

y - Fus spar bottom 
ssy - Fus spar bottom 
S$y - Fus spar bottom 
ssy - Fus spar bottom 
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Group Assembly Parts List 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-311351 
*110-311318 
*110-311318-10 
110-313315-1 
110-313315-1 


110-313315-2 
110-313315-2 


110-313316-10 
110-313316-10 


110-313643 


110-313643-7 
110-313334 
110-313339-21 


110-310338 


110-313364 


110-313364-3 
110-313364-5 
110-313365 


NAS75-5-100 


110-313367-21 


AN210-1B 


AN364 -1032 


AN365-1032 
AN960-10L 
AN3-7A 

FS105D73-. 100 
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Т.О. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY SKIN & STRINGER ASSY - SPAR BOTTOM (cont) 
μμ, fi ვანა | 


M - Fus Spar bottom 
s i y - Fus spar bottom 
P - Fus spar bottom 

S 


ng - Cargo tie down ftg 


140-311318 & 110-311318-10) 


0-311318-10) 


τ - Battery carrier lock (Use on part Νο. 110-311318 6 


lin. 


| 


blt К 


tshi 


cft stl 10-32 x 29/32 in. 


(Use on part No. 110-311351) 


C-119G 


R4Q2 


C-119G 


sy - Fus main frame cargo tie down LH 
sy - Fus main frame cargo tie down LH (Use on 
rt No. 110-311312, 110-311315 & -10) 
I - Fus main frame cargo tie down RH 
Sy - Fus main frame cargo tie down RH (Use on 
part No. 110-311312, 110-311315 & -10) 
Fitting 1.2 - Cargo tie down (08 
Fitting Assy - Fus cargo tie down (Use on part No. 110- 
[ 1312, 110-311315, 110-311318-10) 
i Sy - Cargo tie down fus spar frame (Use on 
Ы ті Мо. 110-311350 & 110-311351) 
b Cargo tie down ftg (Use on part No. 110-313643) 
h 


Fus RS battery sup. hinge (Use on part No. 


- Fus battery sup. motion stop 
sy - Fus battery sup. motion stop (Use on 
rt No. 110-311318 & 110-311318-10) 

ng - Plain press fit stl .4386 OD x .3125 ID x 


Fus battery sup. RS lock plate (Use on part 
. 110-311318 & 110-311318-10) 


- Spacer Al al .44 OD x . 190 ID x . 100 in. 
MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131668 ги 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 

131690 thru 131719 
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NUMBER 
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Revised 15 February 1957 


FUSELAGE | 
SKIN & STRINGER ASSY - SPAR ВОТТОМ 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


(Cont. ) 


SERIAL NUMBERS 


51-8098A thru 51-8102A 


51-2662 thru 51-8034 
51-8103A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131668 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3165 
53-8069 thru 53-8095 
IK-441 and IK-442 

131690 thru 131719 


52-5922 and 52-5923 
53-3166 thru 53-7884 
53-8096 thru 53-8156 
IK-443 and Subsequent 


51-2662 thru 52-5922 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 and IK-442 
131662 thru 131719 


52-5927 thru 52-5954 
52-6048 thru 53-3165 
IK-441 and IK-442 


52-5922 and 52-5923 
53-3166 thru 53-7884 
IK-443 and Subsequent 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


51-2662 thru 53-3206 
53-8069 thru 53-8126 
IK-441 and Subsequent 
131662 thru 131719 


53-320" thru 53-7884 
53-812" thru 53-8156 


51-2662 thru 52-5954 
52-9981 and Subsequent 
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Figure 194. Skin and Stringer Assembly - Rear Bottom 


FIGURE & 
INDEX 
NUMBER 


*110-310308 
*110-310308-10 
110-314310 
110-314311 
110-314312 
110-314313 
78-313043 


78-313043 


78-313043 


78-313045 
78-313044 
*110-314312-20 


AN210-2B 
110-729109-21 
78-313806L 


78-313806R 


*110-310319 
*110-310319-50 
*110-310319-70 
*110-310323 
*110-310323-30 
*110-310323-50 
*110-310320-1 
*110-310320-50 
*110-310320-70 
*110-310320-90 
*110-310320-2 
*110-310320-60 
*110-310320-80 
*110-310320-100 
*110-310320-120 
*110-310321-1 
*110-310321-50 
*110-310321-'70 
*110-310321-90 
*110-310321-2 
*110-310321-60 
*110-310321-80 
*110-310321-100 
*110-310322-1 
*110-310322-50 
*110-310322-70 
*110-310322-90 
*110-310322-2 
*110-310322-60 
*110-310322-80 
*110-310322-100 
78-313381-1 


B 


at 


დი C 
b 
PE 


τσ 
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at|At 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


ssy & Instl - Fus rear bottom aft center 
g Assy - Center beam cargo hold down (Use on part 
Np. 110-314312) 
Fitting Assy - Center beam cargo hold down (Use on part 
Np, 110-314311 & 110-314313) 
Fitting Assy - Center beam cargo hold down (Use on part 
Np. 110-314310) 

Plug] - Cargo hold down center beam ftg 
shing - Cargo hold down center beam ftg 
Sub Assy - Fus rear bottom rear mid center (Use 
on part Νο, 110-314312) 

lley - Anti-friction brg cont 
acket - Glider tow release pulley 
– Fus main body sect. center LH (Use on part 


„ 110-314313) 


chment & Cover Plate Instl - Rear bottom RH 


ment & Cover Plate Instl - Rear bottom LH 
ment & Cover Plate Instl - Rear bottom LH 
chment & Cover Plate Instl - Rear bottom RH 
chment & Cover Plate Instl - Rear bottom RH 
chment & Cover Plate Instl - Rear bottom RH 


Attachment & Cover Plate Instl - Rear bottom RH 
Attachment & Cover Plate Instl - Rear bottom RH 
at) Attachment & Cover Plate Instl - Rear bottom LH 
at Attachment & Cover Plate Instl - Rear bottom LH 


chment & Cover Plate Inst] - Rear bottom LH 


beat Attachment & Cover Plate Instl - Rear bottom LH 


Attachment & Cover Plate Instl - Rear bottom RH 


ment ἃ Cover Plate Insti - Rear bottom RH 
ment & Cover Plate Inst] - Rear bottom RH 


At მათთა & Cover Plate Instl - Rear bottom RH 


Attachment & Cover Plate Instl - Rear bottom LH 
Attachment & Cover Plate Instl - Rear bottom LH 
Attachment & Cover Plate Instl - Rear bottom LH 


chment & Cover Plate Instl - Rear bottom LH 


Attachment & Cover Plate Instl - Rear bottom RH 


A 


A 


oli - Beat instl wing (Use on part No. 110-310319, -50, 
-70, 110-310323, -30, -50, 110-310322-1, -50, 


chment & Cover Plate Instl - Rear bottom RH 
chment & Cover Plate Insti - Rear bottom RH 
chment .& Cover Plate Instl - Rear bottom RH 


-"0, & -90, 110-310322-2, -60, -80 & -100) 


Nb 
μι Fus main body sect. center RH (Use on part 
. 110-314313) 
atlAttachment & Cover Plate Iი§L1 - Rear bottom LH 
chment & Cover Plate Instl - Rear bottom LH 
chment & Cover Plate Instl - Rear bottom LH 
at|Attachment & Cover Plate Instl - Rear bottom RH 
at|Attachment & Cover Plate Instl - Rear bottom RH 
at|At 
Attachment & Cover Plate Inst] - Rear bottom LH 
At მათთა & Cover Plate Inst] - Rear bottom LH 


GROUP FUSELAGE 
MAJOR ASSEMBLY SKIN & STRINGER ASSY - REAR BOTTOM 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MAJOR ASSEMBLY SKIN & STRINGER ASSY - REAR BOTTOM (cont 
PART MUMBER | 2 3 4 5 6 


78-313381-1 


წი 1 Sgat 10501 wing (Use on part No. 110-310320-1, -50, 
-70, -90, 110-390320-2, -60, -80, -100, 110- 
310321-1, -50, -70, -90, 110-310321-2, -60, -80 
& 100) > 
Bolt | Sdat instl wing (Use on part No. 110-310319, -50, 
-70, & 110-310323, -30, -50) 
Retainer| Assy - Fus seat nut (Use on part No. 110- 
310319, -50, -70, 110-310323, -30, -50, 110- 
310320-1, -50, -70, -90, 110-310320-2, -60, -80, 
-100, 110-310321-1, -50, -70, -90, 110-310321-2, 
-60, -80 & -100) 
Retainer Assy - Fus seat att (Use on part No. 110- 
319322-1, -50, -70, & -90, 110-310322-2, -60, -80 
| & 100) 
Fi п -| Fus seat clamp (Use оп part No. 110-310319, -50, 
-70, 110-310323, -30, -50, 110-310320-1, -50, -70, 
-90, 110-310320-2, -60, -80, -100, 110-310321-1, 
-50, -70, -90, 110-310321-2, -60, -80, &-100) 

Fi ting -| Fus seat att (Use on part No. 110-310322-1, -50 
-10, & -90, 110-310322-2, -60, -80, & -100) 
Fitting -| Fus seat att (Use on part No. 110-310319, -50, 
-70, 110-310323, -30, -50, 110-310320-1, -50, -70, 
-90, 110-310320-2, -60, -80, -100, 110-310321-1, 

-50, -70, -90, 110-310321-2, -60, -80 & -100) 
ij -| Fus seat att (Use on part No. 110-310322-1, -50 


78-313381-2 


78-313374 


78-313374 


78-310138 


78-310138 


H 


78-310139 


78-310139 


$ 


-10, & -90, 110-310322-2, -60, -80 & -100) 


ACA-1716 Jaw (ORO) (Use on part No. 110-310319-70, 110-210323-50 
110-310320-90, -100 & -120, 110-310321-90 & -100) 
ACA-1716 | AD (ORO) (Use on part No. 110-310322-90 & -100) 
А ТТАСҢІМ ARTS 


AN365-524 Nut - |Self locking stl 5/16-24 


οσοι re MX m 


18-313374 Re იაა AM - Fus seat att nut 
АМ960-516 Washer + Plain stl reg ser 5/16 bolt 
AN5-17A IL stl 5/16-24 x 1-31/32 in, 


110-771244-21 


110-771244-21 


110-310332-30 


*110-310346 
78-313481L 
78-313481R 
78-313480 

78-313479 


Role Inst] - Fus rear bottom 
Fitting Assy - Fus roller LH 
Fitting Assy - Fus roller RH 
Bushing - Fus roller 
Tube Assy - Fus roller 


(Continued on fig. 195) 


ON 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8168A 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 


51-17365 thru 51-17367 
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FIGURE & GROUP FUSELAGE 
INDEX 


NUMBER [MAJOR ASSEMBLY 
PART NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


| 


Section II 


Group Assembly Parts List 


SKIN & STRINGER ASSY - REAR BOTTOM (Cont. ) 


SERIAL NUMBERS 


: 52-6000 thru 52-6011 


131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-8098A thru 51-8102A 


51-8035 thru 51-8097 
52-5840 thru 52-5846 
52-6012 thru 52-6027 
131690 thru 131719 


52-5847 thru 52-5954 
92-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-8034 
51-8103A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


52-5927 thru 52-5954 
92-6048 thru 53-3165 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
IK-443 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


52-5847 thru 52-5954 
52-6028 thru 53-3210 
53-8069 thru 53-8131 
IK-441 thru IK-445 


53-3211 thru 53-7884 
53-8132 and Subsequent 
IK-446 and Subsequent 


UNITS} USABLE 
ON 
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Figure 195. Rear Bottom Skin and Stringer Assembly 
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FIGURE ἆ 
INDEX 
NUMBER 


PART NUMBER 


*110-310307 
*110-310308 
*110-310308-10 
*110-311320 

*110-311320-10 
*110-311322 

*110-311322-10 
110-313315-2 


110-313315-1 


110-313316-10 


AN210-2B 


*110-311324 
*110-311324-10 
110-313315-2 


110-313315-1 


110-313316-30 
110-313316-40 
AN397-67 
110-313334 
110-313320-21 

*110-311326 

110-3 13314-30 

110-313314-40 

110-313314-50 

110-313314-60 

AN397-69 

110-313334 

78-313812-3 

78-313812-4 

78-313069-5 

110-311326-71 


18-313069-6 
110-311326-72 


*110-311327 
78-313313L 
78-313313R 
78-313078 
78-313010 
78-3133 14-1 
78-313077L 
78-313077-R 
78-313069-6 
78-313069-5 
78-313069-5 
78-313069-3L 
78-3 13069-3L 
18-313069-3R 


T.O. 1C-119F-4 


Group FUSELAGE 
MAJOR ASSEMBLY REAR BOTTOM SKIN & STRINGER ASSY 


(Contin ed from fig. 194) 


8 
hs By - Fus rear bottom 
spy - Fus rear bottom 
is [Assy - Fus rear bottom 
By - Fus rear bottom 
ЕУ - Cargo tie down fus main frame (Use оп 


) (See fig. 130 for breakdown) 
ssy - Cargo tie down fus main frame (Use on 
) (See fig. 130 for breakdown) 
che - Cargo tie down fus main frame (See fig. 
192 for breakdown) 
Pulley, | Anti-friction brg conl (Use on part No. 
100-311322 & -10) 
ssy - Fus rear bottom 
ssy - Fus rear bottom 
ing [Assy - Cargo tie down fus main frame LH (Use on 
à ) (See fig. 192 for breakdown) 
itti к Assy - Cargo tie down fus main frame RH (Use on 
[SS (See fig. 192 for breakdown) 
g Assy - Cargo tie down main frame LH 
іре [Assy - Cargo tie down main frame RH 
Pin + Flat hd stl 7/16 x 2- 1/32 in. 
Bushing - Cargo tie down 10, 000 1b ftg 
ing |- Fus rear cargo door anchor 
e Assy & Inst] - Rear bottom 
x ssy - Cargo tie down fus LH corner 


р р 
aes 
о Ф 


mj ἡ 
= 


ЕЕЕ 


нї 
— 
m Ë ку 


ing |Авву - Cargo tie down fus RH corner 


tti 

tting |Assy - Cargo tie down fus LH corner 
tting Assy - Cargo tie down fus RH corner 
Pin L Flat hd stl 7/16 x 2-3/32 in. 

τν - Cargotie down 10, 000 1b ftg 


9359 


ing |- Fus rear bottom 
g |- Fus rear bottom 
iid - Fus ramp sup. LH 
g b Fus frame assy LH (Made from рагі No. 
78-313069-5) 
ai а Fus ramp sup. RH 
tting - Fus frame assy RH (Made from part No. 
78-313069-6) 
Frame = y - Fus rear bottom 
ssy - Retractable fus sup. 
ssy - Retractable fus sup. 


shing - Main body retractable sup. lower 

Sting - Main body sup. ftg 

Sting - Main body sup. ftg 

ket - Fus ramp sup. (Use on LS) 

ket - Fus ramp sup. (Use on RS) 

B ket - Fus ramp Sup. (Use on RS) 
adket - Fus ramp sup. (Use on LS) 
adket - Fus ramp sup. (Use on RS) 

ha kei - Fus ramp sup. (Use on LS) 
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Section II 
Group Assembly Parts List 
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Section H 


Group Assembly Parts List 


NUMBER 


726 


FUSELAGE 
REAR BOTTOM SKIN & STRINGER ASSY (Cont. 


MAJOR ASSEMBLY 


PART NUMBER 


78-313069-3R 
*110-311340 
110-313340-21 
110-310338 
110-313364 
110-313364-3 
110-313364-5 
110-313365 
NAS75-5-100 


110-313365-21 
110-313366-21 


онд, 
D 


Α 


iE" 


T.O. 1C-119F-4 


die 
L 


Fitti 


(Continued on Figure 196) 
ON 


C-119G 
C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


MODEL DESIGNATION 


е - Fus ramp sup. (Use on RS) 

ssy - Fus rear bottom lower RS 

£ 1 Fus battery sup. RS hinge 

- Battery carrier lock 

nk Assy - Fus battery sup. motion stop 
Link|- Fus battery sup. motion stop 
Link|- Fus battery sup. motion stop 

£ ASSy - Fus battery sup. motion stop 


Bushing - Plain press fit st1. 4386 OD x .3125 ID x 
2 1.00 in. 


tting - Fus battery sup. motion stop 
Fitting + Fus battery sup. RS lock plate 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 апа Subsequent 
ІК-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-7996 
51-8016 

51-8098A thru 51-8136A 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098A thru 51-8168A 


51-8004 thru 51-8015 


| 51-2717 


51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
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UN I TS} USABLE 
ON 


Figure 196. 


T.O. 1C-119F-4 


Rear Bottom Skin and Stringer Assembly 


Section II 


6532 


121 


Section Ἡ 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE & [GROUP FUSELAGE 


ი, MAJOR ASSEMBLY REAR BOTTOM SKIN & STRINGER ASSY 


PART NUMBER 


*110-310307 

*110-310336 
110-310336-3 
110-310336-43 
A3122-12-59 
9555 
110-310336-33 
110-310336-41 
110-310336-35 
#755-14-2-8 
110-310336-5 
110-310336-37 
110-310336-7 


A'155-14-2-8 
ΑΤθθ-14 


105-749026 
А5934-51 


M3253-2 
105-749026-3 
105-749026-7 
105-749026-5 
*110-310341 
110-310341-10 
AR87-6-140 


AN507-832-10 
54-1 
АМ520-10-18 


110-313414 
110-313414-5 
110-313414-7 


110-313413 
110-310341-25 
110-310341-51 
110-310341-53 
78-313815 


(cbntin ed from fig. 195) 


( rige Assy - Fus rear bottom (See fig. 98) 
e 


ns - Fus rear bottom battery vent 
Tübi £ + Battery vent . 750 OD x .625 ID x 16.00 in. (Made 
from| BRA part No. F17254) 
bing + Battery vent .750 OD x .06 x 16.00 in. (Use for 
| spares in lieu of part No. 110-310336-3) 
amp IN) 
Fitting (PAU) 
bing Battery vent .750 OD x .625 ID x 17.50 in. (Made 
from BRA part No. F17354) 
Tubing + Battery vent .750 OD x .06 x 17.25 in. (Use for 
ү in lieu of part Νο. 110-310336-33) 
Tubing + Battery vent .875 OD x .035 x 15.50 in. 
NG PARTS 
- Bonded line sup. (AP) 


Thbing - Battery vent .750 OD x .625 ID x 150.00 in. (Made 

fron BRA part No. F17254) 

bing Battery vent .750 OD x .06 x 150.00 in. (Use for 
spares in lieu of part No. 110-310336-5) 

Tubing 


Battery vent .875 OD x .035 x 125.00 in. 


ACHING PARTS 


- Bonded line sup. (AP) 
- Swiyel hole mtg lug bonded line sup. (AP) 


ASSy - Elec battery 
G PARTS 
p (TIN) 


r Top (NOSC) 

ing - Elec battery sump jar 

d|- Battery sump 

г F Battery sump 1 pt rd 

ву & |Instl - Fus rear bottom battery 
Assy - Fus rear bottom battery 
andle (RHW) 


ACHING |PARTS 


Serdw + Flat hd mach stl 8-32 x 5/8 in. 


atqh (RHW) 
ІМС PARTS 
гёз + Rd hd mach stl 10-32 x 1-1/8 in. 


late -| Fus battery door strike 

late -| Fus battery door strike 

late -| Fus battery door strike (Use for spares in lieu of 
рагі No. 110-313414 & -5) 

s - Fus battery door 

inge + Battery door extruded 

inge + Battery door extruded 

inge + Battery door extruded 


Release Assy - Mod glider aerial towing pos locked (Made 
from GFAE part No. 44G1545-2) 

*110-751022-30 Antenna Inst] - Radio altimeter 

*110-751022-'70 Antenna Inst] - Radio altimeter 


728 


шш» ποσα oan 


LT 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY REAR ΒΟΤΤΟΜ SKIN & STRINGER ASSY (Cont. ) 


PART NUMBER I 


FIGURE ἆ 
INDEX 
NUMBER 


UNITS! USABLE 
ON 


AS-333/AP | Ante nd (4WMP) B 
ATTACHING PARTS 

AN365-440 t С Shif locking stl 4-40 B 

AN960-4 Washer - Plain stl No. 4 bolt B 

B 


АМ№515-4-6 Screw + Rd hd mach stl 4-32 x 3/8 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8123A 


C-119G 51-8030 thru 51-8046 
51-8048 thru 51-8052 
51-8105A thru 51-8106A 
51-8114A thru 51-8116A 
51-8119A 
' 51-8121A thru 51-8132A 

51-8134A 

51-8137A thru 51-8141A 

51-8144А 

51-8152А 

51-8154А thru 51-8159А 
51-8164А thru 51-8165А 
52-6000 thru 52-6047 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 


91-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 thru 53-3222 
IK-443 and Subsequent 


52-5922 
53-3136 thru 53-3194 
53-8069 thru 53-8116 


52-5923 
53-3194 thru 53-7884 

53-8117 and Subsequent 
IK-443 and Subsequent 
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Section II T.O. 1C-119F-4 


Figure 197. «7 Beam Type Monorail Installation 


730 Revised 1 March 1956 


FIGURE & 
INDEX 
NUMBER 


*110-796300 
110-796001-1 
110-796001-2 
M1915 

M4029-M1 


78-310298 
110-796315 
*110-796320 
110-796092-10 
110-796092-30 


110-796092-50 


110-796093-10 
110-796093-30 


110-796092-50 


110-796241 
110-796241-3 


110-313878 


110-796089-3 


ÀN320-10 
AN960-1016L 
AN10-34 


110-796091 
110-7963 24 
110-796316 
110-796317 


AN365-440 
AN960-4 
AN515-4-10 


110-796300-3 
110-796312 


AN365-1032 
AN960-10 
AN3-12A 


RD8500A 
RD8500 
RD8570 
110-796307-3 


AN365-1032 
AN960-10 
AN3-20A 


Revised 1 March 1956 


**NO 


** 


5р 


Pin 


A 
E 


0 
ere 
Sphere 
**NOTE} Use for spares in lieu of part No. 110-796241 


T.O. 1C-119F-4 


us aerial delivery sys LH 
us aerial delivery sys RH 


Sy 


Aerial delivery sys cable 
Aerial delivery sys cable 


iç line ftg stow. 
ial delivery sys static line floor 
hea rubber "I" beam monorail 

TS 


lain stl reg ser No. 4 bolt 
mach stl 4-40 x 5/8 in. 


TS 

ing stl 10-32 

lain stl reg ser No. 10 bolt 
10-32 x 1-9/32 in. 


ins sys monorail 


ing stl 10-32 
stl reg ser No. 10 bolt 


us aerial delivery sys static line (See fig. 390) 
stl - Aerial delivery sys monorail & floor 
Assy - Single overhead resupply cable (See fig. 390) 


ise for spares in lieu of part No. 110-796092-10 
Chain Assy - Pip (Made from A-607 & NAF1088-1-6 
& ს80ძ on part No. 110-796092-30) 

Е} Use for spares in lieu of part No. 78-310298 
Agsy|- Floor & overhead resupply (See fig. 390) 

- Floor & overhead resupply (See fig. 390) 

[5ο for spares in lieu of part No. 110-796093-10 
Chain Assy - Pip (Use on part No. 110-796093-30) 
Еј Use for spares in lieu of part No. 78-310298 


Section II 
Group Assembly Parts List 


GROUP AGE 


UN I TS | USABLE 
ON 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


MAJOR ASSEMBLY "I" BEAM TYPE MONORAIL INSTL (cont 


110-796305-21 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 
ON 


Віа cket LL delivery sys tripper 
ATTACHING PARTS 
ut - Self ldcking stl 10-32 
Washer + Plain stl reg ser No. 10 bolt 
Bolt -| Adft sti 10-32 x 29/32 in. 


AN365-1032 
AN960-10 
AN3-7A 


78-749142 
110-741050-7 

110-741050-10 
110-7460 26-10 
110-741050-15 


Sp ing - | oho ail salve equip. limit sw 

Plate araca handling sys limit sw 

Sv რი Assy|- Paracan handling sys limit sw 
1 


Flapper Assy - Paracan handling sys limit sw 
tch Assy| - Paracan handling sys limit (Made from рагі 
| al AN3 233-1) 
onduit doupling 3/4-20 
Tubing (SIE) 
Paracan handling sys limit sw (Use for spares in lieu 
part No. 110-796304-21) 


AN3054-6 
AF28 
110-796304-23 


110-796304-21 


ÀN515-8-12 
AN936B8 
AN960D8 
AN365-1032 
AN960-10 
AN3-7A 


hd mach stl 8-32 x 3/4 
oth lock stl ext teeth for No. 8 bolt 


*110-796240 
110-796240-30 
110-796002 


AN4H7A 
AN960-416 


110-796240-5 


110-796240-7 


110-796241 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2663 


B C-119G 51-2664 and Subsequent 
| IK-441 and Subsequent 
R4Q2 131662 thru 131719 


51-2662 thru 51-8097 
51-8148 thru 51-8168 
51-17365 and Subsequent 
| IK-441 and Subsequent 
131662 thru 131719 


C-119G 


732 | Revised 1 April 1958 


Revised 1 April 1958 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


"Ὁ BEAM TYPE MONORAIL INSTL (Cont. ) 


UN | TS| USABLE 
ON 


SERIAL NUMBERS 


51-8098 thru 51-8147 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 191119 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


§1-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
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T.O. 1C-119F-4 


Section II 


653 


«17 Beam Type Monorail Installation 


Figure 198. 


734 


FIGURE & 


MAJOR ASSEMBLY 


PART NUMBER 


*110-796300 


110-796314 


AN365- 1032 
AN960- 10 
AN3-5A 


110-796303 


AN365- 1032 
AN960-10 
AN3-13A 


110-796085 


AN365- 1032 
AN960-10 
АМ№З -ТА 
AN365-624 
AN960-616 
AN6-21 
78-796047 
78-796047-2 


110-796048-3 
110-796048-5 . 
110-796048-7 
110-796048-11 


78-796049 


AN365- 1032 
AN960-10 
AN3-10A 
AN3-5A 


AN365- 1032 
AN960-10 
AN3-10A 


AN365-820 
AN960-816 
AN8-24A 


D8 
AN365-524 


AN960 -516 
AN5-7A 


213-310000-17 


110-796300-7 


110-796238-10 


110-796302-21 


M 


= + Self loc 
asher| - (st 


T.O. 1C-119F-4 


asher|- Pla 


asher|- О. 
AN960- 


8 


st 


Nut + Self oc 
Washer|- Pla 
Bplt - ტი” st 


nger E 
რი Aeri 
part Νο 

ap е і 
гар - Ad 
τ - |Аег1 
- |Аег1ї 


asher|- Ае 
(Sta 409, 


- Pl 


CHING PA 


ssy -|Aerial delivery sys cable 


| Aon -|"I" beam type (See fig. 99) 


А G PARTS 
Self τ 

asherl- 18 
a - 

ongrall 4 Aerial delivery sys "I" section 


onorail 4 Aerial delivery sys "T" sect. 
TS (Sta 144, 179, 196.5, 231.5, 266.5 & 301.5) 


ATTACHING PA 
Nht + Self locking stl 10-32 


ing stl 10-32 


n stl reg ser No. 10 bolt 
cft st] 10-32 x 21/32 in. 


n stl reg ser No. 10 bolt 


Bolt |- Act stl 10-32 x 1-13/32 in. 
Wa orail (Use on RS of monorail) (Make from 


0) 


Spac r al delivery sys monorail att 
ta b3 А 


, 339. 80, 3776. 16 & 379. 16) 


ing stl 10-32 


n stl reg ser No. 10 bolt 


10-32 x 29/32 in. 


Bplt|- Ácf 
Nj + Self locking stl 3/8-24 
as erl- Plain stl reg ser 3/8 bolt 
cft stl 3/8-24 x 2-13/64 in. 


delivery monorail 


delivery monorail (Use for spares in lieu of 


718-796047) 

delivery monorail hanger 
delivery monorail hanger 
delivery monorail hanger 
delivery monorail hanger 


ial delivery monorail hanger 
44, 479, 514 & 549) 


t + Sẹlf locking stl 10-32 
asher|- Plain stl reg ser No. 10 bolt 
it |- 2 stl 10-32 x 1-1/32 in. 
οἱ stl 10-32 x 21/32 in. 
I οὐ) 
ocking stl 10-32 


n stl reg ser No. 10 bolt 


| 


asher 
1{|- Act si 10-32 x 1-1/32 in, 


lley Assy 4 Aerial delivery sys rear idler 


TS 

ing stl 1/2-20 
n stl reg ser for 1/2 in. bolt 
1/2 x 2-19/32 in. 


Bearing (ΒΑΕ) 
ασκεί - Aerial delivery sys pulley att rear 


TS 

ing stl 5/16-24 

n stl reg ser for 5/16 in. bolt 
5/16 x 31/32 in. 


Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


"І" BEAM TYPE MONORAIL INSTL 


ΠΠ from fig. 197) 


UNS TS] USABLE 
ON 


735 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


სინ [MAYOR ASSEMBLY — "I" BEAM TYPE MONORAIL INSTL (Cont. 


PART NUMBER 12 3 5 6 2 


198 MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-8025 
51-8098A thru 51-8127A 
C-119G 51-8026 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
1 
! 
| 
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UNITS] USABLE 


Section II 


T.O. 1C-119F-4 


Rear Cargo Doors Electrical Installation 


Figure 199. 


131 


Revised 15 February 1957 


Section II 


Group Assembly Parts List 


738 


MAJOR ASSEMBLY REAR CARGO DOORS ELECTRICAL INSTL ON 


PART NUMBER i 2 3 4 5 6 


*110-741031 
*110 -759057-1 
*127 -759012 
*110-759053 
*110-759053-11 
*110-741039 
110-741039-13 
110-741039-15 
BZ3RW22T 


AN340-6 
AN935-6 
AN960-6 
АМ515-6-16 


*110-741016 
80364 
B120 
110-741016-5 


110-741016-3 


AN365-1032 
AN970-3 
AN520-10-8 


AN3121-313 


42B 16217 
110-740010-601 
110-744247-1 
110-744247-11 
110-740010-621 
110-744249-1 
110-750010-441 
110-754064 
110-754064-10 


110-754064-30 
110-754064-50 
110-740010-615 
110-744248-1 
110-744248-11 


110-740010-617 


nel Assy 
nel Assy 
nell Assy 
nel Assy 
Switch Inst! - 


& 
& 
& 
& 


Filler -|D 
Switch ἡ ( 
CHING PA 
Nut + Ligh 
Washer | – 
Washer |- 
Screw -| Ri 


I Instl 4 E 
Bell - Alla 
lter -| 20 
μιας 
ρε 
pport |- 


CHING PA 
Nut 4 Self 


ight Assy 


MB Assy 


сат 
Lamp -|T- 


tad 


Assy 


sy| - 
s - 
of part 
ble Assy; - 


> > > > > > > > 


о a С) сос ΩΩΩΩΩΩΩΩ 
cc 
= кч 
т Ф 


Т.О. 1C-119F-4 


Electriqal [51 + Rear cargo doors (See fig. 99) 


Instl - Jumpmaster's radio sys (See fig. 
Instl - Jumpmaster's radio sys (See fig. 
Instl - Jumpmaster's radio sys (See fig. 
Instl - Jumpmaster's radio sys (See fig. 
Rear cargo warning light limit 


muto 


Раа + Door warning light limit sw 


- Sta 574 to rear cargo door (See fig. 392) 

bi - Jumpmaster's panel to rear cargo door disconnect 
ig. 391 & 392) 

ig. 392) 


| 392) 


or warning light limit sw 

CS) 

TS 

hex 6-32 
tl med spring lock No. 6 bolt 
lain stl reg ser No. 6 bolt 
hd mach stl 6-32 x 1 in. 


ec sys tail door alarm 

m type J-3 (Spec 32468A) (SP FI) 

amp (POT) 

- Alarm bell (Made from Mallory part No. 454 
A) 

larm bell 

TS 

ocking 8LI 10-32 


- Flat stl No. 10 bolt 
Rd hd mach stl 10-32 x 1/2 in. 


tll- a Sys tail door jump LH 
Ingtl |- 


lec sys tail door jump RH 
- Press to test indicator (Red) (52-5927 thru 


52-5954, 52-6049 & subsequent, light assys becomes 
components of 110-744249-1 & 110-744247-1) 


- Press to test indicator (Green) (52-5927 thru 


52- iene 52-6049 & Subsequent, light assys become 


onents of 110-744249-7 & 110-744247-1) 


-1/4 bulb sc mini bay. base (52-5927 thru 
52-5954, 52-6049 δι subsequent, bulbs become 
cqmponents of 110-744249-1 & 110-744247-1) 


Troop jump sig 

cargo door elec (See fig. 391 & 392) 

cargo door elec (See fig. 392) 

cargo door elec (See fig. 392) 

cargo door jump light (See fig. 391 & 392) 

cargo door jump light (See fig. 392) 
umpmaster's panel to rear (See fig. 391 & 392) 
ta 574 to rear cargo door (See fig. 391 & 392) 
ta 574 to rear cargo door (Use for spares in lieu . 
ο. 110-754064) (See fig. 392) 
ta 5774 to rear cargo door (See fig. 392) 


= ке ка — маз ка ма ма М 


zZOU OOmMUE RS 


ca 


umpmaster's panel to rear cargo door disconnect 


we m 


ar cargo door jump sig bell (See fig. 391 & 392) 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE UN TS] USABLE 
MAJOR ASSEMBLY REAR CARGO DOORS ELECTRICAL INSTL (Cont ο τς. 
PART NUMBER I 2 з 4 5 6 


#110-744349-1 
110-754065 


- Rear cargo door jump sig bell (See fig. 392) 
Jumpmaster's sta C-823/AIC-10 to term. (See 
Я Hi 392) 


110-754065-10 umpmaster's sta C-823/AIC-10 to term. (See 


1 


110-754034 
110-754034-11 


xtension cord (See tig. 391 & 392) 
Flight o cord (See fig. 392) 


Flight operable doors (See fig. 207) 
- Paratroop doors limit 

Switdh (MOS) 
^ Ihstl - Floor up limit 


itch (MCS) 
h Inst] -Anchor line limit 
Switch |. w travel limit 


-|Class C limit sw 
- Floor down limit 
OS) 
т Instl - Jumpmaster's 

g Assy 4 Interphone cordage stowage 


8B750178-1 
213-741003-1 
213-741010-1 
213-741009-31 
213-741009-11 
213-741009-1 


Assy - Term. strip to door & floor switches 
Assy - Term. strip to jumpmaster's panel 
Cable Assy - Term. strip to jumpmaster's panel 
Assy - Term. strip to jumpmaster's panel 
A erm. Strip to jumpmaster's panel 


4 Alternate Parts 


MODEL DESIGNA TION 


SERIAL NUMBE RS 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-592] 
52-5924 thru 53-3165 
53-8069 thru 53-8095 


IK-441 thru IK-442 


131662 thru 131719 


51-2662 thru 51-8034 
51-8098А thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6011 


52-6048 thru 52-6058 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5888 


52-6012 thru 52-6058 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & | GROUP FUSELAGE UN I TS| USABLE 
INDEX Fu jog ASSEMBLY REAR CARGO DOORS ELECTRICAL INSTL (Cont) წილს 
PART NUMBER | 2 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-8096 thru 53-8156 
IK-443 & Subsequent 


C-119G 52-5889 thru 52-5954 
52-9981 & Subsequent 
IK-441 & Subsequent 


C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


53-3204 thru 53-7884 
53-8125 & Subsequent 
IK-443 & Subsequent 


52-5889 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


C-119G 51-8035 thru 51-8097 
51-17365 thru 52-5888 
92-6012 thru 52-6047 


All 
All 


АП 
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Section II 


T.O. 1C-119F-4 


ROTATED 


Radio System Jumpmasters Panel Assembly and Installation 


Figure 200. 


141 
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Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY RADIO SYSTEM JUMPMASTER'S PANEL ASSY & INSTL 
PART NUMBER | 2 3 ს 5 6 


142 


*110-759053 
*110-759053-11 
HS33A 

T-17 

H-'18/ AIC 
2B800-78 
110-759057-5 
18-158460-3 
110-759052-3 


AN365-832 
AN960-8 
AN515-8-8 


AN3121-313 
AN3121-313 


AN3157-4 
AN3157-4 


AN3022-2 
49-1384 
49-1140 
AN3022-7 
110-759002-3 
110-759053-3 


18-149015 
SA-26/U 
J-139/AIC 
18-158268 
PL55 

JK26 
110-759057-3 
110-759054 
110-749054-11 


AN530-8R10 : 
AN960-8 


C823/AIC -10 
52C 12814 


AN365-1032 
AN960-10 
AN515-10-6 


T.O. 1C-119F-4 


UN I TS] USABLE 


ON 
CODE 
Panel Assy & Inst] - Jumpmaster's radio sys (See fig. 199) A 
Panel Assy & |11901 - Jumpmaster's radio sys (See fig. 199) B 
Panel Assy & Inst] - Jumpmaster's radio sys (See fig. 199) C 
Headset (T| D (GFAE) A 
icrophone (GFAE) А 
Headset - Місгорћопе (GFAE) р 
Headset – 1 ος type H-78/AIC (RCA) E 
сне -| Radid sys jumpmaster's panel A 
Cover - Radig sys jumpmaster's panel B 
Cover -| Jumpmaster's interphone & elec panel C 
ATTACHING PARTS 
Nut (დ. ocking stl 8-32 G 
Washer |- Plain stl reg ser No. 8 bolt G 
Sdrew -| Rd hd mach stl 8-32 x 1/2 in. G 
Lamp -|T-8-1/4 bulb sc mini bay. base (Clear) A 
Lamp -|T-B-1/4 bulb sc mini bay. base (Clear) (52-5927 thru 
54-5954, 52-6048 and subsequent, lamp becomes а 
cdmponent of 110-744248-1) F 
Light Assy]|- Press to test indicator Α 
L თ Assy| - Press to test indicator (r2-5927 thru 52-5954, 
52-6048 and subsequent, light assy becomes a component 
οὐ 110-744248-1) 1 F 
Switch 4 Three hole mtg single pole toggle 1 G 
Boot|- Rub (CUT) 1 H 
Boot|~ Rub (CUT) 1 J 
Switch ! Three hole mtg single pole toggle 1 G 
S itch (Маре from GE part Νο. 2CC1B4) 1 A 
Switch (Made from GE part No. 2CC1B4) (Use for spares in lieu 
Τα part No. 110-759002-3) 1 F 
Guard -|Sol sw safety 1 
Switch (GF 1 A 
Box + Jack! (National Electric Machine Shops Inc) (GFAE) 1 A 
Сфга - Interphone equip. head set extension 1 A 
Plug (Е 1 A 
Jack(RCL) . 1 A 
Box + Radio sys jumpmaster's 1 A 
Panel ~ Ratio| sys jumpmaster's 1 B 
Panel - Rajio sys jumpmaster's 1 C 
ATTACHING PAR 
Sdrew -|Sheet| metal rd recessed hd stl No. 8 x 5/8 in. K 
Washer |- | stl reg ser No. 8 bolt K 
Inter йе Control (GFAE) D 
Interphone IControl Type C823/AIC-10 (RCA) E 
АТТАС at ARTS 
Nut H locking stl 10-32 | Е 
Washer ἐπ stl reg ser No. 10 bolt F 
ων. -| Ва hd mach stl 10-32 x 3/8 in. F 
USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


Revised 15 February 1957 


FIGURE ἆ 
INDEX 
NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL, DESIGNATION 


C-119G 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6058 


52-5889 thru 52-5954 
52-9981 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8097 
51-17365 & Subsequent 


IK-441 & Subsequent 
51-8035 thru 51-8097 


51-17365 & Subsequent 
IK-441 & Subsequent 


51-2662 & Subsequent 
IK-441 δι Subsequent 


51-2662 thru 52-5888 
52-6000 thru 52-6035 


52-5889 thru 52-5954 
52-6036 & Subsequent 
1К-441 δι Subsequent 


51-8035 thru 52-5954 
52-6012 thru 52-6058 
52-9981 & Subsequent 
IK-441 & Subsequent 
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Figure 201. Panel Assembly and Installation - Jumpmaster’s Radio System 
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FIGURE ἆ 
INDEX 
NUMBER 


GROUP 
MAJOR ASSEMBLY 


*127-759012 
H-4/AR 
NAF213264-6 
127-756013 


AN365 -832 
AN960-8 
AN515-8-10 
AN515-8-8 


AN3121-313 
AN3157-4 
AN3022-7 
AN3022-2 


AN515-6-8 
AN960-6 


49-1384 
121-159012-3 
121-159012-3 


18-149015 
AN3219-1 
127-759013 


AN530-8-10 
AN960-8 
RP11-2EF501 
J16/ARC-5 
MT'8/ARC -5 
18-158268 
JK26 
PL55 
127-759010 
NAF215689 
*12'1-159006 
C761/AIC5B 
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Т.О. 1C-119F-4 Section II 
Group Assembly Parts List 


FUSELAGE 
PANEL ASSY & INSTL - JUMPMASTERS RADIO SYS 


PART NUMBER 2 3 4 5 6 | 


Panel Assy & Inst] - Jumpmasters radio sys (See fig. 199) 
Headset] (GFAE) 
crpphone -|Radio sys (GFAE) 
Cove Radio sys jumpmasters panel 
ATTACHING PARTS 
Nut + Self locking stl 8-32 
Washer |- Plain stl reg ser No. 8 bolt _ 
Serey Rd hd mach stl 8-32 x 5/8 in. 
Sore RA hd mach stl 8-32 x 1/2 in. 


Lamp -| T13-1/4 bulb, sc mini bay. base (Clear) 
-| Press to test indicator 

hole mtg single pole toggle 

hole mtg single pole toggle 

PARTS 

d hd mach stl 6-32 x 1/2 in. 

IX. stl reg ser No. 6 bolt 


ber (CUT) 

Маде from G.E. No. 200184) 

де from 560B32D) (НТМ) (Use for spares in lieu οὔ 
211-159012-3) 


== πα н 


sys jumpmaster 

TS 

metal τὰ hd 8-32 x 5/8 in. 
lain stl reg ser No. 8 bolt 


FAE) 
) 


eddset extension cord ( MOI) 
eadset extension cord (MOI) 
Jack| box mike 

т |- Microphone (GFAE) 
Jumpmasters interphone 

Panel 4 Cბი1 (СЕАЕ) 


P δ» p p p p p p p p p > >>Р>> >> >> >>>> Pepepe p> >> 


ადგ... 


N : 
oe MODEL DESIGNATION SERIAL NUMBERS 


A 131662 thru 131719 


Section II T.O. 1C-119F-4 


8 


> 


Figure 202. Flight Operable Door Anchor Cable Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FLIGHT OPERABLE DOOR ANCHOR CABLE INSTL 
PART NUMBER | 2 3 4 5 6 


*213-770015 
78-310298 
213-770016-41 


FIGURE & 
INDEX 
NUMBER 


Anchor Саре Inst! - Flight operable door Gee fig. 35) 

Pin Assy 4 Anchor line 

Cable Assy - Flight operable tail door anchor line (Use on f wd 
eng of part Νο. 213-770016-31 cable assy in hook up for 
use of Side doors) 

Pin Assy + Anchor line 

Cable Assy -|Flight operable tail door anchor line 
ATTACHING PARTS 


78-310298 
213-770016-31 


AN26-32 Bolt|- Cleyis|stl 3/8-24 x 2-3/64 in. 
AN960-616 Pi - Plain stl reg ser 3/8 in. bolt 
AN960-6161, asher|- Plain stl light ser 3/8 in. bolt 
AN310-6 t + Castellated stl 3/8-24 


213-770019-5 
AN46-14A 
FS1058126-38 
213-770016-11 


Trunnign 4 Flight operable tail door cable ftg 
]t|- Куе წ 
shing - Spacer . 750 OD x . 377 ID x . 380 in. 
ble Assy - Flight operable tail door anchor line 
σ 


IC PARTS 


AN396-17 
AN960-616L 


Α 
n + Flatjhd 
asher|- Plain stl reg ser 3/8 in. bolt 


213-770019-3 
213-770018-1 
NAS 1088-1A7 
A421 


Trunniqn + Flight operable tail door cable ftg 
Tpggle Link Assy - Flight operable tail door anchor line 
Chain - sal | 

Pip Pin (A 


ety 
DE) 


141 


T.O. 1C-119F-4 


Section II 


Figure 203. Flight Operable Door Guide Bars Lock Mechanism Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE 


UN I TS] USABLE 
ШЫ MAJOR ASSEMBLYFLIGHT OPERABLE DOOR GUIDE BARS LOCK MECHANISM INSTL ae 


PART NUMBER I 2 3 4 5 6 


*213-310815 Mec რეშე) Inst] - Fus FOD guide bars lock (See fig. 35) 
1 AN392-15 Pin + Flat|hd 
2 AN392-21 Pin + Flat|hd 
3 AN392-23 Pin + Flat|hd 
4 AN155-16S Gardel - Trnbkl 
5 AN161-16LS Fork - Trnbkl 
6 AN393-11 || Filat ы! 
7 213-313892-3 itting - Hood locking cable coupling 
8 AN393-15 Pin - Flat|hd 
9 AN393-27 Pin ~ Flatihd 
NÀS303-12-0230 Cab ssy -|Type 1 term. swaged 
NAS303-03-1175 i ssy -|Type 1 term. swaged 
NAS303-23-147 Cable Assy - Type 1 term. swaged 


NAS303- 26-82 Cable Ass 
AN210-1B 
213-730040-23 


- Type 1 term. swaged 
ti -friction brg conl 


AN320-3 
AN960-10 
AN23-17 


213-313889-23 


AN393-33 
AN960-10 


213-313888-5 
213-313890-21 
213-313893-3 
213-310814-31 


AN365-1032 
AN960-10 
AN3-6A 


213-313881-3 
NAS51-93 
213-313882-31 


ret 


uide bar lock pin cartridge 
Guide bar lock 


AN393-49 
AN960- 10 


Plain stl No. 10 bolt 


tie locking pin cartridge 
1 


213-313880-3 
213-313883-3 
213-313884-11 


ide bar lock pin cartridge brg 
uide bar lock pin cartridge 
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6537 


Figure 204, Fuselage Rear Cargo Door Assembly 


m Revised 1 January 1958 


FIGURE & 
INDEX 
NUMBER 


GROUP 


110-310801-111 
110-310801-112 


110-313877 
110-313170-1 
110-313170-2 


FS22298119-. 38 


NAS''1-9-38 
110-313172-1 
110-313172-2 


FS22298119-. 38 


NAS'T'1-9-38 
110-310806-30 
110-310806-50 


110-310806-40 
110-310806-60 


*110-310805-30 

*110-310805-40 
110-313872-25 
110-313872-26 
110-313875-1 


110-313872-2 


110-313835-3 
110-310842 


78-313475 

AC 200247 
*110-310836-1 
*110-310836-2 
41A9177 
110-310836-3 
CS10 
AN8018-1 
AN8021-1 
*110-311800-1 
*110-311800-2 
*110-311802-1 
*110-311802-2 
18-313015 


78-313015-3 


AN364-820 
AN960-816 


*110-311813-1 
*110-311813-2 
*110-311815-1 
*110-311815-2 
*110-311813-10 
*110-311813-20 
*110-311815-10 
*110-311815-20 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


MAJOR ASSEMBLY FUSELAGE REAR CARGO DOOR ASSY 


| 2 3 M 5 6 
Door Assy us 
Door) Assy |- ds 
Pin Assy - 
Hinge Авзу - Cargo door top rear LH 
016“ ABSy - fire door top rear RH 


Hing 
Hing 


D 
D 


T 
T 


a 


ЁГ 
P 


C 


F 
F 
F 
F 


Bush 
Bush 


Hàrn|- 
Bracket|- Flyers relief tube vert 

je -| Rear cargo door top LS 
e ai 


Frame 
Frame 


Cable Agsy 
ting (EV) 


d 


be 
be 
V 
T 
С 


be 


mp 


ame Assy - 

e дез - Rear cargo door bottom RS 
- id. dargo door shear (Use on part No. 110-311802-1 & 

-2 

F 


i 


in - 


rame 
rame 


ა. ARTS 
Nut > Se 
Washer - Plain stl reg ser 1/2 in. bolt 


rear cargo LH (See fig. 99) 
rear cargo RH (See fig. 99) 
Cargo door bottom hinge ret 


1 press fit stl , 6892 OD x , 532 ID x . 38 in. 
1 press fit stl .6892 OD x , 5625 ID x . 38 in, 
- Cargo door bottom rear LH 
- Cargo door bottom rear RH 
- Fl press fit stl .6892 OD x .532 ID x . 38 in. 
1 press fit stl .6892 OD x . 5625 ID x . 38 in. 
argo door paratroop LH (See fig. 206) 
argo door paratroop LH (See fig. 206) (Use for 
in lieu of part No. 110-310806-30) 
argo door paratroop RH (See fig. 206) 
argo door paratroop RH (See fig. 206) (Use for 
in lieu of part No. 110-310806-40) 
stl - Rear cargo paratroop door LH 
stl - Rear cargo paratroop door RH 
T door paratroop door 
argo door paratroop door 
argo door paratroop door latch (Use on part No. 
0-310805-30) 
argo door paratroop door latch (Use on part No. 
10-313805-40) 
- ae door paratroop door latch sp ring 


- 


Бу + Rear cargo door anchor (Use on part No. 
11 410 


01-10) 
- Rear cargo door anchor (See fig. 390) 


11811 + Rear cargo door relief LH 
Ingtl + Rear cargo door relief RH 
n "fed - Flyers relief tube 


eairicargo door relief , 375 ID x .13 x 96 in, 
(ENS) 
Flyers relief tube 


-|Rear cargo door top RS 
Rear cargo door bottom LS 


2 
locking thin stl 1/2-20 
Rear cargo door upper LS 


-|Rear cargo door upper RS 
-|Rear cargo door bottom LS 


ssy -|Rear cargo door bottom RS 


ub |Assy - Rear cargo door upper LS 
a Assy - Rear cargo door upper RS 
Assy - Rear cargo door bottom LS 


b 
sub Assy - Rear cargo door bottom RS 


s dargo door shear (Use on part No. 110-311800-1 & 


Section П 
Group Assembly Parts List 


UNITS] USABLE 


һа ON) MN) ке = М М н н ҥе 


μα 


ο = ἕξ нм 


Section II 
Group Assembly Parts List 


FIGURE & LGROUP 

INDEX 
NUMBER MAJOR ASSEMBLY 
PART NUMBER 


110-313830-1 
110-313830-2 
NAF 1066F4-51 
NAS77-4-80 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSE LAGE 


FUSELAGE REAR CARGO DOOR ASSY (con 


Bush 


(dontinued on figure 205) 


ON 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 
C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


пре Авзу - Rear cargo door LH 
Hinge Assy - Rear cargo door RH 


ο - Fl press fit stl . 50 fl dia x , 249 ID x51/64 in. 
ing - F] press fit st1 .3761 OD x .250 ID x .80 in. 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
ІК-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 & IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 51-8097 
51-8128 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


51-8098 thru 51-8127 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8102 
IK-441 δι IK-442 

131662 thru 131719 


52-5922 thru 52-5923 
52-6048 thru 53-7884 
53-8103 & Subsequent 
IK-441 & Subsequent 
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Figure 205. Fuselage Rear Cargo Door Assembly 


152B Revised 1 January 1958 


110-310801-111 
110-310801-112 
110-310835-70 
110-310835-50 
AN415-1-1 
NAF1088-1A 
NAF1088-1-5 
110-310803-30 


110-310803-70 


18-313558-23 
110-313821 
110-310803-10 


110-310803-50 


110-313812-10 
110-313812-11 
110-313812-7 
NAS43 -4-104 
Е5109564-. 250- 
.340 
110-313813-23 
18-313554 
18-313555-10 
FS103S63-.687 
18-313567 
*110-314802-1 
*110-314802-2 
*110-314802-10 
*110-314802-20 
110-313846-11 
78-310279-3 
110-313854-21 
*110-310840-1 
*110-310840-2 
110-310829 
78-313171 
*110-310839-1 
*110-310839-2 
110-313808-3 
*110-310808-1 
*110-310808-2 
*110-310809-1 
*110-310848-1 
*110-310809-2 
*110-310848-2 
110-310825 
110-313461 
43A2691 
78-310308 
*110-310813-1 
*110-310813-2 
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ssy - 
0801 
Assy - 


01 


i 


S 
in 


Instl 


Ра 
Ра 


Section II 


Group Assembly Parts List 


ratroop door safety 

ratroop door safety 

Rear RH cargo door rear (Use on part No. 110- 
20) 

Rear RH cargo door fwd (Use on part No. 110- 


01420) 


male latch alignment 
ar cargo door latch guard 
Rear LH cargo door rear (Use on part No. 110- 


01410 
| -IRear LH cargo door fwd (Use on part Νο. 110- 


10) 
Rear cargo door latch closing 
argo door latch closing bar 
argo door latch closing 
3/8 OD x .049 x 1.625 in. 
F1 .3766 OD x .2500 ID x .5061 fl dia x .340 fl 


rap 


ssy - 
ssy 
59V 


x .250 in. 
1ε latch alignment 
argo door latch 
- Cargo door latch 
- Press fit stl .3766 OD κ .1859 ID x .687 in. 
argo door. latch 
nd Instl - Rear cargo door static line LH 
d Insti - Rear cargo door static line RH 
- Rear cargo door static line LH 
- Rear cargo door static line RH 
Assy - Rear cargo door static line sup. 
ing - Rear cargo door static line sup. bkt 
- Static line sup. 
- Rear cargo door LH 
- Rear cargo door RH 


Cabo door metal window ret 


plastic window 


F 
Stud Inst1 - Rear cargo door LH 
Stud Inst1 - Rear cargo door RH 


Tie down ftg fus 


Ring - Оша litter floor tie down 


Static line stow. 
Rear cargo door LH fwd 
Rear cargo door RH fwd 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


ML. [MAJOR ASSEMBLY FUSELAGE REAR CARGO DOOR ASSY (cont) 


CODE 
PART NUMBER 1 2 3 4 5 6 


UN I TS| USABLE 
ON 


205 
-26 110-310813-10 Fl ASSy|- Fus rear cargo door fwd LH (Use on part No. 
[ 110-310813-1) 
110-310813-20 Floon A$sy|- Fus rear cargo door fwd RH (Use on part No. 
110-310813-2) 
-21 110-310813-30 Floor ASsy|- Fus rear cargo door fwd LH (Use on part No. 
110-310813-1) 
110-310813-40 Floor Agsy|- Fus rear cargo door RH (Use on part No. 110- 
310813 -2) 
-28 110-311830 Spring -| Rear cargo doors retracting handle 
-29 110-311840-10 Tube |Assy + Rear cargo doors retracting handle 
-30 110-311826-21 Casting - Rear cargo doors retg handle (Use on part No. 110- 
310801-10) 
110-311826-22 Casting + Rear cargo doors retg handle (Use on part No. 110- 
310801-20) 
110-311826-23 Casting - Rear cargo doors retg handle (Use on part No. 110- 
310801 - 0) | 
110-311826-24 Casting - Rear cargo doors retg handle (Use on part No. 110- 
310801-20) 
USA LH 0 MODEL DESIGNATION SERIAL NUMBERS 
წის, 
Α C-119G 51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 52-5929 
52-6000 thru 52-6047 
IK-441 thru IK-442 
R4Q2 | 131662 thru 131719 
B C-119G 52-5922 thru 52-5923 
: 52-5930 thru 52-5954 
52-6048 and Subsequent 
IK-443 and Subsequent 
ο C-119G 51-8098A thru 51-8127A 
i D C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8156 
R4Q2 131662 thru 131689 
E C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
IK-441 and Subsequent 
R4Q2 131690 thru 131719 
H C-119G 51-8031 thru 51-8097 
52-6004 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
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6823 


Figure 205A, Paratroop Static Line Outrigger Assembly 
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Section IL 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-796100-11 
110-310009-10 


AN365-624 
AN960-616 
AN6-13A 


110-796120-1 
110-796113-1 
110-796105-11 
A-508 
NAF1088-1-6 
110-796116-1 


AN365-524 
AN960-516 
AN5-36A 
AN5-37A 


110-796117-11 
110-796101-3 


AN365-428 
AN960-416 
AN4-7TA 


110-796123-3 
AN365-1032 
AN960-10 
AN3-6A 
110-796110-21 
AN365-428 
AN960-416 
AN4-11A 


110-796106-21 


AN365-428 
AN960- 416 
AN4-36A 


110-796112-1 
110-796107-21 


AN365-428 
AN960-416 
AN4-10A 


A-426 
A-532 
NAF1088-1-6 
110-313877 
110-313878 


7548 


1. 
р 


Т.О. 1С-119Е-4 


GROUP FUSELAGE i | 
MAJOR ASSEMBLY PARATROOP STATIC LINE OUTRIGGER ASSY iss 
PART NUMBER 123 465 6 


PARTS 
locking stl 5/16-24 


elf 
xi ~ |Plain stl reg series 5/16 in, bolt 
t mach stl undrilled 5/16-24 x 3-27/32 in. 
t mach stl undrilled 5/16-24 x 3-31/32 in, 


PARTS 
elfjlocking stl 1/4-28 


u 
ashes - |Plain stl reg series 1/4 in, bolt 
ol 


- Act stl 1/4-28 x 29/32 in. 


itting|- Paratroop outrigger anchor line att 
ATTAGHING| PARTS 
u 


tl- T. locking stl 


il - წ stl 10-32 x 25/32 in, 


tl- Self locking stl 1/4 x 28 


საიას თ. stl reg series 1/4 in, bolt 
1 


cft stl 1/4-28 x 1-5/32 in, 


| ες - Paratroop static line outrigger diag brace 
AT 


A PARTS 
Nut - Selfi locking stl 1/4 x 28 
-|Plain stl reg series 1/4 іп, bolt 


Ц - [Acft stl 1/4-28 x 3-25/32 in, 


it 
PARTS 
elf locking stl 1/4-28 


cit stl 1/4-28 x 1-5/64 in. 


(AVDE) 
10 (АУРЕ) 


Бу „ Paratroop static line (See fig. 35) 
Fus static line (See fig, 99) 
ARTS AT P/N 110-796123-3 ftg 


Plate - Paratroop static line outrigger 
- Paratroop static line outrigger brace 
in|- Pip (AVDE) 


მათ, - |Рага{гоор static line outrigger hor brace 


Paratroop static line outrigger diag brace 
gle | Paratroop static line outrigger 


- Plain stl reg series Νο, 10 bolt 


able бш е - Paratroop static line outrigger 
ATTACHING PARTS 


-|Paratroop static line outrigger hinge sup. 
ing - Paratroop static line outrigger 


Plain stl reg series 1/4 in, bolt 


Assy |- Paratroop static line outrigger ret 
ring|Clip - Paratroop static line outrigger ret 


UN 1TS| USABLE 
ON 


ავა >>> >>> >> >>> > > >> > >>> > >>> >> >>>> >>>>>> >>> >> 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY PARATROOP STATIC LINE OUTRIGGER ASSY (Continued) 


PART NUMBER 2 3 ს 5 6 


110-796104-1 


NUMBER 


Paratroop static line outrigger struct att 
ACHING PARTS 

Nut 4 Self locking stl 7/8-14 

Washer |- S stl reg series 7/8-16 


AN364-1414 
AN960-1416 


NAS51-68 
110-796122-3 
NAS77-4-38 

110-796109-3 


Ring|- Ret 

Bushing - Paratroop static line outrigger sup. ftg 
Bushing - Fl press fit stl . 3761 OD х, 250 ID x . 38 in, 
Hinge Plate - Paratroop static line outrigger 
ATTACHING PARTS 


AN365-428 Nut 4 Sdlf locking stl 1/4 x 28 
AN960-416 Wasler]- lain stl reg series 1/4 in, bolt 
AN4-33A Bolt |- Acft mach stl undrilled 1/4-28 x 3-13/32 in. 


> >>> > > >> > 


110-796119-1 Paratroop static line outrigger 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8064 thru 51-8084 
51-8087 thru 51-8094 
51-8096 thru 51-8097 
52-5842 thru 52-5843 
52-5846 thru 52-5847 
52-5852 
52-5857 
52-5861 thru 52-5862 
52-5864 
52-5868 
52-5871 thru 52-5874 
52-5876 
52-5881 
52-5883 
52-5885 
52-5887 
52-5889 
52-5891 thru 52-5892 
52-5900 
52-5902 
52-5904 thru 52-5905 
52-5911 
52-5914 thru 52-5917 
52-5919 thru 52-5920 
52-5922 
52-5925 thru 52-5946 
52-5948 
52-5950 
52-5953 thru 52-5954 
52-6024 thru 52-6058 
52-9981 thru 52-9982 
53-3136 
53-3142 thru 53-3177 
53-3179 thru 53-3212 
` 53-3214 
53-3216 thru 53-3222 
53-7826 thru 53-7854 
53-7857 thru 53-7858 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & |GROUP FUSELAGE 
КАЕ [MAJOR ASSEMBLY ΡΑΒΑΤΗΟΟΡ STATIC LINE OUTRIGGER ASSY (Continued) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-7860 thru 53-7884 
53-8072 thru 53-8097 
53-8104 thru 53-8125 
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T.O. 1С-119Е-4 


Figure 206. Cargo Door Paratroop Door Assembly 


FIGURE & | GROUP FUSELAGE 


INDEX [MAJOR ASSEMBLY _ CARGO DOOR PARATROOP DOOR ASSY 
PART NUMBER | 2 3 5 6 


*110-310806-30 
*110-310806-50 
*110-310806-40 
*110-310806-60 
110-310810-1 
110-310810-2 


AN3-6A 
AN365-1032 
AN960-10 


110-310812-1 
110-310812-2 


AN365-1032 
AN960-10 
AN3-7A 


NAS77-7-80 
110-310810-21 


110-310810-22 


110-310812-22 


110-310812-21 


110-310843-3 
NAS75-3-025 
110-313870-50 


AN3 10-4 
AN960-416 
AN4-17 

AN960-616 


110-313876-1 
110-313876-2 
NAS43-4-21 


110-313869-3 
110-313869-4 

110-313868-10 
110-316074-21 


AN3 65-1032 
AN960A10 
AN3-5 
AN3-5A 


110-310829 


18-313171 


18-313171 
` 110-310841 


Т.О. 1C-119F-4 Section II 
Group Assembly Parts List 


- dargo door paratroop LH (See fig. 204) 
– Gargo door paratroop LH (See fig. 204) 
- dee door paratroop RH (See fig. 204) 
argo door paratroop RH (See fig. 204) 
ASSy|- шты door top ΤΗ 
- Paratroop door top RH 
G PARTS 
cft|stl] 10-32 x 25/32 in. 
Self locking stl 10-32 
Hai stl reg ser No. 10 bolt 


sy|- Paratroop door bottom RH 


“| CHING PARTS 
Nut - Self locking stl 10-32 


і 
sher - i stl reg ser No. 10 bolt 
Acft|stl 10-32 x 29/32 in. 


Hinge ne - Paratroop door bottom LH 


Bushing | - n. fit stl 9/16 OD x 7/16 ID x . 800 in. 
n 4 Cargo door paratroop door hinge (Use on part No. 
110-310810-1) 
(d Cargo door paratroop door hinge (Use on part No. 
110-310810-2) 
Fitting 4 Cargo door paratroop door hinge (Use on part No. 
110-310812-2) 


аіцоор door handle (Use on part No. 110-310806-30) 
ayatnoop door handle (Use on part No. 110-310806-40) 
ayatroop door handle 

Paratroop door handle 


ARTS 
locking stl 10-32 
1 


ain Al al reg ser No. 10 bolt 
ft|stl| 1/4-21/32 in. 
" stl 1/4-21/32 in. 


an oor window ret (Use on part No. 78-313171 & 
10841) 
us мү sect. window (Use on part Νο. 110-310806-30 


50) 
fus metal sect. (Use on part No. 110-310806-40 & -60) 
uh 4 Fus aft paratroop LH door fwd pane exhaust (Use 


part No. 110-310806-30 & -50) 


"mj p "d pd 


ΩΩΩΩΩ AG 0000 A 


თ > 


UN! TS! USABLE 


757 


Section II 
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206-20 


758 


PART NUMBER 


110-313077 


T.O. 1C-119F-4 


ratroop L door fwd pane louver 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 
C-119G 
R4Q2 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2717 

51-8014 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


UNITS] USABLE 
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Figure 207. Flight Operable Door Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE πα. 
Πρ MAJOR ASSEMBLY FLIGHT OPERABLE DOOR ASSY ON 


PART NUMBER 


213-310804 


ight operable (See fig. 99) 
213-313849-11 


y - Flight operable door LH 


213-313849-12 Guide Ваг |Assy - Flight operable door RH 
АТТАС PA 
t (F 


42FW428 
AN960-416L 
NAS144-19 


lt|- Int wrenching stl 1/4-28 x 1-3/16 in. 


T 
NI 
კუთ - Plain stl light ser 1/4 in. bolt 
B 


213-313900-21 


213-313898-3 acer г Hood guide bars 


არი - Hodd guide bar 


213-313849-17 Block -| Hood guide bar 
213-310813-11 Pin " + Paratroop door release hinge 
213-310805~1 Ороп A$sy| - Hood paratroop LH 

213-3 10805-2 Ώροή Assy| - Hood paratroop RH 


213-313810-1 Hinge Assy - Paratroop door upper LH 


B Pe ка ма je Ra ΕΦ oe З μα. 


213-313810-2 Hin sa de Sy - Paratroop door upper RH 
213-313811-1 H d Sy - Paratroop door lower LH 
213-313811-2 πα Paratroop door lower RH 


Hin 
ATTACHING TS 


AN365-1032 
AN960-10 
AN3-7A 


t locking stl 10-32 
Washer - lain stl reg ser No. 10 bolt 
Bolti- Acft stl 10-32 x 29/32 in. 


NAS77-6-50 BhsHing - Fl press fit .5013 OD x . 375 ID x . 625 fl dia 
.062 fl Igth x . 50 in, 


Lever Assy - Paratroop door latch 
Аттас 8 


I G т 
АС саве stl 1/4-28 
as ster - Plain stl reg ser 1/4 in. bolt 


Bplt|- Acft stl 1/4-28 x 1-29/32 in. 


213-3138 28-11 


AN310-4 
AN960-416 
AN4-17 


213-313858-3 Pin l Phratroop door lever 1 
110-313871 Fbllower - Paratroop door latch cam 1 
110-313876-1 Spring L Paratroop door lever LH 1 
110-313876-2 Spring + Paratroop door lever RH 1 
NAS43-4-21 Spacer + Screw & bolt 1 
110-313869-3 Strap -|Paratroop door handle LH 1 
110-313869-4 Strap -[Paratroop door handle RH 1 
110-313868-10 Plate - Pralko door handle 1 
110-316074-21 Handle ~ Haratroop door 1 
Arr C ср TS 
AN365-1032 Nut + Self locking stl 10-32 2 
AN960-10 asher|- Plain stl reg ser No. 10 bolt 2 
AN3-6A Bplt|- Дег stl 10-32 x 25/32 in. 2 


E 
რ 


213-313859-3 αμ door window ret 


213-313859-5 Ring] - Paratroop door window ret 
78-313171 მაგა - atroop door window 
110-310841 Louver Asby - Paratroop troop (LS only) 
110-313077 


Aib -| Paratroop LH door louver 

troop door rubber (Made from F899552.0607 
x m3 00 in.) 
Seal|- Par aratroop door rubber (Made from CDS909 x 38. 50 


in. 

ე). Inst! - Flight operable doors (See fig. 199) 
r is stl - Flight operable doors 

Sto tl - Eng shield & paratroop door 


213-310805-35 


213-310805-95 


*213-743002 
*213-770040 
*213-770034-1 


т] р 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FLIGHT OPERABLE DOOR ASSY (cont) 
PART NUMBER | 2 3 4 5 6 


213-770045-1 
213-770043-1 
*213-770029 


FIGURE & 
INDEX 
NUMBER 


Strap Assy - Eng shield stowage 
Strap Alssy - Paratroop door stowage - 
Relief Tube Instl - Flight operable doors 


CS-10 Clamp [CNS) 
213-770029-3 be - Relief 5/8 OD x . 125 x 50.00 in. 
AN8018-1 orn - Flyers relief tube : 
AN8021-1 | Bracket - Flyers relief tube vert 

T 


ACHING |PARTS 

lut - Self locking stl 6-32 
fasher - Plain stl reg ser No. 6 bolt 
8 | + Rd hd mach stl 6-32 x 5/8 in. 


AN365-632 
AN960-6 
AN515-6-10 


41A9177 enturi Assy - Flyer's relief tube 

TTACHING PARTS 
. - Self locking stl 10-32 

ashen - Plain stl reg ser No. 10 bolt 


Screw + Rd hd mach stl 10-32 x 5/8 in. 


AN3 65-1032 
AN960-10 
AN3-31A 


213-770076-3 
*213-310811-11 
*213-730005-1 


Spacer |- Relief tube 

Cable Inst] -|Flight operable door floor operating (See fig. 208) | NP 

Drive Assy & Inst! - Flight operable door hood floor (See 
fig. |209) i 


213-310819-1 
213-310819-41 
213-310819-31 
213-310819-51 
213-310819-19 
213-310819-11 
213-310819-12 
A407 

NAS 1088-1A6 
213-310807-1 


= = = = = to = — = = 


ешм operable door 
PARTS 

cft castle shear stl 5/16-24 

- Plain stl reg ser 5/16 in. bolt 
levis! stl 5/16-24 x 1-31/64 in. 


ΑΝΟ 20-5 
AN960-516 
AN25-23 


213-313842-3 
213-313842-4 


ight operable door floor 


PARTS 
asher hd stl 10-32 x 7/8 in. 


AN525-10-14 


213-313821-3 
213-313821-4 
213-313821-7 
213-313821-8 
213-313821-11 
213-313821-12 
213-315808-5 
213-315808-6 


y 4 Flight operable door floor 
way 4 Flight operabledoor floor 
alkway - Flight operable door floor 
alkway + Flight operable door floor 
alkwdy - Flight operable door floor 
alkway + Flight operable door floor 
Plate -| Floor fwd stop 

Plate -| Floor fwd stop 

T TACHING |PARTS 

Nut | Self locking stl 1/4-28 

ТЕ - Plain stl гер ser 1/4 in. bolt 


ა ს. ы სს = სჯა ს мы 


AN365-428 
AN960-416 
AN4-10A 
AN525-416-10 


Bolt|- Acft stl 1/4-28 x 1-1/32 in. 
Serdw d hd stl 1/4-28 x 5/8 in. 


Hitting 


ლე 03 со 


213-315807-21 loor fwd stop 


= 


Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FLIGHT OPERABLE DOOR ASSY (cont 
PART NUMBER | 2 3 4 5 6 


213-315807-22 
213-31384" -21 
213-313847-22 


Т.О. 1C-119F-4 


Fitting + Floor fwd stop 
Fitting oor aft hoist att upper 
Fitting | Floor aft hoist att upper 
ATTACHING PARTS 
Nut (i 
sher|- Plain stl reg ser 1/4 in. bolt 
ыт - Int wrenching 1/4-28 x 1-1/8 


ЕВО48 
AN960-416 
MS20004-10 


213-313848-21 
213-313848-22 
110-310825-11 
213-313815-11 
213-313815-12 


oor aft hoist att lower 


Fits + Ho aft hoist att lower 
tting + 
Hl À sy|- Flight operable door floor 


AN365-1032 
AN960-10 

AN509-10R15 
AN509-10R10 


Plain stl reg ser No. 10 bolt 
° flat recessed hd stl 10-32 x 31/32 in. 
° flat recessed hd stl 10-32 x 21/32 in. 


213-313815-31 
213-313815-7 
*213-770071-1 
213-770073~-11 
213-770072-31 
213-310807-15 


Assy - Floor ramp stowage 
ght operable door floor (Made from FS97525-0609 


213-31080'7 -177 


213-310807-79 


ght operable door floor (Made from MIL-R-6855 x 
X 4,50 x 8.00 in.) 

ght operable door floor (Made from MIL-R-6855 

8 x 6. 12 x 8. 00 in.) (Use for spares in lieu of 


213-31080' 87 


213-310807-83 


1.62 in. 
Flight operable door floor (Made from CDS913 x 
80.00 in.) 


= 


213-310807-73 


*213-310822-1 
213-310822-2 


213-310822-9 

213-313826-21 
213-310822-10 
213-313826-22 


EB-080 
EB-048 
MS20002C4 
MS20002-4 
M$20004-20 
MS20004-16 
AN365- 1032 
AN365-428 
AN960- 10 
AN960-416 
AN509- 10-19 
АМА-11А 


213-310800-1 


162 


Floor outer frame LH 
Floor outer frame LH 
Floor outer frame RH 
Floor outer frame RH 


Acft stl 1/4-28 x 1-5/32 in. 
light operable door (See fig 


00° flat hd stl 10-32 x 1-7/32 in. 


ныны SB + 
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Figure 208. Flight Operable Door Floor Operating Mechanism апа Cable Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 

FLIGHT OPERABLE DOOR FLOOR OPERATING MECHANISM 
MAJOR ASSEMBLY AB [N i 
PART NUMBER | 2 3 4 5 6 


*213-310811-11 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 


Cable Inst] - 


light operable door floor operating mech (See fig. 


207) 
ΑΝ 155-461, Barrel + Trnbkl 
AN161-46RL Fork - Trnbk 


AN320-5 
AN960-516 
AN25-14 


Nut + Aeft castle shear 5/16-24 
asher|- Plain stl reg ser 5/16 in. bolt 
Bolt i- Glevis stl 5/16-24 x 59/64 in. 


АТТА AR PARTS 


NAS3 16-27-2620 
NAS316-37-840 

NAS3 16-37-1896 
NAS3 16-27-1561 
*213-310811-1 


Cable Assy - Swaged type 1 & 2 term. 
Cable Assy - Swaged type 1 & 2 term. 
Cable Assy - Swaged type 1 & 2 term. 
Cable Assy - Swaged type 1 & 2 term. 
lechanisni Instl|- Flight operable door floor operating (See fig. 


211) 
AN393-67 Pin + Flat hd 
AN221-2 Pulley Assy - Heavy duty conl 
ATTACHI 6 Paks 
AN365-820 Nat 4 Self ia stl 1/2-20 
AN960-816 asher|- Plain stl reg ser 1/2 in. bolt 


AN8-15A 
AN320-8 
AN960-816 
AN28-24 


Nut + Acft castle stl 1/2-20 
asljer|- а n stl гер ser 1/2 іп. bolt 
Bolt + Glevis jst] 1/2-20 x 1-35/64 in. 
Bracket - Flight operable door mech vert pulley 


ATTACHING PARTS 
Nut + ΑΦΗ castel stl 3/8-24 


ns stl reg ser 3/8 in. bolt 
| 3/8-24 х 3-45/64 1п. 


Bolt - Acft ч 1/2-20 x 1-23/32 in. 


213-313846-21 


ΑΝΟ 10-6 
AN960-616 
AN6-35 


213-310817-11 
213-310817-31 


y + Flight operable door mech vert pulley sup. (LS) 
y + Flight operable door mech vert pulley sup. (RS) 
ARTS 

ocking stl 10-32 

lain stl reg ser No. 10 bolt 

st] 10-32 x 1-1/32 in. 


AN365-1032 
AN960-10 
AN3-10A 


213-313870-21 
213-313870-23 
213-303869-21 
213-310869-23 
213-313874-1 

213-313874-11 


ight operable door mech vert pulley sup. 
ight operable door mech vert pulley sup. (RS) 
ight operable door mech vert pulley sup. aft (LS) 
ight operable door mech vert pulley sup. aft (RS) 
Flight operable door mech (LS) 

Flight operable door mech (RS) 


AN364-820 
AN365-624 
AN960-816 
AN960-616 
AN28-18A 

ΑΝΘ-12Α 


ocking thin st1 1/2-20 
ocking 

lain stl reg ser 1/2 in. bolt 
lain stl reg ser 

is БИ 1/2-20 x 1-11/64 in. 
st] 3/8-24 x 1-21/64 


AN200KP6 
213-313874-21 
213-313874-23 
213-310810-11 
AN393-31 


eavy duty anti-friction ball 

ight operabledoor mech (LS) 

Flight operable door mech (RS) 

sgy - Floor operating mech spring 
d 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR Asse y FLIGHT OPERABTE BOQH ДТС ORERATING MECHANISM 


αρ μα /— 5 7 | 


AN221-1 


FIGURE & 
INDEX 
NUMBER 


UN 175 | USABLE 
ON 


avy duty conl 

TS 

ticastle shear 5/16-24 

asher| - Plain stl reg ser 5/16 in. bolt 
is st] 5/16-24 x 1-19/64 in. 


AN320-5 
AN960-516 
AN25-20 


213-313867-3 End |- Cartridge pulley mtg 


AE IPARTS 


AN364-1032 t | Self locking thin stl 10-32 
AN960- 10 asher| ~ Plain stl reg ser No. 10 bolt 
AN3-14 на - Ас stl 10-32 x 1-17/32 in. 


Ring - Boring cartridge 
Nut + Spring cartridge 
Gladn - Spring cartridge 
Spring ი 
pring cartridge 
m xin cartridge 
| using - Spring cartridge 
Cartridge spy - Floor operating mech spring 
Pin + Flatihd 
ARTS duty conl 


213-315800-3 
213-313864-3 
213-313865-3 
213-313851-3 
213-313852-3 
213-313866-3 
213-313863-11 
213-310812-11 
AN393-31 
AN221-1 


RTS 

ticastle shear 5/16-24 

- Plain stl reg ser 5/16 in. bolt 
his stl 5/16-24 x 1-19/64 in. 


AN320-5 
AN960-516 
AN25-20 


213-313867-5 


АМЗ 65-1032 
АМ960-10 
AN3-15A 


End |- jos mtg 
ATTACHING PARTS 
m ala ocking stl 10-32 
ashe > pus stl reg ser No. 10 bolt 
Bolt|- Ас stl 10-32 x 1-21/32 in.. 


AN3-37A 
AN960-10 
AN365- 1032 
213-313824-3 


Bolt| - λο ο 10-32 x 3-29/32 in, 

ΤΠ - Plain stl reg ser Νο, 10 bolt 
t + Self locking sti 10-32 

Gl (> ring cartridge 


213-313851-3 T g artridge 
213-313829-3 Stop] - Spring cartridge 
ATTACHING PARTS 


AN365- 1032 
AN960-10 
AN3-15A 


a Self locking αἰ] 10-32 
- Plain stl reg ser No. 10 bolt 
Bolt - Actt stl 10-32 x 1-21/32 in. 


чы - Spring cartridge 
in B ret 

Spring cartridge 
Spring cartridge 


213-313852-5 
NAS51-125 
213-313827-3 
213-313871-21 
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Figure 209. Flight Operable Door Hood Floor Drive Assembly and Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE - 


FIGURE & UN | TS] USABLE 
ας MAJOR ASSEMBLY FLIGHT OPERABLE DOOR HOOD FLOOR DRIVE ASSY & INSTL ON 


PART NUMBER 


*213-730005-1 


Inst! - Flight operable door hood floor (See fig. 


1 AN6292-6-12, 5 Hose Assy|- Hyd & pneu high press for 3/8 OD tube x 12, 50 in. 
2 213-730204-17 Tube Assy|- Hood up st stl 3/8 OD х. 035 x 26.00 in. 
3 213-730204-23 be Assy|- Floor down st st! 3/8 OD x . 035 x 27.00 in. 
4 213-730 205-7 be Assy|- Motor drain 3/8 OD x .039 x 36.00 in. 
5 ÀN924-6 Nut + Flared tube bhd & univ ftg 
6 210-1725 F tihe DNKA) 
7 AN6289-6 Nut + Flared tube univ ftg 
8 AN941-6 Elbow - int ὁ rew thd 45° 
9 AN815-6 U ის - тшге tube 
AN6290-6 Gaske ght thd tube ftg boss 
AN6291-6 


213-730204-15 
213-730204-21 
213-730205-5 


loor up st stl 3/8 OD x . 035 x 38. 26 in. 
Tube Agsy|- Floor down st stl 3/8 OD x .035 x 38.00 in. 
Tube Agsy|- Motor drain 3/8 OD x . 049 x 40. 00 in. 


t + Stra 
Ring - id d gasket back-up 


213-730204-13 Tub - Floor up st stl 3/8 OD x . 035 x 35.00 in. 
213-730204-19 b loor down st stl 3/8 OD x . 035 x 35.00 in. 
213-730205-3 Tub otor drain 3⁄8 OD x .039 x 35.00 in. 
AN924-6 Nut 

AN832-6 Unio] tube 3/8 bhd & univ 

AN837-6 Elbo d tube & univ 45° 

AN924-6D Nut ube & bhd univ ftg 

AN832-6D Unio tube 3/8 bhd & univ 

AN837-6D Elbo d tube & univ 45° 

213-730204-11 b loor up st stl 3/8 OD x . 035 x 9.00 in. 
213-730 204-5 Tub loor up st stl 3/8 OD x . 035 x 12. 00 in. 
213-730204-7 b loor down st stl 3/8 OD x . 035 x 19, 00 in. 
213-730204-9 be loor down st stl 3/8 OD x . 035 x 17.00 in. 
213-730 205-1 Tube otor drain 3/8 OD x .039 x 10. 00 in. 
AN6289-6 Nut 

AN6290-6 Gas 

AN6291-6 Ring 

AN804-6 Tee 

AN815-6 Unio 

AN919-12 Red 

AN6290-6 Gas 

AN6290-8 Gas 

19-100-040 Re 

19-100-0625 Res 

AN919-6D Red 

AN6290-4 С 

213-730204-25 

213-730204-1 T 


AN815-6 
AN83'1-6 
AN6289-6 
AN6291-6 
AN6290-6 
AN833-6 
AN6277-6 
MF36-3909-30Z E4 
213-730015-1 


uttle int thd tube outlet 


= 
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Flight operable door hood floor (See fig. 210) 
ARTS 


AN365-1032 
AN960PD516 
AN3-10A 


>> => 


ლა 


Section П T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FLIGHT OPERABLE DOOR HOOD FLOOR DRIVE ASSY & INS on 
патиме озара 


AN365-524 
AN960PD516 
AN5-30A 


FIGURE ἆ 
INDEX 
NUMBER 


t 4 Seit ocking stl 5/16-24 
asher|- Plain stl reg ser No. 5/16 in. bolt 
1t |- дең 5/16-24 x 3-3/32 in. 


TT 
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T.O. 1C-119F-4 Section II 


Figure 210. Flight Operable Door Hood Drive Assembly 
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Section II 
Group Assembly Parts List 


213-730015-1 
213-730018-21 


р 


AN4H20A 


213-730013-3 
213-730016-1 
GB68 

213-730017-3 
213730020 -3 


AN320-3 
NAS464-3-15 


213-730019-1 
RL288B8 
RD306SB8 
213-730022-3 


AN365-428 

AN960-416L 
AN4-23A 
AN4-22A 


213-730038-3 
213-7300 26-3 
213-730034-21 
213-730034-23 


213-730075 -3 
MS28782-15 
AN6227-15 
AN320-6 
213-730037-3 
AN6227-9 
213-730035-3 
MS28782-16 
AN6227-16 
MS28782-25 
AN6227-25 
213-730033-3 
213-730036-3 
213-730025-3 
213-730032-21 
213-730042-3 
213-730021-1 


213-730044-3 
213-730014-3 
D278 
16NCC1824YP 
213-'730029-5 
AN565A 1032H3 
213-730030-7 
213-730028-5 
213-730031-25 


> 


ΑΝΊ4Α6 


Spacer + Hood floor drive assy 


ΠΗ e ring hyd 


კ 
რ 


T.O. 1C-119F-4 


GROUP FUSELAGE 

MAJOR ASSEMBLY FLIGHT OPERABLE DOORS HOOD DRIVE ASSY 

PART NUMBER | 2 3 4 5 6 
E 


Plate 


Assy - Flight operable doors hood floor (See fig. 
-|Hopd floor drive assy carriage base 
ATTACHING PARTS 

Bolt|- Acft stl 1/4-28 sx 2-1/32 in, 


ssy 4 Hood floor drive assy 
ing (ТОВ) 

Hood floor drive 
ood floor drive assy torque 


ood floor drive assy guide 
G PARTS 


1/4-28 x 2-13/32 in. 


i stl reg ser 1/4 in. bolt 
tl 1/4-28 х 2-9/32 in. 


oor drive assy lock 


ood მით drive adj 
or drive assy end 


ood f1 


part No, 213-730034-21) 
Plug |= Hood floor drive assy 


- ΟἿ ring hyd 
ft ae shear 3/8-24 
floor drive assy 


η g back-up teflon 


ООЙ floor drive assy 
aqking back-up teflon 


ing - |'О' ring hyd 
- Packing back-up teflon 
ing ~ "ОТ ring hyd 


floor drive assy 
floor drive assy 


floor drive assy 
eparture, Bristol, Conn) 


O 
ipo floor drive assy lock 


ood flpor drive assy end (Use for spares in lieu of 


Slptted hd stl 10-32 x 3/16 in. 


UN I TS| USABLE 
ON 


209) 


MA A ко NO 


= 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
uae MAJOR ASSEMBLY FLIGHT OPERABLE DOORS HOOD DRIVE ASSY (cont) PER 


ASSY. 
PART NUMBER | 2 3 4 5 6 


7206WD8 Bearing (FA F) 

187G18 eal (С саво Rave Mfg Co, Chicago, Ш) 
213-730053-3 ег - Hood floor drive assy 

AN996-40 


213-730052-3 
213-730051-5 
5668700 


floor drive assy bumper 
w Assy -|Ball brg (Saginaw Steering Gear Division) 
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Section П T.O. 1C-119F-4 


Figure 211. Flight Operable Door Hood Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE : : UN i TS | USABLE 
MAJOR ASSEMBLY FLIGHT OPERABLE DOOR HOOD ASSY 


PART NUMBER 


213-310800-1 light operable door (See fig. 207) 
*213-310811-1 i stl - Flight operable door floor (See fig. 208) 
213-313887-3 operable door stop 
213-310823-1 light operable door paratroop door anchor flex 
213-313802-1 itti ight operable door hood upper hinge LH 
213-313802-2 i ight operable door hood upper hinge RH 
ARTS 
ЕВО54 
AN960-516L bus stl light ser 5/16 in. bolt 
MS2005-16 renching 5/16-24 x 1. 438 in. 
AN365-428 ooking stl 5/16-24 


AN960-416L - Plain stl light ser 1/4 in. bolt 
AN4-12A 1/4-28 x 1-9/32 in. 


NAS76A8-020P Busting ae press fit Al bronze .6265 OD x . 500 ID x 
5/8 in, 
213-3 13837~3 i F i operable door hood upper hinge 
213-313862-21 itti ight operable door hood outbd LH 
213-313862-22 i ight operable door hood outbd RH 
213-313861-21 ight operable door hood inbd LH 
213-313861-22 i ight operable door hood inbd RH 
#213-313860-21 ight operable door hood outbd LH 
#213-3 13860-23 i ight operable door hood outbd LH 
#213-313860-22 i ight operable door hood outbd RH 
gnt operable door hood outbd RH 
ight operable door hood inbd LH 
#213-313805-23 i ight operable door hood inbd LH 
#213-313805-22 ing ight operable door hood inbd RH 
#213-313805-24 i 
213-313803-11 


м peA pei ва м на ка а ка ы ра а к ць pah 


AN365-524 k 
AN960-516L ain stl light ser 5/16 in. bolt 
AN5-14A 5/16-24 x 1-19/32 in. 


ხა к bo 


NAS77-9-25 
x .062 П Igth x 1, 250 in. 
213-313857~21 i t operable door act. sup 
213-313857-22 
213-313856-21 1 . upper LH 
213-313856-22 i ight operable door act. sup. upper RH 
ñ RTS 


EB-048 
MS20002C4 
MS20002-4 
MS20004-12 


*213-311802-1 

*213-311802-2 
213-313832-21 
213-313832-22 
213-313831-41 
213-313831-42 


AN365-428 
AN960-4161, 
AN4-7A 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


213-3899-11 
213-313899-12 
213-313840-3 
213-313840-4 


- Td lower corner 

ood lower corner 
Flight operable door hood LH 
ight operable door hood RH 
PARTS 


AN5 25-10-12 


*213-311809-1 A F Flight operable door hood side LH 
*213-311809-2 Assy - Flight operable door hood side RH 
213-313812-1 inge Assy - Paratroop door upper LH 
213-313812-2 Hinge Assy - Paratroop door upper RH 
AT'TIACHING PARTS 
Nut + Self locking sti 10-32 

asher - Plain stl reg ser No. 10 bolt 
ϑέταν + Washer hd stl 10-32 x 11/16 in. 
lt- Acft stl 10-32 x 21/32 in. 


AN365- 1032 
AN960- 10 

AN525-10-11 
AN3-5 


NAS'''1-6-125 


Bushing - Fl press fit stl . 5013 OD x .375 x . 625 fl dia 
XI. 062 LI Igth x 1. 25 in. 

inge Assy - Hood paratroop door lower LH 

inge Assy - Hood paratroop door lower RH 

G PARTS 

Nut - Self locking stl 10-32 

Washer - Plain stl reg ser No. 10 bolt 

Screw asher hd stl 10-32 x 3/4 in. 

lti- Ἢ stl 10-32 x 21/32 in. 


213-313813-1 
213-313813-2 


AN365-1032 
AN960- 10 

AN525-10-12 
AN3-5 


NAS77-6-50 Bus ing - Fl press fit stl . 5013 OD x .375 ID x . 625 
fl dia x .062 fl Igth x .50 in. 


M os operable door hood stop 


213-313875-31 
213-313875-11 y 4 Flight operable door hood stop (Float this item) 
G PARTS 
Self flocking stl 1/4-28 

- Plain stl light ser 1/4 in. bolt 

cft stl 1/4-22 x 1-9/32 in. 


AN365-428 
ΑΝΟΘ0-4161, 
AN4-12A 


*213-770014 
78-310298 

160-3 14308-7 Spring + Hood anchor cable ftg 

G [PARTS 

Self locking stl 7/16-20 

AN960-716 asher - Plain stl reg ser 7/16 in. bolt 

АМТ -34 olt|- Acft stl 7/16-20 x 3-19/32 in. 

NAS43-7-60 Spacer |- Screw & bolt 9/16 OD x .049 x 15/16 in. 


AN365-720 


et 


213-770012-3 
213-770013-1 


itting |- Hood anchor cable univ 
a¢ket Assy - Hood anchor cable spring 
G PARTS 

Self locking stl 1/2-20 

ец - Plain stl reg ser 1/2 in. bolt 
| - Spring lock 1/2 in, bolt 

lti- Eye 1/2-20 x 1-27/32 in. 


= 


AN365-820 
АМ960-816 
AN935-816 
AN48-16 


213-745021-1 
213-310816-11 
213-315810-21 


Spring Аѕѕу - Hood anchor cable bkt 
Assy |- Flight operable door hood screw mtg 
itting|- Hood act. sup. strap 
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T.O. 1C-119F-4 


Section IL 


Group Assembly Parts List 


AN365-428 
AN960-4161 
AN4-11 


213-313873-3 
AN364-428 


AN960-416 
AN24-38 


213-313854-3 
213-313854-4 


*213-314804-11 
*213-314804-12 
213-315806-21 
213-315806-22 
213-314804-119 
213-313807-21 
213-313807-22 
213-314804-83 
213-314804-159 
213-314804-85 
213-314804-115 
213-310800-313 


AN365-1032 
AN960-10L 
AN5 25-10-17 


213-310809-1 


*213-311846-11 
`213-313807-23 


213-313806-1 
213-313806-2 


AN365-1032 
AN960-10 

AN3-6A 
NAS'75-5-004 


NAS77-5-18 


213-315809-21 
213-315805-21 


213-310800-315 


213-313806-21 
213-313806-22 
213-313844-11 
213-313844-12 


TS 
Self locking stl 1/4-28 

her - Plain stl light ser 1/4 in. bolt 

olt|- Acft stl 1/4-28 x 1-5/32 in. 


be - Hood act. sup. spreader 
ATTACHING PARTS 

Nut + Self locking st! 1/4-28 

Washer| - Plain stl reg ser 1/4 in. bolt 
Bolt|- Cleyis stl 1/4-28 x 2-13/32 in. 


ood act. sup. RH 
ood act. sup. LH 
t operable door hood hinge sup. upper LH 
t operable door hood hinge sup. upper RH 


Fitting - 
tting - 

- Hli 

- Hli 
Hood 

Hood 

ing |- Flight operable door fwd stop LH 

ing + Flight operable door fwd stop RH 

ing j- Flight operable door fwd stop 

- Flight operable door hinge aft reinforcement LH 

itting - Flight operable door hinge aft reinforcement RH 

- Hood beam (Make from CDS909 x 80.75 in.) 

- Hood beam (Make from CDS909 x 86.00 іп.) 

- Hood beam (Make from CDS909 x 64,00 in.) 

- Hood beam (Make from CDS909 x 9. 00 in.) 

r= πα. assy window 

“აო. 

ocking stl 10-32 

- Plain stl light ser No. 10 bolt 

sher hd stl 10-32 x 7/16 in. 


opd assy window 
Hood end 


ssy - Hood 
- Hood lift attachment 


y - Hood hinge aft RH 
TS 

Self locking stl 10-32 

- Plain stl reg ser No. 10 bolt 
Bplt|- Acft stl 10-32 x 25/32 in. 


- Plain press fit stl .4386 OD x . 3125 ID x 
1/8 in. 

Bushing - Fl press fit stl . 4386 OD x , 3125 ID x .562 П 
dia x „06211 lfth x . 180 in. 

Fitting - Hood hinge aft LH 

Fitting - Hood hinge aft RH 

light óperable door hood aft corner LH 

light operable door hood aft corner RH 


= ERA = 


2 2 
g J 
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Figure 212. Fuselage Surface Controls Installation 
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110 -π 20000 
110-721014 
110-721014-70 


110-727085- 270 


110-720098-31 


110-727085- 280 


110-720098-32 


110-720088-11 


110-720098-11 


110-720088-12 
110-720098-12 
110-727430-30 


110-727430-40 


110-727260- 10 
110-727260-20 
110-727260-30 
110-727260-40 


FS2491-6-2 
FS2491-6-4 
AN155-46L 
AN161-46RL 
FS2491-8-2 
FS2491-8-4 
AN155-80L 
AN161-80RL 

*110-727055-1 

*110-727055-2 


Revised 15 February 1957 


Contnolg Instl|- 1 


T.O. 1C-119F-4 


s surf. (See fig. 35) 


MAJOR ASSEMBLY 


FUSELAGE SURFACE - CONTROLS INSTL 


PART NUMBER i 23 ს 5 6 


Cqlumn As$y + Ail. & elev surf. conl (See fig. 216) 


Cqlumn Assy + Ail. & elev surf. conl (Use for spares in lieu of 


part 


Cable Assy|- Rud outbd 3/16 in. end ball & throt term. LH (See 


fig. 


Cable Assy|- Rud conl 3/16 in. end ball & throt term. LH (See 


fig. 


fig. 


ο) 110-721014) (See fig. 216) 
90 
90 


90 


Cabld A$sy|- Rud outbd 3/16 in. end ball & throt term. RH (See 


nd. 90 
Cable Assy] - Rud inbd 3/16 in 


Rud conl 3/16 in 


- Rud inbd 3/16 in 


- Rud conl 3/16 in 


TS 
ernier 


e vernier 
n 


(Continued on fig. 213) 


oN 


Cable Assy|- Rud conl 3/16 in. end ball & throt term. RH (See 


. ball & throt term. LH (See fig. 
. ball & throt term. LH (See fig. 
. ball & throt term. RH (See fig. 


. ball & throt term. RH (See fig. 


- Rud surf. conl 3/16 center ball & eye term. LH 


- Ail. inbd 1/4 ball & eye term. LH (See fig. 390) 
- Ail. inbd 1/4 ball & eye term. RH (See fig. 390) 
- Ail. outbd 1/4 ball & eye term. LH (See fig. 390) 
- Ail. outbd 1/4 ball & eye term. RH (See fig. 390) 


- Rud & elev cable LH (See fig. 221) 
- Rud & elev cable RH (See fig. 221) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
B C-119G 52-5922 thru 52-5923 


53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


zz 
"d "d 


= мм dmm 


8 
8 
4 
4 
8 
8 
4 
4 
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Fuselage Surface Controls Installation 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


кака 
*110-720000 ) All 
110-727085-50 
All 
110-727085-60 
A 
110-727085-250 - Élev outbd 3/16 in. end ball & throt term. RH (See 
390)|(Use for spares in lieu of part No. 110-727085-60) B 
110-727085-70 - Hlev inbd 3/16 in. end ball & throt term. LH (See 
90) All 
110-727085-80 
All 
110-727430-50 lev surf. conl LH (See fig. 390) All 
110-727430-60 Bie surf. conl RH (See fig. 390) Al 
110-726080-10 /32 in. dia ball 2 thd term. surf. conl (See fig. 
All 
110-726085-10 | in. dia center ball & two fork term. lock 
. 1390) #11 
: PARTS 
FS2491-612 i rnier 8 All 
FS2491-614 i rnier 8 All 
AN155-46L მიხას 4 All 
AN161-46RL κι 4 All 
F$2491-314 i ble vernier 2 ΑΙΙ 
FS2491J3-2 i vernier 4 All 
AN155-16L bk1 2 All 
AN165-16L | 2 #11 
*110-728600 tl - Elev tab NP | #11 
110-728600-50 A esl: Elev tab & fus surf. conl (See fig. 390) 1 Al 
110-728602-70 Чу - Elev tab 6 108 surf. conl (See fig. 390) 1 All 
110-728613-3 ley tab . 50 OD x .035 x 9.40 in. 1 #11 
110-728606-7 - Elev tab cable drum surf. conl 1 All 
110-728606-11 ν tab cable drum surf. conl 1 All 
AL528 1 All 
*110-728601 h - Elev tab surf. conl NP | All 
AN210-2A ley ~ Anti-friction brg conl 2 All 
110-728603-21 τ Киз elev tab surf. conl pulley 1 All 
: mrs 
AN365-1032 - Self locking stl 10-32 4 All 
AN960D10L Washer + Plain ΑΙ αἱ light ser No. 10 bolt 8 All 
AN3-6A t 4 A¢ft stl 10-32 x 25/32 in. 4 All 


*110-728610 Instl - Elev tab tube fus surf. conl 
110-728608-3 - Elev tab conl 
110-728608-5 ad|- Elev tab conl 
110-728607 an - Elev tab conl fairlead 


Assy ~ Cockpit surf. conl lock (See fig. 217) 
Instl - Surf. conl servo 

110-724051-21 Surf. conl servo torque box LH outbd 
110-724051-22 Surf. conl servo torque box RH outbd 
110-724052-21 Surf. conl servo torque box LH outbd 
110-724052-22 rf. conl servo torque box RH outbd 
110-724070 (Torque Hox] Assy - Surf. conl auto pilot (See fig. 218) 


ЧЧ: 
> 


(Continued on fig. 214) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List i 


FIGURE გ | GROUP FUSELAGE 


VINDEX | mayor ASSEMBLY FUSELAGE SURFACE CONTROLS INSTL (Cont. 


CODE 
PART NUMBER i 2 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


UNITS) USABLE 
ON 


C-119G 51-2662 thru 51-8041 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


51-8042 thru 51-8097 
52-5840 thru 52-5954 
52-6016 and Subsequent 
IK-441 and Subsequent 


780 Pages 781 and 782 Deleted Revised 15 February 1957 


Section II 


T.O. 1C-119F-4 


MC 


РА 


Ne DEREN 


Controls Installation - Fuselage Surface 


Figure 214. 
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Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


MAJOR_ASSEMBLY 


*110-720000 
*110-727100 
*110-727020 
*110-720025-1 
*110-720025-2 
110-720021-10 
110-720021-3 
*110-727180 
FL3C6 
110-727181-21 
*110-727160 
AN210-2A 
FS105D43-.90 
*110-727160-10 
43A2691 
110-727162-21 
*110-726135 
*110-726135-10 
110-726130 
18-126032-4 
78-726031-4 
18-126033 
78-726029-3 
*110-727030-1 
*110-727030-2 
*110-729100 
*110-724000 
*110-724065 
*110-726100 
110-726060 
110-726060-21 
110-726060-23 


AN201K12A 
*110-727170 
*110-727120 
*110-727140 
*110-727145 
*110-727155 
*110-727150 
43A2691 

F160 


F160 


F160 


784 


T.O. 1C-119F-4 


GROUP FUSELAGE 


FUSELAGE SURFACE CONTROLS INSTL 


Bracket Ins 


Сорга Instl 


Dopr As 
Door As 
Crpsg-oyer 


Bracket 


(Conti 


PART NUMBER | 2 3 ს 5 6 


MR from fig. 213) 


Control Inst] - ai surf. (See fig. 35) 
tl 


Surf. conl pulley (See fig. 222) 


Bracket Instl – Fus surf. conl sta 115 (See fig. 223) 


- Main surf. conl cable LH 


y + Cable guard LH surf. conl access 


Guard Instl|- Main surf. conl cable RH 
p + Cable guard RH surf. conl access 


Agsy - Elev cable surf. conl LH 


Pulley Assy (FAF) 
Ae cable surf. conl cross-over LH 


Surf. conl fairlead LH 


urf. conl locks 
urf. conl locks 
- Surf. conl locks 


Shot bag (See fig. 225) 


Het Lock cables pulley 
t 


part No. 110-726060-21) 


ring - Intermediate duty badl 
b 1 Surf. conl fairlead fus 


y + Surf. conl fiarlead fus LH 
+ Surf. conl fairlead fus LH 


y 
ა + бигї. соп] fairlead fus RH 
58у 


Surf. conl fairlead fus RH 


S$y F Surf. conl fairlead fus LH 
tb” litter floor tie down 

Surf. conl idler (Use on part No. 110-727150 & 110- 
721120) (FIN) 
- Surf. conl idler (Use on part No. 110-727140 & 110- 
727155) (FIN) 
Surf. conl idler (Use on part No. 110- 727145) (FIN) 


nuéd on fig. 215) 


C-119G 


R4Q2 


Stl- Fus surf. conl sector LH (See fig. 224) 
stl - Fus surf. conl sector RH (See fig. 224) 


Auto-pilot emer (See fig. 226 & 227) 


Lock cables pulley (Use for spares in lieu of 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


UN | TS] USABLE 


ὉὈΩΩΩΩΩΩΩΩΩΩΩΩΟΣΩΩΩΩΩΩΩΩΩΩΩΩΟΩΩΩ 


оо  ΩΩΩΩΩΩΩΩΠΦ 
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FIGURE & | GROUP FUSELAGE 
აისი [MAYOR ASSEMBLY FUSELAGE SURFACE CONTROLS INSTL (Cont. 


PART NUMBER | 2 3 4 5 6 


214 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 and IK-442 
131662 thru 131719 


52-5922 thru 52- 5923 
52-5927 thru 52- 5954 
52-6048 and Subsequent 
IK-443 and Subsequent 


UR I TS] USABLE 
ON 
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Section H 


Fuselage Surface Controls Installation 


Figure 215. 
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FIGURE ბ 
INDEX 
NUMBER 


*110-720000 
110-720061-1 


AN320-4 
AN320-5 
AN960-416 
AN960-416L 
AN960-516 
AN24-23 
AN25-38 
AN25-36 


AN200KP5 
110-720100-1 
110-720062-21 
110-720066-21 
110-7 20066-25 
110-720066-27 
110-720066-23 
NAS428-6- 22 
110-720097-3 
110-720064-1 


AN320-4 
AN960-416L 
AN24-23 
110-720001-10 
AT4SA 
AN316-6R 
78-720103-3 
*110-722000 
*110-720096-1 
*110-720072-1 
*110-720072-2 
*110-720072-11 
*110-720072-61 


*110-720072-12 
*110-720072-62 


AN210-6B 
*110-720094-1 
*110-720094-2 
110-720112-21 
110-720112-22 
AN210-6B 
*110-720069-1 
*110-720069-2 
*110-720069-11 
*110-720069-12 
AN210-5B 
*110-727040-11 
*110-727040-12 
AN210-6A 
110-727041-21 
110-727041-22 
*110-720065-1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


(Continued from fig. 214) 


Contrpl ins 1 -| Fus surf. (See fig. 35) 
- Rud ped al conl interconnect 
ATTACHING HARTS 


Castle shear stl 1/4-28 
Castle shear stl 5/16-24 


Washer + Plain stl reg ser 1/4 in. bolt 
Washer + Plain stl light ser 1/4 in. bolt 
Washer m stl reg ser 5/16 in. bolt 


s 841 1/4-28 x 25/32 in. 
Clevis 811 5/16-24 x 2-27/64 in. 
Clevis 8L1 5/16-24 x 2-19/64 in. 


ο. g - Heavy duty ball 
Support 


Ped interconnect lever 


Support - Ped interconnect lever 


Ped interconnect lever LS 
rconnect lever RS 


Bearing (TOR) 


Nut -|Acft ¢heck stl RH thd 3/8-24 


Bracket b 
Bracket Inst! 4 Outbd rud surf. conl RH 


rf. conl rud (See fig. 219) 
rf. conl rud (See fig. 219) 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE SURFACE CONTROLS INSTL 
PART NUMBER 12 3 4 5 6 
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Section II Т.О. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UN 1 TS! USABLE 


ҺЕ, [MAYOR ASSEMBLY FUSELAGE SURFACE CONTROLS INSTL (Cont. ) ON 
CODE 

πας ს. სსა πο ალე 
215 *110-720065-2 Bracket μμ 4 Rud conl pulley RH АП 
*110-720065-31 Bratkel АБѕу - Rud conl pulley LH All 
*110-720065-32 Bra¢ket ΑΡΕΥ - Rud conl pulley RH All 
-20 AN210-5B Watley Anti-friction brg conl All 
-21 | NAS43DD6-16 Spader |- Screw & bolt stl 3/8 OD х. 049 x 1/4 in. All 


ხმანი OW MODEL DESIGNATION SERIAL NUMBERS 
COD 


A C-119G 52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


B C-119G 52-5922 thru 52-5923 
53-3157 thru 53-3210 
53-8096 thru 53-8130 
IK-443 thru IK-445 


C C-119G 53-3211 thru 53-7884 
: 53-8131 and Subsequent 
I IK-446 and Subsequent 


D C-119G . 51-2662 thru 52-5921 
52-5924 thru 53-3156 
| 53-8069 їһги 53-8095 
| IK-441 thru IK-442 

! R4Q2 131662 thru 131719 

1 
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Figure 216. Aileron and Elevator Surface Control Column Assembly 
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Section II T.O. 1C-119F-4 
Group Assembly Parts Lis 


GROUP FUSELAGE 


FIGURE & 
NUMBER [MAJOR ASSEMBLY AILERON & ELEVATOR SURFACE CONTROL COLUMN ASSY 


PART NUMBER 


110-721014 
110-741014-70 
110-721015-10 


Assy - Ail, & elev cockpit surf. conl (See fig. 212) 
Assy} Ail. ἃ elev cockpit surf. conl (See fig, 212) 
Assy + ο. col LH 


110-721015-30 ი0L #55V ~ Qoni col LH 

110-721015-50 oot}Assy - Соп1 col LH (Use for spares in lieu of part No. 
ц0-121015-10 & -30) 

110-721015-20 pot| Assy + Соп col RH 


110-721015-40 
110-721015-60 


00L Assy + Соп! col RH 
pot; Assy + Conl col RH (Use for spares in lieu of part No. 
MT & -40) 
TACHING TS 
- Clevis stl 3/16 x 19/32 in. 
о - w hd sti 10-32 x 9/16 in, 
er|- Plain Al al reg ser No. 10 boit 
п Pan A sti 10-32 
er 


AN23-9A 
AN525-10-9 
AN960D10 
AN365-1032 
AN960D10 
AN520-10-12 


lain ΑΙ al reg ser No. 10 bolt 
hd mach stl 10-32 x 3/4 іп, 


110-721014-30 


be s - Conl col elev torque 
110-721014-50 


onl col elev torque (Use for spares in lieu of 


рагі |№о; 110-721014-30) 
110-727622 Was er|- Surf. conl main fus elev torque tube 
110-721014-10 σ i 

110-721014-20 

50727 


C100H3-4 


n|- Surf, conl LH 

n|- Surf. conl RH 

Plug|- Dot fastener (UC) 

pm Snap (Normally open) (HET) 


A800H3-1 |. Switeh + Snap (Normally open) (HET) 
A Te “ibe pa TS | 
AN565D8H3 S¢rew + Headless set 8-32 x 3/16 in. 


NAS162 


Cap etary conl wheel col 
NAS164 IN 


Military conl wheel hub cap 


110-721004-23 
110-721004-25 


ას. 1 Cockpit surf, conl 
eel + Cockpit surf. conl (Use for spares in lieu of 
part No, 110-721004-23) 
ის CHING PARTS 

Wa | Н locking thin stl 3/4 х 16NF3 


AN364-1216 
78-721004 


ashey - Surf. conl col shaft 
105-721004-11 ! Spacer |- Surf. conl col brg 
110-721003-21 vér + Surf coni col hd cstg 
AT Adar G|PARTS 
AN500A10-8 Screw + Drld fil h stl 10-24 x 1/2 in, 
AN500A10-10 Ser 


AN960-10L 


Was - Plain sti light ser No, 10 bolt 


Ring - Ext ret for , 375 in, dia shaft 
Stud|- Conl col ail, stop 


hed Drld fil h stl 10-24 x 5/8 in, 
e 


NAS51-37 
110-721011-3 
110-721001 


NAS50-200 
AN201K16A 

105-721004-3 
105-721004-7 


8 ager |- Surf. conl col brg (For spare repl use part 
0. 105-721004-13) 


105-721004-13 
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FIGURE & 
INDEX 
NUMBER 


T.O. 1C-119F-4 


GROUP FUSELAGE 


MAJOR ASSEMBLY 


AILERON & ELEVATOR SURFACE CONTROL COLUMN ASSY (Cont, 


PART NUMBER | 2 3 4 5 6 


105-721004-5 
105-721002-21 
105-721002-10 


105-721002-30 


Е5109574-. 029 


105-721007 
Κ4Α 
105-721007-3 
110-721019 
110-721018 
C1825 
110-721020 
110-727006-10 


110-727006-30 
110-727006-50 
110-727006-70 
AN210-5A 


AN320-4 
AN960-416L 
AN4-30 
NAS43-6-25 
110-721014-3 


110-721013-25 
110-721013-27 
110-721013-26 
110-721013-28 
105-721014 

105-727601-23 
105-727601-21 


105-727601-24 
105-727601-22 


78-720138-2 
AN316-4R 
AN960-416L 
105-727602 


110-721017 
110-721006-90 
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Surf. conl col brg 
ng|- Surf. conl col hd 


105-721002-10 
ing - Fl press fit stl „ 4391 OD x . 250 ID x 
. 5641 fl dia х. 29 lg х. 062 fl 1gth 


110-721014-20) (See fig. 390) 
sy - Main 211, surf, conl (Use on part No. 

110-721014-10) (See fig. 390) 

ble Assy - Main ail. surf. conl (Use on part Νο, 
110-721014-10) (See fig. 390) 
Cable Assy - Main ail. surf, conl (Use on part No. 
110-721014-20) (See fig. 390) 
Pulley + Anti-friction brg conl 
ATTACHING TS 
Nut stle shear stl 1/4-28 
Was - Plain stl light ser 1/4 in. bolt 
Bolt l- Actt stl 174-28 x 3-1/32 in, 
Spacer + Screw & bolt 3/8 x 25/64 in, 
Spacer r Surf, conl col . 374 OD x 1. 625 іп, 


C 


Support - Surf. conl col bottom pulley & sector LH 
pport|- Surf, conl col bottom pulley & sector LH 
^ 

p 


S 
S rt|- Surf. conl col bottom pulley δι sector RH 
Support| - Surf. conl col bottom pulley & sector RH 
Plate Assy - Surf. conl col & torque tube sup. 
ი. 0001 col elev cockpit sector LH 
urf. conl col elev cockpit sector LH (Use for 
spares in lieu of part No. 105-727601-23) 
- Surf. соп} col elev cockpit sector RH 
- {к conl col elev cockpit sector RH (Use for 
τ s in lieu of part No. 105-727601-24) 
- Surf. соп] main emp elev quad stop (Made from part 
ΝΡ. AN4-14A) 

ARTS 
Pisin stl 1/4-28 R thd 


lain stl light ser 1/4 in, bolt 
Tube - Burf. conl col elev torque 

e + Surf. conl col elev torque tube 
hel + Fus conl col bal 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 91-2662 thru 51-2716 


Section II 
Group Assembly Parts List 


UN I TS | USABLE 


P = m = m 


2 322 E 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP  — FUSELAGE UN I TS | USABLE 
МДЕ, [MAJOR ASSEMBLY AILERON & ELEVATOR SURFACE CONTROL COLUMN ASSY (Cont. ) ON 


PART NUMBER 


216 $ MODEL DESIGNATION SERIAL NUMBERS 
2 C-119G 51-8016 
51-8098A thru 51-8168A 
C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
g4Q2 131662 thru 131719 
C-119G 51-2662 thru 52-5862 
52-6000 thru 52-6027 
R4Q2 131662 thru 131719 
C-119G 52-5870 thru 52-5954 
52-6034 and Subsequent 
IK-441 and Subsequent 
51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
R4Q2 131662 thru 131697 
C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5888 
52-6012 thru 52-6035 
R4Q2 131698 thru 131719 
C-119G 51-8098A thru 51-8143A 
C-119G 51-2662 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
C-119G 52-5863 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 
C-119G 52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 
C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 
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FiGURE & 6ου _ FUSELAGE 


INDEX MAJOR ASSEMBLY AILERON & ELEVATOR SURFACE CONTROL COLUMN ASSY (Cont. ) 


NUMBER 
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T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


Section I 


Group Assembly Parts List 


SERIAL NUMBERS 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


-52-2662 thru 52-5921 


52-5924 thru 53-3178 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3179 thru 53-7884 
53-8103 and Subsequent 
IK-443 and Subsequent 


51-2662 and Subsequent 
IK-441 and Subsequent 


UN ТТ | USABLE 
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Section II 


Cockpit Surface Control Lock Mechanism Assembly 
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Figure 217. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & uni TS| USABLE 
საინ MAJOR ASSEMBLY COCKPIT SURFACE CONTROL LOCK MECHANISM ASSY 


PART NUMBER 123845 6 


*110-726000 
NAS356-84-7. 00 
AN486-3 
AN316-4R 
110-726070-10 
110-726023-3 
110-726028-3 
110-726022 

*110-726065 


Mechanism les - Cockpit surf. conl lock (See fig. 213) 
Tube|Assy |- Surf. cont 
Clevis -| Rad end adj 
Nut -| Adft ¢heck stl 1/4-28 R thd 
Sector & Arm Assy - Cockpit surf. conl lock 
Clamp -|Cackpit tie in surf. conl lock 
Bellec} nk 4 Cockpit surf. locks sector act. 
Sector -| Cockpit surf. locks 
Mechanism Assy - Cockpit surf. conl plunger, guide & cable 


: See О 
97 


> 
"d 


AN393-23 1 
Е5105543-. 26 2 
110-726075 1 
110-726057 1 
110-726036 2 


110-726063-3 


NAS378-1 
FS105S75-.38 
Е8105543-1. 50 
110-726065-3 
110-726051 
110-726052-21 
110-726039 
110-726053 
FS105S43-.51 
110-726095 
*110-726045 
110-726058 
110-726043 
B36 

#M392-59 
110-726076-3 
110-726078 
110-726079 
110-726076-7 
110-726076-5 
110-726041 


Tube (Mad from part No. NAS43DD5-76) 
Spring -|Cdble retg cockpit surf. conl lock 


Bglt Assy - Cockpit floor surf. conl lock door 
Guide - Cockpit floor surf. conl lock door 


HHH on κα αν to Sey = μι μι πὶ to = to τὸ 


Pan 4 Cockpit floor surf. conl lock 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8098A thru 51-8111A 


C-119G 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 

131662 thru 131719 
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Section II 


Figure 218. Torque Box Assembly - Surface Control Automatic Pilot 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE გ {GROUP FUSELAGE ᾿ UN ITS| USABLE 
NUMBER [MAJOR ASSEMBLY TORQUE BOX #55V - SURF. CONL AUTO PILOT ay 
PART NUMBER 
218 110-724070 Tprque Вок Assy - Surf. conl auto pilot (See fig. 213) Ref | All 
– 1 | 110-724112 ος + Auto pilot surf. conl torque box removavle bottom 1 | All 
ATTACHING PARTS 
- 2| AN525-10-8 Screw 4 Washer hd stl 10-32 x 1/2 in. 60 | АП 
- 3 | 110-727031-21 ша - Surf. conl main rud outbd pulley LH 1 | All 
110-727031-22 Braqket - Surf. conl main rud outbd pulley RH 1 | All 
- 4 | 110-727036-21 Braqket - Bunt. conl main ail. pulley RH 1 | # 
110-727036-23 B “| - Surf. conl main ail. pulley RH (Used for spares 
in lieu of part Νο, 110-727036-21) 118 
- 5| 110-727042-21 айың - bur. conl main elev pulley LH 1 | All 
110-727042-22 adket - Surf. conl main elev pulley RH 1 | АП 
- 6| 110-727034-21 Bracke - par conl main rud inbd pulley LH 1А 
110-727034-23 racket - Surf. conl main rud inbd pulley (Used for spares 
in lieu EE part No. 110-727034-21) 1 |B 
110-727034-22 Brad kel - Surf. conl main rud inbd pulley RH ΞΕ] A 
110-727034-24 Bracket - Surf. conl main rud inbd pulley (Used for spares 
in lieu of part No. 110-727034-22) 1|B 
- 1| 110-727032-21 Bracket - Surf. conl main ail. pulley 1 | # 
110-727032-23 Bracket - Surf. conl main ail. pulley (Use for spares in 
lieu of part No. 110-727032-21 & -23) 1|)C 
110-727032-25 racket - Surf. conl main ail. pulley (Use for spares in 
| lieu ої (<8. No. 727032-21 δι -23) 1! D 
- 8| 110-727039-3 ud - But. соп] pulley bkt cable guard 6 | All 
- 9| AN210-6A ulley + Anti-friction brg conl 10 | All 
-10| AN210-5A lley - от brg conl 2) АП 
-11| FS105D43-. 750 Bushing - |брасег Al al .25 OD x . 190 ID x. 750 in, 10 | АП 
-11А FS105D43-. 620 dr -|Spácer Al al .30 OD х.127 ID x. 620 in. 6 | All 
-12| 78-724111 in + Surf, cpnl servo guard (For 7-1/4 OD drum) 2 | All 
-13| 110-724064 Bin + Sin conl servo guard (7-1/4 OD ail. drum) 1| All 
-14| 110-724085 кы Авву - Auto pilot surf. conl torque box center pulley 1| АП 
-15] 110-724090 racket Assy - Auto pilot surf. conl torque box outbd pulley 1| All 


USABLE ON 
COD MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-2716 


51-8016 
51-7968 thru 51-8003 
51-8098A thru 51-8143A 


51-8004 thru 51-8015 
51-2716 

51-8017 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 and Subsequen 
IK-441 and Subsequent 
131662 thru 131719 


51-2717 
51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-8144A thru 51-81684 
51-17365 thru 52-6058 

IK-441 thru IK-442 
131662 thru 131719 


53-3136 and Subsequent 
IK-443 and Subsequent 
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65M5 


Figure 219, Surface Control Rudder Pedal Installation 
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FIGURE & 
INDEX 
NUMBER 


GROUP FUSELAGE 


*110-722000 
*110-720096-1 
105-722030 
FS105D128-.900 
105-722025 
105-722014 
$1809-334 
91809 -356 


FS105D148-.220 
105-722035 
105-722021 
110-722001 
105-722022 
78-721012-1 
78-721012-3 


110-720119-3 
105-722024 
105-722015 
105-722011 
4576-53-10 
4857-1-1 


105-722012 
105-722013 
NAS76-8-102 
105-722014 
*105-722045-1 
*105-722045-2 
105-722045-30 
105-722045-20 


AN320-3 
AN960- 101. 
AN23-27 
FS107D63-.30 
FS107D63-.56 
AN315-3R 
AN960-10L 
AN520- 10-32 


105-722045-4 
105-722045-5 


AN320-3 

AN23-18 

FS109D53-17 
.093 


110-722000-10 
110-720096-11 
110-720096-31 
110-720096-41 
110-720096-51 
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Washer 


Screw - 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


| conl rud (See fig. 215) 
conl rud (See fig. 215) 
ud ped adj shaft 
er Al al .750 OD x .120 x .900 in. 


dal adj (LIB) 
dal adj (LIB) (Use for spares in lieu of part No. 
- 334) 
acer Al al .880 OD x .188 x .220 in. 
Surf. conl adj shaft 
l Digo rud pedal adj 
conl rud pedal tube 

| ү rud sector mount 
j Surf. conl, pilot & co-pilot outboard 
. conl (Use for spares in lieu of part No. 78- 
) 
j| stop rudder pedals, pilot & co-pilot inboard 
hl rud pedal adj fwd 
- Surf. conl rud pedal 
| rud act. eye 

racket Assy - (BC) 

1dhams (Use in Breeze unit BTD-132-146 of 
e Assy Part No. 4746-45-3608) 
. conl rud act. 
y - Surf. conl rud act. 
ს Plain press fit bronze 


urf. conl rud pedal adj 

uster Assy & Instl - Surf. conl (LH) 

uster Assy & Insti - Surf. conl (RH) 

Assy - Surf. conl adj pulley (LH) 

ashy - Surf. conl adj pulley (RH) 
TS 

Acft Shear stl 10-32 

т ү Plain stl light series No. 10 bolt 

t 4 Clevis stl 10-32 x 1-23/32 in. 


ο. - Running fit Al al .374 OD x .193 ID x .30 in. 
hi di οι fit ΑΙ αἱ .374 OD x .193 ID x .56 in. 


cft plain stl RH thd 
Plain stl light ser No. 10 bolt 
Ra hd mach stl 10-32 x 2 in. 


ბაბა) Surf. соп1 tension adj 


"n - Burt. coni tension adj 
ATTACHIN HARTS 
u 


Nut -| Acft shear stl 10-32 

Bolt + Clevis stl 10-32 x 1-5/32 in. 

Peas - Fl press fit Al al .313 OD x .190 ID x .437 fl dia 
х .093 in. fl lgth x .17 in. lg 


all ASsy gurt. conl rud (See fig. 220) 
ай Agsy|- Surf. conl rud (See fig. 220) 
al Agsy|- Surf. conl rud (See fig. 220) 
al Assy|- Surf. conl rud (See fig. 220) 
al Assy|- Surf. conl rud (See fig. 220) 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


800 


T.O. 1C-119F-4 


GROUP FUSELAGE 


MAJOR ASSEMBLY 


SURFACE CONTROL RUDDER PEDAL INSTL (Cont, 


MODEL DESIGNATION 


C-119G 


Pages 800A and 800B Deleted 


UR i TS! USABLE 


SERIAL NUMBERS 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


53-3157 thru 53-3165 
53-8069 thru 53-8100 


53-3166 thru 53-7884 
53-8069 and Subsequent 


51-2662 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3176 
53-8069 thru 53-8106 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3177 thru 53-7884 
53-8107 and Subsequent 
IK-443 and Subsequent 
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Surface Control Rudder Pedal Installation 
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Figure 220. 
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Section H 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


[PART NUMBER | NUMBER 


*110-722000-10 
*110-720096-11 
*110-720096-31 
*110-720096-41 
*110-720096-51 
110-722010 
REB3N2 
105-722003 
78-722017 
78-722018 
F$10981612- 
1.4'13-.107 
13280 
105-722004-30 
B1212 
110-722009 
105-722001-31 
105-722001-11 
105-722001-12 
110-720118-21 
110-720118-22 
110-720063-21 
110-720063-22 
K12A 
78-722008 
110-720074-1 


110-720074-11 


110-720073-1 


110-7200'3-11 


78 -'122008 
78 -122008-3 


105-722002-10 
105-722002-30 


FS108A1816- 
1.250 


802 


2 1235856 | 


T.O. 1C-119F-4 


GROUP FUSELAGE 
πο. ASSEMBLY SURFACE CONTROL RUDDER PEDAL INSTL 


4 5 6 


. conl rud (See fig. 219) 
. conl rud (See fig. 219) 
. conl rud (See fig. 219) 
. conl rud (See fig. 219) 
. con] rud (See fig. 219) 
Surf. conl brake parallelogram 
- Rod end (FAF) 


- Burf. conl rud 


Bushing; Fil press fit stl 1.0023 OD x .7500 ID x 1.1893 


fl dial x .107 fl 1gth x 1.473 


Unit + Conl (AAGE) (Spec FES-171) 


Casting 


[Assy + Surg. conl brake valve bellcrank 
((TOR) 


бесіо 
Secto 


Sector Assy - 
itting + Sector (Use on part No. 


Sleeve 4 S 


tine 1 5 


Béaring|- 
Shaft|- Surf. conl rud sector pivot sup. 


Pilot & co-pilot inboard rud 
Pilot outboard rud 
Co-pilot outboard rud 


r Assy - 
r Assy - 


105-722001-31) 
105-722001-31) 
105-722001-11) 
105-722001-12) 


ing + Sector (Use on part No. 
ctor (Use on part No. 
ctor. (Use on part No. 
- Ball (FAF) 

ngj- jet from super oilite) 


g+s 


edal sup. outbd pedal (Use on part No. 

96-11) 

edal sup. outbd pedal (Use on part No. 

96-51) 

Rud pedal sup. inbd pedal (Use on part No. 

20096-31 and -41) 

-|Rud pedal sup. inbd pedal (Use for spares in lieu of 
part No] 110-720073-1) 

rf. conl rud pedal (Make from AXD Superolite) 
in rf. conl rud pedal (Use for spares in lieu of 


110-120 


rt No. 78-722008) 

y - Surf. conl sector & valve sup. 

- Surf. conl valve sup. (Use for spares in lieu of 
part Νοι 105-722002-10) 

- Press fit ΑΙ, αἱ bronze 1.126 OD x 1.007 ID x 
st in. 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8029 

51-8098 thru 51-8111 
51-17365 thru 51-17367 
52-6000 


C-119G 


51-8030 thru 51-8097 
51-8112 thru 51-8168 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


Revised 15 May 1957 


UNITS 
PER 
fee: MEME MEER |. 


სა სას кә ка ка ка ка ка ка ка ка = εὐ ei gu pupa 2 
μα 


USABLE 
ON 
CODE 


PREEEEouuua 


FIGURE & GROUP FUSELAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 


Section II 


Group Assembly: Parts List 


SURFACE CONTROL RUDDER PEDAL INSTL 


U USA LE ON 


C 


DE 


С 


C-119G 


MODEL DESIGNATION 


SERIAL NUMBERS 


91-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 thru 53-8156 
IK-441 and Subsequent 


52-5922 thru 52-5923 
53-3157 thru 53-3211 
53-8096 thru 53-8130 
IK-443 thru IK-445 


53-3212 thru 53-7884 
53-8131 and Subsequent 
IK-446 and Subsequent 


UN | TS | USABLE 
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T.O. 1C-119F-4 


Section II 


Guard Installation - Rudder and Elevator Cable 


Figure 221. 


Revised 1 March 1956 


804 


MAJOR ASSEMBLY 


*110-727055-1 
*110-727255-2 
*110-727055-10 
110-727056-19 
110-727054-15 
*110-727055-30 
110-727056-17 
110-727054-11 
110-727056-11 
*110-727055-50 
110-727058 
110-727054-11 
110-727056-13 


Revised 15 February 1957 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


RUD & ELEV CABLE - GUARD INSTL 


PART NUMBER | 2 3 ს 5 6 


Guard Inst] 


be |- Blev & rud cable guard 5/8 OD x .035 x 13. 
be |- Elev & rud cable guard 3/4 OD x .035 x 19. 
ре |- Eley & rud cable guard 5/8 OD x .035 x 20. 


USABLE O 
CODE 


A 


H 


tl 


| 


Биа & elev cable LH (See fig. 214) 
Rud] & elev cable RH (See fig. 214) 
Elev & rud cable guard 


Bley & rud cable guard 5/8 OD x .035 x 20. 
еу & rud cable guard 3/4 OD x .035 x 20. 


Elev & rud cable guard 


ley & rud cable guard 5/8 Ор x .035 x 13. 
еч & rud cable guard 3/4 OD x .035 x 19. 
Elev & rud cable guard 5/8 OD x .035 x 20. 


Elev & rud cable guard 


00 in. 
00 in. 


50 in. 
50 in. 
25 in. 


8" in. 
50 in. 
00 in. 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


> >> > > > >> > > > > > > 
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Figure 222. Surface Control Pulley Bracket Installation 


806 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY SURFACE CONTROL PULLEY BRACKET INSTL 


PART NUMBER | 23 4 5 6 


*110-727100 
110-727107-1 
110-727107-2 
110-727186-3 
110-727108-4 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 


.|conl outbd LH 
. conl outbd RH 


CHING PARTS 
AN525-10-8 Screw 4 |. hd stl 10-32 x 1/2 in. 
AN210-2A friction brg conl 


AN210-6A 
110-727101-4 
110-727101-5 
110-727101-7 
110-727102-21 
110-727103-21 


рр brg conl 
. conl RH 

VII. conl LH 
urf. conl LH 
urf. conl LH 

. conl tab LH 


AN365-1032 
AN960D10L 
AN3-10A 


locking stl 10-32 
Bp; - Plain Alallight ser No. 10 bolt 
B 


ltl- Ácft stl 10-32 x 1-1/32 in. 


110-727106~21 
110-727106-22 


Bracket - Inbd ail. surf. conl LH 


Bracket - Inbd ail. surf. conl RH 
110-727104-21 Brake - Inbd compound angle surf. conl LH 
110-727101-3 Bra me VII. conl LH 
; TAC T TS 
AN365-1032 Nut + Self locking stl 10-32 


AN960D10L 


asher| - 2 n Al al light ser Νο. 10 bolt (Use on part No. 
21104-21, 110-727106-21 & 110-727106-22) 


AN960D10L asher| - js in Al al light ser No. 10 bolt (Use on part No. 
110- 9101-9 
AN3-21A Вр |- Acft stl 10-32 x 2-5/32 in. (Use on part No. 


110-727106-21 & -22) 
Bolt|- Acft stl 10-32 x 1-1/32 (Use on part No. 110-727104-21) 
Bolt|- Acft stl 10-32 x 1-1/32 in. (Use on part No. 
110-721101-3) 
Bolt|- Acft stl 10-32 x 1-5/32 in. (Use on part No. 
21101-3) 


AN3-10A 
AN3-10A 


AN3-11A 


FS105D43-1. 175 


Bushing - Spacer Al al . 25 OD x .028 x 1. 175 in. (Use on part 
Np. 110-727106-21 δι -22) 
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Section H 


T.O. 1C-11ur-4 Section Π 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY SURFACE CONTROL FUSELAGE BRACKET INSTL 
PART NUMBER 123 4 5 6 


UNITS | USABLE 


223 *110-727020 Bracket | Instl - Fus surf. conl (See fig. 214) Ref 
-1 110-727023-21 Bracket - Fus surf. conl 14 
ATTACHING PARTS 
- 2 AN365-428 Nht 4 Self locking stl 1/4-28 2 | 
AN960D416 asher|- Ра п Α] αἱ гер ser 1/4 іп. bolt 2 
AN960D416L lasher|- Plain Al al light ser 1/4 in. bolt 2 
AN4-10A Bolt |- Acft st] 1/4-28 x 1-1/32 in. 2 
- 3 AN210-6A Pulley ti4friction brg conl 12 
-4 FS105D146-.380 Bus = - Spacer Al al .88 OD x .877 ID x .380 in. 4 
- 5 110-727022-21 Bracket - LHjinbd surf. conl 1 
- 6 110-727021-21 Bracket - LH|outbd surf. conl 1 
ATTACHING PARTS 
- 7 AN365-428 Nut + Self locking stl 1/4-28 4 
AN960D416 as ΜΑ lain #1 αἱ reg ser 1/4 in. bolt. 4 
AN960D416L asher|- Plain Al al light ser 1/4 in. bolt 4 
AN4-10A . Bolt |- Acft stl 1/4-28 x 1-1/32 in. 4 
- 8 AN210-2A Phlley + Ahtilfriction brg conl 4 
- 9 FS105D43-.78 B sing - Bpacer Al al .25 OD x .252 ID x .78 in. 1 
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Section II T.O. 1C-119F-4 
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Figure 224. Fuselage Surface Control Sector Wheel Assembly and Installation 


*110-727030-1 
*110-727030-2 
110-727518-1 
110-727518-2 
110-727717-1 
110-727717-2 
78-727007 

78-727007-1 


78-727051 
78-727051-1 


AN202K33B 
110-727282-1 
110-727282-2 
110-727008 

110-727008-3 


AN202K33B 
110-727037 
110-727038 
110-727029 
78-727032 
78-727029-1 
718-727025 


Revised 15 February 1957 


gir 
Si 


Shoulder - 
Tube |- Sur 


შრი” 


COD 


Net 1 
Housing -8 
Να. 7 
- Extra light duty ball 


Sparg 


Ing 


Ing 


- 9 


-8 


fu 


eel ~ #1 
Housing|- Ail. sector . 25 in. dia cable term. 
using|- Ail, sector , 25 in. dia cable term. (Use for 


eve -| Fus surf. conl 
Spacdr 4 DE 
Shoulden ~ 


ates -| Fus 1 conl 


b. 


| 


fus rud LH 
fus rud RH 
S elev LH 


T.O. 1C-119F-4 | Section II 
Group Assembly Parts List 


tl – Fus surf. conl sector LH (See fig. 214) 
tl - Fus surf. conl sector RH (See fig. 214) 


urf. conl term. 

urf. conl term. (Use for spares in lieu of part 
8-727007) 

urf. conl term. 

urf. conl term, (Use for spares in lieu of part 
8-727051) 


ail, LH 
ail. RH 


Orr м н 


8 in lieu of part No. 110-727008) 
xtra light duty ball 


urf, conl 
surf, conl 


surf, conl 
onl main sector sup. 


μα = ка ასა M М С 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8142A 


51-2717 
51-7968 thru 51-8097 

51-8143A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


C-119G 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8131A 


51-2717 
51-7968 thru 51-8097 
51-8132A thru 51-8168A 
51-17365 and Subsequen 
IK-441 and Subsequent 

131662 thru 131719 
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Section I T.O. 1C-119F-4 


£s 
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Figure 225. Shot Bag Release Installation 


812 Revised 1 March 1956 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 


PART NUMBER | 


*110-729100 Relealse [Ins Shot bag (See fig. 214) 

110-729110-10 able Assy|- Shot bag release LS (See fig. 390) 
110-729110-50 ble Assy|- Shot bag release LS (See fig. 390) 
110-729110-130 ble Assy|- Shot bag release LS (See fig. 390) 
110-729110-90 able #ტ88V – Shot bag release LS (See fig. 390) 
110-729110-130 ible Assy|- Shot bag release LS (See fig. 390) 
110-729110-150 ble Assy|- Shot bag release LS (See fig. 390) 
110-729110-30 bla A$sy|- Shot bag release RS (See fig. 390) 
110-729110-70 ხ1 sy|- Shot bag release RS (See fig. 390) 
110-729110-170 ble| ΑΦΑν| - Shot bag release RS (See fig. 390) 

110-729112 Shot bag release (Made from part Νο, 78-729109) 
110-729112-3 Shot bag release (Made from part No. 78-729109) 
AN155-16S 4 Trnbkl 

`АЇЧ 165-165 Trnb 
AN210-1A Anti-friction brg conl 
AN210-1B Anti-friction brg conl 
110-729101-3 ia bag release LH 


0000000020 


= v" 


110-729101-5 Shot bag release LH 
110-729101-4 Shot bag release RH 
110-729101-6 
110-729102-3 
110-729101-7 
110-729102-4 
110-729101-8 
110-729123 
110-729107-21 
110-729107-22 


Shot bag release RH 
Shot bag release LH 
Shot bag release LH 
Shot bag release RH 


CHORE Re Ree eee Or WON 


MOO OOOO ну 


Toe v μι μμ κο d ΕΕ κε Seal pa a 


:AN364-1032 ing thin stl 10-32 

AN960-10L 2 in stl light ser Νο. 10 bolt 
AN3-5A 
AN3-6A 


> > > Ф 


FS105D32-. 30 
FS105D32-. 30 
FS105D32-. 425 
FS105D32-. 425 
AN210-2A 
AN210-2A 
*110-729120 

AN210-2A 


wg row ene 


PARTS 

AN364-1032 If locking thin stl 10-32 
AN960-10 š lain stl reg ser No. 10 bolt 
AN960-10L е 

AN3-7A Acftistl 10-32 x 29/32 in. 


= om NOM 


NAS43C3-27A pacer stl 5/16 OD x . 049 x 27/64 in. 
78-729108 i ag release cable 
AN155-16S 
АМ165-168 
110-729115-10 2 5 t bag release (See fig. 390) 
110-729115-50 2 : hot bag release (See fig. 390) 
160-729101-31 a : us shot bag release (See fig. 390) 
160-729101-11 2 S shot bag release (See fig. 390) 
110-417081 sion 

*160-314310-1 dledse|M&achànism Assy & Instl - Pilot shot bag 


W καὶ κα κα κα ню о 


Revised 1 February 1959 813 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER 


*160-314310-11 
160-314303-1 


AN364-1032 
AN960-10L 
AN3-35A 
FS105883-1.03 


160-314308-3 
160-314308-5 
160-314305-3 
160-314306-1 
160-314306-11 


160-314304-1 


AN364-428 
AN960-416L 
AN4-35A 
F$1058104-1. 03 


FS103874-. 78 
160-314309-3 
160-314302-21 
160-314302-23 


160-314302-25 
AN210-1A 
*110-729125 
FS105D32-. 498 
FS105D73-. 100 
AN210-1A 
*110-729125-10 
FS105D32-. 425 
AN210-2A 
110-729128-21 


AN364-1032 
AN960-10 
AN3-6A 
AN3-10A 


814 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


er 


p 


r 


GROUP FUSELAGE 
MAJOR ASSEMBLY SHOT BAG RELEASE INSTL (Continued) 
123 4 5 6 | 


Release Mdchà ism Assy & Instl - Pilot shot bag 


S shot bag release fork 


PARTS 

Self locking stl thin 10-32 
- Plain stl light ser No. 10 bolt 
an stl 10-32 x 3-21/32 in. 
g|- Spacer Al al .50 OD x .190 ID x 1.03 in. 


s shot bag release upper 
S Shot bag release upper 


- Bus|shot bag release 
- Rus|shot bag release lock 
- Fus|shot bag release lock (Use for spares in lieu of 


t No. 160-314306-1) 


ARTS 


G 

idi ocking thin stl 1/4-28 
- Plain stl light ser 1/4 in. bolt 
Actft|stl 1/4 x 3-21/32 in. 
- Spacer Al al .62 OD x . 252 ID x 1.03 in. (Use on 
part No. 160-314304-1) 


S shot bag release lower 
- io bag release 
60-314302-21) 
hot bag release 
знов рге conl 
Shot bag release 


Anti-friction brg 

bag release 

ARTS 

cking thin 'stl 10-32 

Na stl reg ser No. 10 bolt 
stl 10-32 x 25/32 in. 

stl] 10-32 x 1-1/32 in. 


C-119G 


C-119G 


C-119G 


R4Q2 


ssy - Fus shot bag release push arm 


λες fit stl . 4391 OD x . 2495 ID х. 78 in. 


hot bag release (Use for spares in lieu of part 


- Spacer Al al . 19 OD x . 127 ID x . 498 in. 


MODEL DESIGNATION SERIAL NUMBERS 


UNI TSJ USABLE 


51-2662 thru 51-2667 
51-8098 thru 51-8168 


91-2668 thru 51-2716 
51-8016 


51-7968 thru 52-5846 
92-6000 thru 52-6027 
131662 thru 131719 


Revised 1 February 1959 


FIGURE & | GROUP FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


ας MAJOR ASSEMBLY SHOT BAG RELEASE INSTL (Continued) 


Revised 1 February 1959 


| 


ისი '–-”"”""""),,ო,შ O 


MODEL DESIGNATION. SERIAL NUMBERS 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-2716 
51-8016 


51-8098 thru 51-8168 


C-119G 51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 


C-119G 


51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 


C-119G §1-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 


R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 
C-119G 51-2662 thru 52-5921 


52-5924 thru 52-5926 


52-6000 thru 52-6047 

IK-441 thru IK-442 
R4Q2 131662 thru 131719 
C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and Subsequent 
IK-443 and Subsequent 
C-119G 52-5947 thru 52-5921 
52-5924 thru 52-5954 
52-6028 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 
C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 


UN 1TS| USABLE 


815 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE 


UNITS] USABLE 
ose MAJOR ASSEMBLY SHOT BAG RELEASE INSTL (Continued) 


225 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-8106 thru 53-8156 
IK-443 and subsequent 


C-119G 51-2668 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 
131662 thru 131719 


ew emergency escape chute 


** Acft with crey emergency escape chute 


- 816 Revised 1 February 1959 


Section II 


T.O. 1C-119F-4 


ο ο 
[ í Cadd- 20569 


85 59 


Automatic Pilot Emergency Release Installation 


Figure 226. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY AUTOMATIC PILOT EMERGENCY RELEASE INSTL | 


*110-724000 Instl + Auto. pilot emer (See fig. 214) 
110-724045 A sy - Auto. pilot emer release tandem 
G PARTS 

Sheet|metal rd hd stl No. 6 x 1/2 in. 


FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 
ON 


AN530-6-8 


110-724005-10 


as - Auto. pilot emer release cockpit to tandem LS 
e fig. 390) 


110-724005-30 A$Sy|- Auto, pilot emer release cockpit to tandem RS 
She fig.| 390) 

78-729109 Handle 4 Cockpit release 

105-724012-1 Support +} Auto. pilot emer release handle LH 

105-724012-2 Support utg. pilot emer release handle RH 


ΤΑ CHING ARTS 

Self locking stl 10-32 
2 Шаў, Al αἱ light ser No. 10 boit 
dlt + Acft|st! 10-32 x 25/32 in. 


AN365-1032 
AN960D10L 
AN3-6A 


AN210-2A 
110-724001-21 


Anti-friction brg conl 
е. uto. pilot emer release LH 


I ARTS 
AN365-1032 Self locking stl 10-32 
АМ960-10 : е ni Stl reg ser No. 10 bolt 
AN3-6A Bdlt + Ас 50 10-32 x 25/32 in. 


78-726032-4 

*110-724007 
AN210-2A 

110-724014-21 


2 EUM ret 

jacket|Instl + Auto. pilot emer release RH 
რაი -| Anti-friction brg conl 

Brac 1: uto, pilot emer release RH 


CHING PARTS 

Nut +S ο ο. stl 10-32 

Washer |- Plain Al al reg ser Νο, 10 bolt 
Bolt + Acft|stl 10-32 x 21/32 in. 


AN365-1032 
AN960D10 
AN3-5A 


*110-724060 
110-724060-3 

*110-724032 
AN210-2A 
110-724031-23 


ре – $/8 OD x .035 x 20. 00 in. 
acket|In$tl +} Auto. pilot emer release RH 
Pulley 4 Anti-friction brg conl 
Bfacket - Auto, pilot emer release RH 
ATTAC 
N 
Wi 


T ead s - Auto, pilot emer release LH 
B 


ING PARTS 


AN365-1032 η Self locking stl 10-32 

AN960-10L 8 erl- lain stl light ser No. i0 bolt 
AN3-6A Bolt - Acft stl 10-32 x 25/32 in. 
AN155-16S 

AN165-16S-RH 


Barrel + Trnbkl 

Eye n ар thd 

C bit aa uto, pilot emer release sector to adjust surf. 
ji (See fig. 390) 


Sy - Auto, pilot emer release sector to adjust surf. 
a See fig. 392) (Use for spares in lieu of part No. 110 


110-724035-30 


110-724035-50 


4035-30) 
G PARTS 


AN364-1032 Big + Self locking thin stl 10-32 
AN960D10L sher|- lain Al al light ser Νο, 10 bolt 
AN23-21A stl 10-32 x 1-11/32 in. 


NAS43C3-15 


Bolt - Glevis 
Slacir Split stl No. 10 bolt x 15/64 in. 


*110-724030 
110-724020 


Sector Bracket Instl - Auto. pilot emer release RH 
Sector Assy - Auto. pilot emer release RH 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE eee 


INDEX MAJOR ASSEMBLY AUTOMATIC PILOT EMERGENCY RELEASE INSTL (cont) ON 


NUMBER CODE 
PART NUMBER | 2 3 4 5 6 


ATTAC 
N 


AN365-1032 ΘΗ locking stl 10-32 All 
AN960-10L Washer lain stl light ser No. 10 bolt All 
NAS43-3-23 Spacer + Screw & bolt stl 5/16 OD x ,049 x 23/64 in. All 
AN3-21A Bolt ტი stl 10-32 x 2-5/32 in. All 


110-724016-21 Track - Auto, pilot emer release RH All 
110-724020-10 Sector Assy - Auto. pilot emer release RH All 
105-724039 1 Pulley - Auto. pilot emer release RH All 
AN200K3 Bearing - Heavy duty ball All 
110-724024 ae F Auto. pilot surf. conl emer release sector bkt RH A 
110-724024-3 Stop + Auta, pilot surf. conl emer release sector bkt RH 

| (Use for spares in lieu of part No. 110-724024) B 
ATTACHING PARTS 
AN365-1032 | t – Self locking stl 10-32 All 
AN960-10L Sher |- μη stl light ser Νο, 10 bolt АП 
AN3-6A 1t Г Ас §LI 10-32 x 25/32 in. АП 


AN316-4R Nut - Adft check stl 1/4-28 R thd All 
AN960-416L Washer |- Plain stl light ser 1/4 in. bolt All 
110-724027 Bolt + . pilot surf. conl emer release sector stop (Made 

part No. AN43-344A) All 
110-724026-21 - Auto. pilot surf. conl emer release sector RH All 
110-727039-5 uto. pilot surf, conl emer release sector guard All 


MODEL DESIGNA TION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2668 thru 52-5921 
52-5924 thru 53-3150 
53-8069 thru 53-8081 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
53-3151 thru 53-7884 
53-8082 and Subsequent 
IK-443 and Subsequent 
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Section H T.O. 1C-119F-4 


Figure 227, Automatic Pilot Emergency Release Installation 


820 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY AUTOMATIC PILOT EMERGENCY RELEASE INSTL 
mcm –ჰ_>>X»”»თსს»"""”თ” O 


ore from fig, 226) 


UN | TS| USABLE 
ON 
NUMBER 


*110-724000 
110-724035-10 


uto pilot emer release sector to adj surf. conl 
390) 


a uto pilot emer (See fig. 214) 
Assy - 


o—® 
»u 
στὸ 
თ რ 
aed 
Ж 


110-724040 Cabl uto pilot emer release adj to servo (See fig. 390) 
A т\с ING PARTS 
AN155-16L Barrel + Trnbkl 


AN165-16L nbkl 
FS2491-.3-.4 
AN365-1032 

AN960-10 


Nut 4 Self locking stl 10-32 
Washer - Plain stl reg ser No. 10 bolt (Use on part No. 110- 
134013- 1) 

„ი. x 25/32 in. 


AN3-6A 


*110-724025 
*110-724015 
AN210-2A 
110-724022-21 


Auto pilot emer release RH 
tl + Auto pilot emer release RH 
Pulley 4 hao pilot e brg conl 


uto pilot emer release pulley (Use on part No. 

24025) 

Bracket - Auto pilot emer release pulley (Use on part No. 
e | 110-724015) 

ATTACHING PARTS 

Nut T ocking stl 10-32 


110-724013-21 


AN365-1032 
AN960-10 - Plain stl reg ser No, 10 bolt (Use on part No. 110- 
4013-21) 


lain stl reg ser No, 10 bolt (Use on part No. 110- 


AN960-10 


AN960-10 


AN3-5A 


) 
cft stl 10-32 x 25/32 in. (Use on part No. 110-724013 


AN3-6A 


AN3-6A 


) 
cft stl 10-32 x 25/32 in. (Use on part No. 110-724022 
21) 


110-724011-21 uto pilot, emer disc pulley 


AN365-1032 


AN960-10 sher |- Plain stl reg ser No. 10 bolt 
AN3-7A Bolt je st] 10-32 x 29/32 in. 
AN3-6A Bolt - Acft st] 10-32 x 25/32 in. 


*110-724050 
AN210-2A 


Auto pilot emer release 
hti-friction brg conl 
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Section H 


oe 


Surface Control Automatic Pilot Installation 


MN 


Figure 228. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 
MAJOR ASSEMBLY SURFACE CONTROL AUTOMATIC PILOT INSTL 


UN ЕТЗ | USABLE 
ON 


CODE 
| 2 3 + 5 6 
*110-724065 Automatic Pilot Inst1 - Surf. conl (See fig. 214) Ref | All 
78-727011-2 Bolt - Mainiconl term. housing (Made from part Νο. #M73-10) 8 A 
110-724068-50 able Assy |- Main rud RH (See fig. 390) 1 All 
110-724066-10 able|Assy - Main rud LH (See fig. 390) 1 All 
110-724068-10 able Assy - Main elev RH (See fig. 390) 1 All 
110-724066-30 able|Assy |- Main elev LH (See fig. 390) 1 All 
LING PAR S 
AN23-11 E. t 4 Clevis stl 10-32 x 23/32 in. 2 All 
AN23-12 olt -| Clevis stl 10-32 x 25/32 in. 4 All 
AN320-3 ut - Асй shear stl 10-32 6 All 
AN960- 101, ashér + Plain stl light ser No. 10 bolt 6 All 
FS2491-.4-.4 Link + Cable vernier 4 All 
FS2491-.4-.2 Link + Cable vernier 4 All 
AN161-22RL Fork + Tinbkl |1/4-28 R thd 1 All 
AN161-22LL Fork + Tinbkl|1/4-28 L thd 1 | #11 
AN155-32L 6 All 
110-724067 -130 Assy |- Auto. pilot elev surf. conl center sect. (See fig. 
All 
110-724067-30 - qe pilot elev surf. conl center sect. (See fig. 
: All 
110-724067-50 uto. pilot rud surf. conl center sect. (See fig. 
All 
110-724067-150 uto. pilot rud surf. conl center sect. (See fig. 
All 
110-724067-70 sgy + Alto. pilot ail surf. conl center sect. (See fig. 
All 
110-724067-10 uto. pilot ail. surf. conl center sect, (See fig. 
All 
78-727204-3 mer release main conl lock All 
78-724063 onl emer servo disconnect All 
18-124064 Surf, conl emer servo disconnect spring All 
78-724063 . pilot surf. conl release floating pulley All 
AN210-1A - Anti-friction brg conl All 
78-724080-40 IDigconnect Assy - Auto. pilot surf. conl rod release (See fig. 
АП 
18-124080-50 Disconnect Assy - Auto. pilot surf. conl elev release (See fig 
All 
78-724080-30 igconnect Assy - Auto. pilot surf. conl ail. release (See fig 
All 
DQ-12 Servo|Discdnnect - Type E2 (GFAE) (ECP) B 
DQ-12-B1 ervo|Discannect - Type E2 (BX) (GFAE) C 
FS105D43-.093 g + Spacer А1 а1. 25 OD x . 190 ID х. 093 in. АП 
78-724002 ilot cable All 
8 
AN502-8-12 fll h mach 8-32 x 3/4 in. All 
AN960-8 stl reg ser No. 8 bolt АП 
12361-1А ре F-1 auto. pilot (Complete) (GFAE) B 
12364-1-A Type E-2 (BX) C 
TS 
ΑΝΤ4-5 Асі drld hd stl 1/4-28 x 21/32 in. All 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-2716 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


Number [MAYOR ASSEMBLY — SURFACE CONTROL AUTOMATIC PILOT INSTI (Cont. 
με, fizesse Πα 


abu ON MODEL DESIGNATION SERIAL NUMBERS 


UN 1TS| USABLE 


C-119G 51-8016 
51-8098A thru 51-8168A 


C-119G 51-2662 thru 51-8097 
51-17365 and Subsequent 
R4Q2 131662 thru 131719 


C-119G IK-441 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 229. Fuselage Engine Controls Installation 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & LGROUP FUSELAGE 


Iს [MAJOR ASSEMBLY FUSELAGE ENGINE CONTROLS INSTL რაა. 
PART NUMBER | 2 3 ს 5 6 3 


*110-630002 
110-635027 


AN155-16L 


110-630022 
110-630007-10 
110-630007-30 

*105-630020-20 
105-630019 
51807 

*110-635024 
110-635024-10 
AN210-1A 

*110-635023 

110-635023-3 


110-635023-5 


320400 


322182 


AN74A3 
AN960-416 


*105-630009 
105-630009-10 
FS105D43-2, 605 
NAS377-2 
FS105D85-. 109 

*110-630004-1 

*110-630004-2 

*110-630004-10 

*110-630004-20 
FS105D43 -3, 39 
NAS377-2 
FS105D85-. 109 
FS105D85-. 711 

*110-630535 

110-630535-10 


AN3 65-1032 
AN960-10 
АМЗ-4А 
AN3 65-428 
AN4-15A 
110-630030 


NAS42-4-51 
FS105D43-2. 81 
FS105D54-1. 92 
FS105D54-. 410 
FS105D54-. 230 


826 


B et 


lle 


lley - 


ATT сар 
15 
Washer 


ში. Α 


acket 


chronizer 


No 


А 


ine Controls Instl - Fus (See fig. 35) 
able τ. - Prop. sync eng conl (See fig. 390) 
: PARTS 


able АБУ - коа conl (See fig. 390) 


sy - Eng conl 


CHain © J 
Terminal - Eng conl chain to cable 
Chain (ШВ) 

lle chet δή Instl - Eng conl sync 
ac 


Assy - Eng conl sync pulley 
y 1 Anti-friction brg conl 
nstl - Prop. conl 


pli 


u gf part Νο, 320400) 
ARTS 


№ + Acft|stl 1/4-20 x 15/32 in. 


- Pain St] reg ser 1/4 in. bolt 


sy & Instl - Eng conl pulley 
Assy - Eng conl pulley 


Bee - Spacer Al al . 25 OD x . 190 ID x 2. 605 in, 


ἡ Flight conl 


sy |& Inst] - Eng conl pulley LH 


acket, 


Bolt + A 


Spac 
Bush 


Bushing 


[Bra Assy & Instl - Eng conl pulley RH 


Assy - Eng conl pulley LH 
> - Eng conl pulley RH 


ocking stl 10-32 
lain stl reg ser No. 10 bolt 
cft'stl 10-32 x 18/32 in. 

f locking stl 1/4-28 

cft|stl 1/4-28 x 1-21/32 in. 


Spacer + Eng conl sup. 


г + Rivet .250 OD x . 128 ID x 51/64 in. 
ng|- Spacer Al al . 250 OD x . 190 ID x 3. 81 in. 
Bushing - Spacer Al al . 310 OD x . 252 ID x 1.92 in. 
Bushing|- Spacer Al al . 310 OD x . 252 ID x . 410 in. 
252 ID x . 230 in. 


~ Spacer Al al .310 OD x. 


- Ped aft throt eng conl (See fig. 390) 
- Ped aft throt eng conl (See fig. 390) 


Prop. 0001 sync (Made from Hamilton Standard part 
No. 61792 pulley supplied with sync) (When exhausted 
a$ rt No. 110-635023-5) 

Pulley - Pini conl sync (Made from Hamilton Standard part 

322181 pulley supplied with sync) (Use for spare 

n lieu of part No. 110-635023-3) 

Synchronizer - Prop. conl (HS) (GFAE) (When exhausted use 

part No. 322182) 

Synchronizer - Prop. conl (HS) (GFAE) (Use for spare in 


ng - Spacer Al al . 50 OD x . 315 ID x . 109 in. 


- Spacer Al al . 25 OD x . 190 ID x 3.39 in. 


– Spacer Al al .50 OD x . 315 ID x . 109 in. 
- Spacer Al al . 50 OD x .315 ID x. 711 in. 


UN I TS| USABLE 


P p p p p p p p pp > >> 


> 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


UN i TS} USABLE 


BEN MAJOR ASSEMBLY FUSELAGE ENGINE CONTROLS INSTL (Cont. ) a 
mm _ [i2suse «-α,4 

NAS43DD4- 134 r | Screw & bolt Al al 3/8 OD x . 049 x 2-3/32 in. A 
NAS43DD4-91 r Í Screw & bolt Al al 3/8 OD x . 049 x 1-27/64 in. A 
NAS43DD4-58 r + Screw & bolt ΑΙ αἱ 3/8 OD x . 049 x 29/32 in. Α 
NAS43DD4-123 r ] Screw & bolt #1 21 3/8 OD x . 049 x 1-59/64 in. A 
NAS43DD4-47 r + Screw & bolt ΑΙ al 3/8 OD x . 049 x 47/64 in, Α 
NAS43DD4-102 Serew & bolt ΑΙ al 3/8 OD x . 049 x 1-19/32 in. Α 

BB128 Ball brg (FIN) À 

A 


*110-635000 Ἱν - Eng conl (See fig. 231 & 233) 


ok 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
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Section II T.O, 1C-119F-4 


Figure 230. Fuselage Engine Controls Installation (Aero Prod. Prop) 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


GROUP FUSELAGE 
| MAJOR ASSEMBLY FUSELAGE ENGINE CONTROLS INSTL (AERO PROD. PROP. 


FIGURE & 
INDEX 
NUMBER 


UN FTS] USABLE 


PART NUMBER 


*110-630567 i ontrqls “ა - Fus (See fig, 35) Re 
110-630570-10 3 Assy - Fus throt eng conl 1 
110-630570-30 Assy - |Fus throt eng conl 1 | 
110-630570-30 Assy - Fus throt eng conl 2 
160-631014-1 ssy ~ Eng conl fus throt 1 
51807 ain (LIB) 1 
110-630569 Cable οι pus mix. eng conl 2 
110-630568 C E] - Fus prop. eng conl 2 

*110-630530 Bracket Азу |& Inst] - Eng conl pulley NP 
110-630530-11 ი. Assy - Eng conl pulley 2 | 
110-630530-10 Bracket| Assy - Eng conl pulley 2 
FS105D43-2. 62 јаза - Spacer Al al . 25 OD x . 190 ID x 2.62 in. 2 
NAS376-4 Pulley 4 Secondary conl cable 6 I 


Bracket Agsy & Inst] - Eng conl pulley 
Bracket Assy |& Instl - Eng conl pulley 

Bracket| Assy - Eng conl pulley 
Bracket Assy - Eng conl pulley 
Bushing} - Spacer Al al .25 OD x . 190 Id x 3.39 in. 
Spacer + Screw & bolt Al al 3/8 OD x .049 x 41/64 in. 
Sl | Screw & bolt Al a1 3/8 OD x .049 x 45/64 in. 
Pulley 4 Secondary conl cable 
Support |Авву & Instl - Fus eng conl 
Support Аѕву - Fus eng conl (Use for spares in lieu of part 
a 10-630535-10) 


*110-630531-20 
FS105D43-3, 39 
NAS43DD4-41 
NAS43DD4-45 
NAS376-4 
*110-630535 
110-630535-11 


110-630535-10 Support |Assy - Fus eng conl 
ATTACHING PARTS 

Nut 1 locking stl 10-32 

Washer |- Plain stl reg ser No. 10 bolt 
Bolt + Alcft/stl 10-32 x 17/32 in. 

Bolt - ges stl 10-32 x 17/32 in. 
Washer |- Plain stl reg ser No. 10 bolt 
Nit {зе ocking st1 1/4-28 

Washer |- Plain stl reg ser 1/4 in. bolt 
ВОН + Асі 5(1 1/4-28 x 1-21/32 in. 


ἜΣ + T conl sup. 


M M Rivet . 250 OD x .128 ID x 51/64 in. 

Bushing|- Spacer Al al . 250 OD х. 190 ID x 2.81 in. 
Bushing|- Spacer Al al .310 OD x . 252 ID x 1. 92 in. 
Bushing|- Spacer Al al .310 OD x . 252 ID x .410 in. 
Bushing|- Spacer Al al .310 OD x . 252 ID x . 230 in. 
Spacer + Screw & bolt Al al 3/8 OD x .049 x 2-3/32 in. 
Syed | Screw & bolt ΑΙ αἱ 3/8 OD x .049 x 1-27/64 in. 


AN365-1032 
AN960-10 
AN3-4A 
AN3-4A 
AN960-10 
AN365-428 
AN960-416 
AN4-15A 
110-630030 


= 


= 
МЮ B2 BO 2 p> о ом C» 


NAS42-4-51 
FS105D43-2.81 
FS105D54-1. 92 
FS105D54-. 410 
Е5105054-. 230 
NAS43DD4-134 
NAS43DD4-91 

NAS43DD4-58 

NAS43DD4-123 
NAS43DD4-47 


r 4 Screw & bolt Al al 3/8 OD x .049 x 29/32 in. 
г + Screw & bolt Al al 3/8 OD x .049 x 1-59/64 in. 
Spacer 4 Screw & bolt Al al 3/8 OD x .049 x 47/64 in. 


ა >, rrr rr >>>. >>>>>>>»>> OF bP > HUF > > > > > > ti U > > > > > Q t tJ > 
BONO EE. 


ფხა bo κο ხა ხა თ i αν κο ლ αν 


NAS43DD4-102 Spacer + Screw & bolt Al al 3/8 OD x .049 x 1-19/32 in. 
BB128 თასი -| Ball brg (FIN) | 
110-635541 Pedestal Inst1|- Eng conl (See fig. 232 & 234) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 & Subsequent 
IK-441 & Subsequent 


C-119G 51-2662 thru 52-5922 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UNITS| USABLE 


სას [MAJOR ASSEMBLY FUSELAGE ENGINE CONTROLS INSTL (AERO PROD. PROP.) ON 
PART NUMBER I 2 3 4 5 6 (Cont) 


230 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8095 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-8096 & Subsequent 
IK-443 & Subsequent 


C-119G 51-2662 thru 51-8052 
91-8098A thru 51-8168A 


C-119G 51-8053 thru 51-8097 
51-17365 & Subsequent 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 


C-119G 51-8030 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
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Section II 


T.O. 1C-119F-4 


> L 9, 
A «ο 
Gl uem ej 
A 


\ 


Engine Control Pedestal Installation 


a სახლი | 4 


ο Εικ Н sees 


Figure 231. 
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Section Ἡ T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL 
PART NUMBER | 2 3 ს 5 6 


UNITS] USABLE 


*110-635000 Pedestal зї] i conl (See fig. 229) 

110-635001 Pedestal Assy - Eng conl 
ATTACHING PARTS 

AN365-1032 Nat iun locking stl 10-32 

AN525-10-8 Sdre 


- bn hd stl 10-32 x 1/2 in. 
cf 


AN3-4A B ell st] 10-32 x 7/16 in. 

AN960D10 Washer |- "Pa Alal Νο. 10 bolt 

AN960-10 asher|- Plain stl reg ser No. 10 bolt 

FS105D43-. 75 Bushing - $pacer Al al . 25 OD x .190 ID x . 75 in. 
AN525-10-18 Sdrew - Washer hd stl 10-32 x 1-1/8 in. 

164BT2 Actuator (LA) 

110-635030-23 Am - Ped|friction motor 

110-635002 Structural Assy - Ped 

110-635013-10 Cover Assy - Ped front 

110-635036-10 Cable Assy - Eng conl prop reversing (See fig. 390) 
110-635036-30 Cable Assy - Eng conl prop reversing (See fig. 390) 
110-635040-10 C ы; ABsy - Eng conl ped throt (See fig. 390) 
110-635040-30 сы Assy - Eng conl ped throt (See fig. 390) 
105-635011 Chain Assy - Eng conl ped 

АТТА E PARTS 

АМ155-168 B гг l + Trnbkl 

S1809 Chain (LIB) 

18095T აბას (LIB) 
*110-635504-50 Bracket Assy - Ped eng conl aft pulley 

FS105D53-4. 20 Bushing|- Spacer Al al .31 OD x . 190 ID x 4. 20 in. 
AN210-4B Pulley 4 Anti-friction brg conl 

FS105D54-. 188 Bushing|- Spacer А] а] .31 OD x . 252 ID x . 188 in. 
FS105D54-. 156 Bushing - Spacer Al al .31 OD х. 252 ID х. 156 in. 
FS105D54-. 216 БЫ - Spacer Al al .31 Ор x . 252 ID x . 216 in. 
FS105D54-. 426 Bushing - Spacer Al al .31 OD x . 252 ID x . 426 in. 
105-635008-110 Pine; Assy - Eng conl ped 

105-635008-6 Ney - Eng conl ped cable 


110-630594-25 Lóck|- Eng conl cable 

73278 TA Врх - Prop. rev conl (GFAE) (HS) 
110-749006 Panel Assy - Elec sys prop. conl ped (See fig. 238) 
| e Assy - Ped radio conl (See figs. 240 thru 249) 


be|Assy & Instl - Eng conl lower torque (See fig. 251) 


rrr rr rrr rr rrr rrr rr rr p p p p p p p p p p p p p p > рр рр рр рр р >>>>>>> >> 


1 
2 
1 
1 
1 
1 
2 
2 
4 
1 
1 
2 
NP 
2 
12 
2 
6 
2 
2 
2 
1 
1 
2 
1 
NP 
NP 
NP 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 


| Cover Alssy - Eng соп1 реа 

110-635006-50 C λα pond - Ped LH 

110-635006-60 Cover Assy - Ped RH 

110-635006-110 Cóver Assy - Ped aft 

110-635035-50 Support Assy - Ped throt & mix. stop 
110-635058 Pin - Ped throt stop att 
110-635073-10 Support Assy - Ped mix. stop LH 
110-635073-30 Support Assy - Ped mix. stop LH 
110-635073-20 Support Assy - Ped mix. stop RH 
110-635073-40 Support Assy - Ped mix. stop RH 
110-635004 Stop Assy - Ped throt 
110-635073-10 Support Assy - Ped mix. stop LH 
110-635073-30 Support Assy - Ped mix. stop LH 
110-635073-20 Support Assy - Ped mix. stop RH 
110-635073-40 Support Assy - Ped mix. stop RH 
105-635014-39 Rod 4 Eng соп! ped stl 1/4 dia x 14. 10 in. 
105-635014-19 Plate] - Friction adj 

110-749043 Panel A$sy|- Water injection sys elec 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (Cont) 
PART NUMBER | 2 ὃ 4 5 6 


AN3157-3 ght Assy - Press to test indicator (Green) 
AN3121-313 
A3775~2-327 
AN3021-2 
110-749042 


UN I TS] USABLE 


= = М ჯუ 
> > > > > 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


oou OORE 


6700 


Engine Control Pedestal Installation (Aero Prod. Prop) 


Figure 232. 


Revised 1 October 1958 


834 


INDEX 
NUMBER 


PART NUMBER 


*110-635541 
110-635500-41 
110-635500 
110-635500-31 
110-635500-61 


AN365-1032 
AN960-10 
AN960D10 
AN525-10-8 
AN525-10-18 
F8105D43-.75 
AN3-4A 
AN365-1032 
AN960D10 


*110-635002 
110-635013-10 
110-635040-10 
110-635040-30 
105-635011 
S1809 
ΑΝΙ55-165 
AN3306-1 

*110-635504 

*110-635504-110 
FS105D53-4. 20 
AN210-4B 
FS105D54-.188 
FS105D54-. 156 
FS105D54-. 216 
FS105D54-. 426 

*110-751005 

*110-635501 

110-635506 

110-635506-90 


110-635506-190 
110-635506-10 
110-635506-210 
110-635506-20 
110-635506-230 
110-635058-3 
110-635559-21 
110-635545-23 
110-635542-21 
110-635542-22 
110-635074-23 
110-635074-24 
110-635506-3 
110-635613-1 
110-749044-11 
110-749044-7 
110-749044-3 
A-4255A 
B-4235A 
110-635601-3 
BZ~-2RQ1T04 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & LGROUP FUSELAGE 


MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (AERO, PROD. PROP. 


sher T 
rew -| W. 


Pane 


ре |As 
ήν Α 
σα 


shie 


sher | - 


Bush 


PIA 


L 
La 


Light 
Light 


witch - 


- Eng conl (See fig. 229 & 230) 

ssy - Eng conl 

Aer dos] 
1 Assy - Eng conl 

destal Als] 


apa PARTS 
+ Self e stl 10-32 


Ja 
- Plain ΑΙ al reg ser No. 10 bolt 
sher hd stl 10-32 x 1/2 in. 
y -| Washer hd stl 10-32 x 1-1/8 in. 
ing - Spacer Al al . 250 OD x . 190 ID x . 750 in. 
Bolt l- nie 
48 


Bushing 


Micro 


- Eng conl 


- Eng conl 


n stl reg ser No. 10 bolt 


st] 10-32 x 7/16 in. 
N I uk stl 10-32 
ае - Plain ΑΙ al reg ser No. 10 bolt 
Structunal Assy - Ped 
ცია 251 - Ped front 
8 


- Eng conl ped throt (See fig. 390) 


sy - Eng conl ped throt (See fig. 390) 
ri - Eng conl ped 


(LIB) 
Trnbkl 


rrel + 
მახა. - 10 amp dpdt connector mtg sealed 
et| Assy - Ped eng conl aft pulley 
Bryacket|Assy - Ped eng conl aft pulley 
~ Spacer Al al .310 OD x .190 ID x 4. 20 in. 
P ii 4 Anti-friction brg coni 
ng|- Spacer Al al .310 OD x . 252 ID x .188 in. 
Bushing|- Spacer Al al .310 OD x . 252 ID x .156 in. 
mE - Spacer Al al .310 OD x . 252 ID x . 216 in. 
ng|- Spacer Al al .310 OD x . 252 ID x . 426 in. 
Agsy| - Ped radio conl (See fig. 240, 246 & 250) 
Inst - Eng conl lower torque (See fig. 252) 
sy - Eng conl ped 
ver ar - Eng conl ped (Use for spares in lieu of part No. 


35506) 


sy - Eng conl ped 


АБву - Eng conl ped fwd 
AL - Eng conl ped fwd 
Assy - Eng conl ped fwd 


Cover Assy - Eng conl ped aft 
Pin -|Ped throt stop attaching 
Support - Ped mix & throt Stop RH 
sn 
Supp 
port - Ped prop. conl stop RH 
Support - Ped mix. & throt stop LH 
Support - Ped mix. & throt stop RH 
Decal|- Ped eng conl 
იარ. - Prop. conl act. lever 
a I“. - Red light inst 

p| Assy (Made from GMC part No. A4255A -2) 
Shield - Light 


Ped throt 
rt - Ped prop. conlstop LH 


SBy Red Inst (GMC) 
sgy - Ultra-violet (GMC) 
Prop. conl act. lever 


Ne + БА Reet πὲ ON) E πὶ ON) ко рш πὶ to = μὲ πὲ ра paa -unon 


mou» 
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Section II 
Group Assembly Parts List 


UN | TS | USABLE 
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Section II 
Group Assembly Parts List 


FIGURE & 


836 


INDEX 
NUMBER 


NAS428-3-10 
AN315-3R 

110-635603-1 
110-635603-2 


AN365-1032 
AN960- 10 
AN960-10L 
AN23-36A 
FS106A-53-178 


110-635602-3 
110-635604-1 
110-635608-21 


AN393-11 
110-635609-21 
105-635014-39 
NAS43DD4-426 
NAS43DD4-418 
105-635014-19 
110-749085-11 
110-749084-41 
AN3502-2B 
AN3157-3 
AN3140-327 
AN3121-313 
AN3021-2 
110-749084-11 
110-749084-31 
110-749084-15 
110-749084-7 
110-749084-17 
110-749084-9 
*110-630619-1 
NAS43DD4- 184 


Т.О. 1C-119F -4/NAVAER 01-115CCB-4 


TÉ 


LE O 


GROUP FUSELAGE 


MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (AERO. PROD. PROP) (cont) 


dj crowned hex hd 10-32 x 1.00 in. 


TS 


kr Prop. conl sw act. 
ocking stl 10-32 


- Plain stl reg ser No. 10 bolt 
- Plain stl light ser No. 10 bolt 


levis 10-32 x 2-9/32 in. 
Bana 


- Throt reverse 
-|Throt reverse 
ARTS 


i conl throt lift 


Throt reverse 


+ Flat hd οἱ! 3/16 dia x 25/64 in. 
ack - 
g conl ped 1/4 OD x 14. 10 in. 

Screw & bolt Al al 3/8 OD x . 049 x 6-21/32 in. 


Serew & bolt Al al 3/8 OD x .049 x 6-17/32 in. 


riction adj 


sy 


Assy 


- Water injection sys elec 
- Water injection sys elec 


Assy - Press to test indicator (Green) 


-|T-3-1/4 bulb sc mini bay. base (Clear) 


h + One hole mtg single pole toggle 


- Water injection elec sys ped 


-[Water injection elec sys ped 


anel - Water injection elec sys ped 
anel - Water injection elec sys ped 
пећ -|Water injection elec sys ped 


- Water injection elec sys ped 
stl - Ped co-pilots throt lever safety 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


acer L Screw & bolt Al al 3/8 OD x .049 x 2-7/8 in. 


У оп figure 234) 


SERIAL NUMBERS 


51-2662 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5888 
52-6000 thru 52-6035 


51-8053 thru 51-8097 
51-17365 thru 53-7859 
53-8069 thru 53-8156 
IK-441 thru IK-449 


53-7860 thru 53-7873 
IK-450 thru IK-459 


UNITS] USABLE 
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FIGURE & LGROUP FUSE LAGE 
MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (AERO. PROD. PROP. ооо ннан 


INDEX 
NUMBER 


PART NUMBER ειο«ᾱὓΐὂύυ სას = ვ ს 5 6 


L 
F 
G 
H 
J 
K 
L 
ο 
Ῥ 
Q 
5 
L 
U 
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MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


Section II 
Group Assembly Parts List 


UNI TS] USABLE 


SERIAL NUMBERS 


53-7874 thru 53-7884 
IK-460 & Subsequent 


51-2662 thru 53-7859 
53-8069 thru 53-8156 
IK-450 thru IK-453 


51-2662 thru 53-7873 
53-8069 thru 53-8156 
IK-441 thru IK-459 


53-7874 thru 53-7884 
IK-460 & Subsequent 


51-8053 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6035 


52-5889 thru 53-7859 
53-8069 & Subsequent 
IK-441 thru IK-449 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
53-7860 thru 53-7884 
IK-450 & Subsequent 


51~2662 & Subsequent 
IK-450 & Subsequent 


52-5889 thru 52-5954 
52-6036 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-455 


53-7864 thru 53-7884 
IK-456 & Subsequent 


51-2662 thru 52-5954 
52-6016 thru 53-7863 
IK-441 thru IK-455 


52-5889 thru 52-5911 
52-6036 thru 52-6047 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
52-5889 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-455 


IK-441 thru IK-449 


836A 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UN I TS] USABLE 
Ms MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (AERO. PROD. PROB )(Cont.) Д 


nere isase Cd 


IMODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 


* Acft without p sedan gages for water injection system 


** Acft with press Е! ШЫ for water injection system 
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Fa" 
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Figure 233. Engine Control Pedestal Installation 
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F 
«o со -ᾱ Ον сл нь ο) м = 


-14A 


-15 


-16 
-17 
-18 
-19 
-20 
-21 


-22 
-22A 


-22B 


-22C 
-22D 


-22E 


*110-635000 
110-635001 
105-635014-29 
110-635039 
AL481 
AL482 
AL483 
105-6350 14-27 
105-635014-35 
110-63505 2-510 
110-635052-530 
110-635053-370 
110-635053-390 
110-635047-3 
110-635046-3 


110-6350 29-13 


110-6350 29-31 


AN507-632-8 
AN507-632R16 


110-635029-17 
110-635029-15 
110-6350 29-17 
2021D29743 
110-635012 
110-635051 
110-635045-7 
110-635045-11 
AN3021-7 


110-630594-25 
110-63505 2-130 


110-63505 2-150 


110-635048 
110-6350 15-90 


110-6350 15-210 


110-635015-110 
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| 


TACHING 


T.O. 1C-119F-4 


(Соп pa from figure 231) 


Instl| - Eng conl (See fig. 229) 

tal АБѕу - Eng conl 

r + Eng conl ped 

Eng conl shaft locking 

tor Assy - Elev (LH) (BC) (See fig. 236) 
Assy - Elev (RH) (BC) (See fig. 237) 
Assy - Torque tube (BC) 

Eng conl ped 

s ped anchor 


SSy - Pilot's ped throt 
SSy - Pilot's ped throt 
ssy - Co-pilot's ped throt 
4 - Co-pilot's ped throt 
ng conl throt arm 
ng conl ped throt (Use on part Νο. 110-635052-530 
& 110-635053-370) 
Pin 4 Eng conl throt (Use on part No. 110-635052-510 & 
- 830) 
Pin | 2. conl throt (Use on part No. 110-635052-90 & 
10) 
"нот: Use for spares їп lieu of part Мо. 110-635029-13 
ARTS 


Srey - Mach flat hd 100° stl 6-32 x 1/2 in. 
Screw -| Mach flat recessed hd stl 6-32 x 1.00 in. 


Pin 4 Eng conl throt (Use on part No. 110-635052-510 & 
~§30) 

Pin + conl throt (Use on part No. 110-635053-370 & 
90) 

Pi RS conl throt (Use on part No. 110-635053-370 & 
90) 

ing 4 Eng conl throt (Use on part No. 110-635052-510 
& |-530) 

Ped throt spring (Use on part No. 110-635052-510 
& - 530) 
A 


ob 
Plate 


sy - Eng соп] throt & friction sw 

Eng conl throt (Use on part No. 110-635052-510) 

- Eng conl throt (Use on part No. 110-635053-390) 
One hole mtg single pole toggle (Use on part No. 
0-635052-510 & 110-635053-390) 

ng conl cable 

Assy - Pilot's ped throt (Use on part No. 110-635052 
10) 

SSy - Pilot's ped throt (Use on part No. 
110-635052-530) 

ver - Pilots ped throt 

Pulley Assy - Ped throt (Use on part No. 110-635052 
-130) 

Pulley Assy - Ped throt (Use on part No. 110-635052 
-130) 

“ANOTE: Use for spares in lieu of part No. 110-635015 
-90 

Pulley Assy - Ped throt (Use on part No. 110-635052 
-150) 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


105-635014-28 
105-635009 
110-635038 
REB3N 
AN316-4R 
110-635017-1 
110-635017-2 
105-635014-7 
110-635044-10 
110-635044-20 
110-635044-3 
105-635014-21 
105-635014-22 
110-635018-150 
105-635014-15 
105-635014-16 
110-630594-25 
105-635014-31 
110-635064 


AN365-1032 
AN960-10L 


T.O. 1C-119F-4 


g 
Ais gc 
ssy 4 En 


GROUP FUSELAGE 


conl ped spring 


onl ped friction 
6 conl ped friction push 


aring|- Rod end (FAF) 
Nut jn check stl 1/4-28 R thd 


UNITS] USABLE 


MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL (Cont) pe 
ΕΠΗ μμ | 
110-635015-270 Pulley Assy - Ped throt (Use on part No. 110-635052 
~150) XX 
*"NQTE: Use for spares in lieu of part No. 110-635015 
-110 
110-635053-130 Pulley Assy - Co-pilot's ped throt (Use on part No. 
110-635053-90) 1 Α 
110-635053-150 η Assy - Co-pilot's ped throt (Use on part No. 
110-635053-110) 1 A 
110-635049 Lever - Co-pilot's ped throt 1 A 
110-635015-90 e 1 A 
105-635014-35 14 A 
110-635011-7 3 A 
110-6350 20-250 1 Α 
110-6350 20-270 1 A 
110-630594- 25 1 A 
NAS121R125 onl 1 іп. spher 1 A 
FS2701-50-, 064 sc|- Al al 2 A 
110-6350 20-3 Waster |- Eng conl ped mix. pulley 2 A 
110-635019-21 m ABS - Eng conl mix. 1 Α 
849 Spring + Eng 0001 mix. latch (SPC) 1 A 
110-6350 20-210 Pulley ssy - Eng conl ped mix. (Use on part No. 
110-635020-170) 1 A 
110-6350 20-230 ული Assy - Eng conl ped mix. (Use on part No. 
110-635020-190) A 
110-635034 Аўт |- Eng conl ped mix. Α 
110-635015-90 Pulldy Assy - Ped mix. A 
110-635015-210 P ο. - Ped mix. XX 
IINOTE: Use for spares in lieu of part No. 
110-635015-90 
EYLC2844 саа ~|Throt stop (BCC) 
116-635041 Bracket) Agsy - Throt stop motor 
110-635041-3 B i Азу - Throt stop motor 
110-635011-11 Spac Í Ehe con] ped pulley 
n 


BA A RA ка ка ка πὶ κα ο ο RA ο ο ο ка κα κα 
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Nut Assy -| Eng conl ped friction LH 
N x -|Eng conl ped friction RH 
A m- riction nut 
Sdre ssy - Eng conl ped friction LH 
Sdrew 4957 - Eng conl ped friction RH 
Акт |- Friction adj 
Screw (Use on part No. 110-635044-20) 
Serey (Use on part No. 110-635044-10) 
Pulley Assy - Eng conl prop. sync 
Knob| - Prop. sync 
obi - Prop. sync 
Lick - Eng conl cable 
be| - Eng conl ped 
Rod As Eng conl throt push 
C це PA TS 
Nut + Self locking stl 10-32 
w ae - Plain stl light ser No. 10 bolt 


840 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


FIGURE 4 GROUP FUSELAGE UNITS] USABLE 
ON 
NUMBER [MAJOR ASSEMBLY ENGINE CON TROL PEDESTAL INSTL (Cont) FOE 
PART NUMBER 12 3 4 5 6 
110-635066 Pin 1 Big conl throt push rod 1 A 
110-635065-5 Атт |- ВЕ conl throt push rod 1 А 
FS105S76~-. 69 shing| - Spacer stl .44 OD x .377 ID x . 69 in. 1 A 
110-635067-3 ing 4 Eng conl throt push rod 1 A 
subsequent acft see fig. 234) 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
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Section H T.O. 1C-119F-4 


Figure 234. Engine Control Pedestal Installation (Aero Prod. Prop) 
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FIGURE & | GROUP FUSELAGE 


INDEX 


T.O. 1C-119F-4 


NUMBER [MAJOR ASSEMBLY ENGINE CONTROL PEDESTAL INSTL - AERO PROD. PROP. 


PART NUMBER 


234 *110-635541 
110-635500-41 
110-635500 
110-635500-31 
110-635500-61 

- 1 AL481 
- 2 110-635039 
- 3 110-635524-13 
- 4 AL483 
- 5 110-635524-15 
- 6 105-635014-35 
- 7 110-635511-310 
110-635511-330 
110-635511-270 
- 8 110-635047-3 
- 9 110-635611-3 
110-635612-3 
-10 110-635029-17 
-11 2021029743 
-12 110-635012 
-13 110-635521-20 
110-635558-20 
-14 110-635522 
-15 110-635537 
-16 110-635538 
-17 110-635047-7 
-18 AN3021-7 
-19 110-630594-25 
-20 110-635513-390 
110-635513-350 
-21 FS2701-. 50-. 064 
AN960-6 
-22 110-635019-21 
110-635019-10 
-23 #849 
#FS2901-1 
-24 NAS121R125 
-25 110-630594-25 
-26 110-635524-3 
-27 110-635512-330 
110-635512-290 
-28 110-635047-5 
-29 110-635046-5 
-30 110-635611-3 
110-635612-3 
-31 110-635029-17 
-32 2021D29743 
-33 110-635012 
-34 110-635521-10 
110-635558-10 
-35 110-630594-25 
-36 110-635524-5 
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12 3 4 5 6 


estal Agsy 
estal Assy 
d tal Assy 


Indicator Α 
Pin - Eng 


Spacer - Е 
Arm ng 
Pulley Ass 
Pulley Ass 
Pulley Ass 
Pie 


Rolle 


Pih -|E 
Spring - 


Knob lAs 
Knob |As 


Knob 
Knob 


Switc 


Pulle 

pi 
Washer 
Latch - 


Latch - 
Spring 


ing 


Plate - 
Plate - 


Pin 4 Pil 


Knob! A 
Lock| - 


(Continued from Figure 232) 


Pih -| ре 


Pin η En 
Spring -4 Pilot's ped throt (MA) 
Pin 4 Ped throt spring 

Knob| Assy - Eng соп1 throt (For breakdown see index No. 


- Eng conl (See fig. 230) 
- Eng conl 
- Eng conl 


"pdt Instl |- Eng conl (See fig. 229 & 230) 


Pedestal Mr Eng conl 


sy - Elev (LH) (BC) (See fig. 236) 
onl ped shaft locking 


Spacer – Eng conl ped 
Coupling =>. - Torque tube (BC) 


თ 0001 ped 
conl ped anchor 
- Eng conl ped pilot's L throt 
- Eng conl ped pilot's L throt 
- Eng conl ped pilot's L throt 
ng conl ped throt lever 
Pilot's throt lever guide 


g conl throt 

Pilot's ped throt (MA) 

d throt spring 

By - Eng conl throt 

sy - Eng conl throt molded (Use for spares in 


ED = zig eo throt levers guide roller 


lidu of part No, 110-635521-20) 


- Eng conl throt half 
- Eng conl throt half 
- Eng conl throt knob 


Plate 
рше. Eng conl ped throt friction sw 


One hole mtg single pole toggle 


Lgck|- Eng conl cable grooved 
Pulley Assy - Eng conl ped mix. 
y Assy - Eng conl ped mix, 

ο - Al al 1⁄2 OD x. 064 in. 


- Plain stl reg ser No. 6 bolt 
Eng conl ped mix. 

Eng conl ped mix, 

Eng conl ped mix. latch (SPC) 
Conl 


Кцор |- 1.00 in. spherical red conl 
Lóck|- Eng conl cable grooved 
те conl ped 


- Eng conl ped pilot's throt 


ng conl ped throt lever 
ng conl ped throt lever 


lley Ass 
lley ΞΕ - Eng conl ped mix. 


Roller η! Pilot's throt lever guide 


lot's throt levers guide roller 
g conl throt 


thru 16) 
Sy - Eng conl throt (Use for spares in lieu of 


IE No. 110-635521-10) 


ng conl cable grooved 


Spacer + Eng conl ped 


Section Ἡ 
Group Assembly Parts List 


UNITS] USABLE 
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Section II 


Group Assembly Parts List 


FIGURE & 


INDEX 
NUMBER 


234-37 


844 


-38 


-39 
-40 
-41 
-42 
-43 
-44 
-45 
-46 
-47 
-48 
-49 
-50 


-51 


-52 


-54 


GROUP FUSELAGE 


ENGINE CONTROL PEDESTAL INSTL - AERO PROD. PROP. (Cont. ) 


MAJOR ASSEMBLY 
PART NUMBER 


110-635510-310 
110-635510-230 
FS2701-, 50-. 064 
AN960-6 
110-635019-21 
849 
110-635509-21 
110-635509-23 
110-630594-25 
110-635524-7 
105-635014-28 
105-635009 
110-635535-1 
110-635534 
110-635017-3 
105-635014-31 
*110-635555 
110-635544-30 


AN393-11 
AN960-10L 
AN960-10L 


AN665-21R 
*110-635553-31 

110-635605-21 

110-635551-3 


AN365-1032 
AN960-10L 
AN23-15A 


NAS43-6-32 
110-635553-3 
AN486-3 
NAS356- 63-11. 56 
EYLC2844 


AN501A10-5 


#Alternate Parts 


USA 


"T T 9 PA 


ATTACH 


Disc + A 


E 
Eng 


Nut - a 
08 


Washer 


et 


Arm 


| S 
t 
Clevis 4 
Tube 
Actuato 
ING PA 


Screw - 
i 


| 


LE ON 


Washer [ 


T.O. 1C-119F-4 


Pulley Assy - Eng conl ped prop. 
Pulley Assy - Eng conl ped prop, 


i αἱ 1/2 OD x. 064 in. 


Washer + Plain stl reg ser No. 6 bolt 

Latch - Eng conl ped mix, 

saad - Eng conl ped mix. latch (SPC) 
ob – Eng conl ped prop. 

ne conl ped prop. 


ng conl cable 
g conl ped 
onl ped spring 


Eng conl ped friction conl 
Eng conl ped friction (LH) 


ng conl ped friction 
£ conl ped friction (LH) 
conl ped 


sy. & Inst] - Eng conl ped throt stop 


TS 


Flat hd stl 
Plain stl light ser No. 10 bolt 
Plain stl light ser Νο, 10 bolt 


| Termina] - Tie rod 
Assy - Eng conl ped throt stop mech 

Arm - Eng coni throt stop latch 

+ Eng conl ped throt stop mech (Male) 

RTS 


Self locking sti 10-32 


Nit - 
Wishbr - Plain stl light ser No. 10 bolt 
Blt + Clevis stl 10-32 x 31/32 in. 


acer - Screw & bolt stl 1/2 OD х. 049 x 1/2 in. 
- Eng conl ped throt stop mech 


Rod end adjusting 


Assy - Conl 3/8 OD x . 035 x 11. 56 


(BCC) 
TS 


(Continued on Figure 235) 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


- Eng conl throt stop push 


Mach drid fil h stl 10-32 x 5/16 in. 4 


UN ITS] USABLE 


1 
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2 
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1 
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1 
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SERIAL NUMBERS 


51-2662 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51+8052 
51-8098A thru 51-8168A 


51-8053 thru 51-8097 
51-17365 thru 53-7859 
53-8069 thru 53-8156 
IK-441 thru IK-449 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


NUMBER | MAJOR. ASSEMBLY ENGINE CONTROL PEDESTAL INSTL - AERO PROD. PROF. (Cont, 
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PART NUMBER i 2 3 4 5 6 


USABLE ON 
CODE 


D 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


SERIAL NUMBERS 


53-7860 thru 53-7873 
IK-450 thru IK-459 


53-7814 thru 53-7884 
IK-460 and Subsequent 


51-17365 thru 51-17367 
52-6000 thru 52-6011 


51-8053 thru 51-8063 
52-6012 thru 52-6023 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


51-17365 thru 51-17367 
51-8053 thru 51-8063 
52-6000 thru 52-6023 


51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-2662 thru 51-8097 
52-5840 thru 52-5954 
52-6004 апа Subsequent 
IK-441 and Subsequent 


IK-441 thru IK-449 


51-2662 and Subsequent 
IK-450 and Subsequent 


51-2662 thru 51-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


UNITS] USABLE 


845 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 
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T.O. 1C-119F-4 Section II 


33 — di a 


35 D 


Figure 235. Pedestal Installation - Engine Control (Aero Prod. Prop) 
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Section II 


Group Assembly Parts List 


NUMBER 


848 


FUSELAGE 
MAJOR_ASSEMBLY ENGINE CONTROL - PEDESTAL INSTL AERO PROD PROP 


PART NUMBER 


*110-635541 
110-635500 
AL482 


110-635582-3 
110-635524-15 
105-635014-35 
110-635520-330 
110-625520-370 


110-635520-270 
110-635047-3 
110-635029-17 
110-635521-20 
110-635558-20 


110-635522 
110-635537 
110-635538 


110-635045-11 


AN3021-7 


110-630594-25 
110-635524-11 
110-635513-310 
110-635513-230 
FS2701-.50-.064 


AN960-6 


110-635019-21 


849 
NAS121R125 


110-630594-25 
110-635524-3 
110-635520-310 
110-635520-350 
110-625520-250 
110-635047-3 
110-635046-3 
110-635029-17 
110-635521-10 
110-635558-10 


110-625522 
110-635537 
110-635538 


110-630594-25 
110-635524-5 
110-635510-290 
110-635510-210 
FS2'101-.50-.064 


AN960-6 


849 


105-635009 


Pill 


110-635019-21 


110-635509-21 
110-635509-23 
110-630594-25 
110-635524-7 

105-635014-28 


ontinued from fig. 234) 


Т.О. 1C-119F-4 


ng conl (See fig.230) 


Assy|- Eng conl 

tor Assy - Elev (RH) (See fig. 237) 

tof sy - Elev (RH) (Make from BC part No. А1482) 
4 ЕМ conl ped 


conl ped anchor 


Spac 
Am - Hng 
P IV Ass) - Eng coni ped co-pilot’s throt 


of part No. 110-625520-330) 


Assy - Eng conl ped co-pilot's throt 
te| - Eng conl ped throt lever 

-| Eng conl throt 

b y - Eng conl throt 

Knob Assy - Eng throt molded 


ор|- Eng conl throt half 
ob|- Eng conl throt half 


Plate|- Eng conl throt knob 

te| - Eng conl ped throt friction sw 
Switch – One hole mtg single pole toggle 
Ck|- Eng conl cable grooved 

r 4 Eng conl ped 

Š Assy - Eng conl ped mix. 


sy - Eng conl ped mix. 
al 1/2 OD x .064 in. 


sher - Plain stl reg ser No. 6 bolt 


ng conl ped mix. 
-| Eng conl ped mix. latch (SPC) 
- 1.00 in. spher rod conl 
ing conl cable grooved 
g conl cable 


Assy ~ Eng conl ped co-pilot’s throt 
- Eng conl ped co-pilot's throt 
Assy - Eng conl ped co-pilot's throt 


te| - Eng conl ped throt lever 


- Eng conl ped throt lever 
Eng conl throt 
Assy - Eng conl throt 


Knob Assy - Eng conl throt molded 
Krob 


- Eng conl throt half 


Knob|- Eng conl throt half 


pie - Eng conl throt knob 
- Eng conl cable grooved 
Eng conl ped 

| - Eng conl реа 

- Eng conl ped 

Al al 1/2 OD x .064 in. : 
Plain stl reg ser No. 6 bolt 
- Eng conl ped mix. 
-| Eng conl ped mix. latch (SPC) 
~ Eng conl ped prop. 
- Eng conl ped prop. 
- ү conl cable 

Eng conl ped 
onl ped spring 
Eng conl ped friction conl 


- Eng conl ped co-pilot's throt (Use for Spares 


UNITS) USABLE 
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Revised 15 January 1956. 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


MAJOR ASSEMBLY ENGINE CONTROL - PEDESTAL INSTL (AERO PROD PROD) (cont 
PART NUMBER | 2 3 ს 5 6 


110-635535-2 


Nut ч Абву - Eng conl ped friction 


110-635534 ml- Eng conl ped friction 
110-635017-4 Nut 4 Eng con) ped friction 
110-635525 Sdrew (> - Eng conl ped friction 
110-635526-3 Sdrew - Eng conl ped friction 


110-635526-4 
110-635536 
110-635038 


Sdrew -| Eng conl ped friction 
ας - RE: conl ped friction adj 


Eng conl ped friction 
TS 


V C 


AN310-3 Nut ἡ ΑΦ castle 10-32 

AN960-10 Washer |- fiam stl reg ser No. 10 bolt 
AN3-10 Bolt + Acti stl 10-32 x 1-1/32 in. 
AN310-3 Nut ἡ ΑΦΗ stl castellated airframe 10-32 
AN960-3 Waster |- Plain stl reg ser No. 3 bolt 
AN3-35 Bolt | Acft| stl 10-32 x 3-21/32 in. 


REB3N 
110-635030-23 


il Bear ng - Rod end (FAF) 
m|- Ped friction motor 


ATTACHING τ 


AN365D428 
AN960A416 
ANADD35A 


Nut 4 Self locking Al αἱ 1/4-28 
P ет |- Plain Al al reg ser 1/4 in. bolt 
lt οὐ Al al 1/4-28 x 3-21/32 in. 


Actuato ala 

ATTAC mG TS 
Self locking stl 1/4-28 

Bait A Plain stl reg ser 1/4 in. bolt 


It - Acft| stl 1/4-28 x 2-17/32 in. 


164BT2 


AN365-428 
AN960-416 
AN4-24A 


>>> > >>> >> PPP PrP >> > > > > > > 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8053 thru 51-8097 
51-17365 and Subsequent 


IK-441 and Subsequent 


B C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G 51-8053 thru 51-8063 
| 52-6012 thru 52-6023 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 


IK-441 and Subsequent 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 


IK-441 and Subsequent 


51-17365 thru 51-17367 
51-8053 thru 51-8063 
52-6000 thru 52-6023 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY ENGINE CONTROL - PEDESTAL INSTL (AERO PROD PROP) (Cont. 
μμ. 2>ი""""”"'),)'" 


235 MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6003 
| C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 


850 Revised 15 February 1957 


UN I TS] USABLE 


T.O. 1C-119F-4 Section II 


15 14 16 15 19 
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6769 


Figure 236. Indicator Assembly - Elevator 


851 


Section H 


Group Assembly Parts List 


852 


AL641 


AN526-1032R8 
AL531 


AN364-428 
4118-6-4 


AL568 
AL476 
AL519 


AN364-428 
AL489 
4718-6-2 
AL530 
AL493 
AN960-616L 


AL495 


5133-12 
AL492 


5000-112 
AL512 
S5R-P 
WA520 
AL515 
AL514 
AL486 
AL496 


AL488 
5133-12 


AL491 
4587-4-1900 
4587-4-2908 
AL494-1 
AL494-2 
4715 -8-1 


AN320-2 
AN22-12 


5000-112 
S5R-P 
5100-50 
AL516 
AL514 
AL529 
AL487 


ЕГ 


Idle 


ar 


T.O. 1C-119F-4 


CI (BC) 


ew - [Trüss| hd 10-32 x 1/2 in. 
| па (ВС) 

TS 

ing thin 1/4 x 28 


nd wheel (BC) 


hd (BC) 


– Elev indicator (BC) 
ARTS 

locking thin 1/4 x 28 
idl mtg (BC) 


ain stl light ser 3/8 in. bolt 


y L Idler (BC) 


(BC) 


Retainer (WKI) (BC part No. Y1065-2-112) 


(BC) 


Bearing - Ball (NH) (BC part No. 4508-11) 


is (BC) 
r et drive 19. 00 in. lg (BC) 


castle 

Clevis sh 1/2 x 25/32 in. lg 
ოო. (WKI) (BC part No. Y1065-2-112) 
all (NH) (BC part No. 4508-11) 
Retainer (WKI) (BC part No. Y1065-1-50) 
brdeke 


t drive (BC) 
) 


(B 
ტის L Idler (BC) 


sprocket (BC) 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS} USABLE 
ON 


CODE 
PART NUMBER 
ფლა ARTS 
5103-18 Ring + варе (VIII (ВС рагі №. Ү1065-3-18) 2| All 
*AL497 Idler Assy + Tension (BC) NP | All 
AN364-624 Nut - Self locking 3/8 x 24 1| All 
AL508 Bled - Idler take up (BC) 1} All 
AL490 1 Housing |- Mer sprocket (BC) 1| All 
АТТ მინ. 18 
AN501A10-8 crew - Fillh mach 2| All 
4118-6-3 Washer (BC) 1 | АП 
4788-1-3 Miss თო 1i АП 
AL499 Pioneer T sprocket (BC) 1 | All 
AL513 Pin - Idler sprocket (BC) 1] All 
AL501 Sprocket) Assy - Tab conl idler (BC) 1) All 
AL527 Housing Авву + Indicator (LH) (BO) 1 | АП 


853 


T.O. 1C-119F-4 


Section II 


- Elevator 


Figure 237. Indicator Assembly 


854 


FIGURE ἆ 
INDEX 
NUMBER 


-15 


-16 
-17 
-18 
-19 
-20 
-21 
-22 


GROUP _ FUSELAGE 


MAJOR ASSEMBLY 


PART NUMBER 12 3 ს 5 6 


T.O. 1C-119F-4 


INDICATOR ASSY - ELEV 


AL482 Indicator Assy -|Elev (RH) (See fig. 233 & 235) 
AL641 Cover - Wheel (BO) 
ATTACHING PARTS 
AN526-1032R8 Screw - Tush hà 10-32 x 1/2 in. 
AL531 e кзы - Hand (ВС) 
АТТ СИТ G PARTS 
AN364-428 Nut 4 Self penus thin 1/4 x 28 
4718-6-4 Washer (ВС) 
AL568 Grip |- Hand wheel (BC) 
А1416 Wheel -j Hand (BC) 
AL519-1 Dial Assy + elev indicator (BC) 
ATT CHING PARTS 
AN364-428 Nut - Self locking thin 1/4 x 28 
AL489 Screw -! Dial mtg (BC) 
4718-6-2 Washer pr 
AL530 Spacer 1 Dial (BC) 
AL493 Whetler - Spring (BC) 
AN960-616L Washer |- νὰ stl light ser 3/8 in. bolt 
AL495 ene Assy |- Idler (BC) 
ATTACHI PARTS 
5133-12 Ring l- Retdiner (WKI) (BC part No. Y1065-4-12) 
AL492 მიხ - Idler (BC) 
5000-112 Ring - Heroin r (WKD (BC part No. Y1065-2-112) 
AL512 Spacer + Brg (BC) | 
S5R-P ῬΒθατίηρ|- Ball (NH) (BC part No. 4508-11) 
AL532 Spacer + Drive shaft (BC) 
WA520 Ring |- де ingr (NL) (BC part No. Y1095-1-6) 
AL515 Shpft|- Sprocket drive (BC) 
AL526 Housing | Assy - Indicator (BC) 


1 
1 
1 
1 
1 
1 


кез МӘ HIN ке p> 


Section II 
Group Assembly Parts List 


ON 
CODE 


All 
All 


All 


All 


All 
All 


All 
All 
All 


All 
All 
All 
All 
All 
All 


All 


All 
All 


All 
All 
All 
All 
All 
All 
All 


UN I TS| USABLE 
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Panel Assembly - Electrical System Propeller Control Pedestal 


Figure 238. 


856 


FIGURE & LGROUP FUSELAGE 


INDEX 
NUMBER MAJOR ASSEMBLY 


PART NUMBER 


238 *110-749006 

- 1 #3775-2-327 

- 2 AN507-632-6 

- 3 67369-4 

- 4 AN3121-313 

- 5 66411 

- 6 AN507-632-6 

- 7 AN3023-1 

- 8 AN515-6-10 

- 9 71496 

-10 110-749005-30 
-11 110-749005-15 
-12 110-749005-7 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


PANEL ASSY - ELEC SYS PROP. CONL PED 


AT 


AT 


AT 


| 
1 
I 


USAHLE ON 


TACHING PA 
Serew – 100° 


Lamp -|T 
Switch + R 
TACHING PA 
Sere 100° 


TACHING 
Serew - Б 


А 
h 


B 

Рапе1 Assy - 
Panel - Elec 
pl 


CODE 


Al 


Panel Assy - Eléc sys prop. conl ped (See fig. 231) 
Light Type A+10 (Spec 32581-A) (GMC) 


TS 
flat hd mach stl 6-32 x 3/8 in. 


3-1/4 bulb sc mini bay. base (Clear 


Light - РЭЙ (Amber) (HS) (GFAE) 
M conl (HS) (GFAE) 


TS 
flat hd mach stl 6-32 x 3/8 in. 


TS 
mach stl 6-32 x 5/8 in. 


1 
Spitin 1 pm hole mtg double pole toggle 


фп + Resync (HS) (GFAE) 


Elec sys prop. conl ped 
Sys ped center plastic 


atë - Elec sys prop. conl 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 


> > 


Pp > > > > > >>> > 


UN1TS| USABLE 


857 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section Ἡ 
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© 


Pedestal Radio Control Panel Installation 


Figure 239. 


Revised 1 April 1958 


858 


T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS] USABLE 
МАЕ [MAJOR ASSEMBLY  ΡΕΡ RADIO CONTROL PANEL INSTL $557. licens 
PART NUMBER | 2 3 4 5 6 


*110-751005 - ч radio conl (See fig. 231 & 232) All | 
110-756018 Aft] end ped A 
ING PARTS 
AN515-8-8 ο იძ mach stl 8-32 x 1⁄2 in. A 
110-759030 sy adio conl ped 1 F 
110-759047 Assy adio conl ped 1 G 
110-759047-50 adio conl ped 1 H 
110-749048 - Elec sys ped 1 J 
110-749043-30 - Elec sys ped 1 K 
110-746006 Assy - Wing flap ped conl 1 A 
110-746006-7 » Wing flap lever 1 A 
105-749003 - Elec sys ped flap sw 1 A 
105-749002 lec sys ped flap sw 1 Α 
AN3234-1 Class E limit 2 A 
JV1 - Sw (MCS) 2 A 
110-747009 lAssy - Ped wing flap conl sw 1 A 
A3775-2-327 Type A-10 (GMC) 5 A 
45A'1400-2 4 A 
AN3021-1 2 A 
AN3021-2 One hole mtg single pole toggle 2 A 
110-749048 -7 г Elec sys ped panel sw (Make from part No. 
3028-1) 1 A 
110-749048-11 cupid Ee sys ped panel sw (Make from part No. 
3028-1) 1 A 
AN3022-4B Switch -|Three hole mtg single pole toggle 2 A 
110-749049 Ῥ sy - Elec sys ροά 1 J 
110-749049-30 sy - Elec sys ped 1 K 
110-749049-3 - Elec sys ped top 1 D 
110-749049-43 - Elec sys ped top 1 E 
110-749049-51 1 - Elec sys ped top 1 K 
110-749049-5 - Elec sys ped center plastic 1 D 
110-749049-45 | - Elec sys ped center plastic 1 E 
110-749049-53 - Elec sys ped center plastic 1 K 
110-749049-7 ~ Elec sys ped bottom 1 D 
110-749049-41 - Elec sys ped bottom 1 E 
110-749049-47 - Elec sys ped bottom 1 K 
110-749037 - Flight conl ped 1 A 
110-747063 Auto pilot ped sw 2 A 
AN3021-2 Toggle spdt one hole mtg 1 A 
#12341-1C Controller - Turn & pitch type A-1 (Spec 27456B) (BX) 
(Class 05-F) (GFAE) A 
#12341-1A lier - Turn & pitch type A-1 (Spec 27456C) (BX) 
if ass 05-F) (GFAE) A 
#12340-1A lier - Turn & pitch type A-1 (Spec 27456C) (Bx) 
(Class 05-F) (GFAE) A 
78-749015 rd - Auto pilot sol sw safety A 
CQ22A1 აის -|Clutch (Spec 27446B) (BX) (Class 05-F) (GFAE) A 
AN3021-7 teh -| Toggle spdt one hole mtg A 
110-749050 - [Ped trim tab sw A 
AN3023-7 Toggle spdt 3 hole mtg A 
MS28002-3 - Ail. trim tab position (Spec MIL-I-7065) 
(GFAE) A 
MS28002-1 - Rud trim tab position (Spec MIL-I-7063) 
(GFAE) A 
AN3220-2 A 
RP202FD250KK Rheostat| - Acft power (Spec JAN-R-22) (OM) А 
Revised 15 January 1956 859 


Section H 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & LGROUP FUSELAGE 


UNITS} USABLE 
EN MAJOR ASSEMBLY PED RADIO CONTROL PANEL INSTL (Cont) Ῥω 
PART NUMBER | 2 3 4 5 6 
#3775-2-327 Light Type A-10 (Spec TSEPE-6G-36) (GMC) A 
110-749038 Panel - Flight conl elec sys ped B 
110-74903 8-10 Panel -|Flight con] elec sys ped (Use for spares in lieu of 
part No. 110-749038) С 
| | C403A/A Panel -|Radio compass conl type C403A/A (Class 16-A) 
(GFAE) A 
C-628/ARC-27 Control|- Radio set (Spec MIL-R-5068A) (GFAE) A 
C404A/A ος, -|Ped radio conl (GFAE) A 
C405A/A Panel -|Liaison radio conl (MCREE-673) (MEMG) (Class 
A) 1 Α 
110-756079-30 Panel -|Filler 1 A 
C-512/ARN-14 il -|Radio conl (GFAE) 1 A 
110-756079-10 Panel -|Filler 1 A 
C-866/ARN-21A 1100 – Radio conl (Class 16А) (GFAE) 1 A 
110-759075-1 Panel Assy - Nav inst select ARN-21 1 A 
AN3027-3 Switch + One hole mtg double pole toggle 1 A 
MS 25010-3 Light Assy - Plastic plate lighting 3 A 
* Alternate Parts | | мере: |For intermediate acft within the effectivity of this Hat 
| see fig. 240 & for subsequent acft see fig. 244. 
USA prem 
COD MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-2686 
51-2708 thru 51-8052 
51-8098A thru 51-8168A 
51-8053 thru 51-8063 


860 


C-119G 51-2662 thru 51-2686 
51-2708 thru 51-2716 
51-8016 


51-8098A thru 51-8168A 
51-7968 thru 51-8063 


51-2662 thru 51-2686 
51-2708 thru 51-8029 


51-8030 


51-2662 thru 51-2686 
51-2708 thru 51-2716 
51-8016 

51-7968 thru 51-7983 
51-8098A thru 51-8168A 


51-2717 
51-7984 thru 51-8015 
51-8017 thru 51-8034 


51-8035 thru 51-8063 


51-2662 thru 51-2686 
51-2708 thru 51-8030 
51-8098A thru 51-8168A 


51-8031 thru 51-8063 


C-119G 


Revised 1 April 1958 
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Figure 240. Pedestal Radio Control Panel Installation 
Revised 1 April 1958 861 


Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


862 


GROUP FUSELAGE 
MAJOR ASSEMBLY PEDESTAL RADIO CONL PANEL INSTL ү 
PART NUMBER I 234 5 6 


*110-751005 
110-756018 


AN515-8-8 


110-759030 
110-759047 


110-749048 
110-749048-30 
110-746006 
110-746006 -7 
105-749003 
105-749002 
AN3234-1 
JV1 
110-747009 
#3775-2-327 
45A7400-2 
AN3021-1 
AN3021-2 
110-749048-7 


110-749048-11 


AN3022-4B 
110-749049 
110-749049-30 
110-749049-3 
110-749049-43 
110-749049-51 
110-749049-5 
110-749049-45 
110-749049-53 
110-749049-7 
110-749049-41 
110-749049-47 
110-749037 
110-747063 
AN3021-2 
#12341-1C 


#12341-1A 
#12340-1A 


718-749015 
CQ22A1 
AN3021-7 
110-749050 
AN3023-7 
MS28002-3 


MS28002-1 


AN3220-2 
RP202FD250KK 


Panel I 


Panel Ass 


T.O. 1C-119F-4 


stl|- Ped radio conl (See fig. 231 & 232) 


hd mach stl 8-32 x 1/2 in. 


- Radio conl ped 


- Elec sys ped 

- Elec sys ped 

Assy - Wing flap ped conl 

ob|- Wing flap lever 

Camshalt - Elec sys ped flap sw 
Cam |- Elec sys ped flap sw 

Switch - Class E limit 

Actuator - Sw (MCS) 

Assy - Ped wing flap conl sw 
Type A-10 (GMC) 


One hole mtg single pole toggle 
One hole mtg single pole toggle 

Elec sys ped panel sw (Make from part No. 
ο... 

rd -|Elec sys ped panel sw (Make from part No. 

ΑΝΟ028 –1) 

itch – Three hole mtg single pole toggle 

nel Assy - Elec sys ped 

nel Assy - Elec sys ped 

Pdnel - Elec sys ped top 

Panel - Elec sys ped top 

Panel - Elec sys ped top 

Panel - Elec sys ped center plastic 
Panel - Elec sys ped center plastic 
Panel - Elec sys ped center plastic 
Panel - Elec sys ped bottom 

Panel - Elec sys ped bottom 

Panel - Elec sys ped bottom 

- Flight conl ped 

Guard - Auto pilot ped sw 

Switch + Toggle spdt one hole mtg 


(Class 05-F) (GFAE) 
Cont 

| (Class 05-F) (GFAE) 
C 


Class 05-F) (GFAE) 
ү pilot sol sw safety 


Guard 


teh 
Т 4+ Toggle spdt one hole mtg 
ver -| Ped trim tab sw 

Switch - Toggle spdt 3 hole mtg 

Indicator - Ail. trim tab position (Spec MIL-I-7065) 
(GFAE) 

Indicator - Rud trim tab position (Spec MIL -1-7063) 
(GFAE) 

Knob] - Pointer 

Rheogtat - Acft power (Spec Jan-R-22) (OM) 


PAGES 863 THRU 866 DELETED 


- Radio conl ped (For spares use part No. 110- 


itch Assy - AP triple throw (Cut part No. 8747K3) 


ИС - Turn & pitch type А-1 (Spec 27456BO) (BX) 
oller - Turn & pitch type А-1 (Spec 27456C) (BX) 


ntroller - Turn & pitch type A-1 (Spec 27456C) (BX) 


Clutch (Spec 27446B) (BX) (Class 05-F) (GFAE) 


UNITS] USABLE 


M ხუ bo ს თ πὶ ხუ N ка ке = = = ка кч 


Pan Pp MH >>> >> >>> > >b go ш > 


[un] 


FON) FE = кз = = = ма ка = ка ка IN кз 


>>> > PPP > > >>> m= G Di 
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FIGURE ἆ 
INDEX 
NUMBER 


#3775-2-327 
110-749038 
AN3433-2-2 
AN3433-2-4 
AN3436-2-8 
*110-751023 
C403A/A 


C403A/A 


110-756164-51 
110-756079-210 
C404A/A 
C405A/A 
110-756079-30 
C760# 
110-759075-1 
AN3027-3 
MS25010-3 
110-756079-10 
C-866/ARN-21A 


# Alternate Parts 
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GROUP FUSELAGE 


MAJOR ASSEMBLY PEDESTAL RADIO CONL PANEL INSTL (Cont 
memes Sie sese /— 2 —— | 


T. 


g 


– გ 


Do 
= 

(D 

= 

1 


_ 50 
ашуы 
5 


O. 1C-119F-4/NAVAER 01-115CCB-4 


Type A-10 (Spec 32581A) (GMC) 

1 - Flight conl elec sys ped 

erm. block 

erm. block 

Assy - Elec term. 

Modifications - Mutual defense airplanes 


Ligh 
P 


EE 
an 
T 


FAE) 
nel - Radio compass conl type C403A/A (Class 16-A) 
(GFAE) 
el Abs - Cover 
апей -|Filler 
ү - Ped radio conl (GFAE) 
nel -|Liaison radio conl (MCREE-673) (MEMG) 
anel - μετὰ 
anel -|Radio inst approach conl (GFAE) 
ane Absy - Nav inst select ARN-21 
(და + One hole mtg double pole toggle 
ght Assy - Plastic plate lighting 
anel -|Filler 
н - 82 соп1 (Class 16Α) (GFAE) 
0 


risu 


£ 
= 


sequent acft see fig. 242) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2690 thru 51-2707 


52-6000 


C-119G 
52-6000 


C-119G 52-6001 thru 52-6011 


LIST AND FIGURE 241 DELETED 


C-119G 51-2690 thru 51-2707 
51-17365 thru 52-6011 
C-119G 51-2690 thru 51-2707 
C-119G 51-17365 thru 52-6011 
C-119G 51-2690 thru 51-2707 
51-17365 thru 52-6003 
C-119G 52-6004 thru 52-6011 


51-17365 thru 51-17367 


51-17365 thru 51-17367 


Section П 
Group Assembly Parts List 


UN | TS} USABLE 


A 

A 

A 

A 

Α 

NP | All 
C 

1 B 
1 B 
1 A 
1 A 
1 A 
1 A 
1 A 
1 Α 
1 Α 
5 Α 
1 Α 
1 Α 


867 


Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 


(pla 
"ah Ë ‘ae p^ 2 x 
πων (რ 2 
⁄ e 


6762 


Figure 242. Pedestal Radio Control Panel Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL 


PART NUMBER 


UNITS} USABLE 


(For prior acft see fig. 240 & 241) 


*110-751005 - Ped radio conl (See fig. 231 & 232) 
110-756018 An end ped 
ARTS 
AN515-8-8 Rd'hd mach stl 8-32 x 1/2 in. 


110-759047-50 nel Agsy|- Radio conl ped (Use as spares retro in lieu of 
part 15. 110-759047) 

110-749048-30 Panel Assy|- Elec sys ped 

110-746006 Lever Assy - Wing flap ped conl 

110-746006-7 ар - Wingflap lever 

105-749003 Camshaft - Elec sys ped flap sw 

105-749002 Cam ~ Elec sys ped flap sw 

AN3234-1 Switch -|Class E limit 

JV1 Actuator - Sw (MCS) 

110-747009 Bracket|Assy - Ped wing flap conl sw 

A3775-2-327 Light) Type A-10 (GMC) 

45A7400-2 αν AY - AP triple throw (CUT part No. 8747K3) 

AN3021-1 Switch -| One hole mtg single pole toggle 

AN3021-2 Switch -| Опе hole mtg single pole toggle 

110-749048-7 Guard -|Elec sys ped panel sw (Make from part No. 

AN3028-1) 

110-749048-11 Guard Elec sys ped panel sw (Make from part No. 

AN3028-1) 

AN3022-4B Switch -| Three hole mtg single pole toggle 


ONO Um N DO ке =< = ка ока ш 


pá 


110-749049-51 Panel - Elec sys ped top 
110-749049-53 Ῥαπε] - Elec sys ped center plastic 
110-749049-47 Hien - Elec sys ped bottom 
110-749037 Panel Assy - Flight conl ped 
110-747063 Guard - |Auto pilot ped sw 
AN3021-2 შაში Toggle spdt one hole mtg 
#12341-1C Cqnt (Ca - Turn & pitch type A-1 (Spec 27456B) (BX) 


110-749049-30 Pane "M - Elec sys ped 


== ON m ка ка = ка τῷ πὸ 


(Class 05-F) (GFAE) 
#12341-1А Cqntrol r - Turn & pitch type A-1 (Spec 27456C) (BX) 
(Class 05- F) (GFAE) 
#12340-1A Controller - Turn & pitch type A-1 (Spec 27456C) (BX) 
(Class 05-Е) 
78- 749015 Guard -! Auto pilot sol sw safety 
CQ22A1 Ὃ -| Clutch (Spec 274468) (BX) (Class 05-F) (GFAE) 
AN3021-7 Switch -| Toggle spdt one hole mtg 
110-749050 Cover -|Ped trim tab sw 
AN3023-7 Switch -| Toggle spdt 3 hole mtg 
MS28002-3 ο, - #11, trim tab position (Βρες MIL-I-7065)(GFAE) 
MS28002-1 Indicator - Rud trim tab position (Spec MIL-I-7063)(GFAE) 
AN3220-2 ointer 
RP202 FD250KK - Acft power (Spec Jan-R-22) (OM) 
A3775-2-327 i e A-10 (Spec 32581A) (GMO) 
110-749038-10 Flight conl elec sys ped 
AN3433-2-2 . block 
AN3433-2-3 im block 
AN3433-2-5 . block 
AN3436-2-13 - Elec. term. 
*110-751023 i ifications - Mutual defense acft 
C403A/A io compass conl type C403A/A (Class 16-A) 
(GFAE) 


= μα 


>3=>=> ка кш уш μὰ 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP 


GURE SELAGE UNITS] USABLE 
NUMBER [MAYOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL (cont A 


PART NUMBER | 


C403A/A 
110-756164-51 
110-756079-210 
C404A/A 
C405A/A 


110-756079-30 
#C760A : adio inst approach conl (GFAE) 
4$ C760A/A - pe inst approach conl (GFAE) 
#C760B/A io inst approach conl (GFAE) 
110-759075-1 - Nav inst select ARN-21 
AN3027-3 i One hole mtg double pole toggle 
MS25010-3 i sy - Plastic plate lighting 
110-756079-10 iller 
C-866/ARN-21A adio conl (Class 16A) (CFAE) 


P p p p p >>> > > Fra 


For intermediate acft within the effectivity of this 
list see fig. 243 & for subsequent acft see fig.244. 


f'Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-6012 thru 52-6023 


C-119G 52-6012 thru 52-6020 


C-119G 52-6021 thru 52-6023 


List and Figure 243 Deleted 


вто Pages 871 and 872 Deleted Revised 1 April 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
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Figure 244, Pedestal Radio Control Panel Installation 
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Section II Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE UN ITS] USABLE 
საი [MAJOR ASSEMBLY _ PEDESTAL RADIO CONTROL PANEL INSTL 


ON 
CODE 
κε. I 9 ge πα 
(For prior acft see figure 239 thru 243) 
*110-751005 d mist - Ped radio conl (See fig. 231 & 232) АП 
110-756018 А 


| ver -|ΑΗ end ped 
ATTACHING PARTS 
Screw -|Rd hd mach stl 8-32 x 1/2 in. 


AN515-8-8 


110-759047-70 Phe] Assy| - Radio conl ped 1 
110-749048-30 Panel #88» - Elec sys ped 1 
110-746006 m 18. - Wing flap ped conl 1 
110-746006-7 ob|- Wing flap lever 1 
105-749003 Camshaft - Elec sys ped flap sw 1 
105-749002 Cam |- кее sys ped flap sw 1 
AN3 234-1 Switch - Class E limit 2 
JV1 Actuator - Sw (MCS) 2 
110-747009 Bjacket Assy - Ped wing flap conl sw 1 
A3775-2-327 Light Type А-10 (GMC) 5 
45A'1400-2 Switch Assy - AP triple throw (CUT part No. 8747K3) 4 
AN3021-1 aida -| One hole mtg single pole toggle 2 
AN3021-2 Switch - One hole mtg single pole toggle 2 


110-749048-7 


AN3028-1) 


m 


T -|Elec sys ped panel sw (Made from part Νο. 
110-749048-11 


Guard -|Elec sys ped panel sw (Made from part No. 
| AN3028-1) 

itch - Three hole mtg single pole toggle 
nel Assy - Elec sys ped 

"dne - Elec sys ped top 

Panel - Elec sys ped center plastic 

Pane] - Elec sys ped bottom 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-47 


8 
Р 


к^ D9 + ка = = ро = 


110-749037 Panel Adsy| - Flight conl ped 
110-747063 Guard - Auto pilot ped sw 
AN3021-2 2m -|Toggle spdt one hole mtg 
#12341-1C Controller - Turn & pitch type A-1 (Spec 27456B) (BX) 


= 


uN ur 05-F) (GFAE) 

Controller - Turn & pitch type А-1 (Spec 214560) (BX) 
(Class 05-F) (GFAE) : 
Controller - Turn & pitch type A-1 (Spec 214560) (BX) 
(Class 05-F) (GFAE) 

ch - Auto pilot sol sw safety 


#12341-1A 


μα 


#12340-1A 


78-749015 
CQ22A1 
AN3021-7 
110-749050 
AN3023-7 
М528002-3 
М528002-1 
AN3220-2 
RP202FD250KK 
A3775-2-327 
110-749038-10 
C403A/A 


-|Clutch (Spec 274468) (BX) (Class 05-Е) (GFAE) 
- Toggle spdt one hole mtg 
Cover - Ped trim tab sw 
Switch - Toggle spdt 3 hole mtg 
tot - Ail. trim tab position (Spec MIL-I-7065)(GFAE), 
Kab τ - Rud trim tab position (Spec MIL-I-7063(GFAE) 
b |- 


ointer 

ostat - Acft power (Spec JAN-R-22) (OM) 

Light DE. Α-10 (Spec TSEPE-6G-36) (GMC) 

| - Flight conl elec sys ped 

Panel - Radio compass conl type C403A/A (Class 16-A) 
) f 

dio set (Spec MIL-R-5068A) (GFAE) 

Panel - Ped Radio conl (GFAE) 


к^ ҢА ა πὶ = ма πα ра = μα μα μι 


C-628/ARC-27 
C404A/A 
3148-6 
110-756079-30 
#C 760A 


>>>>>> >> >>>>>>>>>> > > > )> > > > bp > > > > >>>>>>>>>>>>> > 


ке ка ка = ка м 


io inst approach conl (GFAE) 
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FIGURE ἆ 


46 Τ60Α/Α 
#C7608/# 


110-759075-1 
AN3027-3 
MS25010-3 
110-756079-10 
C-866/ARN-21A 
AN3433-2-2 
AN3433-2-3 
AN3436-2-5 
AN3436-2-13 
AN3436-2-13 
AN3436-2-6 


# Alternate Parts 
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Filler 


erm. block 
erm. block 
. block 


- Elec term. 
~ Elec term. 
ssy - Elec term. 


C-119G 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 
INDEX [MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL (Cont 
PART NUMBER I 23 4 5 6 


Radio inst approach con1 (GFAE) 

io inst Approach con1 (GFAE) 
age Nav inst select ARN-21 
h + One hole mtg double pole toggle 
Assy - Plastic plate lighting 


Radio conl (Class 16-A) (GFAE) 


TE: For intermediate acft within the effectivity of this list 
fig. 245 and for subsequent acft see fig. 246 & 247. 


MODEL DESIGNATION SERIAL NUMBERS 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
92-9981 thru 53-3180 
53-8069 thru 53-8105 


92-5840 
52-5848 
52-5853 thru 52-5856 
52-5858 thru 52-5859 
52-5865 
52-5875 
52-5890 
92-5893 thru 52-5897 
52-5903 thru 52-5904 
92-5906 
$2-5908 thru 52-5909 
52-5912 thru 52-5913 
52-5921 
52-5924 
52-5947 thru 52-5952 
53-3136 
93-3178 thru 53-3180 
53-8070 
53-8072 thru 53-8097 
53-8102 thru 53-8104 


51-8064 thru 51-8097 
52-5841 thru 52-5847 


52-5849 thru 52-5852 
52-5857 

52-5860 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5891 thru 52-5892 


UNITS) USABLE 


М თ თ ა MAE = WR = = ка 


Section II 
Group Assembly Parts List 
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Section H Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
uS MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL (Cont) 
PRTMMER п 2 34898 _ 5 —  — O Ol 


244 
MODEL DESIGNATION SERIAL NUMBERS 

C-119G 52-5898 thru 52-5902 

52-5905 

52-5907 
: 52-5910 thru 52-5911 
52-5914 thru 52-5920 
52-5925 thru 52-5946 
52-5953 thru 52-5954 
Г 52-9981 thru 52-9982 
53-3337 thru 53-3177 

93-8069 

53-8071 
53-8098 thru 53-8101 


876 PAGES 876A AND 876B DELETED Revised 1 April 1958 


UNITS] USABLE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Figure 245. Pedestal Radio Control Pane1 Installation 
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Section H T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UNITS] USABLE 


INDEX ON 
NUMBER [MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL CODE 
PART NUMBER 
*110-751005 Ped Ref | АП 
110-756018 g A 


AN515-8-8 mach stl 8-32 x 1/2 in. 


110-759047-70 8 ssy| - Radio conl ped 1 
110-749048-30 ne] A$sy| - Elec sys ped 1 
110-746006 aver Assy - Wing flap ped conl 1 
110-746006-7 Кцор |- Wing flap lever 1 
105-749003 Camshaft - Elec sys ped flap sw 1 
105-749002 Pas } je sys ped flap sw 1 
AN3 234-1 Switch -|Class E limit 2 
JV1 Actuator - Sw (MCS) 2 
110-747009 Biacket|Assy - Ped wing flap conl sw 1 
A3775-2-327 Light Type A-10 (GMC) 5 
45A 7400-2 ae ‘on - AP triple throw (Cut part No. 8747K3) 4 
AN3021-1 Switch -|One hole mtg single pole toggle 2 
AN3021-2 თხი, -|One hole mtg single pole toggle 2 
110-749048-7 Guard -|Elec sys ped panel sw (Made from part No. 

AN3028-1) 1 
110-749048-11 Curd - Elec sys ped panel sw (Made from part No. 

AN3028-1) 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-47 


Switch -|Three hole mtg single pole toggle 
Panel Agsy - Elec sys ped 

Panel - Elec sys ped top 

Panel - Elec sys ped center plastic 
Pane] - Elec sys ped bottom 


ი სა ასა + ка ка ка NH 


110-749037 Panel Agsy|- Flight conl ped 

110-747063 Guard - Auto pilot ped sw 

AN3021-2 Switch -|Toggle spdt one hole mtg 
#12341-1C 


ass 05-F) (GFAE) 

tr cis - Turn & pitch type A-1 (Spec 27456C) (BX) 

ass 05-F) (GFAE) 

i r - Turn & pitch type A-1 (Spec 27456C) (BX) 
(თ. 

CV К 


= 


| T - Turn & pitch type A-1 (Spec 27456B) (BX) 


#12341-1A 


μα 


#12340-1A 


Ω =o 


ass 05-F) (GFAE) 


78-749015 


Auto pilot sol sw safety 


PAUP SSP p >> > rrr рр р > >>> > > >>>>>>>>> > > > > р > р р р р р р р о > 


1 

1 

CQ22A1 Switch -|Clutch (Spec 274468) (BX) (Class 05-F) (GFAE) 1 
AN3021-7 Switch -|Toggle spdt one hole mtg 1 
110-749059 - Ped trim tab sw 1 
AN3023-7 witch -|Toggle spdt 3 hole mtg 1 
MS28002-3 Indicator - Ail. trim tab position (Spec MIL-I-7065)(GFAE)| 1 
MS 28002-1 Indicator - Rud trim tab position (Spec MIL-I-7065)(GFAE) | 1 
AN3 220-2 Knob ointer 1 
RP202FD250KK Rheostat| - Acft power (Spec JAN-R-22) (OM) 1 
A3'115-2-321 ight Type A-10 (Spec TSEPE-6G-36) (GMC) 4 
110-749038-10 - Flight conl elec sys ped 1 
AN3433-2-2 rm. block 5 
AN3433-2-3 2 
AN3436-2-5 1 
ÀN3436-2-13 ssy |- Elec term. 6 
AN3436-2-6 ა - Elec term. 2 
*110-751074 i ications ~ Mutual defense airplanes NP 
C403A/A 2 
C403A/A 1 
110-756164-51 1 
110-756079-210 1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


СН o MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL (Cont) ON 


CODE 
PART NUMBER | 2 3 4 5 6 


С404А/А Ped radio conl (GFAE) 
C405A/A Lidison radio conl (МСКЕЕ -673) (MEMG) 
110-756079-30 Filler 
#CT60A Radio inst approach conl * (GFAE) 
#C760A/A Radio inst approach conl * (GFAE) 
#C760B/A Radio inst approach conl * (GFAE) 
110-759075-1 А$ву| - Nav inst select ARN-21 
AN3027-3 h - One hole mtg double pole toggle 
MS25010-3 ight Agsy - Plastic plate lighting 
110-756079-10 Filler 
C-866/ARN-21A Radio conl (Class 16-Α) (GFAE) 


= πὶ ხე πὶ = ка = ка ка мз = 
> > > > > > > > > > > 


suljsequent асі see fig. 246) 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 52-6024 thru 52-6035 


C-119G 52-6024 
52-6025 
52-6029 thru 52-6031 


52-6026 
52-6027 
52-6028 


52-6032 thru 52-6035 
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Figure 246. Pedestal Radio Control Panel Installation 
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FIGURE გ [GROUP 


FUSELAGE 


MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 12 3 ს 5 6 


*110-751005 
110-756018 


AN515-8-8 


110-751069-1 
110-749048-30 
110-746006 
110-746006-7 
105-749003 
105-749002 
AN3234-1 
Jvi 
110-747009 
#ტ3775-2-327 
45A7400-2 
AN3021-1 
AN3021-2 
110-749048-7 


110-749048-11 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-4" 
110-749037 
110-747063 
AN3021-2 
#12341-1C 


#12341-1A 
#12340-1A 


78-749015 
СО 22А1 
AN3021-7 
110-749050 
AN3023-7 
MS28002-3 


MS 28002-1 


AN3 220-2 
RP202FD250KK 
A3775-2-327 
110-749038-10 
C403A/A 


C403A/A 


110-756164-51 
C-628/ARC -27 
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rior acft see fig. 239 thru 245) 


radio conl (See fig. 231 & 232) 
d ped 

ARTS 

hd mach stl 8-32 x 1/2 in. 


Sy| - Ped radio elec conl 

A&sy|- Elec sys ped 

Lever Аѕѕу - Wing flap conl 

obj - Wing flap lever 

μι - Elec sys ped flap sw 

lec sys ped flap sw 

– Class E limit 

Τη - Sw (MCS) 

Bracket] Assy - Ped wing flap conl sw 

Light Type A-10 (GMC) 

Switch Assy - AP triple throw (CUT part No. 8747K3) 
itch ἡ One hole mtg single pole toggle 

ee 4 One hole mtg single pole toggle 

a Elec sys ped panel sw (Made from part No. 
3028-1) 

Elec sys ped panel sw (Made from part No. 
AN3028-1) 

i | - Three hole mtg single pole toggle 


C 


Panel Assy - Elec sys ped 
Panel] - Elec sys ped top 
ა - Elec sys ped center plastic 
Pane] - Elec sys ped bottom 
Panel Assy- Flight coni ped 
ard -|Auto pilot ped sw 
itc Toggle spdt one hole mtg 
გ г - Turn & pitch type А-1 (Spec 274568) (BX) 
(Class 05-F) (GFAE) 
Controller - Turn & pitch type A-1 (Spec 27456C) (BX) 
(Class 05-F) (GFAE) 
Controller - Turn & pitch type A-1 (Spec 27456C) (BX) 
(Class 05-F) (GFAE) 
ο pilot sol sw safety 


Gudar 
Switch - Clutch (Spec 274468) (BX) (Class 05-Е) (GFAE) 
Switch - Toggle spdt one hole mtg 

"Mid - Ped trim tab sw 


Switc Toggle spdt 3 hole mtg 

Indicator - Ail. trim tab position (Spec MIL-I-7065) 
(GFAE) 

Indicator - Rud trim tab position (Spec MIL-I-7063) 
(GFAE) 

- Pointer 

- Acft power (Spec JAN-R-22) (OM) ` 

Type A-10 (Spec TSEPE-6G-36) (GMC) 

k Flight conl elec sys ped 


adio compass conl type C403A/A (Class 16-A) 
AE) 

io compass conl type C403A/A (Class 16-A) 
AE) 

sy| - Cover 

Pape - Radio conl (Spec MIL-R-5068A) (GFAE) 


(G 


Section II 
Group Assembly Parts List 


UN | TS] USABLE 
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Section II 


Group Assembly Parts List 


882 


MAJOR ASSEMBLY 


110-756079-30 
C996(/A 
110-759075-1 
AN3027-3 
MS25010-3 
110-756079-10 
C-866/ARN-21A 
AN3433-2-2 
AN3433-2-3 
AN3433-2-5 


# Alternate Parts 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 


PEDESTAL RADIO CONTROL PANEL INST L (Cont) 


PART NUMBER 12 3 4 5 6 


C404A/A 
C405A/A 


(MEMG) (Class 16-A) (GFAE) 
Filler 


ssy - Nav inst select ARN-21 

h + One hole mtg double pole toggle 
Abay - Plastic plate lighting 
Filer 

Radio conl (Class 16-A) (GFAE) 
erm. block 

erm. block 

erm. block 


& subsequent acft see fig. 247. 


C-119G 


C-119G 52-6036 
52-6037 
52-6041 
52-6042 
52-6048 


52-6049 


52-6058 


Ped radio conl type C404A/A (GFAE) 
-|Liaison radio conl type C405A/A (MCREE -673) 


Radio inst approach conl type C -996 ()/A (ee) 


MODEL DESIGNATION SERIAL NUMBERS 


UN I TS] USABLE 


ON 
CODE 
1 A 
1 A 
1 A 
1 A 
1 A 
1 A 
3 A 
1 A 
1 A 
5 A 
2 A 
1 A 


: |For intermediate acft within the effectivity of this list 


52-6036 thru 52-6058 


52-6053 thru 52-6057 


52-6038 thru 52-6040 
52-6043 thru 52-6047 
52-6050 thru 52-6052 


Revised 1 April 1958 
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Figure 247. Pedestal Radio Control Panel Installation 
Revised 15 January 1956 883 


Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


*110-751005 
110-756018 


AN515-8-8 


110-751069-1 
110-749048 -30 
110-746006 
110-746006 -7 
105 -749003 
105-749002 
AN3234-1 
JV1 
110-747009 
#3775-2-327 
45A7400-2 
AN3021-1 
AN3021-2 
110-749048 -7 


110-749048-11 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-47 
110-749037 
110-747063 
AN3021-2 

15704-1-B2 


78-749015 
CQ22A1 
AN3021-7 
110-749050 
AN3023-7 
8DJ49GAD-1 


8DJ49GAC-1 


AN3220-2 
RP202FD250KK 
АЗТТ5 -2 -327 
110-749038-10 
2C667-403A 


M125104 
321888 -90 
81-2228 
M124824 
77186 
AN3433-2-2 
AN3433-2-3 
AN3433-2-5 


884 


T.O. 1C-119F-4 


AN3028 -1) 


AN3028-1) 


| radio conl (See fig. 231 & 232) 


h Assy - AP triple throw (CUT Part No. 8747K3) 
h - One hole mtg single pole toggle 


Guard -|Elec sys ped panel sw (Made from part No. 
Guard -|Elec sys ped panel sw (Made from part No. 


itch - Three hole mtg single pole toggle 
nel Assy - Elec sys ped 
Panel - Elec sys ped top 
Pane] - Elec sys ped center plastic 
Panel - Elec sys ped bottom 
- Flight conl ped 
-iAuto pilot ped sw 
h | Toggle spdt one hole mtg 
r - Turn & pitch type #-1 (Spec 27456B) (Class 
-F) (BX) (GFAE) 
-|Ашо pilot 801 sw safety 
+ Clutch (Spec 274468) (BX) (Class 05-Е) (GFAE) 
4 Toggle spdt one hole mtg 
Ped trim tab sw 
Toggle dpdt 3 hole mtg 
- Ail. trim tab position (Spec MIL-I-7065) 


- 
[uni 
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Revised 15 January 1956 


T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


იი MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL (cont) 


UN 1 TS| USABLE 


PART NUMBER 2 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


247 


C-119G IK-441 thru IK-442 


Revised 15 January 1956 885 


Section Π T.O. 1C-119F-4/NAVAER 01-115CCB-4 
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+ 
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' 
I 
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i 
н 
I 
[ 


6795 
Figure 248. Pedestal Radio Control Panel Installation 
886 


Revised 1 April 1958 


FIGURE ἆ 
INDEX 


NUMBER 


*110-751005 
110-756018 


AN515-8-8 


110-751069-1 
110-749048-30 
110-746006 
110-746006-7 
105-749003 
105-749002 
110-747128-3 
FS105D43-.09 
AN3234-1 
JV1 
110-741009 
#3775-2-327 
45A7400-2 
AN3021-1 
AN3021-2 
110-749048-7 


110-749048-11 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-47 
110-749037 
110-747063 
AN3021-2 
#12341-1C 


#12341-1A 
#12340-1A 


78-749015 
CQ22A1 
AN3021-7 
110-749050 
AN3023-7 
М528002-3 


MS28002-1 


AN3220-2 
RP202FD250KK 
АЗТТ5-2-327 
110-749038-10 
C403A/A 


C-628/ARC -27 


Revised 1 April 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section П 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL 
PART NUMBER 12 3 ú 5 6 


(For prior acft see fig. 239 thru 247) 
Panel Instl - Ped| radio conl (See fig. 231 & 232) 
Cover - "n d ped 
ტერი ING PARTS 
iSc | -|Rd| hd mach stl 8-32 x 1/2 in. 
Panel Agsy| - Ped radio elec conl 
Panel Assy| - Elec sys ped 
Lever Assy - Wing flap conl 
| ი) - Wing flap lever 
Cam haft - Elec sys ped flap sw 
Сат + Elec sys ped flap sw 
(Cam F Ped flap sw 
აა - Spacer Al al . 25 OD x .190 ID x .09 in. 
Switch - Class E limit 
Actuator - Sw (MCS) 
|Byacket |Assy PPed wing Пар conl sw 
i Light) Type A-10 (GMC) 
Switch Assy - AP triple throw (CUT part No. 8747K3) 
Switch -|One hole mtg single pole toggle 
Switch -|One hole mtg single pole toggle 
Guard - Elec sys ped panel sw (Made from part No. 
AN3028-1) 
| Guard - Elec sys ped panel sw (Made from part No. 
AN3028-1) 
Switch - "Three hole mtg single pole toggle 
Panel Assy - Elec sys ped 
Panel] - Elec sys ped top 
Panel - Elec sys ped center plastic 
| авы - Elec sys ped bottom 
Papel Agsy|- Flight conl ped 
Guard - Auto pilot ped sw 
Switch -|Toggle spdt one hole mtg 
Controller - Turn & pitch type A-1 (Spec 27456B)(BX) 
ш 05-F) (GFAE) 
Controller - Turn & pitch type A-1 (Spec 27456C0 (BX) 
| (Class 05-F) (GFAE) 
აი. - Turn & pitch type А-1 (Spec 27456C) (BX) 
| (Class 05-F) (GFAE) 
ხოხის ბი. - Auto pilot sol sw safety 
Switch -|Clutch (Spec 274468) (BX) (Class 05-Е) (GFAE) 
τ - Toggle spdt one hole mtg 
Cover - Ped trim tab sw 
Switch - Toggle spdt 3 hole mtg 
Indicator - Ail. trim tab position (Spec MIL -L.- 7065) 
(GFAE) 
Indicator - Rud trim tab position (Spec MIL-L-7063) 
(GFAE) 
Knob ointer 
' Rib tat| - Acft power (Spec JAN-R-22) (OM) 
Light Type A-10 (Spec TSEPE-6G-36) (GMC) 
Pape -Flight conl elec sys ped 
Рале! - Radio compass conl type C403A/A (Class 16-A) 
| (СГА) 
Control s set type C-628/ARC-27 (Spec MIL-R-5068A) 
(GFA ) 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


MAJOR ASSEMBLY 


PART NUMBER 


C404A/A 
3145-6 
614С-2 
110-756079-30 
C996()/A 
110-759075-1 
AN3027-3 
MS25010-3 
110-756079-10 Filler 

C-866/ARN-21A Radio cinl (Class 16А) (GFAE) 


o— 


Ped radio conl (GFAE) 
Ped radio conl (CR) 

io conl (CR) 

F 


ο Ὁ 
See 


Bol 


iler 
adio inst approach conl (GFAE) 
- Nav inst select ARN-21 


>> > > > >> > j > 


# Alternate Parts 


MODEL, DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 & Subsequent 


52-5922 thru 52-5923 
53-3181 thru 53-3206 
53-8106 thru 53-8126 


C-119G 53-3218 thru 53-7884 
53-8138 thru 53-8156 


C-119G 52-5922 thru 52-5923 
53-3181 thru 53-7838 
53-8106 thru 53-8151 


53-7839 thru 53-7884 
53-8152 & Subsequent 


53-3207 thru 53-7884 
53-8127 & Subsequent 


888 Revised 1 April 1958 
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Figure 249. Pedestal Radio Control Panel Installation 
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Section II 
Group Assembly Parts List 


FI 


N 


GURE & 
INDEX 
UMBER 


249 


890 


- 1 


GROUP FUSELAGE | 
MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTALLATION 


PART NUMBER 


*110-751005 
110-756018 


AN515-8-8 


110-751069-1 
110-749048-30 
110-746006 
110-746006-7 
105-749003 
105-749002 
110-747128-3 
AN3234-1 
FS105D43.09 
JV1 
110-747009 
A3775-2-327 
45A 7400-2 
AN3021-1 
AN3021-2 
110-749048-7 


110-749048-11 


AN3022-4B 
110-749049-30 
110-749049-51 
110-749049-53 
110-749049-47 
110-749037 
110-747063 
AN3021-2 
15704-1-B2 


718-749015 
CQ22A1 
AN3021-7 
110-749050 
AN3023-7 
8DJ49GAD-1 


8DJ49GAC-1 


AN3220-2 
RP202FD250KK 
A3775-2-327 
110-749038-10 
2C667-403A 


614C-2 
50C12894 
No Number 
AN3433-2-2 
AN3433-2-3 
AN3433-2-5 


P 


Strep - Rd hd mach stl 8-32 x 1/2 in. 


s- Ter 
i + Term block 


T.O. 1C-119F-4 


flee prior India acft see fig. 247) 


- Ре radio conl (See fig. 231 & 232) 
end ped 
ARTS 


Panel Assy - [Ped radio elec conl 


nel Assy - Elec sys ped 


| Lever შა“ - Wing flap conl 


Knob - Wing flap lever 

Clm sháft - Elec sys ped flap sw 
Cami- Elec sys ped flap sw 

chm - Ped flap sw 

Switch 4 Class E limit 


Bushing - Spacer Al al .250 OD x .190 ID x .09 in. 


Actuator - Sw (MCS) 
Bracket! Assy - Ped wing flap conl sw 
Light Type A-10 (GMC) 


Switch ἡ One hole mtg single pole toggle 
1 One hole mtg single pole toggle 


AN3028-1) 


AN3028-1) 

h + Three hole mtg single pole toggle 
Panel Alssy - Elec sys ped 

Panel - Elec sys ped top 

Panel - Elec sys ped center plastic 
Panel - Elec sys ped bottom 


Panel Assy - Flight conl ped 
| Guard -| Auto pilot ped sw 


Switch + Toggle spdt one hole mtg 
Сто 

(Class 05-F) (GFAE) 

Guard - Auto pilot sol sw safety 


Toggle spdt one hole mtg 


| Cover -| Ped trim tab sw 


Switch + Toggle dpdt 3 hole mtg 


(GFAE) 


(GFAE) 
nes ointer 

Rheostat - Acft power (Spec JAN-R-22) (OM) 
Light Type A-10 (Spec TSEPE-6G-36) (GMC) 
Panel -|Flight conl elec sys ped 


Radio conl (CR) 


io conl type C996A/ARN (BX) (GFAE) 


met - πα radio conl type C-404A/A (SAIM) (GFAE) 


block 


erm block 


Switdh Assy - AP triple throw (CUT part No. 8747K3) 


Guard -| Elec sys ped panel sw (Made from part No. 


iN) -| Elec sys ped panel sw (Made from part No. 


er - Turn & pitch type A-1 (Spec 27456B) (BX) 


Switch ] Clutch (Spec 274468) (BX) (Class 05-F) (GFAE) 


Indicator - Ail trim tab position (Spec MIL-L-7065) (GE) 


Indicator - Rud trim tab position (Spec MIL-L-7063) (GE) 


UN ІТ | USABLE 


> 
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Revised 15 May 1957 


T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 
INDEX | MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTALLATION (Cont) 


NUMBER 
PART NUMBER l 3 4 5 6 


USABLE ON 
CODE MODEL SPECIFICATION SERIAL NUMBERS 
A C-119G IK-443 and Subsequent 
B C-119G IK-443 thru IK-449 
C C-119G IK-450 and Subsequent 


UN I TS] USABLE 


891 


Section II T.O. 1C-119F-4 


6560 


Figure 250. Pedestal Radio Control Pane1 Installation 


892 


Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE ΠΗ ΚΝ 
NUMBER [MAJOR ASSEMBLY PEDESTAL RADIO CONTROL PANEL INSTL რამ 
PART NUMBER 12 3 4 5 6 


*110-751005 Pahel| Insti 
110-756018 Cover 


T.O. 1C-119F-4 


radio conl (See fig. 231 & 232) All 
end ped A 
ARTS 

AN515-8-8 i - hd [mach stl 8-32 x 1/2 in. 


110-759047-90 Pahel Aday - Radio conl ped 

110-749048 Panel Assy |- Elec sys ped 
110-749048-30 Panel] Assy |- Elec sys ped 

110-746006 Leyer Assy - Wing flap ped conl 
110-746006-7 Knpb + Wing flap lever 

105-749003 Camshaft - Elec sys ped flap sw 
105-749002 Cam an sys ped flap sw 

ΑΝΘ 234-1 Swick Class E limit 

JV1 Actuator| - Sw (MCS) 

110-747009 Bracket ca - Ped wing flap conl sw 


#3775-2-327 Light Туре A-10 (GMC) 

45#7400-2 Switch Assy - AP triple throw (CUT part Νο. 87473) 
AN3021-1 One hole mtg single pole toggle 

AN3021-2 - One hole mtg single pole toggle 
110-749048-7 - Elec sys ped panel sw (Made from part No. 


М М POE NN See = кака — 
თ > > > > > > > > > > > O თ > > 


= 


AN83028-1) 
110-749048-11 Piec sys ped panel sw (Made from part No. 
3028-1) 

AN3022-4B Three hole mtg single pole toggle 
110-749049 t 


110-749049-30 


lec sys ped 
lec sys ped 


110-749049-43 
110-749049-51 
110-749049-45 


~ Elec sys ped top 
~ Elec sys ped top 
- Elec sys ped center plastic 


110-749049-53 
110-749049-47 


- Elec sys реа center plastic 

- Elec sys ped bottom 

121-149000 anel - Flight conl ped 

110-747063 Guard - Auto pilot ped sw 

AN3021-2 - Toggle spdt one hole mtg 

liér - Turn & pitch type A-1 (Spec 274568) (BX) 
(Class 05-F) (GFAE) 


= N í ка ка — ке һа һа ма м н 


μα 


#12340-1A 


18-149015 
CQ21-0 
CQ22A1 
AN3021-7 
110-749050 
АМЗ023-7 
MS28002-3 
М528002-1 
AN3 220-2 


E - Turn & pitch type A-1 (Spec 27456C) (BX) 
C 

llér - Turn & pitch type А-1 (Spec 214566) (BX) 
(Class 05-F) (GFAE) 

Guard - Auto pilot sol sw safety 


ass 05-F) (GFAE) 


Clutch (ECP) (GFAE) 


Clutch (ECP) (GFAE) 


Toggle spdt one hole mtg 


- Ped trim tab sw 


oggle dedt 3 hole mtg 
- Ail. trim tab position (Spec MIL-I-7065) (GFAE) 


- Rud trim tab position (Spec MIL-I-7063) (GFAE) 
Pointer 


μα 


RP202FD100KK ка - ბი” power (Spec Jan-R-22) (OM) 
і y 


#3775-2-327 е A-10 (Spec TSEPE-6G-36) (GMC) 
127-749001 - Hight conl elec sys ped 

127-759009 Assy |- Compass indicator transfer ped 
ΑΝΘ 227-3 Switch ~ [Four pole three hole mtg toggle 
A3775-2-327 Light (GMC) 

C-628/ARC-27 ontrél + Radio set (Spec MIL-R-5068A) (GFAE) 
C-744/ARC-5 anel|- (GFAE) 
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Section II | T.O. 1С-119Е-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & UNITS] USABLE 
სი [MAJOR ASSEMBLY _ PEDESTAL RADIO CONTROL PANEL INSTI, (cont hol 
უეეო–_-_--.. 
#50F12882 2 a io compass conl type C403A/A (MCREE-671) 
МТ) (Class 16-A) (GFAE) A 
#50F 12883 
A 
0-773/ARR-15 A 
C-760A A 
C-760A/A A 
C-706B/A A 
C-865/ARC-1 А 
AN3433-2-4 А 
AN3436-2-13 Α 
MODEL DESIGNATION SERIAL NUMBERS 
R4Q2 131662 thru 131719 


R4Q-2 131662 thru 131666 


R4Q-2 131667 thru 131719 


894 


T.O. 1C-119F-4 Section H 


| 


l 6561 


Figure 251. Engine Control Lower Torque Tubes Assembly and Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-635032 I j 
110-635032-50 | Eng conl lower torque 


A жү 
AN364-428 т pos ing thin stl 1/4-28 
AN960-416L Β ~ Plain stl light ser 1/4 in. bol 
AN24-18A levis btl 1/4-28 x 1-5/32 in. 
AN24-22A Clevis stl 1/4-28 x 1-13/32 in. 


AN3169-1 toy -Limit sw class D 
AN3210-1 - Low travel limit 
Eng conl ped elev lock sw mtg 


110-635068 et|- 
NAS50-143 - Iht ret 
AN200KS6 - ხამი duty self aligning size 6 ball 
110-635010-5 conl реа 
. FS105D43-.81 ng pacer Alal.25 OD x .190 ID x .81 in. 
FS105D43-.50 ng|- $pacer Al al .25 OD x .190 ID x .50 in. 
I 
Pain si stl 10-32 


МЮ м м ს ს om omm ANOO 


AN364-1032 5 

AN960-10L - Plain stl light ser No. 10 bolt (Use on part No. 

F$105D43-.81) 

AN3-12A 23 51 10-32 x 1-9/32 in. (Use on part No. FS105D43- 
5 


μα 


) 
cft| stl 10-32 x 1-13/32 in, (Use on part No. 
F8105D43-.81) 

110-635010-3 Plate - Eng conl ped 
NAS51-31 ing |- Ext ret 
110-635009-7 Eng conl ped 
110-635009-11 Eng conl ped 
110-635009 -3 Eng conl ped 
110-635009-17 -jeng conl ped 


[жч 


AN3-13A 


110-635009-13 
NAS43DD3-50 


Eng conl ped 
Screw & bolt Al αἱ 5/16 OD x .049 x 25/32 in. 
FS105D43-.94 id pacer Al al .25 OD x .190 ID x .94 in. 
TS 
AN364-1032 js ocking stl 10-32 


o DODD N = μ ο м πα 


AN960-10L ri- Plain stl light ser No. 10 bolt 
AN3-26A cft stl 10-32 x 2-3/8 in. 


110-635007-70 Ped aft torque 
110-635007-310 - Ped aft torque 
: Use for spares in lieu of part No. 110-635007-70 
110-635007-130 ~ Ped aft torque 
110-635007-330 - Ped aft torque 
: Use for spares in lieu of 110-635007-130 
110-63500'7 -10 - Ped fwd torque 
110-635007-270 - Ped fwd torque 
: Use for spares in lieu of part No. 110-635007-10 
110-635007-3 r – Ped torque tube (Use on part No. 110-635007-130) 
M 


ER 
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== 


TS 

AN365-1032 lf locking stl 10-32 
AN960D10 - Alalreg ser No. 10 bolt 
AN3-17A cft stl 10-32 x 1-29/32 in. 


110-635072-10 Assy - Eng conl ped (Use on part No. 110-635007-70) 
110-635072-30 AsBy - Eng conl ped (Use on part No. 110-635007-130) 
TS 

AN365-1032 Self locking stl 10-32 

AN960D10 sher |- Al al reg ser No. 10 bolt 


PrP FO >>> > 
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FIGURE ἆ 
INDEX 


NUMBER 


AN3-22A 
NAS43-3-16 


AN386-2-13A 
105-635007-9 
105-635007-40 
105-635005 
105-635007-11 
105-635006 
105-635007-10 
Е510352322- 
.437 


AN202K23B 
105-635007-14 
FS105D2422-.30 


FS105D2422- 
1.28 


105-635010-1 
110-630594-25 
105-635010-3 
105-635007-50 
105-635007-16 
105-635005 
105-635007-12 
FS105D43-1.72 
FS105D43-.70 
NAS51-31 
110-635009-5 
110-635009-15 
110-635031-21 
110-635031-25 


110-635010-11 
110-635071 
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T.O. 1C-119F-4 


déc 1 
Fi i | 


А 


Bushing 
οη 


Bushing 
on 


Pulle 
Ldck 
Pulle 
Sprodke 
Bush 
Spro 
Tube |- 
shing - 
Ring + 

Guard `, 
Guard - 
Support - 


Support 3 
tich 

Plate] - Eng 

ring -| En 


MAJOR ASSEMBLY ENGINE CONTROL LOWER TORQUE TUBES ASSY & INSTL (co 
PART NUMBER 12 3 ს 5 6 


Bolt + Akft stl 10-32 x 2-9/32 in. 


Screw & bolt stl 5/16 OD x .049 x 1/4 in. 


Pin – Thd taper 


Torque tube end 
Assy - Lower torque tubes 


itting - Lower torque tubes 


Piu - Lower torque tubes 


ket - Lower torque tubes 


ssy - Lower torque tubes 


Bushing - Press fit Al bronze 1.440 OD x 1.375 ID x 


„437 in. 


Bearing - Extra light duty ball 
Pulley - Lower torque tubes 


- Spacer Al al 1.50 OD x 1.377 ID x .30 in. (Use 
part No. 110-635007-130) 


~ Spacer Al al 1.50 OD x 1.377 ID x 1.28 in. (Use 
part No. 110-635007-10) 
ssy - Lower torque tubes 
- Eng conl cable 
- Lower torque tubes 
Assy - Lower torque tubes 
ng - Lower torque tubes sprocket assy 
ket - Lower torque tubes 
ower torque 1.38 OD x .065 x 9.75 in. 


pacer Al al .25 OD x .190 ID x 1.72 in. 
pacer Al al .25 OD x .190 ID x .70 in. 
ret 
p conl ped 
Eng coni ped 

En 


g conl ped lower torque {изе 


ng conl ped lower torque tube (Use for spares in 
f part No. 110-635031-21) 

conl ped 

g conl ped friction 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
R4Q2 131662 thru 131719 


C-119G 951-8098A thru 51-8127A 


C-119G 51-2662 thru 51-8052 
51-8128А thru 51-8168A 
R4Q2 131662 thru 131719 


C-119G 51-8098A thru 51-8103A 


C-119G 51-2662 thru 51-8052 
51-8104A thru 51-8168A 


R4Q2 131662 thru 131719 


Section II 
Group Assembly Parts List 


UN ITS] USABLE 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
. UNITS) USABLE 
MAJOR ASSEMBLY ENGINE CONTROL LOWER TORQUE TUBES ASSY & INSTL (Cont. ON 


251 A MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8038 
51-8098A thru 51-8133A 


C-119G 51-8039 thru 51-8052 
51-8134A thru 51-8168A 


898 Revised 15 February 1957 


το. 1C-119F-4 Section II 


Figure 252. Engine Control Lower Tubes Assembly and Installation - (Aero Prod. Prop.) 
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Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


900 


GROUP FUSELAGE 


MAJOR ASSEMBLY ENGINE CONTROL LOWER TUBES ASSY & INSTL (AERO PROD.PROP ASSY 
PART NUMBER | 2 3 ს 5 6 


*110-635501 
110-635501-10 
110-635501-30 


AN364-428 
AN960-416L 
AN24-18A 
AN24-22A 


AN3169-1 
AN3210-1 
110-635068 
110-635068-10 


AN365-1032 
AN960D10 
AN525-10-16 
AN525-10-18 
AN525-10-8 


NAS50-143 
AN200KS6 
110-635010-5 
FS105D43-. 81 
FS105D43-. 50 
NAS51-31 
110-635503-5 
110-635503-13 
110-635503-15 
110-635503-3 
110-635503-7 
110-635503-11 
FS105D65-1, 53 
NAS42DD6-12 
NAS42DD6-45 
FS105D43-, 95 
NAS42DD6- 42 
AN393-77 
FS105D43-1. 72 
110-635071 
110-635010-11 
110-635010-13 
110-635010-15 
110-635540 
110-635540-10 


110-635502 
105-635007-40 


AN364-640 
AN960-6 
AN21-30A 


105-635006 
105-635007-11 
105-635005 


T.O. 1C-119F-4 


- Eng conl lower torque (See fig. 232) 
ng conl lower torque 
ng conl lower torque 


ү g thin stl 1/4-28 
in stl light ser 1/4 in. bolt 


cking stl 10-32 
Plain Al al reg ser No. 10 bolt 
- Washer hd stl 10-32 x 1.00 in, 
- нане hd stl 10-32 x 1-1/8 іп, 
- Washer hd stl 10-32 x 1/2 in, 


ret 

T duty self aligning size 6 ball 

g| conl ped 

F Spacer Al al . 25 OD x .190 ID x. 81 in. 
hice Al al .25 OD x .190 ID x . 50 in. 

et 


conl ped 
conl ped 
conl ped 
conl ped 
conl ped 
conl ped 


conl ped 

conl ped 

conl ped 

Eng conl ped aft lower torque 

Eng conl ped aft lower torque (Use for spares 
of part No. 110-635540) 


Assy - Lower torque tubes 
ARTS 


Plain stl reg ser No, 6 bolt 
evis stl 6-40 x 1-29/32 in. 


Sprocket - Eng conl ped small 


UN1TS| USABLE 


m № о ο, 


mA mA — а 


ა = EA м м 


BA m — qM) Pe Ба = на а һа мә нА Д на на М МӘ МӘ C» BO М BO H4» d 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


UN I TSf USABLE 


AERO PROD. PROP) (Cont ASSY. | cove 
ირი: Jee augu _ y 
| | 
105-635007-70 წამი: ΑΡΕΥ - Lower torque tubes 4| A 
FS103A2322-. 437 | ‘Bushing - Press fit Al bronze 1, 440 OD x 1.375 ID x 
| | 4.37 1 À 
AN202K23B Bearihg - Extra light duty ball ს 1) Α 
FS105D2422-1, 53 Bushing + Spacer Al al 1, 50 OD x 1. 337 ID x 1. 53 in, 1 A 
FS105D2422-3. 56g Bu hing - Spacer Al al 1, 50 OD x 1, 337 ID x 3. 563 in, 
| (Use on part No. 110-635502) 1 A 
FS105D2422-1.10| | Bu hing - Spacer Al al 1, 50 OD x 1.337 ID x 1. 10 in, (Use 
| оп part No. 110-635540) 1 A 
110-635072-30 i Сака Assy - Eng conl ped (Use on part No. 110-635540) 1 A 
ATTACHING PARTS 
AN365-1032 Nut - Self locking stl 10-32 1 A 
AN960D10 Washer + Plain Al al reg ser No. 10 bolt 1 A 
NAS43-3-16 Spacer - Screw & bolt stl 5/16 OD x .049 x 1/4 in. 2 A 
AN3-22A Bolt 4 Aft stl 10-32 x 2-9/32 in. 1 A 
| 
110-635540-3 | Collar -|Eng conl ped aft lower torque tube (Use on part 
| Мор 110-635540) 2 в 
110-635540-3 | ლისი» - Eng conl ped aft lower torque tube (Use on part 
| | Nol 110-635540-10) 4 C 
vicine PARTS 
AN365-1032 Nut - Self locking stl 10-32 1 B 
AN365-1032 Nut - Self locking stl 10-32 2 σ 
AN960D10 Washer + Plain ΑΙ al reg ser Мо. 10 bolt 1 B 
AN960D10 "Washer | Plain Al al reg ser Νο. 10 bolt 2| C 
AN3-17A Bg ἡ А stl 10-32 x 1-29/32 in. 1 B | 
AN3-17A | Bolt - Acft stl 10-32 x 1-29/32 in. 2 ο 
FS105D2422-. 47 Bushing - Spacer Al al 1. 50 OD x 1.337 ID x. 47 in. 1 A 
105-635007-50 | Sprocket Assy - Lower torque tubes 1 ბ 
ATTACHING BARTS 
AN365-1032 iNut - Self locking stl 10-32 A 
AN975-3 ‘Washer + Taper pin Νο, 10 bolt 1 A 
AN386-2-13A Pin - Thd taper 1 A 
105-635005 | Sprocket - Eng соп1 рей small 1 A 
105-635007-16 Bushing - Lower torque tube 1] А 
105-635007-9 End Fitting - Lower torque tubes 1 A 
ATTACHING BARTS 
AN364-640 Ἶ Nut "Sol locking thin stl 6-40 2| A 
AN960-6 Washer + Plain stl reg ser No. 6 bolt 2 A 
AN21-30A Bolt + + Clevis stl 6-40 x 1-29/32 in. 2 A 
105-635007-12 | Tepe Eng conl ped lower torque 1) А 
110-635031-25 ‘Suppo t + Eng coni ped lower torque tubes 2 A 
1 
USABLE|ON | (MODEL DESIGNATION SERIAL NUMBERS 
CODE 
Al | C-119G 51-8053 thru 51-8097 
| 51-17365 and Subsequent 
КЕ IK-441 апа Subsequent 
1 
B! C-119G 51-17365 thru 51-17367 
| | 52-6000 
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Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


252 


902 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


UNITS] USABLE 


SERIAL NUMBERS 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 


51-8053 thru 51-8097 
51-17365 thru 52-5877 
52-6000 thru 52-6035 


52-5878 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 
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T.O. 1C-119F-4 Section II 


6562 


Figure 253. Switch Assembly Limit 
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Section II Т.О, 1C-119F-4 


Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


ს [MAJOR ASSEMBLY — SWITCH ASSY - LIMIT 


PART NUMBER 234 5 6 


110-746000-50 itdh 4 
110-746000-110 itch 
AN3106A24-5P 


sy - Wing flap limit (See fig. 161) 
Assy ~ MLG limit (See fig. 76) 
Plug|- Ele¢ conn straight type 


AN3054-16 
AN3054-10 
AF38 
AF36 
110-747083 


Nut-|Conduit coupling 1-7/16-18 
Nut 4 Conduit|coupling 1-20 
Connectpr (SIE) 

Connector (SIE) 

Clamp Assy -| Limit sw 


ATTACHING PARTS 
AN365-1032 Nut + Self locking stl 10-32 
AN960D10 asher|- Plain Al al reg ser No. 10 bolt 
AN3-6A Bolt + Ас st] 10-32 x 25/32 in. 
110-746001 Cover Assy -|LG elec sys limit sw 
110-746001-10 Cover Assy -|LG elec sys limit sw 
ATTACHING PARTS 
AN365-1032 Nut 4 Self locking stl 10-32 
110-746003-5 Washer |- LG elec sys limit sw Al .020 x .440 OD x .203 ID 
78-749210-4 Gasket elec sys limit sw cover 
110-746001-3 . Cover -| LG elec sys limit sw 
110-746001-5 Cover -| LG elec sys limit sw 
AN3066-10 Nut + Lóck| 5/B in. conduit coupling 
110-746003-7 В G plec sys limit sw Al .020 x 1.50 OD x 1.015 ID 
AN3064-10 Conduit box i 
110-746002 d Assy|- LG elec sys limit sw cover 
110-746002-5 elec sys limit sw cover plate 
110-746009 
78-749211-3 
78-749212-3 
78 -749209-3 


> 


> 
------ᾱ--- 
Ziy >>242 222230959 2424 2225 


AN345-10 
AN960-10 
AN364-1032 


AN365-1032 
AN345-10 
AN960-10 


110-746003-5 
78-749171-3 


г 


AN364-1032 
AN970-3 
AN960-10L 
AN365-1032 
AN960-416 
78-747183-7L 
110-746012-21 
FT3 


lat stl No. 10 bolt 
lain stl light ser No. 10 bolt 
ocking stl 10-32 


“лош TOE ἃ 


im |- MLGelec sys sw (Use on part No. 110-746000-50) 
rm |- MLG elec sys lg (Use on part No. 110-746000-110) 
aring|(TOR) (Use on part No. 110-746000-50) 


A μα рз ма ыл jm ра ры 


AN364-1032 
AN960-10 
#85105573 -.310 
AN23-20A 
18-149115 


кою кә NH 


78-749401-1 


= 


904 | Revised 15 January 1956 


AN3216-1 


AN365-632 
AN960-6 
110-746003-3 
FS105D83-.310 
FS105/83-.06 
AN515-6-48 
8-149169 
FS109898-.125- 
.062 
18-149215 
18-749215-2 


18-'149224 
78-749179 
78-747060 

18-14'1060-21 


8-149181 


AN364-836 
78-749401-2 


FS105D96-.310 
NAS43DD12-6 

78-749205 
78 - 749206 
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FIGURE & GROUP FUSELAGE 
EN MAJOR ASSEMBLY SWITCH ASSY - LIMIT (cont 
PART NUMBER | 23 4 5 6 


T.O. 1C-119F-4 


Switch - Class D limit 


B js ee sys limit sw Al .020 x .380 OD x .141 ID 
Bushing|- Spacer Al al .50 OD x .190 ID x .310 in. 
Bushing|- Spater Al al .50 OD x .190 ID x .06 in. 
rew -|Rd hd mach stl 6-32 x 3.00 in. 

- LG - sys limit sw center 


Bushing|- F1 press fit stl. .563 OD x .500 ID x .750 fl dia 
x +067 fl lgth x .125 in. 
Plate - LGlelec Sys limit sw mtg 
Bushing|- ic elec sys limit sw mtg plate (Made from part 
Nó. Е510951412-.125-.062) 
pring - у, elec sys limit sw coil 
С elec sys limit sw 
- ი. sys limit sw 
leç sys limit sw (May be used in lieu of part No. 
8-747050) : 
-| LG elec sys limit sw compression 
ING PARTS 
| Self ] ele stl 8-36 


Screw - | LG elec sys limit sw housing (Made from part No. 
AN501-836-18) 
E - Spacer Al al .56 OD x .377 ID x .310 in. 
strep and bolt Al al 7/8 OD x .049 x 3/32 in. 
Aum - LG 6106 sys limit sw lower 
im - LG elee sys limit sw upper 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 


51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

131662 thru 131719 


51-2662 thru 51-8063 
51-17365 thru 51-17267 
52-6000 thru 52-6023 

131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 

52-6024 and Subsequent 
IK-441 and Subsequent 


Section II 
Group Assembly Parts List 


UN | TS | USABLE 
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Section II T.O. 1C-119F-4 


Figure 254. Auxiliary Power Plant Fuel System Installation 


906 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


სინი [MAYOR ASSEMBLY AUXILIARY POWER PLANT FUEL SYSTEM INSTL 
PART NUMBER 12 3 4 5 6 


ΠΕ Ihst| - Aux power plant (See fig. 35) 

Hdse|Assy |- Ruel med high press. swivel ftg for 1/4 OD tube 

x 25.00 іп. 

Hdse|Assy - Fuel med high press. swivel ftg for 1/4 OD tube 

x PT.00 ün. 

Nipple 4 Flared tube & pipe thd 

m Flaréd tube bhd & univ ftg 

Coupling Assy (AQ) 

Туре | A Sy - Aux power plant fuel sys 1/4 OD x .035 x 35.00 in. 

Tube йл а Aux power plant fue] sys 1/4 OD x .035 x 18.19 in. 
be Assy - Aux power plant fuel sys 1/4 OD x .035 x 41.50 in. 

be| Adsy - Aux power plant fuel sys 1/4 OD x .035 x 51. 50 in. 


UN | TS | USABLE 


*110 -790028 
AN6264-4-25. 00 


AN6264-4-27. 00 


AN816-4D 
AN924-4D 
015501-4 
110-7900 28-90 
110-7900 28-130 
110-790028-70 
110-7900 28-120 


= ს = = ка აა πὰ πὰ ме πὶ 


110-790028-50 Tube|Agsy - Aux power plant fuel sys 1/4 OD x .035 x 33. 25 in. 

110-790028-170 | Tube Азѕу - Aux power plant fuel sys 1/4 OD x .035 x 33. 38 in. 
^ri G წ TS 

155E4-2-6 Clanip + Loop end type (AP) 


AN815-4D 
*110-790031 
110-790031-70 


iom -Flared tube 

} Instl - Aux power plant fuel shut off 
Tübe| Adsy|- Aux power plant fuel sys 1/4 OD x .035 x 10. 75 
in. 
Nipple + Flared tube & pipe thd 


AN816-4 
110-790031-110 


Туре ги - Aux power plant fuel sys 1/4 OD κ .035 x 7.69 
in. 1 
AN917-1D Tee + Int pipe thd 1 
AN824-4 Tee ; Flared tube 1 
AN911-1 si e + Pipe thd 2 
ANB816 -4 Nipple { е tube & pipe ћа 1 
AN912-1 Bushing - Reducer 1 
110-790031-130 тіре Agsy| - Aux power plant fuel sys 1/4 OD x .035 x 6. 50 


in. 1 
9-1047-75 Valve -| Fuel shut off choke (PA) 1 
415628 Vhlve -| Fuel shut off choke (Auto-Valve Inc) 1 
AN816-4-4 Nipple + Flared tube & pipe thd 1 
AN815-4 Union -| Flared tube 1 
AN826-4 Tee l- пај tube with pipe thd оп гип 1 
AN825-4 Тее |- Flaged tube with pipe thd on side 1 
K1270B1 Valve - Mágnetic (ΚΟΕ) 1 


110-790028 -110 


Tube ne - ათ power plant fuel sys 1/4 OD x .035 x 


= 


i 4 7 
110-790028-150 Tube Assy - Aux power plant fuel sys 1/4 OD x .035 x 
3 : 


d tube 


AN815-4D 
AN6264-4-28. 00 


MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
κ... MAJOR ASSEMBLY AUXILIARY POWER PLANT FUEL SYSTEM INSTL (Cont. ) 


πο роза 


254 f ON MODEL DESIGNATION SERIAL NUMBERS 
ο 
C C-119G 51-8016 
51-2662 thru 51-2716 
51-8098A thru 51-8127A 
D C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
E R4Q2 131662 thru 131719 
F C-119G 51-2662 and Subsequent 
IK-441 and Subsequent 
G C-119G 51-2662 thru 53-7829 
53-8069 thru 53-8144 
IK-441 thru IK-449 
R4Q2 131662 thru 131719 
H C-119G 53-7830 thru 53-7884 
53-8145 thru 53-8156 
IK-450 thru IK-466 
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UNITS] USABLE 


T.O. 1C-119F-4 Section II 


τ 


ч 


656% 


Figure 255. Auxiliary Power Plant Installation 
909 


Section H 
Group Assembly Parts List 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 


FIGURE & 
ΜΙΑ [MAJOR ASSEMBLY — AUXILIARY POWER PLANT INSTL 


UNITS) USABLE 


ON 
CODE 
ратив [i2380s6 —  — | 
*110-790020 Plant hst - Aux (See fig. 35) ΑΗ 
110-790036 - power plant cooling air All 
I G PARTS 
320-.625-51258 p (MAR) All 
110-790048 Assy |- Ак power plant exhaust F 
CM100737 Tube - Flex. (FAKB) E 
101443 T be “Fig. (FAKB) G 
102075 - Flex. (FAKB) (Use for spares in lieu of part No. 
110- эв, CM100737 or 101443) A 
ACHING PARTS 
110-790020-7 ani 1 M ower plant (Made from clamp (MAR) 21908-1187) АП 
110-790020-5 о (9 plant 1/4 ID x 2.00 in. (Spec AN-H-35) All 
AN840-4D – Hoge to pipe thd All 
110-790020-3 - Aux power plant 1/4 OD x .035 x 36.00 in. All 
35534-5 Depector (EDI) All 
35534-2 Detector Type F-1 (EDI) (Use for spares in lieu of part 
No. 35534-5) š АП 
754-32-2-8 τι, É მიი sup. (ΑΡ) ΑΗ 
18-143019-20 Condenger ж - Radio noise suppressor gen АП 
18-743019-3 Cover - io noise suppressor condenser assy All 
78-743019-4 m m - Radio noise suppressor (Made from Mallory 
part No. CA-275) All 
78-743019-2 Plate P Radio noise suppressor condenser assy All 
V32D-2 Power ιά 7 Aux type 0-2 (Spec 32299A) (Class 02-87) (See 
| Tr О.) 2RA'7-2-1) (For ser No. R-50001 & subsequent see 
110. 2RA7-2-11, -13 & -14) (FEA) (GFAE) (For break- 
down! see fig. 256) All 
ATTAC ING ARTS 
AN4-20A Bolt + Acf a 1/4-28 x 2-1/32 in. All 
AN935-416 w εἶνε ed spring lock stl med ser 1/4 in, bolt All 
110-790039 Spacer Ae power plant eng mt All 
*110-790021 Pán a -| Aux power plant drip NP | АП 
110-790029 Fitting + power plant drip pan 4 | АП 
110-790023 P k y + Aux power plant drip 1 D 
110-7900 23-10 Pan τ Aux power plant drip (Use for spares in lieu of 
p rt No. 110-790023) 1 C 
AN822-6-6D shoy -| Flared tube & pipe thd 90° 1 | АП 
AN815-6D Union - ონი tube з | АП 
110-7900 20-30 Tube] Assy |- Aux power plant 3/8 OD x .035 x 37.50 in. 1 | #11 
110-790020-50 Tube) Assy |- Aux power plant 3/8 OD x .035 x 37. 50 in. 1 | АП 
110-7900 20-70 Tube Adr - Àux power plant 3/8 OD x .035 x 62.88 in. 1 | АП 
110-790020-90 Tube A ву |- ux power plant 3/8 OD x . 035 x 50.00 in. 1 | All 
*110-790017 Control [Inst] + Aux power plant remote (See fig. 320) Ref | All 
SA106A32 Unit Teldec pic (TEX) 1 | All 
SA115A1 C 99 r (TEX) 2 | #11 
110-790017-3 Conduit |- д power plant remote con1 (Маде from ТЕХ рагі 
No. ies size 2) All 
110-790017-5 Conduit |- Aux power plant remote conl (Made from TEX part 
#0. $A116A size 2) All 
110-790017-7 Сфпарії - Aux power plant remote conl (Made from TEX part 
Nó. $A116A size 2) АП 
110-790017-11 Conduit |- ine power plant remote conl (Made from TEX part 
ა, ү size 2) All 


Revised 1 April 1958 


FIGURE ἆ 


INDEX 
NUMBER 


255-31 


~32 
-33 
-34 
-35 


-36 
-37 
-38 
-39 


-40 


GROUP 


110-790017-13 


78-318881 
NAS121Y125 
NAS43-3-32 
78-318877 
*110-790051 
110-790052-11 
78-729109 
110-790053-11 
AN221-3 


AN365-820 
AN960-816 
AN8-16A 
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FUSELAGE 


MAJOR ASSEMBLY AUXILIARY POWER PLANT INSTL (Cont. ) 
PART NUMBER l 2 3 ს 5 6 


8 
Bolt 


BL 
C0 


Ass 
ndle + H 


Нег! 
- А 


ON 


T.O. 1C-119F-4 


5222 size 2) 


- 1 in. 
Strew δι bolt Al al 5/16 OD x . 049 x 1/2 in. 
Unit - Aux power plant 
er et - Aux power plant (See fig. 35) 

ux power plant hand starter (See fig. 390) 


lux power plant conl 
spher conl 


nd starter 
t Assy - Aux power plant 
nl heavy duty 


PARTS 
Nut + Self locking stl 1/2-20 


Section Ἡ 


Group Assembly Parts List 


power plant remote conl (Made from TEX part 


- Plain stl reg ser 1/2 in. bolt 


eft 


mach 1-14 x 1-27/32 in. 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


SERIAL NUMBERS 


53-3201 thru 53-7884 
53-8123 and Subsequent 
IK-443 and Subsequent 


53-7856 thru 53-7884 
IK-454 and Subsequent 


51-2662 thru 51-8097 
51-8127А thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8098A thru 51-8126A 


51-2662 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 53-3180 
53-8069 thru 53-8105 
IK-441 thru IK-442 
131662 thru 131719 


51-8098A thru 51-8143A 
52-5922 thru 52-5923 


53-3181 thru 53-3200 
53-8106 thru 53-8122 


UN ІТ | USABLE 


РЕК 


ASSY. 


какшый est ες puce 
– 


0M 
СОЕ 


911 


Section II 


912 


T.O. 1C-119F-4 


Figure 256. Auxiliary Power Plant Assembly 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & | GROUP _ _ FUSELAGE 


INDEX კიი ASSEMBLY AUXILIARY POWER PLANT ASSY 


NUMBER 
PART NUMBER _ )) 2 3 ს 5 6 


V32D-2 Pdwer Blant -| Aux type D-2 (Spec 32299A) (Class 02-87) (See T.O. 
| |2RAT-21) (For ser No. R-50001 & subsequent see Т.О. 
2RAT-2411| -13 ἃ -14) (FEA) (GFAE) (See fig. 225) All | 
6227 r е cooling (FEA) All 
ATTACHI PARTS 
COMM Clamp - Hose|wraplock 1/4 x 12 in. (ACT) (RA part No. 5968) All 
914-23 | Gqnefatpr - T type P-2 (ECP) (RA part No. 18003) (For break- 
‚дамп see T.O. AN03-5AA-14 fig. 67) АП 
ATTACHING PARTS 
AN355-6 Nut 4 Eng slotted stl 3/8-24 Ail 
AN960 -616 Whsher - Plain stl reg ser 3/8 in. bolt Ali 
5159 Pump 8 Fitting Assy - Fuel (FEA) (For breakdown see T.O. 
QRA7-2+14 fig. 7) Au [i 
АТТАС ING PARTS 
356 -524 | Nut ლიი (USAF standard) ΑΙ1 
AN360-5 Nut + Plain eng stl 5/16-24 All 
AN960 -516 Whslier|- Plain stl reg ser 5/16 in. bolt All 
5731 Gasket + Fuel pump to crankcase (FEA) All 
5852 ου & Fitting Assy (For breakdown see T.O. 2 RAT-2-14 
ი. 5) (FEA) АП 
ATTACHING PARTS 
356-1032 Nut + Lock (USAF standard) All 
AN360-3 Nut δα, eng stl 10-32 All 
AN960-10 Weder - Plain stl reg ser No. 10 bolt АП 
560" ისაი L I. manifold to carburetor (FEA) АП 
1542907 C s - Air (ACS) (RA part No. 5565) АП 
ας ING PARTS 
АМТЗА21 Вр - 010 drid hd 10-24 x 2-5/32 in. All 
AN960-10 Washer - Plain stl reg ser No. 10 bolt All 
| 
5888 Gasket |- Air cleaner to carburetor (FEA) All 
6172 Pump & Filter Assy - Oil (FEA) (For breakdown see T.O. | 
2RAT -2-14 fig. 8) All 
ATTACHING |PAR TS 
356-1032 tr Lock (USAF standard) All 
AN360-8 хы - 18% ehg stl 10-32 All 
AN960-10 asher - lain stl reg ser No. 10 bolt All 
6178 | qu - m pam to carburetor (FEA) All 
L7607 | Magneto ( ) (RA) part No. 18000) (For complete breakdown | 
| see Т.Ф“. 2RAT-2-14 fig. 14) All 
ATTACHI G|PARTS 
356 -524 Nut + Lock (USAF standard) All 
AN360-5 Nut + Baie თ stl 5/16-24 All 
AN960-516 Washer - Plain stl reg ser 5/16 in. bolt All 
X7696 Cover + Distributor (WIC) All 
ATTACHING |PARTS 
AN500A416-10 Screw + Mach fil drld hd 1/4-20 x 5/8 in. All 
7175 | Spring - Secondary interlead (WIC) All 
X7829 | Distributor (WIC) All 
X10402 Condenser to breaker (WIC) All 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY AUXILIARY POWER PLANT ASSY (cont) 


ATTACHING PARTS. 
WtO) 
WIQ 


FIGURE & 
INDEX 
NUMBER 


UN I TS] USABLE 


5411 Sere ) 

5431 Sci | ) 

X10662 ო... Set] - Breaker (WIC) 
ATTACHING PARTS 

4210 Lock|- Spring (WIC) 


10407 
5900 


Washer IC) 
se (WI ) 
Condenser (WIC) 
ATTA bt 
ы to crankcase (FEA) 
er & 


Tachometer Assy (FEA) (For breakdown see T.O. 


mda 14 Fig. 9) 
ATTACHING PARTS 

U 

e 


CM (ОБАЕ standard) 
1 


X10400 


5411 


5710 
6316 


356-1032 
AN360-3 
AN960-10 


g stl 10-32 
Washer |- a stl reg ser No. 10 bolt 


5757 


Gasket + H meter & tachometer drive to crankcase (FEA) 
*6012 A -E 


Sy - Сопі (FEA) (For breakdown see T.O. 2RAT-2-14 


AN3022-2B 
6188 

#200 P2-35 
#10610 


ssy -|Aux eng (FEA) (See T.O. 2RAT-2-14 fig. 5) 


"kas Three hole mtg single pole toggle 
t 
Μ 


t -Shock (LO) (RA part No. 6189) 
| Mbunt - Shock (GTR) (RA part No. 6189) 
ATTACHING Ts 
h Self locking stl 10-32 

th 


AN365-1032 


AN3-3A АСЕ 10-32 x 15/32 in. 


#Alternate Parts 
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T.O. 1C-119F-4 


Tubing Installation - Pilot's Instrument Panel 


Figure 257. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 
ον MAJOR ASSEMBLY TUBING INSTL - PILOT'S INST PANEL 
тим — [|| 2 34568 2J7? 


UNITS] USABLE 


257 *110-71-633 Tubing instt - Pilot's inst panel (See fig. 35) Ref} A 
-1 110-710617 Supporti- Inst tubing 1 Α 
- 2 110-710633-110 Bra ASsy|- l man. press. 1/4 OD x 035 x 8. 25 in. 1 A 
- 3 110-710633-130 be აპი - R man, press. 1/4 OD x . 035 x 8. 00 in. 1 A 
-4 AN6270-4-32. 00 i A EU Detach. swivel ftg low press. for 1/4 OD tube x 

32. 00 in. 2 A 
- 5 110-710633-150 Tube) А$5у|- М indicator 1/4 OD х. 035 х 8. 00 in. 1 А 
- 6 | 110-710633-90 be Ajsy - Rate of climb 1/4 OD x . 035 x 9. 63 in. 1 Α 
- 7 110-710633-170 be Agsy|- Altimeter 1/4 OD х. 035 x 3. 25 in. 1 А 
- 8 110-710633-70 Tube А$5у|- Altimeter 1/4 OD x . 035 x 12. 06 in. 1 A 
- 9 AN6270-4-26. 00 Hose Assy|- Detach. swivel ftg low press. for 1/4 OD tube x 

26. 00 in. 1 A 
-10 110-710633-210 be Assy|- Rate of climb 1/4 OD х. 035 x 3. 13 in. 1 A 
-11 AN827-4D Cross ~ Flared tube 1 A 
-12 | AN62'1-4-24. 00 Hose Assy|- νὰ რ penu detach. end swivel ftg for 1/4 OD tube 

х 124,00) in, 2 A 
-13 110-710633-30 ΠῚ Assy|- Altimeter 1/4 OD x . 035 x 9. 00 in. 1 A 
-14 AN825-4D Tee + Flared tube with pipe thd on side 1 A 
-15 | AN824-4D Tbe + Flared tube 1) A 
-16 AN6270-4-34. 00 Abs A eye Detach. swivel ftg low press. for 1/4 OD tube x 

34. 0D in. 2 A 
-17 110-710633-10 Tube Assy|- vere indicator 1/4 OD x . 035 x 4. 63 in, 1 A 
-18 AN826-4D те + Flared tube with pipe thd on run 1 A 
-19 AN924-4D Nut + Flared tube bhd & univ ftg 2 A 
-20 | AN804D4 Tee + Flared tube with bhd on run 2| A 
-21 | AN902-4 Gasket + Flared tube univ ftg 2 A 
-22 AN816-4D * Nipple + Flared tube & pipe thd 8 A 
-23 11D2 Snubber (OPS ! 2 Α 
-24 AN6290-4 Gasket + Straight thd tube ftg boss 2 A 


ο. ON MODEL DESIGNATION SERIAL NUMBERS 


A C-119F 51-2662 thru 51-2675 
51-8098A thru 51-8127A 
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Tubing Installation - Pilot's Instrument Panel 


Figure 258. 


917 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER 


AN6270-4-25, 00 


AN6270-4-32. 00 


AN6270-4-23. 00 


AN6270-4-30, 00 


AN62'11-4-24, 00 


AN6290-4 
11D2 


GROUP FUSELAGE 
MAJOR ASSEMBLY TUBING INSTL - PILOT'S INST PANEL 


*110-710635 ilot's Inst panel (See fig. 35) 
*110-710719 Assy - Inst static press. 
- 1 AN834-4D hd & univ flared tube 1 
- 2 AN924-4D - ed tube bhd & univ ftg 7 
3 AN6290-4 asket|- + აი thd tube ftg boss 8 
4 AN837-4D lbow ared tube & univ 45° 4 
5 AN832-4D ы n E ared tube 3/8 bhd & univ 1 
6 AN937D4 Site din screw thd 2 
7 AN924-4D ut |- Flazed|tube bhd & univ ftg 2 
8 AN902-4 Gasket|- Flared tube univ ftg 2 
9 AN804D4 fee|- Flared tube with bhd on run 2 
AN816-4D ipple |- Flared tube & pipe thd 10 
110-710635-10 Гор Abs] - [Inst panel 1/4 OD x . 035 x 9. 25 in. 1 
110-710635-70 T - E panel 1/4 OD x . 035 x 6.38 in. 1 
110-710635-30 Í - Inst panel 1/4 OD x . 035 x 8. 62 in. 1 
110-710635-50 ° Assy - et panel 1/4 OD x .035 x 6. 62 in, 1 
AN6270-4-27. 00 el - Detach. swivelftg low press. for 1/4 OD tube x 
AN6270-4-34. 00 . Swivel ftg low press. for 1/4 OD tube x 


T.O. 1C-119F-4 


. Swivel ftg low press. for 1/4 OD tube x 


. Swivel ftg low press. for 1⁄4 OD tube x 


. Swivel ftg low press. for 1/4 OD tube x 


. Swivel ftg low press. for 1/4 OD tube x 


yd & pneu detach. swivel end ftg for 1/4 OD tube 
in, 

ight thd tube ftg boss 
) 


>>> > > > > > > იყი >>>>>>>>>>>>X> 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2676 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


51-2676 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


R4Q2 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and Subsequent 


IK-443 and Subsequent 
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Figure 259. Fuselage Hydraulic System Installation 
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Section II 


Group Assembly Parts List 


FIGURE & [GROUP 


920 


INDEX 
NUMBER 


MAJOR ASSEMBLY 
PART NUMBER 


*110-730003 
*110-730071 
*110-730141 
*110-730302-1 
*110-730080 
*110-730014 
110-730003-673 
110-730003-671 
110-730003-677 
110-730003-675 
110-730003-609 
110-730003-625 
AN815-4 
AN815-4D 
110-730003-611 
110-730003-627 
AN924-4D 
ÀAN832-4D 
AN924-4 
AN832-4 
110-730003-637 
AN919-10D 
AN6290-8 
#831-8-20 
*AN6281-8-20 
110-730003-641 
110-730003-613 


4 Alternate Parts 


FUSELAGE 


T.O. 1C-119F-4 


FUSELAGE HYDRAULIC SYSTEM INSTL 


d 


C) 


USABLE QN 
CODE 


A 


yd i 


Flare tube 
- Fus hyd sys 1/4 OD x . 028 x 41, 00 in, 
- Fus hyd sys 1/4 OD x . 049 x 30. 31 in. 


be bhd & univ ftg 
tube 3/8 bhd & univ 


d tube bhd & univ ftg 
fos hy 3/8 bhd & univ 
t 


hd flared tube 


raight thd tube ftg boss 


(Continued on Figure 260) 


MODEL DESIGNATION 


C-119G 


C-119G 


yd sys nose gear steering (See fig. 263) 
yd sys nose gear steering (See fig. 264) 
yd sys brake (See fig. 265, 266 & 267) 
Hyd sys master CVI (See fig, 261) 

s hyd sys 1/4 OD x . 049 x 45. 38 in. 
Ἐν hyd sys 174 OD x . 028 x 49, 00 in. 

s hyd sys 1/4 OD x . 028 x 37. 38 in. 
nc hyd sys 1/4 OD x . 049 x 37. 13 in. 

S hyd sys 1/4 OD x . 028 x 56. 31 in. 
- Fus hyd sys 1/4 OD x. 
Flared tube 


049 x 62, 13 in. 


s hyd sys 1/4 OD x .049 x 7. 25 in. 


measuring Class 3000 type 1 
8 hyd sys 1/4 OD x . 049 x 18. 25 in. 
S hyd sys 1/4 OD x . 028 x 61. 00 in. 


All 
All 
All 
All 


H mt i μὴ вә вә κα μὲ ка eco eee Ze 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-2717 

51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


Revised 15 February 1957 


T.O. 1C-119F-4 Section II 


6 


წა 


| 6746 


Figure 260. Hydraulic System Installation - Fuselage 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY HYD SYSTEM INSTL - FUS 


FIGURE & 
INDEX 
NUMBER 


|- Fus (See fig. 35) 
d tube bhd & univ ftg 
ed Pus with bhd on run 


— 


110-730003-551 
AN924-8D 
AN832-8D 
AN815-8D 
AN919-12D 
110-730003-557 
110-730003-559 
110-730003-950 
110-730003-645 
110-730003-647 
110-730003-970 
AN815-10D 
110-730003-587 
110-730003-589 
110-730003-591 
110-730003-593 
110-730003-595 


us hyd sys 1/2 OD x . 042 x 64.38 in. 
W be bhd & univ ftg 
Flared tube 
ion -| Flargd tube 
d - (external thd flared tube 

ba у - Fus hyd sys 1/2 OD x .042 х 85.00 in. 

sy|- Fus hyd sys 1/2 OD x .042 x 45. 88 in. 
Sy|- Fus hyd sys 1/2 OD x . 042 x 34. 25 in. 
- Fus hyd sys 3/8 OD x . 049 x 26. 75 in. 
Sy|- Fus hyd sys 1/2 OD x . 042 x 25.63 in. 
be bey - Fus hyd sys 1/2 OD x . 042 x 37.69 in. 
ioh -| Flaréd tube 
A - Fus hyd sys 5/8 OD x . 049 x 48.00 in. 
Аѕѕу| - Fus hyd sys 5/8 OD x . 049 x 34.13 in. 
Assy|- Fus hyd sys 5/8 OD x . 049 x 24. 25 in. 
Agsy| - p hyd sys 5/8 OD x . 049 x 13, 13 in. 
Assy|- Fus hyd sys (Made from part No. 
A nara ve 

d 


CC 605 -ᾱ C» თ Ww м н 


te 


P p p > > 
< 


თ თ 
ч τα 


= ο = = сл = ы кою кока ка кә to BO = = — 90 


AN815-10D Union -| Flared tube 
110-730003-599 s hyd sys 5/8 OD x . 049 x 25.50 in. 
110-730003-601 m - hyd sys 5/8 OD κ . 049 x 16. 88 in. 


“ა ка сә μα΄ 


*110-730003-603 us hyd sys (Made trom part No. 

71-10-35. 00) 

Hpsa ყარ - Fus hyd sys (Made from part Νο. 
vs 10-32. 00) 


*110-730003-603 


AN6271-10-35. 00 Hose Assy|- Hyd & pneu detach. end ftg for 5/8 OD tube 
Χ|35|00 in. 

AN6271-10-32, 00 Hse Agsy ~ Hyd & pneu detach. end ftg for 5/8 OD tube 
x/|32/00 in. 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2666 


51-8098A thru 51-8168A 


C-119G 51-2667 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


131662 thru 131719 


R4Q2 


C-119G 51-2662 thru 51-8032 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


131662 thru 131689 


51-8033 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 
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Figure 261. Tubing Installation - Hydraulic System Master Cylinder 
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Section IT T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY HYDRAULIC SYSTEM MASTER CYLINDER TUBING INSTL 
ისხილღC++.–+–”+--C;:"”?”»""""""" 


*110-730014 
110-730014-370 


FIGURE & 
INDEX 
NUMBER 


Tubi g Insti - Нур sys master cyl (See fig. 259) 
Hqse|Assy |- Hyd master cyl (Made from part No. AN6271-5- 


24.00) 

110-730014-290 Hose Assy - Hyd master cyl (Made from part No. AN6271-5- 
12.00) 

110-730014-130 9050 Assy |- Hyd master cyl (Made from part No. AN6271-5- 
14.00) 


13280 Unit + Сол] (WA) (See fig. 220) 


ATTACHING PARTS 
AN365-1032 IN t Self ocking stl 10-32 2 
AN960-10 Washer |- Plain Stl reg ser No. 10 bolt 2 
AN3-10A Bolt + Acftist] 10-32 x 1-1/32 in. 2 
AN832-5D Union "ni red tube 3/8 bhd and univ 2 
AN833-5D Elbow -|Flared tube bhd and univ 90° 2 
AN833-5D E bol -| Flared tube bhd and univ 90° 3 
AN837-5D Elbow -|Flardd tube and univ 45° 2 
AN837-5D Elbow -! Flared tube and univ 45° 1 
AN894D5-4 Bushing| - Screw thd expander 2 
AN919-3D чац - Ext thd flared tube 3 
AN924-5D Nut т: (оре bhd and univ LLC 4 
AN924-5D Nut 4 Flared tube bhd and univ ftg 3 
AN6289D5 Nut – Flared tube univ ftg 2 
AN6290-4 Gasket | Straight thd tube ftg boss 5 
AN6290-5 Gasket raight thd tube ftg boss 2 
AN6291-5 Ring |- Hyd ftg gasket back-up 2 
110-730052-130 be|Assy |- Hyd master cyl 5/16 OD x .135 x 5.00 in. 1 
110-730071-210 Tube ты - Hyd master cyl 5/16 OD x .042 x 5.00 in. 1 
110-730014-350 ibe Assy |- Hyd master cyl 5/16 OD x .035 x 3.63 in. 1 
110-730014-410 1 


hbe შეთა - Hyd master cyl st stl 5/16 OD x .035 x 3.63 in. 
(Use d spare repl in lieu of part No. 110-730014-350) 


AN919-3D Reducer - thd flared tube 
AN6290-4 Са sket raight thd tube ftg boss 
AN815-5D Union -|Flared tube 

AN815-5D Un ion -|Flared tube 

AN6289D5 Nut ἡ Flared tube bhd and univ ftg 
AN837-5D E bow jr red tube and univ 45° 
AN894D5-4 "ushing - ү ew thd expander 
AN6291-5 ig - Hyd ftg gasket back-up 
AN6290-5 8 jd raight thd tube ftg boss 


110-730014-170 
110-730014-190 
110-730014-250 
110-730014-230 
110-730014-470 
110-730014-270 


Sy|- Hyd master cyl 5/16 OD x .042 x 20.13 in. 


ре Assy|- Hyd master cyl 5/16 OD x .042 x 20.31 in. 
dey - Hyd master суі 5/16 OD x .042 x 20.63 in. 


B 
R 
G 
T 
T 
T 
T 
10060 Assy|- Hyd master cyl 5/16 OD x .042 x 25.43 in. 
Tube] Agsy|- Hyd master cyl 5/16 OD x .042 x 7.25 in. 
Unioh i ed tube 
Tée L 
E 
E 
N 
N 
А 
С 


syl- ya master cyl 5/16 OD x .042 x 27.00 in. 


AN815-5D 1 

AN824-5D e sa tube 

AN833-5D bow -| F იძ tube bhd and univ 90° 
AN833-5D ხის -| Flared tube bhd and univ 90° 


AN924-5D 
AN924-5D 


№ o м F м ы на рей je ο м κω k γα w μὰ = IND RÀ — 
g o g o o > > აა. DZ sz rm sj j yj oj td j o»u» 
m Lm — — να 


ared tube bhd and univ ftg 
I ube bhd and univ ftg 


C 
o 


| Lẹ ον MODEL DESIGNATION SERIAL NUMBERS 
D 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 
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სსს, [MAJOR ASSEMBLY HYDRAULIC SYSTEM MASTER CYLINDER TUBING INSTL 
PART NUMBER | 2 3 ü 5 6 
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T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


92-5889 thru 52-5954 
92-6036 and Subsequent 
IK-441 and Subsequent 


51-2668 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


UN I TS} USABLE 


925 
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Section II 


Hydraulic System Pressure Reservoir Installation 


Figure 262. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UN I TS} USABLE 
| 2 3 + 5 6 
*110-730071 NE InsH 4 Hyd sys press. (See fig. 259) Ref | #11 
AN919-3D Reducen - μα thd flared tube 2 E 
AN919-3D Reducer - a thd flared tube 1 F 
AN894D5-4 Expander 4 Sdrew thd bushing 1 F 
AN6289D5 Nut 4 Flared tube univ ftg 1 F 
AN6290-4 Gasket + Straight thd tube ftg boss 1 F 
AN6291-5 Ring |- Hyd ftg gasket back-up 1 F 
AN833-5D Elbow -| Flared tube & bhd univ 90° 1 F 
AN6290-5 Gasket + Straight thd tube ftg boss 2 АП 
110-730071-170 Tube} Agsy |- ү sys reservoir 5/16 OD x .042 x 5.00 in. 1 А 
110-730071-210 Tübe| Agsy |- Hyd sys reservoir 5/16 OD x .035 x 3.75 in. 1 B 
110-730071-50 be Assy |- Hyd sys reservoir 5/16 OD x .042 x 8.00 in. 1 Α 
110-730071-190 Tube Agsy |- Hyd sys reservoir 5/16 OD x .035 x 5.00 in. 1 G 
AN815-5D Union -|Flared tube 2 All 
110-730071-110 Hose] Agsy |- ya sys reservoir (Made from 
AN6471+5-14. 00) 1 All 
110-730071-70 Hose| Assy |- Hyd sys reservoir (Made from 
6471+5-14, 00) 1 АП 
AN821-5D Elbow -| Flared tube 90° 1 C 
AN837-5D Elbow -| Flardd tube 45° 1 D 
110-730071-90 Tube Agsy |- Hyd sys reservoir 5/16 OD x .042 x 22. 18 in. 1 All 
ATTACK! nc PARTS 
155-5-2-8 | Clip | (AP) 1 |AN 
AN924-5D Nut 4 esis tube bhd & univ ftg 2 All 
AN960D816 Wister - Plain Al al reg ser 1/2 in. bolt 2 All 
AN834-5D Tée + F а bhd & univ ftg 1 All 
110-730071-130 T ხი Ads - Hyd sys reservoir 5/16 OD x .042 x 11. 69 in. 1 All 
110-730071-17 oes t + Hyd Bys reservoir 1/8 x . 80 x 2. 35 in. 1 All 
110-730071-13 Tube) - საძ sys reservoir plexiglass 1.00 OD x .875 ID x 
1.195 lin. 1 All 
110-730071-150 | Τήνο Assy |- Hyd sys reservoir 5/16 OD x .042 x 9.00 in. 1 All 
AN832-5D Union -|Flared tube 3/8 bhd & univ 1 All 
AN815-5D Union -|Flared tube 1 All 
AN6290-4 Gasket + Straight thd tube ftg boss 2 All 
AN6290-5 Gasket + Straight thd tube ftg boss 1 All 
AN894D5-4 Expander 4 Sdrew thd bushing 1 All 
AN806D4 Plug |- Flared] tube 1 All 
11062A Reservoir (WA) 1 All 
ATTACHING PARTS 
AN365-1032 Nut 4 Self locking stl 10-32 4 All 
AN960-10 Washer |- Plain stl reg ser No. 10 bolt 4 All 
AN960-10L Washer |- Plain stl light ser No. 10 bolt 4 All 
AN3-6A | Bolt - Ас? st] 10-32 x 25/32 in. 4 All 
13280 | Unit Соп] (WA) (See fig. 220) Ref |AN 
I | | 
USA LE ON MODEL DESIGNATION SERIAL NUMBERS 
ODE | 
! 1 
A | C-119G 51-2662 thru 51-2667 
E 51-8098A thru 51-8168A 
B | C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
+ | R4Q2 131662 thru 131719 
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FIGURE k LGROUP _ FUSELAGE 


INDEX 


NUMBER [MAJOR ASSEMBLY 


928 


PART NUMBER 


T.O. 1C-119F-4 


C C-119G 

D C-119G 
R4Q2 

E C-119G 
R4Q2 

Е C-119G 

G C-119G 
R4Q2 


HYDRAULIC SYSTEM PRESSURE RESERVOIR INSTL (Cont. ) 


E ON MODEL DESIGNATION 


SERIAL NUMBERS 


51-8016 И 
51-2662 thru 51-2716 
51-8098A thru 51-8168A 


51-2717 

51-7968 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5909 
52-6000 thru 52-6047 
131662 thru 131719 


52-5910 thru 52-5954 
52-6048 and Subsequent 
IK-441 and Subsequent 


51-2668 thru 51-8097 
51-17365 thru 52-5909 
52-6000 thru 52-6047 
131662 thru 131719 
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T.O. 1C-119F-4 Section II 


Figure 263. Hydraulic System Nose Gear Steering Lines Installation 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
η MAJOR ASSEMBLY HYDRAULIC SYSTEM NOSE GEAR STEERING LINES INSTL 
PART NUMBER Ι 2 3 4 5 6 


*110-730141 
110-730141-370 
AN815-8D 
AN815-8D 
AN919-12D 
AN919-10D 
AN938-8D 
AN938-8D 
AN6290-8 
AN6290-8 
AN6289D8 
AN6291-8 
AN832-8D 
110-730141-350 
110-730141-390 
AN815-6D 
AN815-6D 
AN6289-6D 
AN833-6 
AN6290-6 
AN6291-6 
AN6234-2 


AN635-428 
AN960-416 
AN4-25A 


B AN6235-2A 
110-730081-21 


AN365-1032 
AN960-10 
AN3-6A 


110-630141-330 
110-730141-510 
AN6207-6 
AN894D6-4 
AN6290-4 
AN815-6D 
AN6290-6 
AN6290-6 
AN814-4D 
AN814-4D 
AN814-6D 
AN814-6D 
AN6290-4 
AN6290-4 
AN6290-6 
AN6290-6 

#HC3000M4 

#604 
19328 


AN520-10-22 
FS103D53-. 79 


930 


Lines 


T.O. 1C-119F-4 


ἂν thd 
+ Int screw thd 

t+ Stra ght thd tube ftg boss 
a + Straight thd tube ftg boss 
ared tube univ ftg 
yd ftg gasket back-up 


Flared tube 
ared tube univ ftg 


rajght thd tube ftg boss 
yd ftg gasket back-up 


ING PARTS 
Self locking stl 10-32 


d check 1500 psi 


raight thd tube ftg boss 
ared tube 

raight thd tube ftg boss 
raight thd tube ftg boss 
eder - Screw thd 

eder - Screw thd 

eder - Screw thd 

eder - Screw thd 


-| Relief (AA) 
e Assy - Relief (Dukes Со.) 
ssy -| Relief (AP) 


51 – Node gear steering (See fig. 259) 
übe| Agsy|~ NLG hyd steering 1/2 OD х. 035 x 8. 00 in. 
Union -|Flared tube 
Union -|Flared tube 
ше - thd flared tube for 1/2 in. OD tube 
F thd flared tube for 3/8 in. OD tube 
r 


Flared tube 3/8 bhd & univ 
е A$sy|- NLG hyd steering 3/8 OD х. 035 x 28. 00 in. 
е Assy|- NLG hyd steernig 3/8 OD х. 035 x 34. 00 in. 


Flared tube bhd & univ ftg 90° 


d replacement element line type 3 gpm 
ACHING PARTS 


– NLG hyd steering 3/8 OD x . 035 x 16.00 in. 
- NLG hyd steering 3/8 OD x . 049 x 33.00 in. 


hd mach stl 10-32 x 1-3/8 in. 
Press fit Al al .3141 OD x .1895 ID x . 79 in. 


UN I TS] USABLE 


сг συυτστοσσοσοπκππππμπ πα 8 d ге 


το "ο J O Q ig > O Q g p m Q απ Fer LC 


1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
2 
1 
2 
1 
2 
1 
1 
1 
1 


>> 
CL 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


UN ITS] USABLE 


Инн | MAJOR ASSEMBLY HYDRAULIC SYSTEM NOSE GEAR STEERING LINES INSTL (Cont. ) τ 
263 | NY 
-20 110-730124-30 be Assy l- το hyd steering 3/8 OD x . 035 x 12. 00 in. M 
110-730141-630 Tipe A sy – NLG hyd steering 3/8 OD x , 035 x 8. 56 in. N 
-21 AN815-6D Union - |Flàred tube L 
-22 AN6290-6 Gasket + Straight thd tube ftg boss L 
-23 #HD5172M1 Accumulator Assy - Spring loaded (AA) L 
#813 Accumulator Assy - Spring loaded (ELE) L 
#501 γω Е Assy ~ Spring loaded (Dukes Со.) L 
ATTACHING PARTS 
-24 AN365-428 t 4 Self cue stl 1/4-28 
AN960-416 sher/- Plain stl reg ser 1/4 in. bolt 


AN4-5A Bolt - Ас st] 1/4-28 x 21/32 in. 


|- NLG hyd steering 3/8 OD x , 035 x 5. 00 in. 
110-730141-610 be ‘Shoda NLG hyd steering 3/8 OD x . 035 x 2. 38 in. 


s. seat flared tube ftg 


-25 110-730141-270 Τε Assy! 


-26 AN929-6 | Cap + Pre 

-27 AN827-6D | Cross – Flaréd tube 

-28 110-730124-70 Tube Assy|- NLG hyd steering 3/8 OD х. 035 x 13. 00 in. 
110-730124-650 | | Tübe Assy|- NLG hyd steering 3/8 OD х. 035 x 13. 00 in. 
110-730141-590 | Тире Assy|- NLG hyd steering 3/8 OD x ‚035 x 12. 63 in. 


-29 AN6290-6 | აა + Straight thd tube ftg boss 


Pree ფ == rrr errr ოო უფ ფთ. ათა roe 


1 
1 
1 
1 
1 
1 
1 
6 
-30 AN6207-6 у; [Hyd check 1500 psi 2 
-31 AN6291-6 в yd ft# gasket back-up 1 
: -32 AN6289D6 ΙΝ ared tube univ ftg ΑΙ αἱ 9/16-16 1 
ΣΣ AN924-6D N me tube bhd & univ ftg #1 αἱ 9/16-16 1 
| -34 AN815-6D Uni Flàred tube 1 
| -35 AN832-6D Union -| Flared tube /38 bhd & univ 2 
-36 AN938-6D T Int screw thd 2 
-37 110-730302-81 T - NLG hyd steering 3/8 OD x . 049 x 28. 12 in. 1 
| -37A | AN815-6D | Union -| Flared tube 1 
| -378 AN6290-6 |G raight thd tube ftg boss 2 
; -37C | 19-100-.0625 Rest i - Yalve (GPPI) 1 
-38 110-730141-50 Tube A$sy|- NLG hyd steerirg 3/8 OD x .035 x 31. 00 in. 1 
-39 110-730141-30 Tube А$ву|- NLG hyd steering 3/8 OD х. 035 x 27. 00 in. 1 
| 740 AN919-12D | Reducer - Ex thd flared tube 4 
i -40A AN6290-6 Ке sket - Straight thd tube ftg boss 4 
i -41 25412 Valve - Solenbid pilot actuated hyd (SVL)) 1 
| ATTACHING PARTS 
| -42 AN4-6A Bplt!- Acft stl 1/4-28 x 25/32 in. 4| L 
| AN960-416 - Plain stl reg ser 1/4 in. bolt 4 L 
| -43 110-730141-70 syl- NLG hyd steering 3/8 OD x . 035 x 14. 00 in. L 
| -44 110-730141-90 | Assy|- NLG hyd steering 3/8 OD х. 035 x 15. 00 in. L 
| -45 AN924-6D ared tube bhd & univ ftg Al al 9/16-18 L 
| -46 AN932-6D | Uni ared tube 3/8 bhd & univ L 
| -47 110-730141-170 |! А5ѕу - NLG hyd steering (Made from part No. 
| | 2171-6-72. 00) L 
| -48 110-730141-150 | ) - NLG hyd steering (Made from part No. 
| | | AN6271-6-27. 00) L 
| -49 110-730141-110 Hose Ašsy - NLG hyd steering (Made from part No. 
| | | AN6D71-6-27. 00) L 
j -50 110-730141-210 | Hosd Assy - NLG hyd steering (Made from part No. 
| | е, І, 
{ -51 110-730141-230 Hosd ΑΡΘΥ - NLG hyd steering (Made from part No. 
: j | AN6271-6-28. 00) L 
-52 AN815-6D thi - rar tube L 
-53 AN6290-6 | Gasket – Straight thd tube ftg boss L 
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INDEX 
NUMBER 


AN924-6 

AN6290-6 
AN832-6D 
AN6289D6 
AN938-6D 
AN6291-6 
AN833-6D 


#Alternate Parts 


932 


e 


t |~ 


- Int 
- Ву 
w 


ON 
E 


T.O. 1C-119F-4 


| MAJOR ASSEMBLY HYDRAULIC SYSTEM NOSE GEAR STEERING LINES INSTL (Cont. 
PART NUMBER | 2 3 4 5 6 


i area ube bhd & univ ftg 
e 


raight thd tube ftg boss 


Flaréd tube 3/8 bhd & univ 
F Flared tube univ ftg Al al 9/16-16 


crew thd 
fiz gasket back-up 
ared tube & bhd univ 90° 


( Ἴ subsequent ACFT continued on Figure 264) 


MODEL DESIGNATION 


C-119G 


> სასა G4 DO WD 
ЕНЕ ЕЕЕ 


SERIAL NUMBERS 


51-8016 
51-2662 thru 51-2716 
51-8098A thru 51-8168A 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8110A 


51-2668 thru 51-8097 
51-8111А thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


51-8098A thru 51-8111A 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8029 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 52-5921 
52-5924 thru 52-9982 
52-6001 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 
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FIGURE & GROUP FUSELAGE 


HYDRAULIC SYSTEM NOSE GEAR STEERING LINES INSTL (Cont. ) 


INDEX 
NUMBER 


MAJOR ASSEMBLY 
PART NUMBER 
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| 
| 
| | 


T.O. 1C-119F-4 


C-119G 


R4Q2 


C-119G 


C-119G 


MODEL DESIGNATION 


SERIAL NUMBERS 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8076 
IK-441 thru IK-442 
131662 thru 131719 


53-8077 thru 53-8095 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8076 
IK-441 thru IK-442 
131662 thru 131719 


53-8069 thru 53-8095 


51-8030 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5954 
52-6001 thru 53-3156 
53-8069 thru 53-8076 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-8098A thru 51-81684 
53-8077 thru 53-8095 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 52-5921 
92-5924 thru 53-3156 
53-8069 thru 53-8076 
IK-441 thru IK-442 
131662 thru 131719 
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UN 1 TS] USABLE 
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Figure 264. Hydraulic Nose Steering Lines Installation 


934 PAGES 935 AND 936 DELETED Revised 15 February 1957 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


ΤΕ acft see fig. 263) 

*110-130302-1 Lines Instl|- Hyd nose gear steering (See fig. 259) | 
110-730302-11 i Tube Assy - NLG hyd steering 1/2 OD x . 049 x 5.50 in. 
AN815-8D | Union - тыге tube 
AN6289D8 Nut - Flared tube univ ftg 
AN832-8D Union - Flared tube 3/8 bhd დ univ 
AN6290-8 iGasket 4 Straight thd tube ftg boss 
AN6291-8 Ring - Hyd ftg| gasket back-up 
AN919-10D Reducer| - Ext! thd flared tube 
AN919-12D Reducer] - Ext thd flared tube 
AN938-8D | Tee 4 Int screw thd 
110-730302-31 | Tube/Assy |- NLG hyd steering 3/8 OD x . 049 x 27.62 in. 


110-730141-390 Tube 'АвБу - NLG hyd steering 3/8 OD x . 049 x 34.00 in. 


AN815-6D Union - Flared tube 

AN815-6D Union - Flared tube 

AN6290-6 Gasket + Straight thd tube ftg boss 
AN6290-6 Gasket 4 Straight thd tube ftg boss 
AN6289D6 | Nut Tr red tube univ ftg 
AN6290-6 ფელი | Straight thd tube ftg boss 
AN6291-6 Ring - Hyd ftd gasket back-up 
AN833-6D 


Elbow - Flared tube bhd & univ ftg 90 deg. 

Tube Assy |- NLG hyd steering 3/8 OD x .049 x 32.00 in. 
| Tube Assy |- е hyd steering 3/8 OD x .049 x 13.00 in. 
| TübelAssy |- NLG hyd steering 3/8 OD x . 049 x 33.00 in. 


110-730302-51 
110-730124-650 
110-730141-510 


Ref 
1 
1 
1 
1 
6 
1 
1 
1 
2 
1 
1 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
1 
1 
1 
1 
1 
4 
4 
4 


AN919-18D Redu¢er| - 5 screw thd flared tube 
AN6207-6 үш - Hyd check 1500 psi 
AN815-6D Union - Flared tube 
AN6290-6 Gasket + Straight thd tube ftg boss 
AN814-6D ο leeder - Screw thd 
110-730124-30 Tube Assy j- NLG hyd steering 3/8 OD x . 049 x 12.00 in. 
19328 | valved Assy - Relief (AP) 
110-730302-41 Tube Assy j- NLG hyd steering 3/8 OD x . 049 x 14. 87 in. 
AN929-6 | с + Press. seat flared tube ftg 
AN827-6D Cross -|Flared tube 
FAC6451-11 | A eumulator Assy - Spring loaded 
ATTACHING TS 
AN365-428 |; Nut 1 Self locking reg ser 1/4 in. bolt 
AN960 -416 haiker - a stl reg ser 1/4 in. bolt 
AN4-5A i Bolt + Асе st] 1/4-28 x 21/32 in. 


110-730141-270 
AN815-8D 
AN6290-8 
AN6234-2 


Tübe Assy |- NLG hyd steering 3/8 OD x . 049 x 5.00 in. 
| Union - ἘΠ tube 
Gasket + Straight thd tube ftg boss 

Filter - Hyd replaceable element line type 5 gym 
ATTACHING кү 

|i Nut ~ Self locking stl 1/4-28 

| Waslier |- Plain stl reg ser No. 10 bolt 
Bolt - Acft|st| 1/4-28 x 2-21/32 in. 


FANT ირი ANARPAANAAAANAAADWANAAANANAWAWAWS> he >>> >> > PD 


= ка мы уш 


AN365-428 
AN960-416 
AN4-25A 


t 


AN6235-2A 


Filter Element - Hyd replaceable micronic line type 
110-730081-21 i f 


i- Filter hyd sys nose gear steering 
ACHING PARTS 
| Nut 4 Self locking 81 10-32 
he er|- Plain stl reg ser No. 10 bolt 
i Actt stl 10-32 x 25/32 in. 


AN365 -1032 
AN960-10 
AN3-6A 


110-730302-81 


Assy - е hyd steering 3/8 OD x . 049 x 28.12 in. 
110-730302-71 


Assy|- WLG hyd steering 3/8 OD x . 049 x 29, 43 іп. 


>> >>> >> >>> 


Revised 15 January 1956 937 


Section IL 
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110-730302-61 
110-730401-1 
AN815-6D 
19-100-.0625 
AN6207-6 
AN6289D6 
AN924-6D 
AN832-6D 
AN6290-6 
AN6291-6 
AN938-6D 
110-730302-91 
110-730302-111 
AN919-12D 
AN6290-8 
25412 


AN4-6A 
AN960-416 


110-730302-121 
110-730302-131 
110-730302-141 
110-730302-151 
110-730302-161 


AN924-6D 
AN832-6D 
AN815-6D 
AN6289D6 
AN833-6D 
AN6290 -6 
AN6291-6 
AN938D6 

AN6289D6 
AN833-6D 
AN6290-6 
AN6291-6 


Q ct Z Z < 
EE 
8 


T.O. 1C-119F-4 


red tube 
- Valve (GPPD 


d tube bhd & univ ftg 
ire tube 3/8 bhd & univ 
aight thd tube ftg boss 

4 gasket back-up 


rew thd 


xt thd flared tube 
raight thd tube ftg boss 
enoid pilot actuated hyd (SVL) 


- Acft stl 1/4-28 x 25/32 in. 
sher|- Plain stl reg ser 1/4 in. bolt 


- NLG hyd steering 3/8 OD x .049 x 24.56 in. 
- NLG hyd steering 3/8 OD x .049 x 24. 56 in. 


- NLG hyd steering 3/8 OD x . 049 x 14.12 in. 
- NLG hyd steering 3/8 OD x .049 x 15.50 in. 


oW» WA кы RA DO ка СО DO = ке DO = bo ке к 
>> >> >> >> >> >> >> Р > > > > > > > С) DJ 


"> > 


Assy ed press. NLG hyd steering 3/8 OD x 27.00 in. 


om MS28741-6-270) 


om MS28741-6-270) 


om MS28741-6-200) 


om MS28'141-6 -280) 
ube bhd & univ ftg 


ght thd tube ftg boss 
gasket back-up 
v thd 
ube univ ftg 
d tube bhd & univ ftg 90 deg. 
ght thd tube ftg boss 


Pages 938A and 938B Deleted 


ed press. NLG hyd steering 3/8 OD x 27.00 in. 


ed press. NLG hyd steering 3/8 OD x 27. 00 in. 


ed press. NLG hyd steering 3/8 OD x 28.00 in. 


ლე NO DO DO DO LO Ф BO DO о Ф Ον m 
>» > р> > >” >> p p p > > > > > 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 and Subsequent 
IK-443 and Subsequent 


52-5922 thru 52-5923 
53-3157 thru 53-7811 
53-8096 thru 53-8156 
IK-443 thru IK-461 
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Figure & | GROUP FUSELAGE 


UNITS] USABLE 
MEER MAJOR ASSEMBLY HYDRAULIC NOSE STEERING LINES INSTL (cont) 1. 


PART NUMBER 12 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 53-7878 thru 53-7884 
IK-462 and Subsequent 
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Figure 265. Lines Installation - Hydraulic System Brake 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ჯ | GROUP FUSELAGE UN ITS] USABLE 
NUMBER rj 
*110-730080 Lihes Instl |- Hyd Sys brake (See fig. 259) Ref | All 
110-730080-870 [Tube |Assy + Hyd brake on 5/8 OD x .049 x 34.00 in. 1 |All 
110-730080-890 |Tube |Assy + Hyd brake on 5/8 OD x .049 x 52.25 in. 1 B 
110-730080-955 Tube [Assy - Hyd brake on 5/8 OD x .049 x 53.00 in. 1 A 
110-730080-911 Tube |Assy - Hyd brake on 5/8 OD x .049 х 32.50 in. 1 B 
110-730080-953 | Tube |Авву + Hyd brake on 5/8 OD x .049 x 28.75 in. 1 A 
110-730080-690 Tube [Assy + Hyd brake return 3/4 OD x .049 x 28.00 in. 1 АП 
AN815-10D Union - Flared tube 7 A 
AN815-10D Union - Flared tube 5 B 
AN520-10-5 Screw - Rd hd| mach stl 10-32 x 5/16 in. 2 A 
AN935-10 | Washer + Spring lock 2 A 
AN6204-1 де - Hyd bleeder 2 A 
110-730269-3 аріег - Hyd|sys brake bleeder 2 A 
AN6290-8 Gaskét - Straight thd tube ftg boss 2 A 
AN893-151D Bushing |- Screw thd reducer 2 A 
AN6290-10 Gasket 4 Strai zht thd tube ftg boss 6 A 
AN938-10D | Tee – Int screw thd 2 A 
AN815-12D Union - Flared tube 1 [АП 
110-730080- 710 | Tube As yd brake return 3/4 OD x .049 x 82.50 in. 1 All 
110-730080-913 Tube sy - Hyd brake on 5/8 OD x .049 x 85.75 in. 1 ΑΗ 
110-730080-903 Tube sy - Hyd brake on 5/8 OD x .049 x 58.00 in. 1 All 
110-730080-915 Tube |Asby - Hyd brake on 5/8 OD x .049 x 57.87 in. 1 All 
110-730080-905 | Tube | - Hyd brake on 5/8 Ор x .048 x 45.75 in. 1 All 
110-730080-917 | Tube Ass yd brake on 5/8 OD x .049 x 46.75 in. 1 | #11 
AN924-10D Nut -| Flhred tube bhd & univ ftg 4 | All 
AN832-10D ion - Flared tube 3/8 bhd & univ 4 | All 
110-730080-901 be |Аѕву - Hyd brake on 5/8 OD x .049 x 81.75 in. 1 All 
110-730080-730 be |Asby ~ Hyd brake return 3/4 OD x .049 x 62.00 in. 1 All 
110-730080-603 | Tube |AsBy - Hyd brake return 3/4 OD x .049 x 20.00 in. 1 | All 
AN924-12D Nut -| Flared tube bhd & univ ftg 2 All 
AN832-12D [Union - Flared tube 3/8 bhd & univ 2 All 
110-730302-51 Tube |АвБу = Hyd brake return 3/4 OD x .049 x 32.00 in. 1 All 
AN919-18D | Raducer| - Ext thd flared tube 1 All 
AN815-12D | Union - [Flared tube 2 | All 
AN6290-12 Gasket 4 S n: thd tube ftg boss 2 | All 
AN938-12D тее 4 Int serew thd 1 | All 
110-730080-977 Tube Aspy - Hyd brake return 3/4 OD x..049 x 54.00 in. 1 All 
110-730080-975 T be Assy - yd brake press. 1500 psi 1/2 OD x .042 x 37.50 in. 1 All 
AN815-8D Union - Flared tube 2 All 
AN919-10D Rddu¢er| - et w flared tube 1 | All 
AN6290-8 Gasket 4 Straight thd tube ftg boss 3 All 
AN938-8D Tee - Int screw thd 1 All 
*110-730417 Adcumulator Instl - Hyd sys brake (See fig. 268) NP | All 
(Continued on fig. 266) 
USABLE ON | |MODEL DESIGNATION SERIAL NUMBERS 
| CODE 
ს | A | C-119G 51-2662 thru 51-2716 
| 51-8016 
C-119G 51-2717 

51-7968 thru 51-8015 

51-8017 and Subsequent 

IK-441 and Subsequent 

131662 thru 131719 
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Figure 266. Lines Installation - Hydraulic System Brake 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


INDEX i | UN | TS] USABLE 

ON 
NUMBER [MAJOR ASSEMBLY — HYDRAULIC SYSTEM BRAKE LINES INSTL წამ 
PART NUMBER I 2 3 4 5 6 


(Continued from fig. 265) 


*110-730080 1 Instl - Hyd|sys brake (See fig. 259) 
110-730080-983 ре ΑΘΦΥ + ња ргаке оп 5/8 Ор х .049 х 16.63 іп. 


АП 
АП 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 


110-730080-965 e As$y + Hyd brake on 5/8 OD x .049 x 17.50 in. 
AN924-10D L -|Flare d & univ ftg 

AN833-10D Elbow - Fre tube & bhd univ 90° 

AN6289-10 Nut -/Flared tube univ ftg 

AN6291-10 Ring + Hyd ёе gasket back-up 

AN6290-10 Gasket -| Straight thd tube ftg boss 

AN815-10D Union|- Flared tube 

110-730080-961| {Tube ЕЙ + Нуа brake return 3/4 OD х .049 х 9.00 іп. 
AN924-12D Flared tube bhd & univ ftg 

AN6289-12D Flared tübe univ ftg 

AN6291-12 Ring + Hyd ftg|gasket back-up 

AN6290-12 СаБЕ Straight thd tube ftg boss 

AN833-12D El Flared tube & bhd univ 90° 

110-730080-.96'7 Tube As$y 1 Hyd brake press. 1500 psi 1/2 OD x .049 x 6.13 in. 
AN924-8D xdi - red tübe bhd & univ ftg 

AN832-8D Union! - Flared tube 3/8 bhd & univ 

AN6289-8D Nut -|Flared tube univ ftg 

AN6291-8 Ring + Hyd ftg|gasket back-up 

AN6290-8 S -|Straight thd tube ftg boss 

AN833-8D Elbow - Flared tube & bhd univ $0° 

AN6290-10 Gasket -| Straight thd tube ftg boss 

AN893-151D Bushing - Screw thd reducer 


«ο бо -d CO» თ > oN е 


1 
= 
ლ 


κα κα μι κα κα κι μα κα οσο μα κω κα κα κα ορ. 
– 


ntinued on fig. 267) 
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Figure 267. Lines Installation - Hydraulic System Brake 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


ΙΕ кд UN I TS | USABLE 

INDE [MAJOR ASSEMBLY LINES merh + nyn sys srake o o o EA 
NUMBER [MAJOR ASSEMBLY LINES IS ΤΙ, κ HYD SYS BRAKE ο 
PART NUMBER | 2 3 ს 5 6 


(Continued from fig. 266) 


All 
All 
All 
All 
All 
All 
All 


*110-730080 i - Hyd|sys brake (See fig. 259) 
AN814-12D g & Bleeder - Screw thd 
AN6290-12 Straight thd tube ftg boss 
AN6289-5D | red tube univ ftg 
AN6291-5 i d ftgigasket back-up 
AN837-5D Flared tube & univ 45° 
12780B Sy - Power brake type 650 (WA) 

A HARTS 
AN365-428 ჯ ია ng stl 1/4-28 


= о το ο = κ. 2 
== 


All 
All 
All 
All 


AN960-416 + Plain stl reg ser 1/4 in. bolt 
AN4-14A ft Btl|1/4-28 x 1-17/32 
AN4-21A ft 5t1 1/4-28 x 2-5/32 
*110-730058 ი sy|& Inst! - Hyd sys emer & parking (See fig. 269) 
110-730080-993 y + Hyd brake on 5/16 OD x .042 x 57.12 in. 
110-730080-995 vd brake on 5/16 OD x .042 x 58.31 in. 
110-730080-999 yd brake on 5/16 OD x .042 x 43.56 in. 
110-730080-997 yd brake on 5/16 OD x .042 x 43.81 in. 
110-730080-605 уа brake on 5/16 OD x .042 х 18.75 in. 
AN924-5D be bhd & univ ftg 

AN832-5D | tube 3/8 bhd & univ 

AN815-5D - Flared tube 

110-730080-607 Тире Assy 1 Hyd brake on 5/16 OD x .042 x 49.25 in. 
AN924-5D Nut - |Flàred tube bhd & univ ftg 

AN960D816 Washer + Plain Al al reg ser 1/2 in. bolt 

AN833-5D Elbow - [Flared tube & bhd univ 90? 


BO м ἠδ η. 


АП 
АП 
АП 
All 
All 
All 
All 
All 
All 
All 
All 
All 
All 


νυν 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ἃ [GROUP FUSELAGE 


UN I TS| USABLE 


ყე, MAJOR ASSEMBLY ACCUMULATOR INSTL - HYD SYS BRAKE ας 
*110-730147 Ama 8001 nstl - Hyd sys brake (See fig. 265) Ref | All 
AW1-7/8-17CN- 

13 | Gage - бк 1-7/8 dial press. (AN5771T4B) (UG) K 
E-6 сасе - Hyd press. type E-6 (GF AE) L 
110-730310-3 Washer - Hyd type E-6 gage mtg (Made from part No. AN960D- 

416) 1 L 
AN815-4D Union - севар tube 1 | All 
AN6290-4 Gasket + Straight thd tube ftg boss 1 | All 
110-730147-70 Tube Assy – Hyd sys brake .25 OD x .049 x 5.00 in. 1 K 
110-730147-270 ! Tübe ASsyj- is sys brake .25 OD x .028 x 4.50 in. 1 L | 
AN824-4D | Tee + Flared tube 1 | All 
110-730147-50 Tube rela yd sys brake .25 OD x .049 x 6.50 in. 1 | All 
AN6287-1 Vhlve -|Aif high press. 3/4 in. hex 1 |All 
110-730163 ως + Hyd sys 1150 psi air inflation 1 G 
110-730163-3 Fitting + Hyd sys 1150 psi air inflation (Use for spares in lieu 

of part No. 110-730163) 1 F 

ош TS 

AN365-1032 | Nut 4 Self locking 10-32 2 | АП 
AN525-10-8 is rew - Washer hd 10-32 x 1/2 in. 2 | All 
A'184-4 | ce (AP) 3 | All 
110-730147 -30 Tube| AsSsy|- Hyd sys brake .25 OD x .049 x 55.00 in. 1 | All 
AN6289-4D Nut + Flarbd be univ ftg 1 | All 
AN6290-4 Gasket + Straight thd tube ftg boss 1 | АП 
AN6291-4 Ring|- Hyd 5n gasket back-up 1 | All 
AN833-4D Elbow -| Flared tube & bhd univ 90° 1 | All 
AN893-1 Bushing} - шем thd reducer 1 M 
110-730290-3 Adapter] - Hyd sys accumulator air port (Made from part No. 

AN893-1) 1 J 
110-730290-5 Adapter, - Hyd sys accumulator air port (Made from part No. 

| ΑΝΘ 3-1) (Use for spares in lieu of part Νο. 110-730290-3)| 1 F 
AN6290-5 Gasket - Straight thd tube ftg boss 1 | A 
47A1562 Ring|- Ну hi back-up 1 B 
110-730147-170 Tube Assy - Hyd sys brake .50 OD x .042 x 8.00 in. 1 C 
110-730147-210 Tube Аѕѕу|- Hyd sys brake .50 OD x .042 x 23.00 in. 1 E 
110-730147-230 | Bi A$sy|- Hyd sys brake .50 OD x .049 х 12.00 in. 1 F 
AN919-15D Reducey - Ext thd flared tube 1 | G 
AN919-19D | Reducey - Ext thd flared tube 1 F 
AN6290-10 | ας t Straight thd tube ftg boss 1 G 
AN6290-12 Gasket - Straight thd tube ftg boss 1 F 
AN894D12-10 Bushing - Screw thd expander 1 | All 
420-150-5.0008 ა. (MAR), 2| G 
320-.625-5.0005 Clamp и be used with 110-730160-25 when replacing 
| 110-730160-21 or -23) 2 H 

552430 Accumulator (BX) 1 σ 
552430-1 Accumulator Es 1|D 
110-730160-21 | Bracket - Hyd sys 3000 psi accumulator 2 C 
110-730160-23 в Mn - Hyd sys 3000 psi accumulator 2 E 
110-730160-25 Blade - Hyd sys 3000 psi accumulator (Use for spares in lieu 

of part No. 110-730160-21 & 23) 2 H 

ATTACHING PARTS 

AN365-1032 | Nut 4 Self ისაი, stl 10-32 6 | All 
AN960-10 | Washer|- Plain stl reg ser No. 10 bolt 6 | All 
AN3-6A Bolt - Acft st! 10-32 x 25/32 in. ნ | All 
AN924-8D | Nut 4 მიი გით bhd & univ ftg 1 | All 
AN834-8D Tee + Bhd & univ flared tube 1 All 
110-730147-130 be Assy - Hyd sys brake .50 OD x .042 x 6.19 in. 1 | Au ἡ 
AN815-8D | Union -| Flared tube 2 | All 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


AN919-10D 
AN938D8 
110-730147-190 
AN6207-8 
110-730147-110 
110-730147-110 
AN815-4D 
AN6290-8 
AN6245AB4 


AN6290-4 
110-730147-90 
AN919-16D 
AN815-12D 
AN6290-12 
AN938D12 
110-730147-150 


950 


y 


- Flare 


t + Strai 


T.O. 1C-119F-4 


GROUP FUSELAGE 


xt thd flared tube 

thd 
yd sys brake , 50 OD x , 042 x 26, 38 in. 
κα hyd check ; 
+ Hyd sys brake . 25 OD x .035 x 1. 88 in. 
+ Hyd sys brake . 25 OD x . 028 x 1. 88 in. 
tube 
ight thd tube ftg boss 


Stra. 
d thermal expansion relief (Valve to be set for 1500 


psi cracking press.) 


5 
slm thd tube ftg boss 


yd sys brake . 25 OD x . 035 x 12. 00 in. 
XL thd flared tube 

red tube | 

ght thd tube ftg boss 

i thd 


- Hyd sys brake . 75 x . 049 x 8. 00 in. 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8143A 


C-119G 51-2668 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-8016 
51-2662 thru 51-2716 
51-8098A thru 51-8168A 


53-8069 thru 53-8154 


51-2717 
51-7968 thru 51-8097 
51-17365 thru 53-7884 
53-8155 thru 53-8156 
IK-441 and Subsequent 
131662 thru 131719 


51-2717 
51-7968 thru 51-8030 

51-17365 thru 51-17367 
52-6000 thru 52-6003 


C-119G 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6000 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 


51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6003 
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UNITS] USABLE 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UN I TS| USABLE 
ТН MAJOR ASSEMBLY ACCUMULATOR INSTL - HYD SYS BRAKE (Cont. ) ee 


PART NUMBER I 2 3 4 5 6 


mm ON MODEL DESIGNATION SERIAL NUMBERS 
CODE | 

H | C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 

| 52-6004 thru 53-7884 
53-8155 thru 53-8156 
IK-441 and Subsequent 
| R4Q2 131662 thru 131719 


Ji | C-119G 51-2668 thru 51-8030 
| 51-8124A thru 51-8168A 
| | 51-17365 thru 51-17367 
| | 52-6000 thru 52-6003 


K | C-119G 51-2662 thru 52-5921 

a 52-5924 thru 52-9982 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


L C-119G 52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


M ||| C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8123A 
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Figure 269. Hydraulic System Emergency and Parking Brake Assembly and Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSE LAGE 


FIGURE ἆ UNITS a 


SEER MAJOR ASSEMBLY HYDRAULIC SYSTEM EMERGENCY & PARKING BRAKE ASSY & INSTL ον 
PART NUMBER 
*110-730058 Braké Assy & [nstl - Hyd sys emer & parking (See fig. 267) Ref | АП 
110-730058-11 |B aD - Hyd sys emer & parking valve assy upper 1 All 
110-730058-13 | Bracket |- Нуа sys emer & parking valve assy lower 1 A 
110-730058-300 Bracket Assy | Hyd sys emer & parking valve assy lower 1 B 
110-730058-87 Lock |- Émér & parking brake lever safety latch hyd sys 1 All 
110-730008-3 Spring -|Emer & parking brake lever safety latch hyd sys 1 All 
110-730058-10 Lever A sy - Emer & parking brake hyd sys 1 All 
ATTACHING PARTS 
AN393-13 Pih -| Flat hd stl 3/16 x 37/64 in. 1 All | 
AN960D10L Washer = Plain Al al light ser No. 10 bolt 3 Al 
110-730058-230 Bracket Assy - Hyd sys emer & parking brake latch i 1 All 
110-730057 Rod Assy -|Emer & parking valve conn 1 All 
АТТАС ING 1 eid 
AN634-1032 Nut -|Se]f locking thin stl 10-32 1 | All 
AN960-10 Washer - Hlain stl reg ser No. 10 bolt 1 | All 
AN3-6A Bolt 4 АС 8(1 10-32 x 25/32 in. 1 All 
AN486-4 Clevis - Ваа end adj 2 | ΑΙ 
AN364-428 Nut -|Self lbcking thin stl 1/4-20 2 All 
110-730057-10 pes Eme & parking brake conn 1 All 
110-73005 8-190 Belicrank 4 Emer δι parking brake hyd sys 1 ΑΠ 
110-730058-65 ავია - Parking brake 1 АП 
NAS43DD3-108 Spacer - Screw & bolt Al al 5/16 OD x .049 x 1-11/16 in. for 
No. 10 bolt 3 #11 
110-730058-70 Cable rid - Emer & parking brake (See fig. 390) 1 κ 
110 -Τ90058- 250 Cable Assy|- Emer & parking brake (See fig. 390) 1 * 
110-730058-310 Cable| Assy|- Emer & parking brake (See fig. 390) 1 ** 
110-730058-90 Cable ASsy|- Emer & parking brake (See fig. 390) 1 * 
110-730058-290 (Cable Agsy|~ Emer & parking brake (See fig. 390) 1 С 
110-730058-350 Cable Assy|- Emer & parking brake (See fig. 390) 1 * 
110-730058-270 (Cable, Agsy|- Emer & parking brake (See fig. 390) 1 жж 
ATTACHING PARTS 
AN364-1032 Nut -/Self locking thin stl 10-32 1 | АП 
AN155-16S Balrrdl - pa 1 All 
AN960-10 Washer F Plain stl reg ser No. 10 bolt 5 АП 
AN3-TA Bolt 4 Acft stl! 10-32 x 7/16 in. 1 All 
AN960-10L Washer + Blain stl light ser No. 10 bolt 1 All 
AN393-15 pi - Flat hd sti 3/16 x 41/64 in. 1 All 
110-726217-1 Spring - Enjer|& parking brake 1 A 
AN210-2A Pulley - anti ιοί brg conl 3 | All 
AN210-2B ‘Pulley -|Anti-friction brg conl 1 ** 
110-730058-51 Arm | T & parking brake LH 1 #11 
110-730058-52 Arm + Emer & parking brake RH 1 All 
ATT CUNG HARTS 
AN394-15 Pih - Flat lid gtl 1/4 x 43/64 in. 2 |AH 
AN960-416 «+. + Plain stl reg ser 1/4 in, bolt 2 | All 
110-730058-130 iPl npr Ау + Emer & parking brake 2 All 
ATTACHING PARTS 
AN393-17 | Pir >. იძ stl 3/16 κ 45/64 in. 2 АП 
AN960-10L Washer + Plain stl light ser No. 10 bolt 2 All 
i | 
110-730058-35 Fork End -|Emer & parking brake 1 lan 
AN316-4R | [Nut -,Check sti 1/4-28 R thd 1 | All 
110-730058-37 | 1Рцтоег |- Emer ё parking brake 1 All 


Revised 1 February 1959 953 


Section П 
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GROUP FUSELAGE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE ἆ UN | TS} USABLE 

NUMBER Continued CODE 
110-730058-27 r & parking brake cyl АП 
110-730215-23 & parking brake АП 


# Acft without c i ere 


** Acft with cre vieler 


954 


"M 


C-119G 


R4Q2 
C-119G 


M ditis chute 


escape chute 


λεν” DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6001 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-8030 
92-6001 thru 52-6003 
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Fuselage Hydraulic System Tubing Installation 


Figure 270. 
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Section II 
Group Assembly Parts List 


PART NUMBER 


*110-730145 
110-730145-783 
110-730145-787 
110-730281 
AN815-12D 
AN924-12D 
AN832-12D 

| 110-730145-641 
110-730145-789 
AN924-12D 
AN833-12D 
AN815-12D 
AN939D12 
AN6290-12 

| 110-730145-637 
110-730145-959 
AN924-6D 
AN832-6D 

| 110-730145-645 
AN919-12D 

I 110-730145-330 
AN815-8D 

| 110-730145-623 
110-730145-951 


110-730145-943 
AN815-12D 
AN815-16D 

' 110-730145-310 
110-730145-919 
110-730145-945 


110-730145-979 
AN924-8D 
AN832-8D 

| 110-730145-627 
110-730145-921 
AN924-12D 
AN832-12D 
AN815-16D 

E 110-730145-290 
110-730145-923 
AN924-8D 


AN832-8D 
i 110-730145-625 
110-730145-925 
a 110-730145-891 


110-730145-947 
AN924-12D 
AN832-12D 
AN815-16D 

I 110-730145-713 
110-730145-863 
AN6289-8 
AN815-8 
AN939-8 
AN6290-8 


956 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 


UN | TS] USABLE 
MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL შა 


Union - 


558 Hd 


Hcczddazd AHH 


ο... 


F 
SE 1 


syl- 


d 
re 


E 


Flare 


-H 


are 


B 
ву - 
red 


ге 


yr 
r 


d 
ldre 
sc 
raight thd tube ftg boss 


ი 


Fus hyd sys (See fig. 35) 
us hyd 3/4 OD x .049 x 36. 25 in. 

მ us hyd 3/4 OD x . 049 x 36.50 in. 
Clamp - Hyd sys (Made from part No. AN742D54C) 
Flared tube 
ared tube bhd & univ ftg 

tube 3/8 bhd & univ 
us hyd 3/4 OD x . 049 x 17. 75 in. 
us hyd 3/4 OD x .049 x 16.38 in. 


be bhd & univ ftg 


ared 
Flrdd tube bhd & univ 90? 
Flared tube 
Int βάτον thd 90? 
iraight thd tube ftg boss 

us hyd 3/8 OD x . 049 x 25.12 in. 
us hyd 3/8 OD x .049 x 24.13 in. 


be bhd & univ ftg 


tube 3/8 bhd & univ 
- Hyd pump suction 3/8 OD x .049 x 23.88 in. 


thd flared tube 


yd press. 3000 psi st stl 1/2 OD x .049 x 30.31 in. 


tube 


yd pump suction 3/4 OD x .049 x 33. 75 in. 


Ф 
> 
= 


F სააგ Q = ш μα = μα = = = μι οὐ 


yd pump suction 3/4 OD x .049 x 39, 75 in. (Use 


spares in lieu of part No. 110-730145-623) 
d pump suction 1.00 OD x .049 x 47.00 in. 


y|- Hy 
red tube 


tube 


- Hyd press. 3000 psi st st1 1/2 OD x .049 x 23.12 in. 
- Hyd press. 5000 psi st stl 1/2 OD x . 049 x 26.00 in. 
- Hyd press. 3000 psi st stl 1.00 OD x . 049 x 28. 88 


d press. 3000 psi st stl 1.00 OD x .049 x 28. 88 in. 


| T bhd & univ ftg 


y 


tube 3/8 bhd & univ 

d pump suction 3/4 OD x .049 x 23.75 in. 

yd pump suction 3/4 OD x .049 x 27.06 in. 

d სია. bhd & univ ftg 
ed tube 3/8 bhd & univ 


y 


tube 


yd press. 3000 psi st stl 1/2 OD x .035 x 23. 81in. 
- Hyd press. 3000 psi st stl 1/2 OD x .035 x 31.00 in. 
réd tube bhd & univ ftg 
tube 3/8 bhd & univ 
ii yd pump suction 3/4 OD x .049 x 23.25 in. 
y |m 
y 


yd pump suction 3/4 OD x .049 x 31.38 in. 
yd pump suction 3/4 OD x . 049 x 31.38 in. 
yd pump suction 1.00 OD x . 049 x 30. 00 in. 


be bhd & univ ftg 


tube 


lared tube 3/8 bhd & univ 
H 
p 


yd press. 3000 psi st stl 1/2 OD x .049 x 16. 56 in. 
yd press. 3000 psi st stl 1/2 OD x . 049 x 27.25 in. 


be univ ftg 
tube 
ew thd 90? 
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FIGURE & [GROUP 
ines MAJOR ASSEMBLY 


PART NUMBER 


AN6291-8 
15586-8D 
15554-80 
110-730145-711 
110-730145-865 
110-730145-893 
110-740145-949 
AN6289-12D 
AN815-12D 
AN919-23D 
AN939-12D 
AN6290-12 
AN6291-12 
15586-12D 
15584-12D 
110-730145-273 
110-730145-283 
*110-730180 
*110-730220-1 
110-773864 
110-730218-11 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FUSELAGE 
FUSELAGE HYDRAULIC SYSTEM TUBING INSTL (Cont) 


IC 
i Hàse|- 


Box Inst] - 
Bax Insti - 
[Door As 
Door #8 


USABLE ON 
cot 


n 


Tube|- Hyd 3 
Ну 


H 
Бу 
БУ 


= Hyd pump suction 3/4 OD x .059 x 25.31 in. 
Nut - Flared tube & univ ftg 
Union ~ Flared tube 

| xt thd flared tube 


ი. thd tube ftg boss 


Section II 


Group Assembly Parts List 


yd pump suction 3⁄4 OD x .049 x 15.00 in. 
yd pump suction 3/4 OD x .049 x 25.31 in. 


yd pump suction 1.00 OD x .049 x 24. 50 in. 


rew thd 90° 


gasket back-up 


f 


8 ID x 5,00 in. 
8 OD x .035 x 42.00 in. 
SyS ground test access 
Sys ground test access 
- Access (See fig. 316 for breakdown) 
- Access 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 91-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 


52-6000 


51-8030 thru 51-8097 
92-5840 thru 52-5954 
92-6001 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


R4Q2 


51-2662 thru 51-8063 
91-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


R4Q2 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52~6024 & Subsequent 


IK-441 & Subsequent 


51-2662 thru 51-8097 
91-8144 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


R4Q2 


UN I TS] USABLE 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure & [GROUP  FUSELAGE UNITS|USABLE 
INDEX აის ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL (cont) ON 


NUMBER 
PART NUMBER 1 2 3 4 6 6 


270 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8090 
51-8098 thru 51-8168 
91-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8091 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
92-6024 thru 53-3194 
IK-441 thru IK-442 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 
R4Q2 131662 thru 131719 


C-119G 92-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


C-119G 52-6024 thru 52-6058 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-9981 thru 53-3194 
53-8069 thru 53-8116 
ІК-441 thru IK-442 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 & Subsequent 
IK-443 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6024 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK -442 


52-5923 
53-3195 thru 53-3215 
53-8117 thru 53-8135 


53-3216 thru 53-7884 
53-8136 & Subsequent 
IK-443 & Subsequent 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 
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Section Π T.O. 1C-119F-4 


6575 


Figure 271. Fuselage Hydraulic System - Tubing Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Π 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UN | TS] USABLE 


NUMEN [MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM - TUBING INSTL Pad 
PART NUMBER | | 
(Continued from figure 270) 
271 *110-730145 Tubing men -|Fus hyd sys (See fig. 35) Ref} All |a 
- 1 110-730145-745 Tube|Assy H Hyd emer press. 3/8 OD x .049 x 37.50 in. H All 
- 2 AN924-6 Nut – Flared tube bhd & univ ftg 1 | All 
~ 3 AN832-6 | Union - Flared tube 3/8 bhd & univ 1 | All 
~ 4 110-730145-850 | Tube Assy ~ Hyd LG down st stl 3/8 OD x .028 x 41.12 in. 1 A | 
110-730145-805 | TubejAssy + Hyd LG down st stl OD x .035 x 39.00 in. 1 B 
- 5 110-730145-830 Tube |Aspy + Hyd LG up st stl 3/8 OD x .028 x 51. 56 in. 1 АП 
- 6 AN924-6D Nut -i Flardd tube bhd & univ ftg 2 All 
- 7 AN832-6D Union - | lareq tube 3/8 bhd & univ 2 | All 
- TA | *110-730098 i Tubing Insti -|Fus NLG act. hyd sys (See fig. 180) NP | All 
- 8 110-730145-601 ; Tube Assy F Hya emer press. 3/8 OD x . 049 x 53.00 in. 1 All |) წ 
- 9 AN924-6D | -| Flared tube bhd & univ ftg 1 [АП 
-10 AN833-6D | Elbow - Farell tube bhd univ 90° 1 | All 
-11 110-730145-810 Tube Assy + Hyd LG down st stl 3/8 OD x .028 x 53.25 in. 1 | All | 
-12 110-730145-790 Tube Asy - Hyd LG down st stl 3/8 OD x .028 x 53.38 in. 1 All 
-13 AN924-6 |Nut - Flar аш bhd & univ ftg 2 | All 
-14 AN833-6 Elbow -|FláreH tube bhd univ 90? 2 | All 
-15 110-730145-651 Тире As y r Hyd emer press. 3/8 OD x . 049 x 86.25 in. 1 All [8 
-16 AN815-6D Union - Flared tube 1 [Au 
-17 110-730145-570 Tube АѕБу - Hyd LG up st stl 3/8 OD x .028 x 84. 25 in. 1 Al | 
-18 110-730145-770 ‘Tube Аз r Hyd LG down st stl 3/8 OD x .028 x 86. 25 in. 1 All 
-19 AN815-6 Union - Flared tube 2 | #11 
-20 110-730145-601 Tube |Asby - Hyd emer press. 3/8 OD x «049 x 62.06 in. 1 | #11 [8 
-21 AN815-6D Union - Flared tube 1 A11 
-22 110-730145-990 Tube #98V - წას emer press. 3/8 OD x .049 x 39. 25 in. 1 |All 
-23 110-730145-550 Tube AsBy + Hyd LG up st stl 3/8 OD x .028 x 47. 38 in. 1 All | 
-24 110-730145-750 Tube ბას - Hyd LG down st stl 3/8 OD x .028 x 41.13 in. 1 All 
-25 AN815-6 Union ~ ed ue 2 |An 
-26 110-730145-530 Tube Assy | Hyd LG up st stl 3/8 OD x .028 x 19. 75 in. 1 All 
-27 110-730145-730 Tube Assy | Hyd LG down st sti 3/8 OD x . 028 x 21.38 in. 1 | All | 
-28 110-730145-470 Tube Assy - Hyd LG up stl 5/8 OD x . 058 x 30. 00 in. 1 All 
-29 AN815-10D "Union - Flared tube 1 | All 
-30 АМ919-14 Reltuder - Ext thd flared tube 1 | All 
-31 AN6290-10 Gagkdt -| Straight thd tube ftg boss 1 | An 
-32 AN815-10D Union| - Flalred tube 1 #11 
-33 AN938-10 [Tee -| Int sdrew thd 1 | All 
-34 110-730145-670 [Tube Assy + Hyd LG down st stl 5/8 OD x .039 x 35.13 in. 1 |All |В 
-35 AN815-10D სილი - Flared tube 1 All 
-36 AN919-14 Retlucer|- Ехі (იძ flared tube 1 | All 
-37 | AN6290-10 Савке! T aight thd tube ftg boss 1 ТАП 
-38 AN815-10D Union - Flared tube 1 АП 
-39 AN938-10 Tee - Int sqrew thd 1 | #11 
-40 AN924-4 Nut - Flared Че bhd & univ ftg 1 All 
-41 AN833-4 Elbow - Fldred tube univ 90° 1 | An 
-42 110-730145-210 Tube ჩას Г Нуа press. 3000 psi st stl 1/4 OD x .035 x 91.25in. | 1 All | Β 
-43 AN815-4 Union - Flajred tube 1 ΑΗ 
-44 110-730145-230 "Tube Assy + a press. 3000 psi st stl 1/4 OD x .035 x 45.88in.| 1 All | წ 
-45 AN924-4 Nut -iFlared tube bhd & univ itg 1 |All 
-46 АМ832-4 (Union - 1 lared tube 3/8 bhd & univ 1 {Ап 
-47 110-730145-741 Tube #8ჭV і Hyd press. 3000 psi st stl 1⁄4 OD x .035 X 15.88 in. 1 АП 
-48 110-730145-490 Тире Assy + Hyd LG up st stl 5/8 OD x .058 х 9. 50 in. 1 All | 
-49 110-730145-690 'Tube As y + Hyd LG down st stl 5/8 OD x. 058 x 8.25 in. 1 АП 
-50 AN924-10D Nut - Flarefl tube bhd & univ ftg 2 [АП 
-51 | AN832-10D Unjon|- Flared tube 3/8 bhd & univ 2 JAN 
-52 110-730145-717 Tube Assy | Hyd press. 3000 psi LG up st stl 5/8 OD x . 058 x [ 
17} 00! in Кай | 1 [Ар 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNITS| USABLE 


NUMBER [MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM - TUBING INSTL ER 
PART NUMBER 1234 5 6 
110-730145-721 | Hyd press. 3000 psi LG up st stl 5/8 OD x .058 x 
i | 1 {АП 


n 
110-730145-715 F Hyd press. 3000 psi flaps up st stl 3/8 OD x . 035 


x 22.13 in. 1 | АП 
110-730145-743 Tube |Assy + Hyd flaps оп st stl 3/8 OD x . 035 x 21.31 in. 1 | All 
AN924-6 Nut - Flared tube bhd & univ ftg 2 {AU 
AN832-6 Union - Flared tube 3/8 bhd & univ 2 |AH 
110-730145-390 Tube |Assy + Hyd press. 3000 psi st stl 5/8 OD x .058 x 34.63in.| 1. | AH 
AN919-15 Reducer|- Ext|thd flared tube 1 | All 
AN6290-10 Gasket + Straight thd tube ftg boss 1 [Al 
AN815-10D Union - Flared tube 1 |All 
AN938-10 Tee 4 Int screw thd 1 | All 


(Continued on figure 272) 


MODEL DESIGNATION . SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 


51-8098 thru 51-8143 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-8144 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
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T.O. 1C-119F-4 


Section II 


6576 


Figure 272. Fuselage Hydraulic System - Tubing Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UN I TS] USABLE 


МАЕ, MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL rJ 
PART NUMBER 123456 


(Gontinyed from figure 271) 


*110-730145 i Fus hyd sys (See fig. 35) 
110-730145-725 - Hyd emer press. 3/8 OD x .049 x 30. 75 in. 
110-730145-675 - Hyd emer press. 3/8 Ор х .049 х 20.00 in. 
AN815-6D i 
110-730145-950 
AN824-6D š 
110-730145-731 ( Hyd pump suction 3/4 OD x 16.38 in. 
110-730145-781 | - Hyd pump suction 3⁄4 OD x .049 x 6.75 in. 
AN919-25D ც Ext thd flared tube 
AN6290-20 4 w thd tube ftg boss 
AN6290-16 d | Straight thd tube ftg boss 
AN924-12D Flared tube bhd & univ ftg 
AN832-12D - d tube bhd & univ 
AN837-12D red tube & univ 45° 
AN815-20D i tube 
110-730145-617 yd pump suction 3/4 OD x .049 x 11.62 in. 
110-730145-929 yd pump suction 1-1/4 OD x . 049 x 35.13 in. 
AN824-12D Flared tube 
AN938-20D | | serew thd 
110-730145-727 Tube A Sy |- D. surf. conl brake on 3/8 OD x . 049 x 36. 88 in. 
110-730145-801 Tube| Assy |- Hyd surf. conl brake on 3/8 OD x .049 x 37.38 in. 
110-730145-733 sy |- ve press. 1500 psi 3/8 OD x .049 x 38. 38 in. 
AN924-6D ared tube bhd & univ ftg 
AN832-6D i Flared tube 3/8 bhd & univ 
110-730145-811 - Hyd drain 3/8 OD x .049 x 28.62 in. 
110-730145-815 Assy |- Hyd drain 3/8 OD x .049 x 9.12 in. 
AN924-6D Tarda tube bhd & univ ftg 
AN833 -6D -| Flared tube univ 90° 
AN806D6 - ος 
110-730145-703 Assy - Hyd pump suction 3/4 OD x .049 x 35, 25 in. 


AN924-12 el be bhd & univ ftg 


AN833 -12D F 
110-730145-603 
AN815-12D 
110-730145-753 
110-730145-350 
110-730145-845 
AN815-12D 
110-730145-757 
110-730145-761 
110-730145-931 
AN815-10D 
110-730145-681 
110-730145-847 
110-730145-130 
110-730145-150 
AN815-6 
110-730145-930 
AN815-6D 
110-730145-650 
110-730145-450 
110-730145-110 
110-730145-90 
AN815-6 
110-730145-910 


геа tube univ 90° 
Assy - Hyd pump suction 3/4 OD x .049 x 39. 13 in. 
-|Flaref tube 
Assy |- Hyd return 3/4 OD x . 049 x 43.75 in. 
Agsy |- Hyd press. 3000 psi st stl 5/8 OD x .058 x 45.35 in. 
Assy |- Hyd press. 3000 psi st st1 5/8 OD x .058 x 35.81 in. 
Flared tube 
sy |- Hyd pump suction 3/4 OD x .049 x 48. 50 in. 
Sy |- Hyd pump suction 3/4 OD x . 049 x 21.00 in. 
Assy - Hyd pump suction 1-1/4 OD x . 049 x 48.12 in. 
Flared tube 
- Hyd press. 3000 psi st stl 5/8 OD x . 058 x 36. 75 in 
- Hyd press. 3000 psi st stl 5/8 OD x . 058 x 46.50 in. 
- Hyd flaps on st stl 3/8 OD x .028 x 32. 25 in. 
- Hyd flaps on st stl 3/8 OD x .028 x 30. 25 in. 
drefi tube 
- Hyd flaps on 3/8 OD x .049 x 61.00 in. 
red tube 
yd LG down st st1 3/8 OD x .028 x 32.00 in. 
yd LG up st stl 3/8 OD x .028 x 36. 25 in. 
yd flaps on st stl 3/8 OD x . 028 x 60.43 іп. 
yd flaps up st stl 3/8 OD x . 028 x 55, 87 in. 
lared tube 
Assy + Hyd emer press. 3/8 OD x .049 x 88.12 in. 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE UNITS USABLE 


NUMBER MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL (Cont) Е 
PART NUMBER I 2 3 4 5 6 
110-730145-70 yd flaps on st stl 3/8 OD x . 035 x 114. 87 in. E 
110-730145-763 | Tube Assy - Hyd flaps on st stl 3/8 OD x .035 х 111. 75 in. D 
110-730145-50 pe აიი | Hyd flaps up st stl 3/8 OD x . 035 x 103. 56 in. All 
iR 


AN919-6 du¢er| - Ext thd flared tube C 
AN919-6 Redu¢er! - Ext thd flared tube D 
AN894-6-4 Bushing |- Screw thd expander D 
AN6290-6 csi - Straight thd tube ftg boss D 
39532 | Кеѕіцісірг - Filter (PUP) M 
39532-1 Réstrictpr - Filter (PUP) N 


110-730145-10 Тире Assy ~ Hyd flaps on st stl 1/4 OD x . 035 x 17.75 in. 


om BO BO FA BO = BO πὶ ке πὶ = = = = = to => μα μα 


All 
110-730145-30 Tube Assy - Hyd flaps up st stl 1/4 OD x . 035 x 18. 25 in. A | 
110-730145-751 Tube Assy + Hyd flaps up st stl 1/4 OD x .035 x 18. 25 in. B 
AN6289-4 (Nut - Flared tube univ Πρ A 
AN6289-4 |Nut - Flared tube univ ftg B 
AN6291-4 'Rihg - Hyd ftg gasket back-up A 
AN6291-4 Ring b Hyd бе gasket back-up B 
AN6290-4 Gaisket 4 Straight thd tube ftg boss All 
AN833-4 Elbow - Flared tube univ 90° A 
AN833-4 Elbow - Fláred tube univ 90? B 
AN815-4 [Union - Flared tube B 


(Continued on figure 273) 


| 


USABLE| ON 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


91-8098 thru 51-8103 


C-119G 51-2668 thru 51-8097 
| 51-8104 thru 51-8168 
| 51-17365 & Subsequent 
| IK-441 & Subsequent 


| 191665 thru 131719 


51-8016 
51-2662 thru 51-2716 
51-8098 thru 51-8168 


51-2717 
51-7968 thru 51-8015 
| | 51-8017 thru 51-8097 
| 51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098 thru 51-8143 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


966 


T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


R4Q2 
C-119G 


51-8004 thru 51-8015 
51-2717 

52-8017 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


91-2662 thru 52-5922 
92-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 53-3182 
53-8069 thru 53-8106 
IK-441 thru IK-442 
131662 thru 131719 


53-3183 thru 53-7884 
53-8107 & Subsequent 
IK-443 & Subsequent 
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Figure 273. Fuselage Hydraulic System Emergency Gust Lock Release Tubing Installation 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER [MAJOR ASSEMBLY 


*110-730145 
AN6289-6D 
AN6290-6 
AN6291-6 
AN833-6D 
110-730145-957 


110-730145-875 
110-730145-873 


AN815-6D 
110-730145-871 


AN834-6D 
AN924-6D 
AN960-916 
AN832-6D 
AN833-6D 
AN6289-6D 
AN6290-6 
AN6291-6 
110-730145-955 


110-730145-879 
110-730145-877 
110-730145-953 
AN815-6D 
AN6290-6 
110-730145-881 


110-730145-883 


110-730145-885 


AN815-6D 
AN814-6D 
AN6290-6 
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T.O. 1C-119F-4 


GROUP FUSELAGE 


EUR IAE SYSTEM EMERGENCY GUST LOCK 


BIN 


PART NUMBER | 2 3 4 5 6 


L – dug NLG act, hyd sys (See fig. 35) 
pred tube univ ftg 

aight thd tube ftgbboss 

gasket back-up 


Sket 4 St 
Ring - Hale 
Elbow -|Fláred tube univ 90° 


be ОГУ Hyd vent emer gust lock release 3/8 OD x . 049 x 
23,28 i 
be pu F Hyd vent. emer gust lock release 3/8 OD x . 049 x 
17.06 inl 
be|Assy yd vent, emer gust lock release 3/8 OD x .049 x 
29, "d i 
Union - [Flared tube ი 
be ἘΠ + Hyd vent emer gust lock release 3/8 OD x . 049 x 
37.88 i 
Tee 4 Flar d tube bhd & univ ftg 
Nut -| Flared tube bhd & univ ftg 
Washer - Plain Al al reg ser 9/16 in. bolt 
Union ~ |Flared tube 3/8 bhd & univ 
Elbow -|Flared tube univ 90? 
Nut -| Flared tube univ fig 
sket - Straight thd tube ftg boss Ф 


ре 
(2 
Unio: 


be деу 


gasket back-up 
yd surf. conl brake on emer gust lock release 


Ring - Hyd|ft 

beac E 

3 Bd in, 
ре Assy l- Hy 


d surf. conl brake on emer gust lock release 
D x . 049 x 19, 75 in. 
yr 57 surf. conl brake on emer gust lock release 


. 049 x 19. 88 in. 
yd surf. conl brake on emer gust lock release 
. 049 x 21. 88 in. 


t thd tube ftg boss 

yd surf. conl brake on emer gust lock release 
. 049 x 40, 68 in. 

yd surf. conl brake on emer gust lock release 
«049 x 43. 50 in. 

yd surf. conl brake on emer gust lock release 
. 049 x 19. 68 in. 


Sy |- 
8 QD 


ght thd tube ftg boss 


(Сол inued on fig. 274) 
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T.O. 1C-119F-4 Section II 


Figure 274. Fuselage Hydraulic System Tubing Installation 


969 


Section II 


Group Assembly Parts List 


FIGURE & [GROUP 
INDEX 
NUMBER 


FUSELAGE 


970 


Со -ᾱ C» Qi εν C м = 


*110-730145 
110-730145-677 
AN815-6D 
110-730145-890 
AN824-6D 
110-730145-685 
110-730145-870 
AN815-6D 
110-730145-707 


AN924-10D 
AN832-10D 
AN6249-8 
AN893-151D 
AN6290-10 
AN6290-8 
AN938-10 
110-730145-370 


AN815-8D 
110-730145-630 
110-730145-610 
AN919-14 
AN6290-10 
AN938-10 
110-730145-607 
110-730145-975 
110-730145-683 
110-730145-933 
[528741-16-0220 


110-730145-971 
110-730145-941 
110-730145-977 
AN824-12D 
AN938 -20D 
AN919-26D 
AN815-16D 
AN6290-20 
AN815-12D 
110-730145-590 
110-730145-430 
110-730145-693 
110-730145-691 
AN815-6 
110-730145-687 
AN815-8D 
*110-730250 
110-730249 
*110-730148 
110-730150 
110-730150-1 


AN365-1032 
AN960-10 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


.19 in. 
ared tube bhd & univ ftg 


F 


MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL 
PART NUMBER | 2 3 4 5 6 


Fus hyd sys (See fig. 35) 
- Hyd emer press. 3/8 OD x .048 x 31.12 in. 


. 3/8 OD x .049 x 39. 62 in. 
ed tube 

- Hyd emer press. 
- Hyd emer press. 
red tube 

- Hyd emer press. 


3/8 OD x .035 x 60.31 in. 
3/8 OD x .049 x 31. 75 in. 


3000 psi st stl 1/2 OD x . 049 x 


lared tube 3/8 bhd & univ 


3000 psi hyd check 


t 


Assy - 


crew thd reducer 


Straight thd tube ftg boss 
S 


raight thd tube ftg boss 
screw thd 
yd emer press. 3000 psi st stl 1/2 OD x .049 x 


yd LG up st stl 3/8 OD x .028 x 51. 25 in. 
yd LG down 811 3/8 OD x .028 x 49. 62 in. 
xt thd flared tube 
ids thd tube ftg boss 
w thd 
yd pump suction 3/4 OD x .049 x 30. 19 in. 
yd pump suction 1.00 OD x .049 x 24.44 in. 
- Hyd pump suction 3/4 OD x .049 x 65.25 in. 
- Ше pump suction 1.00 OD x .049 x 21.13 in. 
- Detach. end ftg med press. 1.00 OD x 22.00 in. 
for spares in lieu of part No. 110-730145-933) 
- Hyd pump suction 1-1/4 OD x .049 x 47. 50 in. 
- Hyd pump suction 1.00 OD x . 049 x 40.00 in. 
- Hyd pump suction 1.00 OD x .049 x 36.00 in. 
red tube 
serew thd 
t screw thd 
tube 
ight thd tube ftg boss 
ared tube 
ча LG up st stl 3/8 OD x .035 x 54, 75 in. 


yd LG down st stl 3/8 OD x .028 x 48.87 in. 
yd LG down st stl 3/8 OD x .035 x 43.00 in. 


i Hyd LG up st st1 3/8 OD x .035 x 41. 12 in. 
r 


lared tube 


lared tube 


Curtain Instl - Hyd power unit 
ay Cur 


in Assy - Hyd power unit 
stl - Hyd sys hand pump 3000 psi 
r Assy - Hyd sys hand pump 


t No. 110-730150) 
ARTS 
1190. stl 10-32 
lain stl reg ser No. 10 bolt 


Revised 1 April 1958 


yd press. 3000 psi st stl 1/2 OD x . 049 x 42. 00 in. 


r Assy - Hyd sys hand pump (Use for spares in lieu 


UNITS] USABLE 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP — FUSELAGE UNITS] USABLE 


νο MAJOR ASSEMBLY | FUSELAGE HYDRAULIC SYSTEM TUBING INSTL (Cont mn 
PRTMMER поза 


NAS43DD3-47 Spacer - Screw & bolt Al al 5/16 OD x .049 x 47/64 in. All 
AN5 25-10-22 Screw + სავ hd stl 10-32 x 1-3/8 in. All 
FS2701-1.00-.05 Washe - ΑΙ al lin. x .051 in. All 
110-730 145-747 Absy| - hyd drain 3/8 OD x . 035 x 15.15 in. 1 All 
AN924-6D ed tube bhd & univ ftg 1 All 
110-730064 sys drip pan drain (Made from AN832-6D) 1 All 
110-730069 yd|sys drip pan drain 1 All 
110-730145-755 - Hyd press. 3000 psi st stl 5/8 OD x .058 x 

18.00 in. 1 A 
110-730145-843 Assy| - Hyd press. 3000 psi st stl 5/8 OD x .058 x 

n 81 in. E 
AN924-10D tube bhd & univ ftg All 
AN832-10D i d tube 3.8 bhd & univ All 


AN919-20 thd flared tube 

AN6290-12 - Straight thd tube ftg boss 
ÀN6290- 12 - Straight thd tube ftg boss 
110-730145-833 A&sy| - Fus hyd 3/8 OD х. 049 x 10. 
AN924-6D tube bhd & univ ftg 
AN832-6D i d tube 3/8 bhd & univ 
AN893-13 i ew thd reducer 
42-100-0135 i ilter (GPPI) 

AN6 289-12 fone & univ ftg 

ÀN6291-12 gasket back-up 

AN832-12 d tube 3/8 bhd & univ 
AN938-12 jus thd 

110-730145-831 
110-730145-897 
110-730145-817 
110-730145-835 


тё 


T 


r= 
кз ot 


c co 
M Ὁ 


= 
σσ 
Ф 

> > > > > > 


ү hyd 3/8 OD x , 049 x 10. 
us hyd 3/8 OD x . 049 x 12, 
- Fus hyd 3/8 OD x . 049 x 27. 
- T hyd 3/8 OD x . 049 x 76. 


555 


іа Ше а Bar. 


110-730145-837 us hyd 3/8 OD x . 049 x 43. 
110-730 145-841 us hyd 3/8 OD x . 049 х 56. 
AN815-6D i d tube 
AN924-6D lar d lube bhd & univ ftg 
i Flardd tube 3/8 bhd & univ 
r Unit ві - Hyd sys (See fig. 284, 285, 286, 287, 288, 
289, | 289# & 290) All 


№ NO CO ка юз £ ра Ra ee N) ee μα 


(დიიხისიძ on fig. 275) 


dab QN | | MODEL DESIGNATION SERIAL NUMBERS 
ODE 


Α : C-119C 51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 

52-5922 thru 52-5923 
53-3165 8 Subsequent: 


51-8030 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6001 thru 53-7884 
131662 thru 131719 
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Section ЇЇ T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE HYDRAULIC SYSTEM TUBING INSTL (Cont. ) 


MODEL DESIGNATION 


FIGURE & 
INDEX 
NUMBER 


SERIAL NUMBERS 


C-119G 51-8030 thru 51-8031 
52-6001 thru 52-6003 


R4Q2 131662 thru 131689 


C-119G 51-8032 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 


R4Q2 131690 thru 131719 


C-119G 


51-8030 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6001 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 


C-119G 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
53-8096 thru 53-8156 
ІК-443 and Subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 
53-3195 thru 53-7884 
53-811" thru 53-8156 
IK-443 and Subsequent 


52-5923 
53-3195 thru 53-3199 
53-8117 thru 53-8121 


C-119G 53-3200 thru 53-7884 
53-8122 thru 53-8156 


IK-443 and Subsequent 


51-2662 thru 53-7845 
53-8069 and Subsequent 
IK-441 thru IK-453 
131662 thru 131719 


53-7846 thru 53-7884 
IK-454 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 275. Hydraulic System Reservoir Vent Line Installation 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE 


MAJOR ASSEMBLY HYDRAULIC SYSTEM RESERVOIR VENT LINE INSTL 
PART NUMBER | 2 3 ს 5 6 


NUMBER 


974 


*110-730145 


*110-730176 


110-730176-10 
AN6289-6D 
AN6291-6 
AN894D6 -4 
AN834-6D 
AN6290-6 
AN6240-1 
AN6237-1 
AN919-6D 
AN6290-6 
AN83-6D 
AN6289-6D 
AN6290-6 
AN6291-6 
AN6289-6D 
AN924-6D 
AN6290-6 
AN6291-6 
AN832-6D 
110-730176 -10 
110-730176 -250 
ÀN924-6D 
AN815-6D 
AN6290-6 
AN832-6D 
AN938-6D 
AN6240-1 
AN6237-1 
110-730176-50 
110-7301768 -230 
110-730176-30 
110-730176-210 
AN924-6D 
AN832-6D 
AN815-6D 
110-730176-90 
110-730145-791 
AN6289-6D 
AN6291-6 
AN6290-6 
AN833-6D 
AN924-6D 
AN832-6D 
AN815D6 
AN939D6 


(Continued from fig. 274) 


-|Fus hyd sys (See fig. 35) 
ine Insul - Hyd sys reservoir 


g l- Bydiftg gasket back-up 
ng|- Screw thd reducer 

e 4 Flared tube bhd & univ ftg 

ket 4 Straight thd tube ftg boss 
ter -|Hyd replaceable element vent type 
Filter Element - Hyd replaceable vent type 
ducer) - Ext thd flared tube 
asket 1 Straight thd tube ftg 
ee + Flared tube int thd on side 
t ἡ Flaréd tube univ ftg 

sket 4 Straight thd tube ftg boss 
ing - Hyd ftg gasket back-up 

Flaréd tube univ ftg 

Flared tube bhd & univ ftg 

t 


Rih -| Flared tube univ ftg 
i 


n 


R 
G 
G 
R 
t 
t 
Gasket + Straight thd tube ftg boss 
Hyd|ftg gasket back-up 
-|Flared tube 3/8 bhd & univ 
Assy |- Hyd vent line 3/8 OD x .049 x 17.50 in. 
Assy |- Hyd vent line 3/8 OD x .049 x 16. 19 in. 
t – Flared tube bhd & univ ftg 
ion - Fláred tube 
Sket + Straight thd tube ftg 
-|Flared tube 3/8 bhd & univ 
strew thd 


N 
N 
k. 
g 
10 
Tube 
e 

N 


B 
G 
R 
N 
R 
G 
T 


ве 11 
IE -|Hyd replaceable element vent type 


Filter Element - Hyd replaceable element vent type 
е Assy |- Hyd vent line 3/8 OD x .049 x 25.00 in. 
ube] Agsy|- Hyd vent line 3/8 OD x .049 x 26.13 in. 
be|Assy|- Hyd vent line 3/8 OD x .049 x 35.75 in. 
Woe Assy|- Hyd vent line 3/8 OD x .049 x 40. 12 in. 
Nut 4 Flared tube & univ ftg 
шой -/Flared tube 3/8 bhd & univ 
Union -|Fláred tube 
Tube Assy - Hyd vent line 3/8 OD x .049 x 10.75 in. 
be|Assy|- Hyd vent line 3/8 OD x . 049 x 4.87 in. 
Flared tube & univ ftg 
- Hyd ftg gasket back-up 
t + Straight thd tube ftg boss 
-| Flared tube bhd & univ ftg 
Flared tube bhd & univ (LC 
-|Flared tube 3/8 bhd & univ 
-|Flared tube 
- Ini screw thd 


T 
F 
T 
U 
U 
Uni 
T 
F 
T 
T 
T 
U 


MODEL DESIGNATION 


C-119G 


C-119G 


SERIAL NUMBERS 


= ка xA а πὶ (у рз μα deb + πὶ μὰ = = мш = μὰ = = = = G> N) ка ка = ка = МӘ ока ма = МӘ = ка ка ка = = = = = = кш ка 
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51-8098A thru 51-8143A 


51-2662 thru 51-8097 


51-8144A thru 51-8168A 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


GROUP FUSELAGE 
MIDEX [MAJOR ASSEMBLY HYDRAULIC SYSTEM RESERVOIR VENT LINE INSTL (Cont. ) 
PART NUMBER 12 3 4 5 6 


275 ბ MODEL DESIGNATION SERIAL NUMBERS 

C-119G 51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 

C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 
51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 
51-2662 thru 51-8052 
51-8144A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 
51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 


Revised 15 February 1957 975 


UNITS] USABLE 


Section II T.O. 1C-119F-4 


bb ისა” 
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Figure 276. Fuselage Flight Operable Doors Hydraulic Lines Installation 


976 


*213-730004 


213-730201-53 
213-730201-55 
213-730201-25 
213-730201-27 
213-730201-29 


213-730206-7 
213-730201-41 


T.O. 1C-119F-4 


AN815-12D ion 4 Flared tube 

AN919-19D Reducer -|Ext. thd flared tube 
AN938D12 lee |- ae thd 3/4 in. tube 
AN6290-12 Gasket |- Straight thd tube boss 


be Assy - Hyd return 3/4 Ор x. 
bé #65V - Hyd return 3/4 OD x. 


Assy - Hyd return 1/2 OD х. 


ube Assy - Hyd return 1/2 OD x. 
lube Assy - Hyd return 1/2 OD х. 


be Assy - Hyd return 1/2 OD x. 
bé Assy - Hyd return 1/2 OD x. 


Fus flight operable doors hyd (See fig. 35) 


049 x 48. 00 in. 


049 x 


049 x 28.00 in. 
049 x 50. 00 in. 
049 x 36. 00 in. 


213-730201-37 оре АБѕу - Hyd return 1/2 OD x . 049 x 40. 00 in. 
AN815-8D nian 4 ο. tube 

AN924-8D t - Flaned tube bhd & univ ftg 

AN832-8D nion ~ Flared tube 3/8 bhd & univ 

AN960D 1216 tashen - Plain Al al light ser 3/4 in. bolt 
213-730201-39 be Assy - Hyd return 1/2 OD x . 049 x 40. 00 in. 


049 x 22. 00 in. 
049 x 40.00 in. 


213-730206-9 be Assy - Hyd return 1/2 OD x . 049 х 34,00 in. 
213-730206-11 be ტაუ - Hyd return 1/2 OD x . 049 x 27.00 in. 
213-73020 1-65 bé Assy - Hyd return 1/2 OD x . 049 x 39.00 in. 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FLIGHT OPERABLE DOORS HYDRAULIC LINES INSTL 
PART NUMBER | 2 3 4 5 6 


UNITS} USABLE 


AN924-8D lut - Flared tube bhd & univ ftg 

AN924-8D t + Flared tube bhd ἃ univ ftg 

AN832-8D ni |? ared tube 3/8 bhd & univ 

AN960D1216 ashey - Plain Al al reg ser 3/4 in. bolt 
AN960-1216L asher - Plain Al al light ser 3/4 in. bolt 
AN960-1216L as e - Plain ΑΙ al light ser 3/4 in. bolt 
AN960D1216L asher - Plain stl light ser 3/4 in. bolt 

AN929-8D ар |- Press.| seal flared tube ftg 

AN804D8 ее |- Hlared)/tube with bhd on run 

AN824-8D ее |- Flared] tube 

AN815-8D mi Flared tube 

213-730200-29 be Ags ress, st stl 3/8 OD x .035 x 30.00 in. 
213-730200-99 bé Ass ress. st stl 3/8 OD x .035 x 30. 00 in. 
213-730200-31 bé À Press. st stl 3/8 OD x .035 x 48.00 in. 


213-730200-33 
AN815-6 
213-730200-41 


- Press. st stl 3/8 OD x .035 x 32.00 in. 
ared tube 


Press. st stl 3/8 OD x .035 x 40.00 in. 


თ 
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213-730200-43 be A Hyd press. st stl 3/8 OD x .035 x 40. 00 in, C 
213-730203-47 ре А Hyd press. stl 3/8 OD x . 035 x 20. 00 in. р 
213-730200-45 Бе А yd press. st stl 3/8 OD x . 035 x 40.00 in. C 
213-730203-45 » ABS yd press. stl 3/8 OD х. 035 x 36, 00 in. D 
213-730203-43 ре А. 2. yd press. stl 3/8 OD x .035 x 27.00 in. D 
AN8 15-6 mi Flared tube D 
213-730203-11 wA sy - Hyd press. st stl 3/8 OD x . 035 x 31.00 in. FOD 
AN924-6 t ared tube bhd & univ ftg C 
AN924-6 t + Flared tube bhd & univ ftg D 
AN832-6 ion + Flared tube 3/8 bhd & univ FOD 
AN960D916 asher - n n Al al reg ser 9/16 in. bolt C 
AN960D916 as en - Plain Al al reg ser 9/16 in. bolt D 
AN929-6 p|- Βτεββ.| seal flared tube ftg FOD 
AN804-6 e|- Flared|tube with bhd on run C 
AN824-6 Tee |- Flared tube D 
n ed on fig. 277) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


INDEX 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


FDA All 
FDD All 
FDE All 
FDF All 


All 


1 
1 thru 5 
1 thru 10 


2 and subsequent 
6 and subsequent 
11 and subsequent 
All 

All 


All 
All 
All 
All 


All 
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T.O. 1C-119F-4 Section II 


Figure 277. TFuselage Flight Operable Doors Hydraulic Lines Installation 
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Section H 
Group Assembly Parts List 


980 


ο C -π თი Ct η» с м н 


*213-730004 
AN6289D6 
AN6291-4 
AN6290-6 
AN834-6D 
213-730201-7 
213-730201-9 
213-730201-11 
213-730201-13 
213-130201-15 
213-730201-17 
213-730201-19 
213-730201-21 
213-730201-51 
AN815-6D 
AN832-6D 
AN960D916 
AN924-6D 
AN924-6 
210-1125 
213-730200-65 
213-730200-75 
213-730200-63 
213-730200-77 
АМ815-6 
213-730200-61 
213-730200-67 
213-730200-73 
219-190 203-33 
213-730 200-81 
213-730 200-87 
213-730200-89 
ANB 24-6 
AN815-6 
AN924-6 
AN837-6 


| AN832-6 


AN960-916 
213-730200-59 
213-730 200-69 
213-730200-71 
213-730 203-31 
213-730 200-79 
213-730200-85 
213-730200-91 
213-730 203-29 
AN824-6 
AN815-6 
AN924-6 
AN832-6 
AN833-6 
AN837-6 
AN960-916 
AN960D916 
213-730200-55 


ar 
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nj nj 


^d 


& hya flared tube 


d 
ft 
г 


Т.О. 1C-119F-4 


pine from fig. 276) 


idi flight operable doors hyd (See fig. 35) 


ube univ ftg 
gasket back-up 
ight thd tube ftg boss 


yd motor drain 3/8 OD x .049 x 36. 00 in. 
yd motor drain 3/8 OD x .049 x 36. 00 in. 


yd motor drain 3/8 OD x .039 x 54. 00 in. 
yd motor drain 3/8 OD x .049 x 54. 00 in. 
yd motor drain 3/8 OD x .049 x 54. 00 in. 
yd motor drain 3/8 OD x . 049 x 48. 00 in. 
yd motor drain 3/8 OD x .049 x 24. 00 in. 
yd motor drain 3/8 OD x .049 x 24. 00 in. 
yd motor drain 3/8 OD x . 049 x 12.00 in. 
d tube 
d tube 3/8 bhd & univ 
in Al al reg ser 9/16 in. bolt 

be bhd & univ ftg 

be bhd & univ ftg 


ivel (DNKA) 


yd floor down st stl 3/8 OD x . 035 x 30.00 in. 
yd floor down st stl 3/8 OD x , 035 x 75.00 in. 
yd floor up st stl 3/8 OD x .035 x 30.00 in. 
yd floor up st stl 3/8 OD x .035 x 75.00 in. 

d tube 

yd hood up st stl 3/8 OD x . 035 x 12.00 in. 
yd hood up st stl 3/8 OD x . 035 x 24.00 in. 
уд hood up st stl 3/8 OD х. 035 x 60.00 in. 
yd press st stl 3/8 OD x .035 x in. 

yd hood up st stl 3/8 OD x .035 x 75.00 in. 
уа hood up st stl 3/8 OD x .035 x 60.00 in. 
yd press st stl 3/8 OD x .035 x 30.00 in. 


be bhd & univ ftg 

d tube & univ 45° 

d tube 3/8 bhd & univ 

in stl reg ser 9/16 in. bolt 

yd hood down st stl 3/8 OD x .035 x 18. 00 in. 
yd hood down st stl 3/8 OD x .035 x 18.00 in. 
yd hood down st stl 3/8 OD x .035 x 60, 00 in. 
yd press. st stl 3/8 OD x .035 x in. 

yd hood down st зії 3/8 OD x . 035 x 75.00 in. 
yd hood down st stl 3/8 OD x .035 x 60.00 in. 
yd press st stl 3/8 OD x .035 x 18, 00 in. 

yd hood down st stl 3/8 x . 035 x 18.00 in. 

tube 

d tube 

ube bhd & univ ftg 

d tube 3/8 bhd & univ 

d tube & bhd univ 90? 

d tube & univ 45? 


თ 
g 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY FUSELAGE FLIGHT OPERABLE DOORS HYDRAULIC LINES INSTL (cont 


PART NUMBER | 2 3 4 5 6 š 


213-730200-53 ube Α - Hyd press. 3/8 OD x .035 x 18.00 in. 
213-730200-57 оре Assy - Hyd press. 3/8 OD x . 035 x 18.00 in. 
AN924-6 ut = Flared tube bhd & univ ftg 

AN833-6 рам + F ubi tube & bhd univ 90? 


АМ837-6 ром + Flared tube & univ 45° 
AN960-916 Vasher - Plain stl reg ser 9/16 in. bolt 
AN960D916 Vasher - Plain Al al reg ser 9/16 in. bolt 
213-730006-11 DACH Assy - Flight operable doors 


э 55 N = C) E ка 


ATTACHING |PARTS 
AN29-36 Bolt|- Cleyis stl 9/16-18 x 2-1/16 in. 
AN29-31 Bolt! - Clevis| stl 9/16-18 x 3.00 in. 
AN320-9 ut - Castle shear 9/16-18 
AN960-916L Vasher - Plain stl light ser 9/16 in. bolt 


BON) | 


AN6292-6-18 Hose Assy - Hyd & pneu high press. swivel conn for 3/8 
OD tube x 18.00 in. 
AN6292-6- 25 ose ძი! - Hyd & pneu high press. swive] conn for 3/8 


ка 


D tube х 25.00 in. 

208-1100-5 ittingi- Swivel (ОМКА) 

AN6290-6 asit - Straight thd tube ftg boss 

VJ962H ator 4 Retg (BC) 

VJ962G ator + Retg (BC (Use on Grand Union A/C only) 

AN924-6D + Flarned|tube bhd & univ ftg 

AN832-6D підп 4 Flared tube 3/8 bhd & univ 

213-730 208-3 be Assy - Hyd drain Al al 3/8 x . 049 x 24, 00 in. 

213-730208-1 be Assy - Hyd drain Al al 3/8 x . 049 x 24.00 in. 
*213-730070 Panel Inst] -|Flight operable doors hyd conl (See fig. 278 
219) 


а ма ასსა μὰ jh B3 სუ ка 


zZ 
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GU (бг ძ Union Modification A/C only 
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Flight Operable Door Hydraulic Control Panel Installation 


Figure 278. 
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*213-730070 
AN6289-6 
AN6289D6 
AN6289D4 
AN6290-6 
AN6290-4 
AN6291-6 
AN6291-4 
AN815-6D 
AN919-6D 
AN938D6 
AN894D6-4 
AN833-6D 
AN833-4D 
213-730201-67 
213-730201-69 
AN6292-4-14. 00 


213-730100-11 
AN393-25 
AN960-10L 
589-30-1 
AN365-1032 
AN960-10 
AN3-15A 


213-730068 


T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


ght operable door hyd conl (See fig. 277) 
tube univ ftg 
tube univ ftg 
tube univ ftg 
traight thd tube ftg boss 
ght thd tube ftg boss 
gasket back-up 
gasket back-up 


Ext thd flared tube 
screw thd 
Sc 


loqking stl 10-32 
lain stl reg ser No. 10 bolt 
cft stl 10-32 x 1-9/32 in. 


umbing Assy - Flight operable door hyd conl panel (See 
fig. |280 thru 282) 
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Section II T.O. 1C-119F-4 


6809 


Figure 279. Flight Operable Doors Hood Down-Lock Actuator Assembly 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


GROUP FUSELAGE 


UN i TS | USABLE 
EJ 
| 2 3 ს 56 
213-730100-11 Actuator Assy - Flight operable doors hood down-lock (See fig. 
278) FOD 
NAS509-5 Nut + Drld jam 5/16-24 FOD 
NAS513-5 asher|~- Rod end locking for 5/16 in. bolt FOD 
213-730104-11 Rod End Assy - Flight operable doors lock pin act. FOD 
NAS76A -3-010 Bushing - Plain press fit bronze .3136 OD x . 190 ID x 
5/ 16111, FOD 
213-730103-3 Nut + Flight gperable doors lock pin act. lock FOD 
213-730102-11 CVII ii Assy - Flight operable doors lock pin act. 1 FOD 
NAS76A-3-010 Bushing - Plain press fit bronze .3136 OD x . 190 ID x 
5/16|in. 1 FOD 
MS28782-13 Ring|- Packing back-up teflon 2 FOD 
AN6227B13 Packing - "О"! ring hyd 1 FOD 
213-730105-3 Ера - Flight operable doors lock pin act. piston 1 FOD 
MS28782-21 Ring - абак back-up teflon 2 FOD 
AN6227B21 Packing - "О! ring hyd 1 FOD 
MS28782-10 Ring| - ας back-up teflon 2 FOD 
AN6227B10 Packing - "О" ring hyd 1 FOD 
AN6232C2 Packing - Gland felt strip 1 |FOD 
NAS50-87 Ring] - Int ret 1 FOD 
8B730603-2 asher - Hyd act. cyl 1 FOD 
213-730106-3 Spacer - Hlight operable doors lock pin act. 1 FOD 
AN6231A1 Sq rape - Hyd piston rod 1 FOD 
213-130101-21 Сар Fig t operable doors lock pin act. end 1 FOD 
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Flight Operable Door Hydraulic Control Panel Plumbing Assembly 
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Figure 280, 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [ GROUP FUSELAGE 


uds MAJOR ASSEMBLY FLIGHT OPERABLE DOOR HYDRAULIC CONTROL PANEL 


MAING A | ASSY. | CODE 
PART NUMBER 12 8 45 6 


UN I TS | USABLE 
PER ON 


| - Flared tube 3/8 bhd & univ 


AN833-6D Elbow - nm. tube & bhd univ 90? FOD 
AN919-6D Radu er|- Ext thd flared tube FOD 
AN6290-6 Gasket 4 Straight thd tube ftg boss FOD 
AN6291 -6 Ring - Hyd (ќо gasket back-up FOD 
AN937D6 Cyoss - [Int screw thd FOD 
AN919-12D R nana - Ext thd flared tube FOD 
AN6290-8 Galak t 4 Stiraight thd tube ftg boss FOD 
213-730201-77 Tube Assy - Hyd hood down 3/8 OD x . 039 x 5. 00 in. FOD 


AN6289D4 Nut - Flared tube bhd univ ftg 


213-730068 Plumbing Assy -|Flight operable door hyd con! panel (See fig. 278) Ref | FOD 
AN6289-6 Nut -| Flared tube univ ftg 1 FOD 
AN6290-6 Gasket + Straight thd tube ftg boss 1 FOD 
8873 0594-3 Fitting + Power panel drain (Make from AN832-6D) 1 FOD 
AN960D916 Washer l|- Blain Al al reg ser 9/16 bolt 1 | FOD 
AN924-6D Nut -| Flared tube bhd & univ ftg 1 | FOD 
AN832-6D Union - Flared tube 3/8 bhd & univ j | FOD 
AN815-6D Ution - Flared tube 2 | FOD 
AN6 290-6 Gasket + Straight thd tube ftg boss 2 FOD 
213-730201 -83 Tube Азву |- Hyd hood up 3/8 OD x . 049 x 12. 00 in. 1 ΕΟΡ 
AN919-6D кч - Ext thd flared tube 1 | FOD 
AN6290-6 Gasket + Straight thd tube ftg boss 1 FOD 
AN938D6 Tee 4 Int d thd 1 FOD 
AN919-12D Réducer| - Ext thd flared tube 1 FOD 
AN6290-8 Gasket + Straight thd tube ftg boss 1 FOD 
213-730203-37 Tipe Assy |- Hyd hoot up st stl 378 OD x . 035 x 3.00 in. 1 FOD 
AN6289D4 Nut -| Flared tube univ Ќе 1 FOD 
AN6290-4 Gasket 4 Straight thd tube ftg boss 1 FOD 
AN6291-4 Rihe - Hyd ftg gasket back-up 1 FOD 
AN833-4D Elbow -|Flared tube & bhd univ 90° 1 FOD 
213-730203 -41 be |Assy - Hyd press. st stl 1/4 OD x . 028 x 6.00 in. 1 | FOD 
AN815-6D Union - mien tube 2 | FOD 
AN6290-6 Gasket 4 Straight thd tube ftg boss 2 FOD 
19-100-040 певне [G PI) 1 FOD 
AN924-6D Nut -| Flared tube bhd & univ ftg 1 FOD 
AN832-6D U ion - Flared tube 3/8 bhd & univ 1 | FOD 
213-730201-85 Tube |Assy te hood up 3/8 OD x . 049 x 20. 00 in. 1 FOD 
AN924-6D Nut - Flared be bhd & univ ftg 1 FOD 
AN6289D6 i -| Flared tube bhd univ ftg 2 | FOD 
AN832-6D U 1 FOD 

2 

1 

3 

2 

1 

1 

1 

H 

1 
AN6290-4 Gasket 4 Straight thd tube ftg boss 1 FOD 
AN6291-4 nihe Hyd |ftg gasket back-up 1 FOD 
AN833-4D Elbow - ο. tube & bhd univ 90° 1 | FOD 
213-730201-87 | Tube Assy + Hyd press. 1/4 OD x .035 x 12. 00 in. 1 FOD 
AN924-6D Nut -| Flared tube bhd & univ ftg 1 FOD 
AN832-6D Union - Fidred tube 3/8 bhd & univ 1 FOD 
213-730201-79 Tube |АвБу - Hyd hood down 3/8 OD x . 049 x 26.00 in. 1 FOD 
AN815-4D Union - Flared tube 1 | ΕΟΡ 
AN6290-4 Galsket + Straight thd tube ftg boss 1 FOD 
213-730201-91 Tube |Asby ње return 1/4 OD x . 035 x 11.00 in. 1 FOD 
MS28016AB4 Vallve - yd dual thermal expansion relief (Valve to be set 


аї |2050 to -50 psi cracking press. ) 
ATTACHING PARTS 

AN3-13A Balt + АС 51110-32 x 1-9/32 in. 

AN960-10 Washer - Plain stl reg ser Νο, 10 bolt 
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FOD Hydraulic Control Panel Plumbing Assembly 


Figure 281. 


988 


213-730068 


AN924-6 
AN832-6 
AN824-6 
213-730203-25 
213-730203-19 
AN919-12 
AN6290-8 
213-730203-23 
213-730203-17 
213-730 203-27 
213-730 203-21 
AN6249-6 
AN6290-6 
AN6289-6 
AN6290-6 
AN6291-6 
AN832-6 
AN938-6 
AN6289D6 
AN6290-6 
AN6291-6 
AN833-6D 
AN919-12D 
AN6290-8 
213-730203-39 
AN6279-6CD 


со -ᾱ თ თ > ο) м н 


ΑΝΘ 289Ρ8 
AN6290-8 
ÀN6291-8 
AN832-8D 
AN938D8 
AN6207-8 
AN6290-8 
AN824-8D 
213-730 201-95 
213-730 201-99 
213-730201-97 
AN6289D8 
AN6290-8 
AN6291-8 
AN832-8D 
AN919-10D 
AN937D8 
AN919-12D 
AN6290-8 
AN815-6D 
AN6290-6 
213-730201-75 


ube Assy - 


lube Assy - 


T.O. 1C-119F-4 


(Co tinted from fig. 280) 


8) 
ut j алев tube bhd & univ ftg 
Flared tube 3/8 bhd & univ 
ее - үка tube 


alve 4 3000 psi hyd check 


Gasket |- Straight thd tube ftg boss 


ut = Flanedjtube univ ftg 
- Straight thd tube ftg boss 


ared tube 3/8 bhd & univ 
- crew thd 
ut - Flare tube univ ftg 


traight thd tube ftg boss 


Ring - Hyd ftg gasket back-up 
nida F t 


w + Flared tube & bhd univ 90? 
Ext thd flared tube 


inde yd ftg gasket back-up 


Gasket |- Straight thd tube ftg boss 
- Hyd return st stl 3/8 OD x . 035 x 3, 50 in. 
alve + Hyd press. relief two port (Valve to be set at 2800 


(Continued on fig. 282) 


g Assy + Flight operable door hyd conl panel (See fig. 


~ Hyd floor up st stl 3/8 OD x . 035 x 8.00 in. 

ube Assy - Hyd floor down st stl 3/8 OD x . 035 x 16. 00 in. 
Reducer -| Ext thd flared tubeq 
Gasket |- Straight thd tube ftg boss 
Hyd floor up st stl 3/8 OD x .035 x 10.00 in. 
lube Assy - Hyd floor down st stl 3/8 OD x . 035 x 9. 00 in. 
ube Assy - Hyd press st stl 3/8 OD x .035 x 8. 00 in. 
yd press. st stl 3/8 OD x . 035 x 10.00 in. 


νο 
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Section Ἡ 
Group Assembly Parts List 


UNITS! USABLE 
ON 


CODE 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


ROTATED 


FOD Hydraulic Control Panel Plumbing Assembly 


Figure 282. 


Revised 1 February 1959 
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INDEX [MAJOR ASSEMBLY FOD HYDRAULIC CONTROL PANEL PLUMBING ASSY κ 
| 2 3 4 5 6 _ 
213-130068 inj sil -|Flight operable door hyd conl panel (See fig. 278) FOD 
- 1 AN6289D6 Flardd tube univ ftg i | FOD 
- 2 AN6290-6 Gasket + Straight thd tube ftg boss 1 FOD 
- 3 AN6291-6 Ring |- Hyd ftg| gasket back-up 1 FOD 
- 4 AN833-6D Elbow -|Flared tube & bhd univ 90° 1 | FOD 
- 5 AN919-12D Réducer| - Ext thd flared tube 1 FOD 
- 6 | AN6290-8 Gasket 4 Straight thd tube ftg boss 1 | ғор 
- 7 213-730203-35 Tibe Assy + Hyd press st stl 3/8 OD x .035 x 3. 50 in. 1 FOD 
- 8 AN814-6 Plug & Bleeder - Screw thd 2 | FOD 
- 9 AN6290-6 Gasket 4 Straight thd tube ftg boss 2 FOD 
0 AN6200-6AB Valve - Hyd A ede: relief class AB (Valve to set for 1650 + 50 
-Ü psi cracking press. ) 1 | FOD 
ATTACHING PARTS 
-11 AN365-1032 Nut – 801” locking stl 10-32 4 | FOD 
AN960-10 Washer - Blain stl reg ser No. 10 bolt 4 FOD 
NAS42DD6-64 Spacer 4 Rivet Al al .375 OD x .191 ID x 1. 00 in. 4 FOD 
AN3-15A Balt + Acft [st] 10-32 x 1-25/32 in. 4 | FODI | 
AN6289D8 Nut -| Flàred thbe univ ftg 1 | FOD 
AN6290-8 сер 4 Straight thd tube ftg boss 2 FOD 
AN6291-8 Ring - Hyd |ftg| gasket back-up 1 FOD 
AN832-8D Union - Flared tube 3/8 bhd & univ 1 | FOD 
AN938D8 Tee - Int s¢rew thd 1 FOD 
AN919-12D вает - Ext|thd flared tube 1 FOD 
AN6290-8 Gasket ~ St aibht thd tube ftg boss 1 FOD 
AN924-6D Nut -| Flared tube & bhd univ 1 FOD | 
AN832-6D Union - Flared tube 1 FOD 
AN6290-6 Gasket - Straight thd tube ftg boss 1 FOD 
213-730201-71 Tube [Assy + iba press. 3/8 OD x , 049 x 7. 00 in. 1 FOD 
25800 Valve - Win (FES 112) 1 | FOD 
ATTACHING RARTS 
AN4-6A Bolt 4 Acft stl 1/4-28 x 29/32 in. 4 |FOD|I 
213-730203-13 Tube [Assy - Hyd press st sti 3/8 OD x . 035 x 7. 00 in. FOD 
AN6289-6 Nut -|Flared tube univ ftg FOD 
AN6290-6 Gasket -| Straight thd tube ftg boss FOD 
AN6291-6 Ring + Hyd წხთ gasket back-up FOD 
AN804-6 Tee -| Flared tube with bhd on run FOD 
413200-26 Valve (ВХ) (Valve to be set for 1300 + 100 or -0 psi cracking 
press.) FOD 
left BAHTS 
AN3-23 Bolt + A¢ft st1|10-32 x 2-13/32 in. FOD 
NAS42DD6-48 Spacer -|Rivet Al al .375 OD x .191 ID x 3/4 in. FOD 
AN919-12D Reducer |- Ext/thd flared tube FOD 
AN6290-8 Gasket - Straight thd tube ftg boss FOD 
213-730203-15 Tube Assy + Hyd press st stl 3/8 OD x . 035 x 4. 00 in. FOD 
AN6289-8 MI -Flared tube & bhd univ FOD 
AN6290-8 Gasket - .. thd tube ftg boss FOD 
ΑΝΘ 291-8 Ring + Ha ftg gasket back-up FOD 


AN939-8 
AN832-8 
25412 


AN4-6A 
AN4-10A 
AN960-416 
AN365-428 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section П 


FIGURE & | GROUP FUSELAGE 


nt|sc 


- Flared tube 3/8 bhd & univ 
Valve (WTR) 
ტ YTACHIN РА TS 
t1]1/4-28 x 29/32 in. 
t 4 a БЇЇ 1/4-28 x 1-1/32 in. 


Plain stl reg ser 1/4 in. bolt 
elf 10CMIიფ stl 1/4-28 


Group Assembly Parts List 


UN | TS | USABLE 


ew thd 90? 


Section II T.O. 1C-119F-4 


6578 


Figure 283. Fuselage Nose Landing Gear Actuator Hydraulic System Tubing Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE 
INDEX 
NUMBER 


*110-730098 
ANT76-4 
АМТТ5-4 
AN901-4A 
AN924-6 
AN815-6 
AN832-6 
AN6290-6 
AN919-6 
AN938-6 
AN6271 -4-25.00 


s NLG act. hyd sys (See fig. 271) 
0° 


— 
ხ თ 8. 


1 tube conn seal 
d tube bhd & univ ftg 
tube 
tube 3/8 bhd ftg 
ght thd ftg boss 
er - Ext thd flared tube 
Int 15) thd 


= Q c c Z Q 
E 4 


sy|- Hyd & pneu detach. swivel conn for 1/4 OD tube 
5.00 in. 
py 


> 
—=— 


саса QH Hy 


755-8-2-8 


л 
38.5 


AN6289-6 


t 4 Flared | univ ftg 
AN815-6 ion 


~ Fláred tube 

AN832-6 an гей tube 3/8 bhd ftg 

AN6290-6 Straight thd tube ftg boss 

AN6291 -6 i gasket back-up 

20349 uttle int thd tube outlet (AN6277-6) (AP) 
AN924-6 da bhd & univ ftg 


++ 
=: 
© 
3 


თ 2-< 


AN6292-6-25.00 yd pneu high press. swivel conn for 3/8 OD tube 


-00 in. 
- Hyd pneu high press. swivel conn for 3/8 OD tube 
x 23.00 in. 
- Hyd pneu high press. swivel conn for 3/8 OD tube 


AN6292-6-23.00 


AN6292-6-23.00 


——щ———@ 
$ 


0 in. 
AN6292-6-18.00 ! yd pneu high press. swivel conn for 3/8 OD tube 


.00 in. 


TS 
Ар 
110-730282-3 Valve წაი yd sys orifice check (Made from part Νο. 
624946) 


AN6289-6 d tube univ ftg 
AN6290-6 ides thd tube ftg boss 
t 
e 


784-12 
184-14 


H 
H 
Ñ 
мт 
C 
C 


ΞΕ 
85 


AN6291-6 i H ftg] gasket back-up 

AN83' -6 red tube & univ ftg 45? 

AN815-6 i red tube 

AN938-6 rew thd 

AN833-6 d tube univ 90? 

AN6292-6 -23.00 yd & pneu high press. swivel conn for 3/8 OD 

„00 in. 

AN6292-6-25.00 yd & pneu high press. Swivel conn for 3/8 OD 

25.00 in. 

AN919-6 xt| thd flared tube 

189-6 

110-730098-30 αν act. hyd sys 3/8 OD x .035 x 45.25 in. 
| 


ка ма ка ке м ць mM 


m 


AN6271-4-19.00 y yd 8 pneu detach. swivel conn for 1/4 OD tube 
9.00 in. 

AN6289-4 Flared tube univ ftg 

AN6290-4 Straight thd tube ftg boss 

AN6291 -4 j уа (თ gasket back-up 

AN833-4 PT -Fláred tube univ 90° 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


283 usa BLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-2668 and Subsequent 
IK-441 and Subsequent 
R4Q2 131662 thru 131719 
B C-119G 51-2662 thru 51-2667 
C C-119G 51-8098A thru 51-8168A 
D C-119G 51-2662 thru 51-8097 


51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
E C-119G 51-8098A thru 51-8127A 
F C-119G 51-2662 thru 51-8097 


51-8128A thru 51-8168A 

51-17365 and Subsequent 

IK-441 and Subsequent 
R4Q2 131662 thru 131719 
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Hydraulic System Power Unit Installation 


Figure 284. 
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Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


996 


GROUP 


#120-2 


#720AN2 


#720 F2 


#HC5000 


PART NUMBER 


*110-730270 


110-730270-930 


AN919-20D 
AN919-15D 


AN6290-12 
AN6290-8 
38428 


AN365-428 
AN4-25A 


AN6235-4A 


AN365-1032 


AN3-20A 
AN3-16A 


AN919-15D 


AN937-8D 
AN6290-8 


213-730202-13 


AN815-6 


213-730202-11 


AN6289D8 
AN832-8D 
AN815-8D 
AN919-12D 
AN6290-8 
AN6291-8 
AN938D8 


110-730162-21 
110-370162-23 


AN3-11A 


AN919-12 
AN6290-8 
AN6249-6 


FUSELAGE 


MAJOR ASSEMBLY | HYDRAULIC SYSTEM POWER UNIT INSTL 


Power Unit Instl 


110-730270-153 mapa - Hy 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


thd flared tube 


ducer - Е 
ითი flared tube 


ducer ~ 
spares 


t + Straight thd tube ftg boss 


Filter - 30 Wes 12 gpm (Type #PR412-7) (PUP) 
ATTACHI A 


TS 
ocking stl 1/4-28 


Nut ἡ Self 
pht H ден st] 1/4-28 x 2-21/32 in. 


R წებ +1 


110-730270-30 


110-730270-153 


110-730270-330 


ator + 1 


(АА) рагі No. HC5000) 


(АА) part No. HC5000) 


Regulator + 10 tpm hyd press. (AN6295-2) (ELE) (When 

exhausted use (AA) part No. HC5000) 

Régulat r + 10 gpm hyd press. (AN6295-2) (AA) (Use for spare 
repl in lieu of (ELE) part No. 720-2, 720AN2 & 720F2) 

ATTACHING PARTS 


aj ἡ Self locking stl 10-32 
B 


lt - Acft| st] 10-32 x 2-1/32 in. 
It [ Acíft st] 10-32 x 1-25/32 in. 


Tube'Assy|- Hyd press. 3000 psi st stl 5/8 OD x . 058 x 4.00 in. 


thd flared tube 


be|Assy - Hyd sys power unit 3/8 OD x 16. 00 in. 


tube 


tube 

XL thd flared tube 

raight thd tube ftg boss 
gasket back-up 

ev thd 

press. reg 


ARTS 


30162-21) 
"| 10-32 x 1-5/32 in. 


- Ext thd flared tube 
Straight thd tube ftg boss 
yd check 3000 psi 


- Hyd sys (See fig. 274) 
ја А9ѕу |- იე press. 3000 psi st stl 5/8 OD x . 058 x 8.94 in. 
x 


sys power unit (Made from AN919-15D) (Use for 

| n lieu of part No. AN919-15D) 

саакы | е thd tube ftg boss 
8 


siii S - Hyd replaceable micronic line type 

gpm hyd press. (AN6295-2) (ELE) (Use serial 
Nó. 2622 and above or serial No. 2621 and lower when 
part al contains the letter "X") (When exhausted use 


gpm hyd press. (AN6295-2) (ELE) (Use serial 


No. 2622 and above or serial No. 2621 and lower when 
part Noi contains the letter "Х") (When exhausted use 


Exi 

En Sys power unit (Made from AN919-15D) (Use for 
spares in lieu of part No. AN919-15D) 
Cross - Inf sdrew thd 
ү 1 Straight thd tube ftg boss 


tube 3/8 bhd & univ ftg 


yd press. reg (Use for spares in lieu of part No. 


yd press. 3000 psi st stl 3/8 OD x . 035 x 10.51 in. 


UNITS] USABLE 


Revised 1 February 1959 
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FIGURE & LGROUP FUSELAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 
PART NUMBER 


ORE ON 


A 


B 


Revised 1 February 1959 


HYDRAULIC SYSTEM POWER UNIT INSTL (Continued) 


| 2 3 ს 5 6 


110-730270-350 Tube Agsy|- Hyd press. 3000 psi st stl 3/8 OD x .035 x 4. 62 in. 

AN919-12 R ძალი» - Ext thd flared tube 

AN832-8D Union -|Flared tube 3/8 bhd & univ 

AN6289-8D Nut + Flared tube univ ftg 

AN6290-8 simi + Straight thd tube ftg boss 

AN6291-8 Ring! - Hyd ite gasket back-up 

110-730270-70 Tube Assyj- Hyd press. 3000 psi st stl 1/2 OD x . 049 x 12. 50 in 

213-730202-15 Tube Assy|- Hyd sys power unit 1/2 OD x 15. 00 in. 

AN837-8D Elbow – Flared tube univ 45° 

AN815-8D Union -' Flared tube 

AN6289-8D Nut + Flared tube univ ftg 

AN6290-8 Gasket - Straight thd tube ftg boss 

AN6291-8 Ring|- Hyd ftg gasket back-up 

110-730270-50 Tube - Hyd press. 3000 psi st stl 1/2 OD x . 049 x 11. 75 in 

AN837-8D Elbow - Flared tube univ 45° 

AN815-8D Union - Sus qs tube 

AN6289-8D Ni Flared tube univ ftg 

AN6290-8 Gasket + Straight thd tube ftg boss 

AN6291-8 Ring|- Hyd ftg gasket back-up 

110-730270-530 Tube Assy|- Hyd return 1/4 OD x . 035 x 18. 25 in. 

AN804-4D Tee + Flared tube with bhd on run 

AN919-6D R ducet - Ext thd flared tube 

AN6289-4D Nut + Flared tube univ ftg 

AN6290-4 sket | ი thd tube ftg boss 

AN6290-6 Gasket + Straight thd tube ftg boss 

AN6291-4 Ring|- Hyd ftg gasket back-up 

110-730270-610 be B - Hyd emer press. 1500 psi LG up 3/8 OD x .049 x 
21. 38 in. 

AN833-6D τ, – Flared tube bhd univ 90° 

AN824-6D Tee + бн d tube 

AN6289-6D Nut + Flared tube univ ftg 

AN6290-6 T - Straight thd tube ftg boss 

AN6291-6 Ring ftg gasket back-up 


к | 
(Continued on Figure 285) 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168/ 

C-119G 51-8030 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8029 
51-8098A thru 51-81684 
51-17365 thru 51-17367 


52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


R4Q2 


UN I TS] USABLE 
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Hydraulic System Power Unit Installation 


Figure 285. 


998 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE UN I TS| USABLE 


Ms MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL ჩამ 
L234 в 6 
*110-730270 Power Unit Instl| - Hyd sys (See fig. 274) Re All 
110-730270-230 bd Assy|- Hyd 3/8 OD x .035 x 27.87 in. 1 All 
AN938-6 Тре + Int screw thd 1 All 
AN919-12 прасе - Ext thd flared tube 1 All 
ÀN815-6 ion -| Flardd tube 1 All 
AN6290-8 Gasket + Straight thd tube ftg boss 1 All 
AN6290-6 Gasket F Straight thd tube ftg boss 1 All 
110-730165-3 S popri - Hyd sys 2 All 
ATTACHING PARTS 
AN3-33A Bolt |- Acfi stl 10-32 x 3-13/32 in. 3 All 
110-730270-690 Tube A$sy|- Hyd 3/8 OD x .049 x 10.31 in. 1 An 
AN815-6D Union -| Flared tube 1 All 
110-730270-290 Tube A$sy|- Hyd 3/8 OD x .035 x 7.87 in. 1 All 
AN815-6 Union - їз tube 2 All 
AN6290-6 Gasket - Straight thdtube ftg boss 1 All 
110-730270-130 ре Assy|- Hyd 1/2 OD x .049 x 37.87 in. 1 All 
AN833-8D E ხის + Flared tube bhd univ 90° 1 All 
AN919-15D Reducer - 53. thd flared tube 1 АП 
AN6289-8D Nut + Flared tube univ ftg 1 All 
AN6290-8 Gasket + Straight thd tube ftg boss 2 All 
AN6291-8 R " Hyd n gasket back-up 1 All 
110-730270-110 Tube Assy|- Hyd 1/2 OD x .049 x 34.62 in. 1 All 
AN833-8D Elbow ~ Flared tube bhd univ 90° 1 All 
AN919-15D праце - [Ext thd flared tube : 1 [АП 
AN6289-8D Nut + Flared hive univ ftg 1 All 
AN6290 -8 Gasket + Straight thd tube ftg boss 2 All 
AN6291-8 Ring - Hyd ftg gasket back-up i All 
110-730270-270 Tube Assy - yd 3/8 OD x .035 x 8.00 in. 1 All 
AN815-6 Union ~-|Flared tube 2 All 
AN938-6 Tee t 8 w thd 1 АП 
AN6290-6 Gist Straight thd tube ftg boss 1 All 
110-730270-250 Tube Agsy|- Hyd 3/8 OD x .035 x 30.38 in. 1 All 
ANB15-6 ' Union -/Flardd tube 1 | All 
AN919-12 Reducer - = thd flared tube 1 All 
AN6290-6 Gasket + Straight thd tube ftg boss 1 All 
AN6290-8 Gasket + Straight thd tube ftg boss 1 All 
110-730270-4'70 Tube Assy|- Hyd 1/4 OD x . 028 x 9. 75 in. 1 All 
AN919-6 Reducer - (Ext thd flared tube 1 All 
AN6290-6 Gasket + Straight thd tube ftg boss 1 All 
AN6290-4 Gasket + Straight thd tube ftg boss 1 All 
AN6 249-4 Valve -|Chec 1 All 
110-190 270-590 Tube Азѕу|- Hyd 1/4 OD x .028 x 19.75 in. 1 #11 
AN919-6 Reducer - Ext thd flared tube 1 All 
AN919-10 Reducer - Ext thd flared tube 2 All 
AN6290-4 Gasket + Straight thd tube ftg boss 2 All 
AN6290-6 Gasket + Straight thd tube ftg boss 1 All 
AN6281-8-20 use| - Hyd qty measuring class 3000 type 1 1 All 
110-730270-550 Tube) Азѕу - Hyd 1/4 OD x .028 x 15.38 in. 1 A 
110-730270-695 Таре Assy|- Hyd 1/4 OD x .028 х 15.00 in. 1 B 
AN919-6 Reducer - Ext thd flared tube 1 All 
AN937-6 Cts -| Int sqrew thd 1 All 
AN832-6 Union -/Flared tube 3/8 bhd & univ 1 All 
AN6289-6 Nut Fjar d tube univ ftg 1 |an 
ΑΝΘ 290-6 ct t stra ght thd tube ftg boss 3 All 
AN6291-6 Ring |- Hyd) ftg gasket back-up 1 All 


Continued on fig, 286 


Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


UNITS] USABLE 
NUES [MAYOR ASSEMBLY — HYDRAULIC SYSTEM POWER UNIT INSTL (cont СЛ 


PART NUMBER | 2 3 ს 5 6 


285 MODEL DESIGNATION SERIAL NUMBERS 

C-119G 51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 

C-119G 52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


1000 Revised 15 February 1957 
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Figure 286. Hydraulic Power Unit Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE UN ITS USABLE 
MAJOR აგა HYDRAULIC POWER UNIT სე ა სააბი NEM STL I ο. 


σα NUMBER 2 3 ü 223356 აე ა ა Ol 6 


FIGURE ἆ 
INDEX 
NUMBER 


(d a from fig. 285) 
*110-730270 ower Unit Inst] = Hyd sys (See fig. 274) 
1 110-730270-670 | შირ = Hyd press. 1500 psi 3/8 OD x , 049 x 4.00 in. 
2 AN938-6D ee - Int screw thd 
3 AN6207-6 alve - 1500 psi hyd check 
4 AN6290-6 Gasket |- Straight thd tube ftg boss 
5 110-730 270-730 b νι yd press. 1500 psi 3/8 OD x . 049 x 2.00 in. 
6 AN815-6D nion + Flared tube | 
VI AN919-18D Reducer -|Ext thd flared tube 
8 AN6290-6 Gasket |- š: ight thd tube ftg boss 
9 AN6290-12 asket |- Straight thd tube ftg boss 
110-730270-810 be Assy - Hyd return 1/2 OD x . 049 x 6. 75 in. 
AN919-19D Reducer - Ext thd flared tube 
AN815-8D ni Flareéd tube 
AN6290-8 tasket |- à ight thd tube ftg boss 
AN6290- 12 Gasket |- Straight thd tube ftg boss 
111816-1 alve + Relief (AP) (Valve to be set for 1300 + or -50 psi 


cracking press.) 
alve үүт (AP) (Valve to be set for 1300 + or -50 psi 
cradking press.) 
ΑΤΤΑΟΗΠ G PARIS 
ft stl 1/4-28 x 3-1/32 in. 


#21936-1 


AN4-30A 


AN6279-12CD 


p relief two port (Valve to be set for 3500 
00 psi cracking press.) 
RTS 


AN3-35A 
NAS43-3-23 
AN970-3 


110-730270-90 


in 1 
AN919-19D -| Ext thd flared tube 1 
AN815-8D Flared tube 1 
AN832-8D Flaréd tube 3/8 bhd & univ 1 
AN6289-8D laned|tube univ ftg 1 
AN938-8D Int screw thd 1 
AN6290-8 traight thd tube ftg boss 2 
AN6290-12 trdight thd tube ftg boss 1 
AN6291-8 yd ftg gasket gre 1 


110-730270-611 


2 in. 1 
AN833-6 рат + Flared tube bhd univ 90? 1 
AN815-6 tube 1 
AN6289-6 ed tube univ ftg 1 
AN6290-6 Straight thd tube ftg boss 1 
AN6291-6 yd ftg gasket back-up 1 


110-730270-850 


AN833-6 


AN938-6 eej- Int screw thd 

AN6 289-6 ut lared tube univ ftg 
AN6290-6 Gasket|- Straight thd tube ftg boss 
AN6291-6 Ring - Hyd ftg gasket back-up 


AN6249-6 
110-730270-490 


μα სა ა ON E = ма κα 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY HYDRAULIC POWER UNIT INSTL (cont Аа, 
PART NUMBER | 2 3 ს 5 6 


AN919-6 
AN6290-6 
AN6290-4 
AN6249-4 
110-730270-630 
AN833-6D 
AN938-6D 
AN6289-6D 
AN6290-6 
AN6291-6 
AN6207-6 
110-730270-370 


traight thd tube ftg boss 
traight thd tube ftg boss 
3000 681 hyd check 
4 Hyd press 1500 psi 3/8 OD x 049 x 4.50 in. 
Flared tube bhd univ 90° 
t screw thd 
Hlared tube univ ftg 
Straight thd tube ftg boss 
[| ftg gasket back-up 


dd thd flared tube 


i i D9 pe ped pab pad pak pd pa paek 


00 681 hyd check 
- Hyd press. 3000 psi st stl 3/8 OD x . 035 x 
6. 69 in. 
Redtcer - Ext thd flared tube 
pe n + Flared tube 

ο - Straight thd tube ftg boss 


et|- Straight thd tube ftg boss 


AN919-12 
AN815-6 

AN6290-8 
ÀN6290-6 


= = ка з κα 


(Continued on fig. 287) 


#Alternate Parts 
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Hydraulic System Power Unit Installation 


Figure 287. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE 


სსს [MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL 
PART NUMBER | 2 3 £ 5 6 


Continued from fig. 286) 


110-730270 Power Unit Instl + Hyd sys (See fig. 274) 
110-730270-830 be Agsy|- Hyd 5/8 OD x .058 x 12.00 in. 
AN832-8D U for -|Flared tube 3/8 bhd & univ ftg 
AN938-8D Tee + Int screw thd 

AN919-15D Reducer - Ext thd flared tube 

AN919-20D Reducer - Ext thd flared tube 

AN6289-8D Nut + F gir be univ ftg 

AN6290-8 Gasket + Straight thd tube ftg boss 
AN6291-8 Ring|- Hyd ftg gasket back-up 
110-730270-510 be Assy|- Hyd 1/4 OD x .035 x 19.38 in. 
AN933-4D Elbow -| Flared tube bhd univ 90° 
AN6289-4D Nut + Flared tube univ ftg 

AN6290-4 Gasket + Straight thd tube ftg boss 
AN6291-4 Ring|- Hyd ftg gasket back-up 

AN938-4D Tee - Int screw thd 

110-730270-607 Tub Aber Hyd 3/8 OD x .035 x 12.94 in. 
110-730270-623 bd A sy|- Hyd 3/8 OD x .035 x 28.12 in. 
AN938-8D Tee + Int screw thd 


σο -1 CO» oP & δῦ ні 


AN919-12 Reducer - thd flared tube 

AN6290-8 Gasket - Stratght thd tube ftg boss 
AN6249-6 à 3000 psi hyd check 
110-730270-950 sy|- Hyd 1/4 OD x .028 x 19.25 in. 
AN894-6-4 - Screw thd expander 

AN6290-6 h raight thd tube ftg boss 


AN6291-6 ftg gasket back-up 

AN6289-6 ared tube univ ftg 

AN834-6 : Bhd & univ flared tube 
110-730270-770 Assy|- Hye 1/2 OD x .049 x 12.25 in. 
AN833-8D Flared tube bhd univ 90° 
AN833-8D + Flared tube bhd univ 90° 
AN6289-8D Flared tube univ ftg 

AN6289-8D p d tube univ ftg 

AN6290-8 Straight thd tube ftg boss 
AN6290-8 
AN6291 -8 
AN6291 -8 
AN6207-8 
110-730270-790 
AN938-8D 
AN833-8D 
AN6289-8D 
AN6290-8 
AN6291 -8 
110-730270-750 
AN832-12D 
AN938-12D 
AN6289-12D 
AN6290-12 
AN6291-12 
AN919-19D 
AN815-8D 
AN815-12D 
AN6290-8 
110-730270-605 
AN815-6 


/წწწიიიიიწიწ/”იძ/იწწწწწიწიეეეიიტააიიიებებებებსბბსბსბსჭეჭგჭსასგბ– eee 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER 


AN365-428 
NAS43 DD4-96 
AN4-35 

AN960-416 


AN6235-2A 
ΑΝΘ249-6 
110-730270-890 
110-730270-613 
110-730270-691 
AN894-6-4 
AN919-6 
AN6290-6 
AN6290-4 
*110-730164 
110-730170 
110-730170-10 
51248 
AN6248-2 


AN365-428 
AN960-416 
AN4-32A 


1006 


T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL (cont 


rew thd 
цам thd tube ftg boss 
2) (PUP) 


TS 
iue stl 4-28 


n stl reg ser 1/4 in. bolt 


thd flared tube 

raight thd tube ftg boss 
ght thd tube ftg boss 
Inst] - Hyd hand pump 


ngj - Es w thd expander 


( ოი on fig. 288) 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


i Serew & bolt ΑΙ αἱ 3/8 OD x .049 x 1-1/2 in. 
lt - Аси p 1/4-28 x 3-21/32 in. 


yd 3/8 OD x .035 x 6.25 in. 
yd 3/8 OD x .035 x 6.69 in. 
yd 3/8 OD x .035 x 14.81 in. 


ON MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8030 thru 51-8097 
52-5840 thru 52-5888 
52-6001 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 


51-8030 thru 52-5888 
52-6001 thru 52-6035 
131662 thru 131719 


ΕξανξΕποποονξὲ 


ΕΒΕ 
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MAJOR ASSEMBLY 
PART NUMBER | 


| 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 


HYDRAULIC SYSTEM POWER UNIT INSTL (Cont. ) 


C-119G 


R4Q2 


C-119G 


MODEL DESIGNATION 


SERIAL NUMBERS 


51-2662 thru 53-3220 
53-8069 thru 53-8140 
IK-441 thru IK-445 
131662 thru 131719 


53-3221 thru 53-7884 
53-8141 and Subsequent 
IK-446 and Subsequent 


UNITS! USABLE 
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€ 


es 


Figure 288. Hydraulic System Power Unit Installation 


1008 Revised 1 March 1956 


GROUP FUSELAGE 


MAJOR ASSEMBLY 


PART NUMBER 


*110-730270 


110-730270-450 


AN815-4 
AN6290-4 
AN6291-4 
AN6289-4 
AN833-4 
AN937-4 


AN6245AB4- 
3800 


110-730270-710 


AN924-4D 
AN938-4D 
AN919-6D 
AN832-4D 
AN6289-4D 
AN6290-4 
AN6291-4 
AN6290-6 
AN6207-6 
22472-4 
111095 


AN365-1032 
AN960-10 
AN3-16A 


110-730270-185 
110-730270-187 
110-730241-23 


AN3-10A 


AN919-6D 
AN937-6D 
AN832-6D 
AN832-6D 
AN6289-6D 
AN6289-6D 
AN6290-6 
AN6290-6 
AN6291-6 
AN6291-6 
AN935-10 
AN6204-1 


Revised 1 March 1956. 


AN6245B4-3750 


AN6245B4-3800 


110-7302'10- 601 
110-730270-570 
110-730270-697 


110-730283-3 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


UNITS} USABLE 
ON 


μι, from fig. 287) 
Po 


wer 
Tube A$sy|- Hyd press. 3000 psi st stl 1/4 OD x .028 x 2.75 in. 
Union -| Flared tube 
asket up ight thd tube ftg boss 
R P - i gasket back-up 
Nut + Flared tube univ ftg 
Elbow 4 Flared tube bhd univ 90° 
Cross 4 ы screw thd 
Va nh – Hyd thermal expansion relief (Valve to be set for 3750 
+|ог|- 100 psi cracking press.) 
alve - Hyd thermal expansion relief (Valve to be set for 3800 
* i 100 psi cracking press.) 


nit "Ë - Hyd sys (See fig. 274) 
1 


... 
|; 


= 


= 


d thermal expansion relief (Valve to be set for 3800 
+|ог|- 100 psi cracking press.) 

Assy| - Hyd return 3/8 OD x .049 x 8.50 in. 

epa tube bhd & univ ftg 


crew thd 
cer -|Ext thd flared tube 
ion - ული tube 3/8 bhd & univ 
t + Flared tube univ ftg 

t - Straight thd tube ftg boss 
Ring] - E ftg gasket back-up 


Straight thd tube ftg boss 
1500 psi hyd check 
alve -| Three way (SVL) 


== ке =— ο ον со ხე на ოსა ка = 


hlve - Three way (SVL) (Use for spares in lieu 01 part No. 
2247 4 1 
TACHING [PARTS 


Nut + Self locking stl 10-32 
asher| - წს. stl гер ser Νο. 10 bolt 


Βρ]{!- Acft stil 10-32 x 1-25/32 in. 


Strap -|Hyd gust lock valve 
Sleeye djs lock valve 
Su pert ον gust lock valve 
ACHING IPARTS 


Bplt|- Acft stl 10-32 x 1-1/32 in. 


Tube Assy - Hyd press. 1500 psi 1/4 OD x .035 x 11.43 in. 

Tub თ - Hyd press. 1500 psi 1/4 OD x .035 x 15.00 in. 

T ή А$зу| - Hyd press. 1500 psi 1/4 OD x .035 x 16.50 in. 

Reducer - Ext thd flared tube 

Cross ΕΣ rew thd 

Upion -| Flared tube 3/8 bhd & univ 

Uhion -| Flared tube 3/8 bhd δι univ 
t + Flared tube univ ftg 

Nut + Filared tube univ ftg 

asket ig ight thd tube ftg boss 

asket | Straight thd tube ftg boss 

R Ἢ - Hyd ftg gasket back-up 

Ringi - Hyd ftg gasket back-up 

asher|- Spring lock 

alve -| Hyd bleeder 

itting |- Hyd|sys 3000 psi bleeder 


aQoogovcococoEÉEÉzgra 


= — ка оо om Οὐ G ხე ке PN) Re πὶ — B μα — 
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Section II Т.О. 119F-4/NAVAER 01-115ССВ-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL (cont 


PART NUMBER 


FIGURE & 
INDEX 
NUMBER 


AN938-6D Int Screw thd 

110-730270-650 Assy - n press. 1500 psi 3/8 OD x .049 x 12.38 in. 
AN833-6D 1 Flared tube bhd univ 90° 

AN815-6D n- Pianta tube 

AN938-6D e - Int screw thd 

AN832-6D i Flardd tube 3/8 bhd & univ 

AN6291-6 Hyd LLC gasket back-up 

AN6289-6D Flared е univ ftg 

AN6290-6 – Straight thd tube ftg boss 

413200-4 b | 
110-730270-410 ἡ ΑΡΘΥ - Hyd press. 3000 psi st stl 1/4 OD x .028 x 11.50 in. 
110-730270-693 be Assy) - Hyd press. 3000 psi st stl 1/4 OD x .028 x 14.06 in. 
AN815-4 i Flared tube 

AN6290-4 - Str ight thd tube ftg boss 

110-730270-430 be Assy - Hyd press. 3000 psi st stl 1/4 OD x .028 x 13.50 in 
AN824-4 - Hlaged tube 

110-730281 


wer unit (Made from part No. AN'42D54C) 
Abs - Hyd press. 3000 psi st stl 1/4 OD x .028 x 31.75 in. 
Apsy| - Hyd press. 3000 psi st stl 1/4 OD x 028 x 29.75 in, 
E d tube bhd univ 90? 


110-730270-390 
110-730270-709 
AN833-4 
AN893-1 
110-730290-3 


crew thd reducer 


УН sys accumulator air port (Made from part No. 
3-1) 


ter - И Sys accumulator air port (Made from part No. 
3 
d 


110-730290-5 


893-1)(Use for spares in lieu of part No. 110-730290-3) 


AN6289-4 t+ Fla tube univ ftg 

AN6290-4 sket l- Straight thd tube ftg boss 

AN6290-5 Sket - Straight thd tube ftg boss 

AN6290-5 Ket raichi thd tube ftg boss 

AN6291-4 yd ftg gasket back-up 

213-730202-9 ре ΑΡΒΥ - h. Sys power unit 3/8 OD x 24.00 in. 
AN6249-6 – 3000 psi hyd check 

AN938-6 - Iht gerpw thd · 

AN6290-6 t- straight thd tube ftg boss 

AN924-6 aned tube bhd & univ ftg 

AN832-6 -| Flared tube 3/8 bhd & univ ftg 

AN815-6 ion -| Flaréd tube | 
213-730202-7 be jer - fiya sys power unit 3/8 OD x 22.00 in. 
AN6289-6 ared tube bhd & niv ftg 

AN837-6 4 უფა tube & univ 45° 

AN6290-6 Ket |- raight thd tube ftg boss 


(Contindea on Figure 289) 


БАр: QN MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8132A 


B C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
d C-119G 51-2662 thrü 51-2716 
51-8016 
51-8098A thru 51-8168A 


1010 Revised 1 February 1959 


Revised 15 February 1957 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 
C-119G 


R4Q2 


C-119G 
R4Q2 


C-119G 


Section Π 
Group Assembly Parts List 


SERIAL NUMBERS 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2717 

51-7968 thru 51-8015 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2668 thru 51-8030 
51-8124A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2717. 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


1011 


Section II 


Group Assembly Parts List 


FIGURE & 


INDEX 
NUMBER 


288 


1012 


GROUP FUSELAGE 
HYDRAULIC SYSTEM POWER UNIT INSTL (Cont. ) 


MAJOR ASSEMBLY 


PART NUMBER 


E 


ON 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBERS 


51-2662 thru 53-3222 
53-8069 thru 53-8142 
53-7826 thru 53-7827 
IK-441 thru IK-445 
131662 thru 131719 


53-7828 thru 53-7884 
53-8143 thru 53-8156 
IK-446 and Subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 and Subsequent 
IK-443 and Subsequent 


51-2662 and Subsequent 
IK-441 and Subsequent 


Revised 15 February 1957 


T.O. 119F-4/NAVAER 01-115CCB-4 Section II 


Figure 289. Hydraulic System Power Unit Installation 
Revised 1 February 1959 


1013 


Section Π 
Group Assembly Parts List 


PART NUMBER 12 3 4 5 6 


(Contin 
(Without 


*110-730270 
110-730270-150 
213-730202-17 
AN815-8D 
AN6290-8 
AN938-8D 
213-730202-3 
213-730202-5 
AN6289-6 
AN833-6 
AN6290-6 
AN6291-6 
AN815-8D 
AN6290-8 
AN6289D8 
AN6290-8 
AN6291-8 
AN833-8D 


а r. 
е Int ser 
bej Agsy |- 


© со чо сл н> C2 p2 н 


5 
yd 


Fl 


1014 


GROUP FUSELAGE 
MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL 


aight thd tube ftg boss 
w thd 


Flared tube univ ftg 
Flared tube & bhd univ 90° 
raight thd tube ftg boss 
ftg gasket back-up 
Flared tube 
Straight thd tube ftg boss 
და be univ ftg 
Stralght thd tube ftg boss 

- Hyd ftg gasket back-up 
+ - pr d tube & bhd univ 90° 


(Continued on Figure 289A) 
ს 


T.O. 119F-4/NAVAER 01-115CCB-4 


UNITS] USABLE 


ed from figure 288) 


Hydraulic System By-Pass Valve) 


- Hyd sys (See fig. 274) 
yd press. 3000 psi st stl 1/2 OD x .049 x 20.50 in 
yd sys power unit 1/2 OD x . 049 х 19.19 in. 

tube 


yd sys power unit 3/8 OD x . 035 x 23. 00 in. 
yd sys power unit 3/8 OD x . 049 x 26. 00 in. 


PRE EPPA eR ν κα ee µι δ) 
m^ 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


131662 thru 131719 


Revised 1 February 1959 


T.O. 119F-4/NAVAER 01-115CCB-4 Section II 


Figure 289A, Hydraulic System Power Unit Installation 


Revised 1 February 1959 1014A 


Section II T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GRoup FUSELAGE 


USABLE 
ON 
NUMBER [MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL ας 
ο ες. | 


tinued from figure 289) 
буш Hydraulic System By-Pass Valve) 
*110-730270 Unit sir Hyd sys (See fig. 274) All 
110-730270-707 ASBy yd press, 3000 psi st stl 1/2 OD x . 049 x (Length 
regonked per T.O. 1C-119-580) A 
110-730270-711 Assy F Hyd press. 3000 psi st stl 1/2 OD x . 049 x 18. 75 in, 
(Rewor ed and reidentified to part No. 110-730270-713 per 
T.O. 10-119-580) | 1 B 
110-730270-713 Tube |Assy yd press. 3000 psi st stl 1/2 OD x .049 x 16.00in.| 1 С 
213-730202-17 Tube As ` 1 FOD 
AN815-8D Union - 1 ΑΙ 
AN6290-8 Gask ht thd tube ftg hose ` 1 All 
AN938-8D e + Int AN thd 1 | All 
213-720202-3 be [Assy Ti sys power unit 3/8 OD x . 035 x 23, 00 in. 1 FOD 
213 -730202-5 be |Assy + Hyd sys power unit 3/8 OD x . 049 x 26, 00 in. 1 FOD 
AN6289-6 Nut -| Flared tube univ ftg 4 | FOD 
AN833-6 EI -|Flared tube ἃ bhd univ 90° 4 | FOD 
AN6290-6 Gas 4 ο κιν thd tube ftg boss 4 FOD 
AN6291-6 Ring d |ftg| gasket back-up 4 FOD 
110-730270-705 Tube |Assy - Hyd press. 3000 psi st stl 3/8 OD x . 035 x 4. 00 in. 1 АМ 
AN6289D8 t -| Flared tube univ ftg 1 [АП 
AN815-8D ion - Flared tube 1 All 
AN6290-8 Sket 1 St s thd tube ftg boss 1 All 
AN6290-8 sket 4 Straight thd tube ftg boss 3 All 
AN6291-8 Hyd е gasket back-up 1 All 
AN832-8D i lared tube 3/8 bhd & univ 1 | АП 
AN919-12D ~ Ext screw thd flared tube 1 | All 
AN938D8 n вфге thd 1 АП 
AN6289D6 red tube univ ftg 2 АП 
AN6290-6 4 Straight thd tube ftg boss 2 | All 
AN6291-6 ftg gasket back-up 2 АП 
AN833-6 Fldreti tube bhd univ 90° 1 | an 
AN833-6D FL xn tube bhd univ 90? 1 | All 
*110-730314-1 ві |- Hyd manual by-pass NP | All 
4146-20 M yi- Hyd manual by-pass (WTR) 1 | All 
ING PARTS 
AN502-10-6 ew - Mach fil h 10-32 x 3/8 in. 4 All 
AN960-10 Plain stl reg ser No. 10 bolt 4 All 
110-730270-701 ња return 3/8 OD x . 049 x 10.00 in. АП 
110-730270-703 d return 1/2 OD х. 049 x 7.19 in. Al 
AN919-12D xt screw thd flared tube All 
AN6289D8 tube univ ftg All 
AN6290-8 Straight thd tube ftg boss All 
AN6291-8 i წIთ gasket back-up All 
AN804D8 - red tube with bhd on run All 
ntinued on figure 290) 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 91-2662 thru 52-5922 
92-5924 thru 53-3194 
93-8069 thru 53-8116 


1014B Revised 1 February 1959 


T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL (Cont) 
PART NUMBER I 2 3 ს 5 6 


FIGURE ἆ 
INDEX 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


A (сор) C-119G IK-441 thru IK-442 
R4Q2 131662 thru 131719 


C-119G 52-5923 
53-3195 thru 53-3220 
53-8117 thru 53-8140 


IK-443 thru IK-445 


C-119G 


52-5923 
53-3195 & Subsequent 
53-8117 & Subsequent 
IK-443 δι Subsequent 


Revised 1 February 1959 1014C 


Section II T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 


1014D Revised 1 February 1959 


Section H 


T.O. 1C-119F-4 


Hydraulic System Power Unit Installation 


Figure 290. 


1015 


Revised 15 February 1957 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE ἆ 
I. MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL 


тиш позво 


*110-730270 
110-730093 
110-730093-10 
110-730093-30 

110-730093-50 


- Hyd sys (See fig. 274) 


voir Assy - Hyd sys 
re his - Hyd sys 


г Assy - Hyd sys 
n. 89V - Hyd sys (Use for spares in lieu of part No. 


30093, -10 & -30) 
110-730093 -70 


ir Assy - Hyd sys 


1 
se 
А τὴς ps PARTS 
Bolt + Acft|sti 10-32 x 1-5/32 in. 


AN3-10A 


AN960-10 Washer |- Plain stl reg ser No. 10 bolt 
AN3-7A M Boo stl) 10-32 x 29/32 in. 
110-730166 Plate - 


y ΠΕ 


AN6289-12D Nut ἡ Flared tube & univ ftg 
AN6290-12 ы t Straight thd tube fig boss 
AN6291-12 Ring |- Hyd|ftg gasket back-up 
AN833-12D თაა, -|Flared tube & bhd univ 90 deg. 
110-730088 Cap + H pals reservoir filler 

afr CHING TS 
AN'135D12 Clamp 4 Loop type sup. 


AN365 -440 Nut + Self locking stl 4-40 
AN960D4 Wis er|- Plain reg ser No. 4 bolt 
AN515-4-7 Screw -| Mach rd hd stl 4-40 x 7/16 in. 


AN6227B29 cking| - Т0" ring hyd 
NAS50-143 Ring |- Retainer 
78-730083 St aiher Assy - Hyd sys reservoir filler neck 


110-730301-1 Strained Assy - Hyd sys reservoir filler neck (Use for spares 
in| 1160 of part No. 78-730083) 
Plug|- Мех. hd ага for locking 
acer + Hyd sys sight ga 
tale - Hyd sys sight ga "О" ring upper 
ү ~|Hyd sys sight ga 'O" ring upper (Use for spares 
η 


AF905-10 
110-730288 

110-730287-3 
110-730287-5 


u of part No. 110-730287-3) 
sys reservoir sight ga 
| sys reservoir sight ga (Use for spares in lieu of 


i 


= γα 


18-130085-3 
78-730085-5 


Νο. 78-730085-3) 
raight thd tube ftg boss 
yd "O" ring 
ТА -|Hyd sys sight ра "ЮО" ring lower 
-|Hyd sys sight ga "О" ring lower (Use for spares in| 


AN6290-4 
AN6227B5 
110-730286 
110-730286 -3 


s 


- ხი сю к 


oe 
ΞΕ 
E REOR 
S — 
= 
i et 


παω dd шшш 
Б 
Фф 
1 
< 


mti 
Ë 
— b 
5 
Ф 


lieu pf рагі Νο. 110-730286) 1 
110-730289 Placar - ув sys sight ра 1 
110-730093-3 Phu - Hyd sys reservoir (Made from AN814-4D) 1 
AN919-6D Reducer - Ext thd flared tube 1 
AN6290-4 Gasket - Straight thd tube ftg boss 1 
110-730090 -30 Bod Ajey - Hyd sys reservoir 1 
110-730090 -50 Body Assy| - Hyd sys reservoir 1 
110-730090-70 Body #§9V - Hyd sys reservoir i 1 
110-730090-110 Bla Ass - Hyd sys reservoir (Use for spares in lieu of 

рагі |№о. 110-730090-30, -50 & -10) 
110-730090-130 B Assy| - Hyd sys reservoir 
551200-1 Apcumulator (ВХ) 

ATTACHING PARTS 

420-750-3.750S Clamp (МА 


110-730243-10 


ua 
к= 


- Hyd sys accumulator 


1016 Revised 15 February 1957 


FIGURE ἆ 
INDEX 
NUMBER 


ΑΝΟ-ΤΑ 


110-730243-20 
110-730243-31 


AN3-7A 
*110-730230 


110-730066-5 
110-730066-13 
110-730066-15 


110-730167 


110-730167-10 


Revised 15 February 1957 


T.O. 1C-119F-4 


cft st] 10-32 x 29/32 in. 


yd sys accumulator 
yd sys accumulator 


stl 10-32 x 29/32 in. 


Section IL 


Group Assembly Parts List 


113801 - Hyd sys power unit (See fig. 291) 


§V8 power unit drip 
sys power unit drip 
sys power unit drip 
yd sys power unit 


yd Sys power unit (Use for spares in lieu of part 


(20079 


C-119G 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 


51-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8098A thru 51-8143A 


51-8016 
51-2662 thru 51-2716 
51-8144A thru 51-8168A 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6001 thru 53-3194 
53-8069 thru 53-8116 
IK-441 and Subsequent 
131662 thru 131719 


101" 


Section II 
Group Assembly Parts List 


FIGURE & 


PART NUMBER 


1018 


GROUP FUSEL 


| 


AGE 


სსს [MAJOR ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL (Cont 


MODEL DESIGNATION 


T.O. 1C-119F-4 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


SERIAL NUMBERS 


51-8016 

51-2662 thru 51-2716 
51-7968 thru 51-7980 
51-8098A thru 51-8168A 


51-2717 

51-7981 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6012 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


51-2662 thru 51-8053 
51-8098A thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


51-2662 thru 51-8071 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 ` 
131662 thru 131719 


51-8052 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5921 
92-5924 thru 52-9982 
93-8069 thru 53-8081 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 thru 53-7884 
53-8082 thru 53-8156 
IK-443 and Subsequent 


Revised 15 February 1957 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


Mie ASSEMBLY HYDRAULIC SYSTEM POWER UNIT INSTL oe 7 7 U U ) 


(PART NUMBER — | NUMBER lagu  _ „| 2 3 ü 5 6 


UN | TS| USABLE 
ON 
CODE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and Subsequent 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 
131662 thru 131719 
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Section H T.O. 1C-119F-4 


Figure 291. Hydraulic Power Unit Panel Installation 


1020 


Revised 15 February 1957 


FIGURE & [GROUP FUSELAGE 


INDEX 
NUMBER 


291 


-22 


MAJOR ASSEMBLY 
PART NUMBER 


*110- 730230 
110-730154 
110-730154-10 


110-730154-30 
213-730002-3 
25800 


AN365-1032 
AN960-10 
AN3-6A 

25412 
AN365-1032 
AN960-10 
AN3-6A 
110-730238-21 


AN525-10-6 
AN936B10 


20907-2 


АМЗНЗА 
АМ502-10-4 


AN3157-3 
AN3157-2 
AN3121-313 


AW1-7/8-17CZ6 


No Number 
AW1-7/8-17CN13 
No Number 


AN515UB8-12 
AN5808-1 


11D2 
AN6287-1 


110-730275 
110-730275-3 


AN365-1032 
AN525-10-8 
213-730010-21 


AN525-10-6 
AN936B10 


20907-2 


AN502-10-4 
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T.O. 1C-119F-4 


Section Π 


Group Assembly Parts List 


HYDRAULIC POWER UNIT PANEL INSTL 


"d J 
Е 
5 
Ф 


1 


> 
= 
Z 3 < rg J 
=> 
[ο] 


Handle 


J 
Š 
ΜΚΟ 
Land 
Hd 
Uu 
= 


Bolt - Acft st 


ATTACHING PARTS 

ას Sh 
asher|- 

Bolt |- #01 10-32 x 25/32 in. 


- Hyd power unit (See fig. 290) 


x Assy - Hyd power unit 
Assy - Hyd power unit (Use for spares in lieu of part No. 


0-730154) 


1 Assy - Hyd power unit 
nel Assy - Hyd power unit 
ir - Flap (SVL) 

сп 

t4 


G PARTS 


ү lf lodking stl 10-32 
sher 


- an stl reg ser No. 10 bolt 
10-32 x 25/32 in. 


ocking stl 10-32 
lain stl reg ser No. 10 bolt 


L Hyd ower panel sel valve 


ATTACHING PARTS 


ore ἡ Washer hd stl 10-32 x 3/8 in. 
aster 


- Ext| tooth lock No. 10 screw 


ушур -| Fdur way sel 3000 psi non-interflow (AN629386) (AP) 


ATTACHING PARTS 


ga ~ 


anp 


g - 
АТТАСНІМС PARTS 


Snubber (OPS) 
ἡ Atl high press. 3/4 hex 


Bolt|- Acft stl 10-32 x 13/32 in. 
Lick + Drld fil h mach stl 10-32 x 1/4 in. 


Lieh} Assy - Press to test indicator green 
Light Assy - [Press to test indicator red 
chee -| T-3-1/4 bulb sc min. bay. base (Clear) 


Single 1-7/8 in. dial press. 5000 psi (AN5771T7A) (UG) 
igh press. type E-6 (GFAE) 

su 1-7/8 in. dial press. 2000 psi (AN5771T4B) (UG) 

ow press. type #-6 (GFAE) 


Mach rd brass 8-32 x 3/4 in. 
+ Aicft| inst 


- Hyd| sys air inflation 
- Hyd! sys air inflation (Use for spares in lieu of part 
о. 1110-730275) 


ATTACHING [PARTS 


Was 


ut + Self locking stl 10-32 
Screw + Washer hd stl 10-32 x 1/2 in. 


ο. - Hyd power panel sel valve 
ATTACHING PARTS 
Ser 


w asher hd stl 10-32 x 3/8 in. 
hed - ps tooth lock No. 10 screw 


Valve 4 мау rotary sel 3000 psi, non-interflow (AN6293-6) 


(AP 


ATTACHING PARTS 


Screw + Mach. drld fil h 10-32 x 1/4 in. 


UNITS] USABLE 


cemumodoco He 


e ш 


Section II 
Group Assembly Parts List 


T.O. 119F-4/NAVAER 01-115CCB-4 


MAJOR ASSEMBLY 


PART NUMBER 


AN814-6 
AN6290-6 


NUMBER 


1022 


HYDRAULIC POWER UNIT PANEL INSTL (Cont. ) 


C-119G 


D C-119G 


R4Q2 
C-119G 


R4Q2 
. C-119G 


C-119G 


MODEL DESIGNATION 


C-119G. 


SERIAL NUMBERS 


51-17365 thru 51-17367 
52-6000 


51-2662 thru 52-5954 
52-6001 thru 53-3220 
53-8069 thru 53-8140 
IK-441 thru IK-445 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 

131662 thru 131719 


51-8098A thru 51-8143A 


51-2662 thru 52-5921 
52-5924 thru 53-5026 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


53-3221 thru 53-7884 
53-8141 and Subsequent 
IK-446 and Subsequent 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section H 


ROTATED 


Figure 292, Fuselage and Cockpit Heat, Ventilation and Deicing Installation 
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Section II І Т.О. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION & DEICING INSTI 


PART NUMBER 


UN I TS} USABLE 


Without crew emerg escape chute) 


*110-783002-50 ijation & Deicing Inst! - Fus & cockpit (See fig. 35) 
110-783042-93 ს Vent, & deicing flex wire wound 
110-783042-57 y vent, & deicing flex wire wound 1,25 ID x 12.00 in. 
110-783042-5 , Vent, & deicing flex wire wound 1.25 ID x 12.00 in. 
110-783043 sgy - Heat, vent, & deicing fwd man. 
110-783042-17 Hp p vent. δι deicing flex wire wound 4.50 ID x 10.00 in. 
110-783042-61 ს t & deicing flex wire wound 4,50 ID x 9.00 in. 


[ο] 


HRE 


110-783045 nt. & deicing 

110-783042-15 nt. & deicing flex wire wound 3.00 ID x 22.50 in. 
110-783042-13 
110-783044-10 
110-783044-30 
110-783232 
110-783042-55 
110-783042-47 
110-783042-3 
110-783042-7 
110-783040 


ს у 


© Со – თი თ η» со м н 


ch ch ლი 


at, vent. & deicing aft man, 
at, vent. & deicing aft man. 
tat take-off lavatory compt heat, vent. & deicing 
t vent. & deicing wire wound 3.00 ID x 8.00 in. 
vent, & deicing wire wound 3.00 ID x 12.00 in. 
vp & deicing wire wound 1.25 ID x 17.75 in. 
vent. & deicing wire wound 1.25 ID x 22.00 in. 
nt. & deicing anemostat conn transition 
*110-783102 l - Lavatory heat, vent, & deicing 
110-783042-41 ‚ vent, & deicing flex wire wound 1.25 ID x 35,00 in 
110-783042-5 dor & deicing flex wire wound 1.25 ID x 20.00 in 
110-783178 Sy - Heat, vent. & deicing cabin 
110-783103 Assy - Heat, vent. & deicing anemostat 
105-783054 stat Assy - Heat, vent, & deicing cabin heating sys 
105-783054-10 unting - Anemostat 
A6013-79 ostat (ANE) 
*110-783183 1 Cockpit defogging & anemostat 
110-783178 Pu - Heat, vent, & deicing cabin 
110-783103 SSy - Anemostat 
105-783054 ostat Assy - Heat, vent, & deicing cabin 
A6013-79 Anemostat (ANE) 
110-783056 at, vent. & deicing duct sup. 
110-783042-31 at, vent. & deicing flex wire wound 5.00 ID x 12.00 in. 
110-783041-10 Dy a y nt. & deicing sleeve sect, 5,00 ID x 40,00 in. 


ERERERERERR 


> 
–% 


110-783042-27 at, vent, & deicing flex wire wound 5.00 ID x 35.00 in. 
525-625 -50005 (A ) 
110-783051 t Assy + Heat, vent, & deicing 5 in. duct 
110-783029 Hbat, vent. & deicing bottom vert trunk 
110-783024-50 Heat, vent. & deicing cockpit vert trunk 
110-783024-70 a del vent, & deicing cockpit vert trunk 
110-783042-33 wire wound 5,00 ID x 22.00 in, 
*110-783185 Heat, vent. & deicing 
110-783184 "Tap vent, & deicing 
110-783186 ompression 
*110-783220 ef d Heat, vent. & deicing astrodome 
321-625-21255 ( ) 
110-783042-45 
110-783216 li Head, ves vent. & deicing 


110-783221 eat, vent. & deicing astrodome defogging 1,00 ID x 
Β0| in, ; 

110-783219-1 i | Astrodome heat, vent. & deicing & defogging 
110-783219-2 y + Astrodome heat, vent, & deicing & defogging 
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Т.О. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


PART NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2686 
51-2690 thru 51-2717 
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Figure 292A. Fuselage and Cockpit Heat, Ventilation and Deicing Installation 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION ἃ DE-ICING INSTL 
PART NUMBER | 2 3 4 5 6 


(Aicft| with crew emerg escape chute) 
*110-783002-50 (Heat, Ventilation & De-icing Instl - Fus & cockpit (See fig. 35) Re A 
1 110-783042-93 Dutt, Heat, vent. & de-icing flex. wire wound 2.00 ID x 54.00 in) 2 A 
2 110-783042-57 Durt |n vent. & de-icing flex. wire wound 1.25 ID x 12.00in| 4 А 
3 110-783043 Duct Assy 4 Heat, vent. & de-icing fwd man. 2 A 
4 110-783042-61 Duct г leal, vent. & de-icing flex. wire wound 4.50 ID x 9.00 in.| 2 Α 
5 110-783042-17. Duct + Heat, vent. & de-icing flex. wire wound 4.50 ID x 10.00in| 2 A 
6 | 110-783045 D d vent. & de-icing tee 2 |А 
7 110-783042-15 Duet + Heat; vent. & de-icing flex. wire wound 3.00 ID x 22.50 in| 3 C 
8 160-783033-17 Duct | Antiricing flex. wire wound 3.00 ID x 35. 00 in. 1 C 
9 142-783000-30 Duct + Heat, vent. & de-icing aft man. (Use for spares in lieu of 
рагі Νο.| 142-783000-1 & 142-783000-10) 1 B 
142-783000-1 Duct + Heat, vent. & de-icing aft man. 1 D 
142-783000-10 | [рисі + Hea vent. & de-icing aft man. 1 | c 
110-783044-30 Duct Assy + Heat, vent. & de-icing aft man. RS 1 A 
110-783232 Duct + Lav toy compt anemostat takeoff 1 Α 
110-783042-55 Duct + Heat, vent & de-icing flex. wire wound 3.00 ID x 8.00 in. 1 A 
110-783040 Duct + Heat, vent. & de-icing anemostat conn transition 5 С 
110-783042-3 Duct al vent. & de-icing flex. wire wound 1.25 ID x 17.75 in 6 A 
110-783042-83 Duet + Heat, vent. & de-icing flex. wire wound 1.25 ID х 20.00in| 1 C 
*110-783102 Anembstat Inst! - Heat, vent. & de-icing lavatory NP A 
110-783042-41 Duct at, vent. & de-icing flex. wire wound 1. 25 ID x 
00 in. 1 A 
110-783042-5 Duct at, vent. & de-icing flex. wire wound 1.25 ID x 
20! 00! in. . 2 A 
110-783178 A t Assy - Heat, vent. & de-icing cabin heating 1 A 
110-783103 F sy ~ Heat, vent. & de-icing anemostat 2 A 
105-783054 Anemostat Assy - Heat, vent. & de-icing cabin heating 1 A 
А6013-79 Anemistat (ANE) 1 A 
*110-783183 Unit -|Cockpit de-fogging & anemostat NP А 
110-783178 An t L > - Heat, vent. & de-icing cabin heating 3 C 
110-783178-10 Апет t Assy - Heat, vent. & de-icing cabin heating 1 C 
110-783103 F1 ssy - Heat, vent. & de-icing anemostat 2 С 
105-783054 Anemostat Assy - Heat, vent. & de-icing cabin heating sys] 1 C 
105-783054-50 Απ iis Assy - Heat, vent. & de-icing cabin heating sys| 1 C 
A6013-79 stat (ANE) 1 C 
110-783042-27 рчы at, vent. & de-icing flex. wire wound 5.00 ID x 35.001ი, 4 A 
110-783041-10 Dupt | % , vent. δι de-icing sleeve sect. 5.00 ID x 40.00 in. 2 A 
110-783041-190 Duct lent. & de-icing sleeve sect. 5.00 ID x 40.00 in. 2 ** 
жж ОТЕ; selfor spares in lieu of part Νο. 110-783041-10) 
110-783176 Cl юр sy - Heat, vent. & de-icing LH 1 
110-783042-31 Duct на епі. & de-icing flex. wire wound 2 
325-625-50005 С1атр ( 4 
110-783029 Duct jest Pat, vent. & de-icing bottom vert trunk 1 
110-783024-50 Duct Assy eat, vent. & de-icing cockpit vert trunk 1 
110-783024-70 y eat, vent. & de-icing cockpit vert trunk 1 
NP 


*110-783220 
321-.625- 
2. 1255 
110-783042-45 


шшш 
м 


1 


Duct Ass 
να, LI - Heat, vent. & de-icing astrodome 
| (МА 


in. 

i - Heat, vent. & de-icing 

Duct + Astrodome de-fogging 1.00 ID x 16. 50 in. 

Ring рају Astrodome heat, vent. & de-icing de-fogging 
say Astrodome heat, vent. & de-icing de-fogging 


110-783216 
110-783221 
110-783219-1 
110-783219-2 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


ELAGE 

Figure გ [GROUP — FUSELAG UNITS | USABLE 

ΠΠ MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION & DE-ICING INSTL(Cont.} PER | ΟΝ 
ASSY. 

PART NUMBER 123456 


292A SAB MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8021 
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Т.О. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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Figure 293. Heat, Ventilation and De-Icing Installation 
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GROUP FUSELAGE 


*110-783002-90 
*110-783002-70 
110-783042-87 


110-783333-3 
110-783333-5 

110-783043-10 
110-783042-57 


110-783340-15 


110-783042-61 


110-783042-17 


110-783042-85 
110-783045 
110-783042-15 


160-783033-17 
142-783000-10 
142-783000-30 


110-783044-30 
110-783044-50 
110-783232 

110-783042-55 


*110-783102-10 

*110-783336-10 
A6013-79 
110-783040 
IV40-213 


AN365-1032 
AN960-10 
AN3-7A 


110-783346-1 
110-783340-5 
110-783345-1 
110-783340-3 
110-783340-7 
110-783340-13 
110-783347-1 
110-783340-15 
110-783340-11 
*110-783183 
*110-783335-1 
*110-783335-10 
*110-783336-1 


*110-783336-30 


*110-783336-10 


110-783042-27 
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- Heat, vent. & de-icing flex. 
in | 
- Heat, yent. & de-icing flex. 
in 

ea & de-icing flex. 


- eat Du 
, vent. 


Hea 


eat, 


ა 


at 
ostat 


& de-icing cockpit 


e - Foot heater duct 


js - Foot heater duct 
eat, vent. & de-icing fwd man. 


А ee 


& de-icing flex. 


& de-icing flex. 
& de-icing tee 
& de-icing flex. 


, vent. 
; a 

fet & de-icing aft man. 
t 


o. 142-'783000-10) 


of| Pair 
mal Heat, vent. & de-icing aft man. 


ү vent. & de-icing aft man. 
y compt anemostat take-off 


L) 
TS 


ο. stl 10332 
- айп stl No. 10 bolt 


8LI 10-32 x 29/32 in. 


4 ine vent. & de-icing cockpit 
3 


ent. & de-icing cockpit 
-|Heat, vent, & de-icing cockpit 
; tent. & de-icing cockpit 
, went. & de-icing cockpit 


„ vent. & de-icing cockpit 


Heat, vent. & de-icing cockpit 


eal, ы & de-icing cockpit 
> 


ent. & de-icing cockpit 
ckpit de-fogging & anemostat 


wire wound 


stl - Heat, vent. & de-icing lavatory 

Assy - Heat, vent. & de-icing cockpit 

A ii eli (ANE) 
ent. & de-icing anemostat conn transition 


MAJOR ASSEMBLY — HEAT, VENTILATION & DE-ICING INSTL 
ითი fie sase /— 0 | 


iod & De-icing Instl - Fus & Cockpit (See fig. 35) 
lon & De-icing Instl - Fus & Cockpit (See Ηρ, 35) 


wire wound 2.00 ID x 12.00 
wire wound 1.25 ID x 12.50 
wire wound 4.50 ID x 9.00 


wire wound 4.50 ID x 10.00 


wire wound 3.00 ID x 22.50 
icing flex. wire wound 3.00 ID x 35. 00 in. 


ent. & de-icing aft man. (Use for spares in lieu 


» 


avato 
| vent. & de-icing flex. wire wound 3.00 ID x 8.00 


Instl - Heat, vent. & de-icing cockpit anemostat 
811 - Heat, vent. & de-icing cockpit anemostat 


emostat Assy - Heat, vent. & de-icing (See index No. 


14 for breakdown) (Used in Part No. 110-783335-1) 


Anemostat Assy - Heat, vent. & de-icing (See index No. 


14 for breakdown) (Used in Part No. 110-783335-10) 
ostat Assy - Heat, vent. & de-icing cockpit (See index 


4 for breakdown) 


ent. δι de-icing flex. wire wound 5.00 ID x 35.00in| 4 


z 
"d 


zZ 
"d 


2 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


110-783041-10 
110-783041-190 


110-783176 
110-783042-31 
325-. 625-5. 0008 
110-783029 
110-783024-50 
110-7830 24-70 
*110~-783 220-10 


*110-783360-1 
*110-783380-1 


1030 


T.O. 1C-119F-4 


GROUP FUSELAGE 


eat, vent. & de-icing bottom 
Ὃν - eat vent. & de-icing cockpit 


eat, vent. & de-icing cockpit 


MODEL DESIGNATION 


C-119G 


B C-119G 52-584" thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


C-119G 


C-119G 


C-119G 


C-119G 


tl - Heat, vent. & de-icing astrodome (See fig. 


ing [πὶ] - Nose radome (See fig. 294) 
haust Inbtl |- Nose radome anti-icing duct (See fig. 294) 


SERIAL NUMBERS 


52-5840 thru 52-5846 
52-6024 thru 52-6027 
52-8069 thru 53-8081 


51-8064 thru 51-8097 
52-5840 thru 52-5954 

52-6024 and Subsequent 
IK-441 and Subsequent 


52-584" thru 52-5954 
52-6028 thru 53-7884 
53-8082 and Subsequent 
IK-441 and Subsequent 


52-5889 thru 52-5954 
52-6036 and Subsequent 


51-8064 thru 51-8075 


51-8076 thru 51-8097 
52-5840 thru 52-5954 

52-6024 and Subsequent 
IK-441 and Subsequent 


UNITS] USABLE 


C 
** 
C 
ο 
C 
vert trunk C 
vert trunk C 
vert trunk C 
C 
E 
E 


51-8064 thru 51-8097 
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Figure 294. Astrodome and Radome De-Fogging and De-Icing Installation · 
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GROUP SELAGE | 


MAJOR ASSEMBLY | ASTRODOME & RADOME DE-FOGGING & DE-ICING INSTL 
PART NUMBER 


*110-183220-10 


110-783338-1 
IV40-213 
110-783337-1 


321-. 625-2. 1258 


110-783340-17 
110-783216 
110-783221 
110-783219-10 
110-783219-20 


*110-783360-1 


110-783410-1 
110-783410-91 
110-783410-81 
110-783410-71 
110- 783410-61 
110-783410-41 
110-783410-31 
110-783410-11 
110-783378-1 


AN365- 1032 
AN960-10L 
AN520-10-8 


110-783372-1 
110-783387 -19 
110-783389-1 
110-783387-7 
110-783390-3 
110-783387-5 
110-783386-3 
110-783385-3 
110-783385-5 
DYLZ4476 
110-783398-3 
110-783395-1 
110-783394-3 
110-783399-3 
110-783377-5 
110-783373-9 
110-783373-7 
110-783403-3 
110-783402-3 
110-783373-5 
110-783377-3 
110-783373-3 
110-783376-1 
110-783384-5 
110-783384-7 
110-783384-3 


*110-783380-1 


110-783378-1 


AN365- 1032 
AN960-10L 
AN525-10-7 


T.O. 1C-119F-4 


UNITS] USABLE 


- Heat, vent. & de-icing astrodome (See fig. 293) 
Assy - Heat, vent. & de-icing astrodome de-fogging 
lris Valve L) 

- Heat, vent. & de-icing astrodome de-fogging 


ban & de-icing 2.00 ID x 23.25 in. 

t, vent. & de-icing 

ome de-fogging 1.00 ID x 16.50 in. 

strodome heat, vent. & de-icing sys de-fogging 
strodome heat, vent. & de-icing sys de-fogging 
Nose radome (See fig. 293) 

1 - Nose radome 

s> - Ins 

sy - Ins 

sy - Ins 

Sy - Ins 

Sy - Ins 

Sy - Ins 

Sy - Ins 

ssy - Nose radome anti-icing 


He 2 80 о кою 
^ 


со > > 


ose radome anti-icing covered 
ose radome anti-icing covered 
У -| Nose radome anti-icing covered 160° 
- Nose radome anti-icing covered 
80 radome anti-icing 110° 
Nose radome anti-icing Iris - valve 
Nose radome anti-icing Iris - valve 
(BBC) 
uct – Nose radome anti-icing 

13 


– Nose radome anti-icing 
А radome anti-icing 
Nose radome anti-icing transition 

se radome anti-icing 
κ ose radome anti-icing 
- Nose radome anti-icing 
e radome anti-icing 
radome anti-icing 

ose radome anti-icing 
radome anti-icing 
Мове [оше anti-icing 

8 Nose radome anti-icing 
ose radome anti-icing duct 
ost radome anti-icing duct 


N 
sy 
N 


Co = на на ο = = = οσο ο ка κα 


eons 


radome anti-icing duct 

ose radome anti-icing duct (See fig. 293) 
ssy - Nose radome anti-icing 
RTS 


king stl 10-32 
чн stl light ser No. 10 bolt 


= 
= р 
_ 
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asher hd stl 10-32 x 7/16 in. 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


MAJOR ASSEMBLY ASTRODOME & RADOME DE-FOGGING & DE-ICING INSTL (con 


ASSY. 
PART NUMBER | 2 3 4 5 6 


110-783388-31 w Assy -|Nose radome anti-icing 
110-783384-5 a i radome anti-icing 
110-783387-17 ubel - Node radome anti-icing 
110-783383-1 ‚ y -|Nose radome anti-icing 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5889 thru 52-5954 
52-9981 and Subsequent 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 andSubsequent 


52-5889 thru 52-5954 
52-9981 thru 53-3210 
53-8069 thru 53-8130 


53-3211 thru 53-7884 
53-8131 and Subsequent 
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Figure 295. Heat Ventilation and De-Icing Installation - Fuselage and Cockpit 
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Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


T.O. 119F-4/NAVAER 01-115CCB-4 


FIGURE & UNITS|USABLE 


INDEX ON 
NUMBER CODE 
(Continued from fig. 292) 
*110-783002-50 S Ventilation ἃ De-icing Inst] - Fus & cockpit (See fig. 35) C 
*110-783002-90 a ს... & De-icing Instl - Fus & cockpit (See fig. 35) D 
*110-783002-70 | Heat, Ventilation & De-icing Instl - Fus & cockpit (See fig. 35) E 
*110-783185 Duct Instl che vent. & de-icing NP |All 
110-783184 Duct] - He t, vent. & de-icing 1 АП 
110-783042-33 ისი! - Heat, yent. & de-icing flex. wire wound 5.00 ID x 22.00 in All 
110-783041-30 Duct - I. ent. & de-icing sleeve sect. C 
110-783041-30 Duct) - Heat, fent & de-icing sleeve sect. F 
110-783321-10 рисі - ib ent. & de-icing sleeve sect. G 
110-783321-50 ae - πε t, yent. & de-icing sleeve sect. H 
110-783041-90 рисі - Heat, yent. & de-icing sleeve sect. (Use for spares іп 
lieu p fart No. 110-783041-30) C 
110-783321-30 md - με t, yent. & de-icing sleeve sect. F 
110-783041-50 CL - SR yent. & de-icing sleeve sect. C 
110-783041-50 сі – Heat, yent. & de-icing sleeve sect. F 
110-783041-170 Bs - ER ή & de-icing sleeve sect. G 
110-783041-10 Duct|- Heat, vent. ἃ de-icing sleeve sect. H 
110-783041-110 ისი! - Heat, yent. & de-icing sleeve sect. (Use for spares in 
lieu of par No. 110-783041-50) С 
110-783041-150 ctl - (598 ent. & de-icing sleeve sect. (Use for spares in 
| lieu of part Νο. 110-783041-170) G 
110-783041-190 Duct - Heat, pda & de-icing sleeve sect. (Use for spares in 
lieu of part No. 110-783041-10 & -150) H 
110-783041-70 рісі - Heat, yent. & de-icing sleeve sect. All 
110-783041-130 Duct| - Heat, vent. & de-icing sleeve sect. (Use for spares in 
lieu iad No. 110-783041-70) All 
110-783042-31 Ducti - Heat, vent. & de-icing sleeve sect. All 
325-.625-5.000S| | Clamp (M н) All’ 
*110-783036 lve Ass Instl - Heat, vent. & de-icing cockpit air mixing 
(See|fig. 299) All 
*110-783253 Valve Insti - Heat, vent. ἃ de-icing heater shut-off (See fig. 300) NP {АП 
110-783172-10 Clamp Assy 4 Heat, vent. & de-icing main trunk All 
110-783172-30 crane say | vent. & de-icing main trunk АП 
105-783013-110 Ducti – hed ent. & de-icing main trunk hot air All 
*110-783167-1 уш Ass & Instl - Cargo air mixing LH (See fig. 301), All 
*110-783167-2 Valve Assy &|Instl - Cargo air mixing RH (See fig. 301) All 
*110-783127 Unit tbat, vent. & de-icing ign All 
49160 ) All 
49163 Clamp (UC) All 
D60A43 E a (SUC) All 
A55A00 Unit |AsBy + Ign (SUC) All 
ATTACHING PARTS 
AN365C1032 ! Nat 1 ი > ocking CRES 10-32 ΑΙ 
AN3-5A Bolt |- Acft stl 10-32 x 21/32 in. All 
AN960-10 Wasller - Plain stl reg ser No. 10 bolt All 
*110-783189 Шз s$y & Instl - Heat, vent. & de-icing heater exhaust ΑΗ 
25-21039-4 Insulating Blanket (TMH) A 
25-21039-14 Insulating Blanket (TMH) B 
25-21039-2 Insulating Blanket (TMH) A 
25-21039-16 р g Blanket (TMH) B 
25-21039-8 ulating Blanket (TMB) All 
25-21039-6 lanket (TMH) All 
110-783251-110 Maniifol y & Instl - Heat, vent. & de-icing exhaust All 
& In - Hea ent & de-icing exha All 
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ο, ua E 


FIGURE & SELAGE 
NUMBER [MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION & DE-ICING ІМТ сом) m 


PART NUMBER 


ASA13-1-5 ი. + Iis mt hi-heat (Stamped 300°) (COPR) 
512-3593SH vie coupling high temp (MAR) 
512-2593SH an| coupling high temp (MAR) 
110-783050 Hdat, vent. & de-icing air comb. 
110-783050-10 at, vent. & de-icing air comb. 
110-783002-3 A & de-icing 3.00 ID x 2.88 in. 
TS 
ANT37-114 5 


*110-783073 m Instl - Heat, vent. & de-icing heater (See fig. 302) 
*110-783226 i Heat, vent. & de-icing drip 

110-783227 i 

110-783228 


110-783229 


88#74 (SUC) 
RTS 

ο1στι 
01070 


110-783113 L grona blower valve & duct 
110-783231 argo mixing valve 
110-783042-31 ss Wire wound 

GP 

MA 


ARTS 
425-750-8500S p R) 
420-750-5250S p (MAR) 
ontinped on fig. 296) 

MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5846 
52-6024 thru 52-6027 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


UNITS! USABLE 
ee MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION & DE-ICING INSTL (Cont.) PER | ΟΝ 


ASSY.| CODE 
PART NUMBER I 2 3 ú 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5926 
52-6024 thru 52-6047 
IK-441 thru IK-442 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and Subsequent 
IK-443 and Subsequent 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 


Figure 296. Heat, Ventilation and De-Icing Installation - Fuselage and Cockpit 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & [GROUP FUSELAGE UNITS] USABLE 


ώς MAJOR ASSEMBLY FUS & COCKPIT HEAT, VENTILATION & DEICING INSTL Pad 
*110-783002-50  |Heht, Mm & Deicing Inst] - Fus & Cockpit (See fig. 35) G 
*110-783002-90 |Heat,|Ventilation & Deicing Instl - Fus & Cockpit (See fig. 35) J 
*110-783002-70  |Heat,| Ventilation რ Deicing Instl - Fus & Cockpit (See fig. 35) H 
*110-783203-1 Blower Inst] - Heat, vent. & deicing ground LH AM 
*110-783203-2 Blower Insti -|Heat, vent. & deicing ground RH All 
110-783208 Ben ou h 458V - Heat, vent. & deicing ground blower A11 
110-783208-5 Fi რ - Heat, vent. & deicing ground blower bellmouth ΑΙ 
110-783208-3 Bell τ - Heat, vent. & deicing ground blower АП 
110-783207 Covey A$sy| - Ground blower Al 
0702-36 Blower + Ground (LDL) A 
X702-79 Blower + Ground (LDL) (Use for spares in lieu of Part No. 
0102-36) B 
220055-010-11 Motoy Assy (PE) (Component of Part No. 0702-36) A 
A35A8974 Motoy Assy (WAL) (Component of Part No. X702-79) B 
ANT81-3 Ni ή -IElec term. А11 
110-783214-1 οὖν ctor 4 Heat, vent, & deicing ground blower LH All 
110-783214-2 Connector 4 Heat, vent, & deicing ground blower RH А11 
110-783215-1 Connector Assy - Heat, vent. & deicing ground blower LH All 
110-783215-2 Connector Assy - Heat, vent, & deicing ground blower RH All 
110-783204-1 Duct Assy + Heat, vent. & deicing ground blower lower LH АП 
110-783205-2 ct Asgy | Heat, vent. & deicing ground blower lower RH All 
110-783209-1 ct Assy 4 Heat, vent. & deicing ground blower upper LH M 


110-783209-50 


Du 
Du 
Duct Assy - Heat, vent. & deicing ground blower upper LH (Use 
fo იი. in lieu of Ρ/Ν 110-783209-1) 

Duct y 4 Heat, vent & deicing ground blower upper LH 
Du 
Du 
Du 


110-783407-1 
110-783209-2 
110-783209-60 


ct Assy J Heat, vent & deicing ground blower upper RH 
ct თ. Heat, vent & deicing ground blower upper RH (Use 


spares in lieu of P/N 110-783209-2) 
y 1 Heat, vent & deicing ground blower upper RH 
Tubing Inst] - Heater fire ext sys (See fig. 200) 


110-78340' -2 
*110-772160 


110-783119 Duct + Heat, ee & deicing cold air bypass flex, 
110-783018 Dal Анау Heat, vent. & deicing cold air bypass 
110-783172-20 Clamp A эў ~ Heat, vent. & deicing main trunk 
110-783172-40 Clam Abs - Heat, vent. & deicing main trunk 


= ка = ма ка > αν М N 


110-783019-10 Duet + Heat, vent. & deicing main trunk cold air LH 
110-783406-1 n ბათ Í Heat, vent. & deicing main trunk cold air 
110-783019-20 Duct ие, уёпї. & deicing main trunk cold air RH 
110-783406-2 Duct Assy 4 на, vent. & deicing main trunk cold air 
110-783019-50 pe - Heat, vent. & deicing main trunk cold air LH 
110-783019-70 


Duct + Heat, vent. & deicing main trunk cold air LH (Use for 
Í spares in lieu of P/N 110-783019-50) 
Duct + Heat, vent. & deicing main trunk cold air RH 


= 


110-783019-60 
110-783019-80 


= 


Duct at, vent. & deicing main trunk cold air RH (Use for 

spare’ in lieu of P/N 110-783019-60) N 
110-783019-30 Duet Assy 4 Heat, vent. & deicing main trunk cold air All 
110-772164-10 Nogzle Assy - Heater fire ext sys АП 
AN834-10 Tee -| Bid & univ flared tube All 
AN924-10 bys - daro tube bhd & univ ftg All 
110-783014 Duct + Heat, vent. & deicing main trunk cold air АП 
35534-5 Fire Detkctor (EDI) C 

35534-2 Fire Detectpr Type F-1 (Use for spares in lieu of part No. 
35534-5) (EDI) D 
110-783010 Collar - Comb. air intake Al 
110-783049 Gasket - Camb air intake All 
110-783011 Plate Assy F Backing, heat, vent. δι deicing comb. air inlet All 
*110-783038 Beam| Assy & Instl - Heater mig center All 
35534-5 Fire Detectbr (EDI C 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure & [GROUP _ FUSELAGE 


INDEX 
NUMBER 


UNITS| USABLE 
MAJOR ASSEMBLY FUS & COCKPIT HEAT, VENTILATION & DEICING INSTL (Continued) PER | ΟΝ 


ASSY. 
PART NUMBER 


CODE 


35534-2 or Type F-1 (Use for spares in lieu of Part No. 
Pa -5) (EDI) 

Heater compt water drain LH 
l – Heater compt water drain RH 


e Ins 
тре Assy + Heater compt water drain 3/8 OD x .020 x 20.00 


*110-783250-1 
*110-783250-2 
110-783250-10 


110-783250-110 


+ Heater compt water drain 3/8 OD x .020 x 13.63 


110-783250-20 


Tube d + Heater compt water drain 3/8 OD x .020 x 20.00 


110-783250-120 


Tube |АвБу - Heater compt water drain 3/8 OD x .020 x 13.63 
inj 


ne - [Fláred tube & pipe thd 90° 
T 


AN822-6 
AN825-6 
110-783250-30 


e 4 Flared tube with pipe thd on side 

ре |Assy + Heater compt water drain 3/8 OD х .020 x 21.00 

inj (Use on part No. 110-783250-1) 

Tube ტის F Heater compt water drain 3/8 OD x .020 x 21.63 
Nu on part No. 110-783250-1) 


110-783250-130 


110-783250-40 Heater compt water drain 3/8 OD x .020 x 29.00 
se on part No. 110-783250-2) 

Tube Assy + Heater compt water drain 3/8 OD x .020 x 23.00 
(Use on part No. 110-783250-2) 

Union - Fired tube 


y r Heater compt water drain 3/8 OD x .020 x 31.12 


110-783250-140 


AN815-6D 
110-783250-90 


in, 
Tube |Авву + Heater compt water drain 3/8 OD x .020 x 27.50 
in 


110-783250-80 


pene on Figure 297) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 


51-8098 thru 51-8127 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-8128 thru 51-8168 
51-17365 and Subsequen 
IK-441 and subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-8098 thru 51-8168 
53-8069 thru 53-8156 


91-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 thru 53-7884 
IK-441 and Subsequent 
131662 thru 131719 
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Figure გ [GROUP — FUSELAGE 


T.O. 119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


INDEX | MAJOR ASSEMBLY FUS & COCKPIT HEAT, VENTILATION & DEICING INSTL (Continued) 


NUMBER 


PART NUMBER 


Revised 1 February 1959 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 
C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


| 2 3 ს 5 6 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098 thru 51-8111 


51-2668 thru 51-8097 
51-8112 thru 51-8168 
51-17365 and Subsequen 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5846 
52-6024 thru 52-6027 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8082 
IK-441 and IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 thru 5317884 
53-8083 and Subsequent 
IK-443 and Subsequent 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098 thru 51-8168 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8082 
IK-441 thru IK-442 
131662 thru 131719 


UN | TS | USABLE 
ON 
CODE 


1041 


T.O. 1C-119F-4 


Section Π 


сг? 


k 


CSS 


x 


Figure 297. Heat, Ventilation and De-Icing Installation - Fuselage and Cockpit 


Revised 1 March 1956 


1042 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & USABLE 
INDEX -ON 
NUMBER 


110-783069-320 
110-783069-330 
AN816-2D 
BJ1000A1 
AN910-1D 
110-783069-250 
110-783069-260 
110-783069- 230 
110-783069- 240 
110-783069-110 
110-783069-120 
AN823-6 
AN833-6D 
AN924-6D 
110-783069- 130 
110-783069-140 


AN815-6D 
110-783069-150 


110-783069- 160 
110-783069-270 
110-783069- 280 
AN837-12 
AN837-12D 
AN833-12D 
110-783069- 190 
110-783069-350 


110-783069-200 


ΑΙ MF112 


AN815-12D 
110-783069-210 


110-783069-220 
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eat, vent. & de-icing heater fuel sys drain 

- Heat, vent. & de-icing heater fuel sys drain 
D x .035 x 15.00 in. (RS) 

- Heat, vent. & de-icing heater fuel sys drain 
Dx.035 x 14.75 in. (RS) 

ipple - Flared tube & pipe thd 

- Drain (AADO) 


m > 


-| Pipe thd 
iy - Heat, vent. & de-icing heater fuel sys drain 
/8 OD x .035 x 39.38 in. 
$sy|- Heat, vent. & de-icing heater fuel sys drain 
H 3/8 OD x . 035 x 39.38 in. 
sy|- Heat, vent, & de-icing heater fuel sys drain 
3⁄4 OD x .035 x 38.38 in. 
$sy|- Heat, vent. & de-icing heater fuel sys drain 
H 3/4 OD x .035 x 38.38 in. 
Sy|- Heat, vent. & de-icing heater fuel sys drain 
L8 3/8 OD x . 020 x 6.43 in. 
übe Assy|- Heat, vent. & de-icing heater fuel sys drain 

[5 3/8 OD x . 020 x 5. 87 in. 
tae | сга tube & pip4 thd 45° 
bow 4 Flared tube & bhd univ 90° 
ut + Flared tube bhd & univ 90° 
Assy|- Heat, vent. & de-icing heater fuel sys drain 
3/8 OD x .035 x 47.50 in. 
- Heat, vent. & de-icing heater fuel sys drain 
ne x .035 x 50.94 in. 
red tube 
- Heat, vent. & de-icing heater fuel sys drain 
/8 OD x .035 x 69.62 in. 
- Heat, vent. & de-icing heater fuel sys drain 
/8 OD x .035 x 69.62 in. 
- Heat, vent. & de-icing heater fuel sys drain 
/4 OD x .035 x 8.5 in. 
- Heat, vent. & de-icing heater fuel sys drain 
3/4 OD x .035 x 10.50 in. 
eias tube & univ 45? 

ared tube & univ 45? 
(8 tube & bhd univ 90? 
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- Heat, vent. & de-icing heater fuel sys drain 
D x .035 x 43.50 in. 

- Heat, vent. & de-icing heater fuel sys drain 
D x .035 x 43. 50 in. 

- Heat, vent. & de-icing heater fuel sys drain 
Dx.035 x 45.75 in. 

- Mel-L-Flex (RAI) 

Flared tube Al al 

- Heat, vent. & de-icing heater fuel sys drain 
4 OD x .035 x 67. 25 in. 

- Heat, vent. & de-icing heater fuel sys drain 
4 OD x .035 x 67. 25 in. 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


PART NUMBER 


784-12AF 
784-12 


297 
-20 


1044 


MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT 


Cla 


(Cont 


Clip (AB) 
თი (aD 


T.O. 1C-119F-4 


GROUP FUSELAGE UNI TS} USABLE 
ON 
CODE 


Ldop type sup. 
nued on Figure 298) 


MODEL DESIGNATION 
C-119G 
C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


, VENTILATION & DE-ICING INSTL (Co ER 


SY. 


πω 


All 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

131662 thru 131719 


51-2668 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8086 
IK-441 and IK-442 
131662 thru 131719 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

131662 thru 131719 


51-8064 thru 51-8097 
92-5840 thru 52-5846 
92-6024 thru 52-6027 


52-5847 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-8030 
92-8098A thru 51-8143A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 

131662 thru 131689 


51-8031 thru 51-8097 
51-8144A thru 51-8168A 
52-5840 thru 52-5954 
52-6004 and Subsequent 
IK-441 and Subsequent 
131690 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
IK-441 and IK-442 
131662 thru 131719 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


ER | ON 
NUMBER [MAJOR ASSEMBLY FUSELAGE & COCKPIT HEAT, VENTILATION & DE-ICING INSTL (Con AGS CODE 
PART NUMBER | 2 3 4 5 6 


297 L MODEL DESIGNATION SERIAL NUMBERS 
C-119G 52-5922 thru 52-5923 
§3-3136 and Subsequent 
IK-443 and Subsequent 
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Section II T.O. 1C-119F-4 


Figure 298. Heat, Ventilation and De-Icing Installation 
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NUMBER 


GROUP FUSELAGE 
MAJOR ASSEMBLY HEAT, VENTILATION & DE-ICING INSTL 


PART NUMBER I 2 3 ს 5 6 


*110-783002-50 

*110-783002-90 

*110-783002-70 
325-.625-7.1258 
110-783136-1 
110-783136-10 
110-783136-50 
110-783136-110 
110-783405-1 
110-783136-2 
110-783136-20 
110-783136-40 
110-783118-1 
110-783118-10 
110-783118-30 


110-783118-50 
110-783405-3 
110-783118-2 
110-783118-20 
110-783118-12 
325-.625-7.062S 
110-783112 
78-774545-3 
78-774468-10 
78-774468-10 
78-774846 
78-774846-1 
78-774847 
78-774847-3 


78-774867-20L 
78-774867-20R 
78-774469 
78-774867-10L 
78-774867-10R 
78-774545-2 
78-774545-1 
110-783295-5 
110-783166-10 
110-783166-50 


110-783166-50 
110-783166-110 
110-783166-120 
18-114859-30 
78-774859~30 
110-783365-3 
110-783365-4 
110-783166-3 
110-783166-30 
110-783166-70 
110-783166-90 


78-774859-10 
78-774859~40 
78~-774859-60 
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Heat] Ventilatio 
Heat, Ventilatio 
Clamp (MAR) 
Duct |Assy + 
Duct #55V 
Düct|Assy L 
სახის #85V + 
Dact| Assy + H 
Duct #§5V 2 
Duct |А5БУ - 
Duct Assy 


Heat] Venti ai 


Duct |Assy 
Duct |Assy 


bow Ass 
- Heat & 


at 
at 


- Heat & 


en ae 


Elbow -iC 
Elbow -| С 


T.O. 1C-119F-4 


& De-icing Instl - Fus & cockpit (See fig. 35) 
& De-icing Instl - Fus & cockpit (See fig. 35) 
& De-icing Instl - Fus cockpit (See fig. 35) 


eat, 
eat, 
eat, 
eat, 
eat, 
eat, 
eat, 


vent. & de-icing cargo supply 
vent, & de-icing cargo supply 
vent. & de-icing cargo supply 
vent. & de-icing cargo supply 
vent. & de-icing cargo supply 
vent, & de-icing cargo supply 
vent. & de-icing cargo supply 
vent. & de~icing cargo supply 


eat, 
Duct - dar vent. & de-icing cargo supply 


Heat, vent. & de-icing cargo supply 
Heat, vent. & de-icing cargo supply (Use for 


spares in lieu of part No. 110-783118-10) 
Düct|- Heat, vent. & de-icing cargo supply 
ica, vent. & de-icing cargo supply 
eat, vent, & de-icing cargo supply 
Düct |Авву + Heat, vent. & de-icing cargo supply 
Düct|- Heat, vent. & de-icing cargo supply 
Clamp am) 


- Heat, vent, & de-icing cargo air takeoff 
vent. fiberglass cargo riser 
& vent. cargo rd 
& vent. cargo rd 
& vent, mod cargo splice rd 


& vent. cargo splice mod 
& vent, cargo splice mod (Use for spares in lieu 


- p. & vent. mod cargo splice rd 


of part No. 78-774847) 
Elbow -| Heat & vent. cargo mod 
T & vent, cargo mod 


vent. fiberglass cargo rd 


Elbow -| Heat & vent, cargo mod 
Elbow -| Heat & vent. cargo mod 


vent. fiberglass cargo riser 
vent, fiberglass cargo riser 
vent, fiberglass cargo riser 


- Hea 

ostat|Assy - Heat & vent. cargo compt. 

ostat|Assy - Heat & vent, cargo compt (Use for spares 
[ii f part No. 110-783166-10) 
at|Assy - Heat & vent, cargo compt 
nemostat|Assy - Heat & vent. cargo compt 
nemostat|Assy - Heat & vent. cargo compt 
Cargo heat & vent, mod lower riser 
Cargo heat & vent. mod lower riser 
Elbow -| Heat, vent. & de-icing cargo anemostat 
Elbow -| Heat, vent. & de-icing cargo anemostat 


(Made from Anemostat Co Part No. A6013-79) 


at|Assy - Heat ἃ vent. cargo compt 
at|Assy - Heat & vent. cargo compt (Use for spares in 
lieu che No. 110-783166-30 & 110-783166-70) 


ირ: As\sy - Heat & vent. cargo compt 


rgo heat & vent. mod lower riser 
rgo heat & vent. mod lower riser 
Cargo heat & vent. mod lower riser 


Section II 
Group Assembly Parts List 


UN i TS} USABLE 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1048 


110-783166-3 
78-775017 
110-783295-3 
110-783295-7 
110-783116-110 
110-783116-210 
110-783116-120 
110-783116-220 
110-783137-10 
110-783137-20 
110-783108-1 
110-783108-2 
110-783138-1 
110-783138-30 
110-783138-2 
110-783138-40 
110-783143 
110-783162 
#164BT2 
#GYLC4163 


NAS43-4-64 
110-783163-3 
110-783168 
110-783264-3 
110-783272 
110-783164 
FS103A97-62 
R206SB8 
RL27SB8 
110-783125 
*110-783261 
*110-783261-50 
110-783261-10 
110-783261-30 


110-783261-30 


T.O. 1C-119F-4 


Sy 
Sy 
sy 
sy 
Sy 
Sy 
Sy 
Sy 


eat 
Guard et 
Guard Ihst 


ipu 
SS 


(Made from Anemostat Co Part Νο, A6013-79) 
heat & vent. end duct 

vent. fiberglass cargo riser 

vent. fiberglass cargo riser 

eat, vent. & de-icing tail 

eat, vent, & de-icing tail 

eat, vent. & de-icing tail 

eat, vent, & de-icing tail 

- Heat, vent. & de-icing cargo aft distributor 

- Heat, vent. & de-icing cargo aft distributor 

- Heat, vent. & de-icing cargo 

- Heat, vent. & de-icing cargo 

- Heat, vent. & de-icing cargo fwd distributor 

- Heat, vent. & de-icing cargo fwd distributor 

- Heat, vent. & de-icing cargo fwd distributor 

- Heat, vent. & de-icing cargo fwd distributor 


vent. 8 de-icing cargo compt to center sect, conn 
Heat, vent. & de-icing tail shut-off 


Rotary (LA) 

(BCC) (Use for spares in lieu of (LA) part Νο, 
T2) 

rew & bolt 3/8 OD x ‚049 wall x 1. 00 in. 


- [Tail shut off valve 

il shut off valve 

| conn heat, vent, & de-icing 
ΕΟΝ off valve act. 


911 shut off valve 
- Press fit . 5641 OD x , 4370 ID x . 62 in. 
Rosan (BMC) 


ent, & de-icing tail 
Heat, vent, & de-icing duct 


t 
de - Rosan (BMC) 
, 


Heat, vent. & de-icing duct 
ssy - Heat, vent, & de-icing duct 
ა, - Heat, vent. & de-icing duct (Use for spares in 


f part No. 110-783261-10) 
- Heat, vent. & de-icing duct 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8063 
51-8098A thru 51-8168A 
91-17365 thru 51-17367 
52-6000 thru 52-6023 


131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5846 
52-6024 thru 52-6027 


52-584" thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-8052 
51-8112A thru 51-8168A 
131662 thru 131719 
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x μα 
298 
{ 


T.O. 1C-119F-4 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


Section II 


Group Assembly Parts List 


FIGURE & | GROUP SELAGE 


HEAT, VENTILATION & DE-ICING INSTL (Cont. 


MODEL DESIGNATION SERIAL NUMBERS 


51-8053 thru 52-5888 
52-6000 thru 52-6035 


52-5889 thru 52-5954 
52-6036 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8143A 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8053 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 51-2667 


51-2668 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8069 thru 53-8074 
53-8091 thru 53-8156 
131662 thru 131709 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8075 thru 53-8090 
IK-441 and Subsequent 
131710 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6058 
131662 thru 131719 


UN 1 TS| USABLE 


1048A 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE UN I Т5 | USABLE 
; πε . 


MAJOR ASSEMBLY HEAT, VENTILATION & DE-ICING INSTL (Cont, ) 
μην, |i 238560 — | 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2668 thru 51-2716 


51-8016 


C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-8053 thru 52-5846 
52-6000 thru 52-6027 


52-584" thru 52-5868 
52-6028 thru 52-6029 


52-5870 thru 52-5921 
52-5924 thru 52-5941 
52-6031 thru 52-6055 
IK-441 thru IK-442 


C-119G 52-5922 thru 52-5923 
52-5943 thru 52-5954 
52-6056 and Subsequent 


IK-443 and Subsequent 


51-8098A thru 51-8111A 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
131662 thru 131719 
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Section II T.O. 1C-119F-4 


Figure 299. Heating, Ventilation and De-Icing Valve Assembly Installation 


1050 2 Revised 1 March 1956 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


კპა. AGE -... SOU 
სს [MAJOR ASSEMBLY — HEATING, VENT. & DE-ICING - VALVE ASSY INSTL 
PART NUMBER | 2 3 ü 5 6 


UNITS] USABLE 
ON 
CODE 


299 *110-783036 Valve Assy Inst] - Heat, vent. & de-icing cockpit air mixing (See 
fig. 29 Ref | All 
- 1 105-783043 Rod |Assy eat & vent. cockpit air valve conn 1 |All 
- 2 AN486-4 levis F Rod end adj 2 |All 
= 8 105-783031-20 T & vent. mixing valve conn 6 | All 
- 4 AN486-4 Clevis - Rod end adj 2 | All 
- 5 105-783030-50 Arm Assy|- Heat & vent. cargo air valve act. 1 |All 
- 6 105-783030-20 in Assy|- Heat & vent. cargo air valve act. 3 All 
- 7 105-783030-40 Arm Assy|- Heat & vent. cargo air valve act. 2 |All 
. 8 110-783262 Flange |- Heat & vent. act. arm mtg (Use on part No. 105- 
H 783030-50) 1 |All 
- 9 105-783050-3 large - Heat & vent. act. arm mtg (Use on part No. 105- 
. (/83030-20 δι -40) 1 {All 
-10 110-783264-7 Collar |- οἱ vent δι de-icing act. conn splined 1 [АП 
-11 110-783270-3 Shaft - нен vent. de-icing air valve act. 1 |All 
-12 164DT1 Actuatar | Rotary (LA) 1 [AH 
-13 105-783040-3 S a Нері & vent. cockpit air valve 1 All 
-14 105-783040-5 Collar “р vent. cockpit air valve 2 A11 
-15 105-783025 Sup orf = Re t & vent. cargo air valve shaft 3 | All 
-16 105-783049-10 Arm А$зу|- Heat & vent. windshield air valve act. 1 All 
-17 105-783049-4 Flange |- Heat & vent. windshield air valve act. arm 1 {АП 
~18 105-783049-20 Arm A$sy|- Heat & vent. windshield air valve act. 1 | All 
-19 105-783049-5 Flange |- Heat & vent. windshield air valve act. arm 1 All 
-20 105-783049-6 Collar [ Heat & vent. act. arm {1 2 A 
105-783049-7 Collar eat & vent. act. arm fl (Use for spares in lieu of 
part| Nd. 105-783049-6) 2 B 
-21 110-783017 anifo d Ássy - Heat & vent. cockpit cold air 1 {АЦ 
-22 105-783042 Collar eat & vent. cockpit air valve 8 | All 
-23 105-783039 alve Assy – Heat ἃ vent. cockpit air star 2 All 
-24 105-783051 ΜΉΝ F Heat & vent. windshield air valve 1 All 
-25 110-783169 ollar - Heat & vent. cockpit & windshield air 3 | All 
-26 IV40-550 alve -| Iris FAC 5401 Model No. 5 (INDL) 4 |All 
+27 110-783036-30 Б Аѕву + Heat & vent. & de-icing cockpit air mixing valve | 2 | All 
~28 110-783036-10 ‘| Nozgle|Assy - Heat & vent. & de-icing cockpit air mixing valve 1 | All 
~29 105-783045 Plate -| Heat & vent. cockpit air valve act. mtg 1 All 
-30 105-783046 MI -| Heat & vent. cockpit air valve fwd shaft mtg 1 All 
-31 FYLC2595-4 ctuatar πρίν (BCC) 1 | All 
-32 EYLC2596-4 ctuatar JR tary (BCC) 1 | All 
-33 110-783016 an ol ssy - Heat & vent. cockpit hot air 1 All 
~34 110-783047 ο atoy- Heat, vent. & de-icing cockpit mixing valve 1 All 
ს. CM MODEL DESIGNATION SERIAL NUMBERS 
ODE 
A C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 
В C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 


R4Q2 131662 thru 131719 
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Section II T.O. 1C-119F-4 


6592 


Figure 900, Heat, Ventilation and De-Icing Heater Shut-Off Valve Installation 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
INDEX HEAT, VENTILATION & DE-ICING HEATER SHUT-OFF VALVE 


UNI TS | USABLE 


ON 
NUMBER [MAJOR ASSEMBLY N τ 
Parau пазаве 
*110-783253 eat, vent, & de-icing heater shut-off (See fig. 295) Ref} All 
110-783256 leat, vent. & de-icing heater shut-off 8| All 
ATTACHING PARTS 
AN392-35 du 4 Flat hd n 1/8 x 1-17/64 in. δι All 
AN960-4 2306 - Plain stl reg ser No. 4 bolt 8} All 
110-783255-3 vent, & de-icing heater shut-off valve 6| All 
110-783255-5 Shaft - Heat, vent. & de-icing heater shut-off valve 2| All 
78-625038 Spring Heat vent. & de-icing heater shut-off valve 8} All 
ATTACHING PARTS 
AN392-19 Pin + Flat Һа |= 1/8 x 49/64 in. 1| АП 
AN960-4 Washer - ხას stl reg ser No. 4 bolt 1) All 
AN960-616 asher|- Plain stl reg ser 3/8 bolt 1| Al 
110-781008 L 59 Assy - Heat, vent. ἃ de-icing heater shut-off valve 8 АП 
A тсн G PARTS 
AN520-10-10 Serew + ip hd mach 10-32 x 5/8 in. 4| ΑΙ 
AN365-1032 Nut + Self locking high temp stl 10-32 4| AM 
AN960D10L sheds Plain Al al light ser No. 10 bolt 4 All 
NAS76A6-016 Bhs ing - Plain press fit bronze . 375 ID x 1/2 in. 1| All 
17302-17-490 enmóswitch - Overheat comp type (FEN) (Becomes a com- 
ponent of part No. 110-744344-1 δι 110-744345-1 for acft 
52-5927 thru 52-5954, 52-6048 δι Subsequent) 16 Al 
17302-17-410 etmdswitch - Cycling comp type (FEN) (Becomes a com- 
ponent of part No. 110-744344-1 & 110-744345-1 for acft 
η 52-592 thru 52-5954, 52-6048 & Subsequent) 16) Al 
AITTACHING PARTS 
AN503-6-4 Screw | XI fil h mach stl 6-32 x 1/4 in. 2| All 
AN503-6-6 Spraw Drld|fil h mach stl 6-32 x 3/8 in. 2 { All 
110-783257-21 წ ouhtiñe Plate - Heat, vent. & de-icing thermoswitch 16 | All 
TTACHING PARTS 
AN363-1032 ut + E king stl 10-32 2]| All 
AN960-10L Washer - Plain stl light ser No. 10 bolt 2) ΑΙ 
AN520-10-10 Screw hd mach stl 10-32 x 5/8 in. 2 C 
AN3-5A Hole - Ас sti 10-32 x 21/32 in. 2 D 
110-783253-10 alve jen -| Heat, vent. & de-icing heater shut-off 1 E 
110-783253-30 vae 52 Heat, vent, & de-icing heater shut-off 1 F 
110-783013 uct - Heat, vent. & de-icing main trunk hot air 1 E 
110-783013-130 Duct - Heat, vent, & de-icing main trunk hot air 1 F 
35534-5 a Detector (EDI) | 4| А 
35534-2 yir Detector - Type F-1 (Use as spares in lieu of part 
| ο. 35534-5) 4 Β 
110-783254 alye Housing Assy - Heat, vent. & de-icing shut-off 8| All 
110-783254-10 Vane SSy.- Heat, vent. & de-icing shut-off 1] AH 
110-783254-30 purs т Assy - Heat, vent. & de-icing shut-off 1| All 
110-783254-50 alve [л Assy - Heat, vent. & de-icing shut-off 1| АП 


1053 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE ἃ [GROUP FUSELAGE 


πω, MAJOR ASSEMBLY HEAT, VENTILATION & DE-ICING HEATER SHUT-OFF VALVE INSTL 


PART NUMBER | 2 3 4 5 6 


300 b MODEL DESIGNATION SERIAL NUMBERS 


UNITS] USABLE 
ON 
CODE 


C-119G 51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


C-119G 51-7968 thru 51-8015 
51-801" thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-8098A thru 51-8168A 


C-119G 51-2662 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6037 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-9981 thru 52-9982 
53-3136 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 301. Cargo Heat, Ventilation and De-Icing Valve Assembly and Installation 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


301 


1056 


GROUP FUSELAGE 


T.O. 1C-119F-4 


MAJOR ASSEMBLY CARGO HEAT, VENTILATION & DE-ICING VALVE ASS 


& INST 
–კ–კუუუაუაუაუაუაუაუოაოა ა ა ა . ა ა ა. ა ა ოა ოა ა ოა ოაააა აა ა ა ა აა. 


*110-783167-1 
*110-783167-2 


105-783024 
105-783024-7 
105-783024-4 
105-783024-5 
FS105D53-23 
IV40-750 
105-783031-10 
AN486-4 
105-783020-10 
105-783050-3 
105-783025 
110-783270-5 
110-783264-5 
164DT1 
105-783033-1 
105-783033-2 
105-783013-50 
105-783013-60 
110-783122 
110-783122 


(5 12 
g ο. e 
295 


Valve AM - 


llar -| Heat 
Actuator - Rob 


მაა 
Duct - Heat & v 


Collar -|Heat, 


5) 
1 - Cargo heat, vent. & de-icing air mixing RH 


) 


ry (LA) 


eat & vent. star air 
- Valve 


& vent. air valve act. 


& Е - Сагро heat, уепі. & de-icing air mixing LH 


Bushing |- о Al al .31 OD x . 049 x . 23 in. 

ris (INDL) 

eat & vent. mixing valve conn 

vis -| Rdd end adj 

Anm F Heat & vent. cargo air valve act. 
Flange + Heat & vent. act. arm mtg 

st з T & vent. cargo air valve shaft 

ea 


კ vent, & de-icing act. conn splined 


vent. cargo air valve spacer LH 
vent. cargo air valve spacer RH 
ent. main trunk hot air LH 
Duct + ip & vent. main trunk hot air RH 


vent. & de 
110-783167-2) 


MODEL SPECIFICATION SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


, vent. & de-icing cargo valve 
-icing cargo valve (Used on part No. 


51-2662 thru 52-5941 
52-6000 thru 52-6029 
131662 thru 131719 


52-5942 thru 52-5954 
52-6030 and Subsequent 
IK-441 and Subsequent 
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UNITS] USABLE 


ON 


T.O. 1C-119F-4 Section II 


Figure 302. Heat, Ventilation and De-Icing Heater Fuel System Installation 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


GROUP 


FIGURE & 


1058 


FUSELAGE 


MODEL DESIGNATION 
C-119G 


SERIAL NUMBERS 


§2-5922 thru 52-5923 
53-3157 thru 53-7884 

53-8087 and Subsequent 
IK-441 and Subsequent 


UN ITS| USABLE 


სიის [MAJOR ASSEMBLY HEAT, VENTILATION & DE-ICING HEATER FUEL SYSTEM INSTL a 
tl - Heat, vent, & de-icing heater (See fig. 295) All 
eli V Filter Instl - Heat, vent. & de-icing NP | All 
Elbow - ' tube & pipe thd 90° 1 | АП 
Valve -ICheck (РА) 1 | АП 
Valve -|Сһеск (КОЕ) 1 | АП 
AN911-1D Nipple + Pipe thd 2 All 
AN914-1D Elbow -|Int & ext pipe thd 90° 2 All 
450-0 იი – Gasoline (SKP) 1 All 
ie I p TS 
AN365-1032 Nat + Self locking stl 10-32 2 All 
AN960-10 Was er|- Plain stl reg ser No. 10 bolt 2 All 
AN960-10L asher|- Plain stl light ser No. 10 bolt 2 All 
AN3-15A Bolt|- Acft stl 10-32 x 1-3/16 in. 2 | All 
K1270B1 Magnetic (KOE) 1 | АП 
AN924-4D Nut + Flared tube bhd & univ ftg 1 | All 
78-790031 Fitting - Aux power plant auto, fuel valve 1 All 
110-783073-450 ре Assy|- Heater fuel supply 1/4 OD х. 035 x 89,38 in, 1 АП 
AN924-4D Мр + Flared tube bhd & univ ftg 3 | All 
AN832-4D Union, Flared tube 3/8 bhd & univ 3 All 
110-783073-250 be Assy|- Heater fuel supply 1/4 OD х. 035 x 36. 56 in. 1 All 
AN815-4D Union -| Flared tube 3 All 
110-783073-230 be Аѕѕу|- |Heater fuel supply 1/4 OD x „035 x 28, 38 in. 1 | All 
AN815-4 Union - murqa tube ნ |. АП 
AN6271-4-19, 00 Hose Assy|- Hyd & pneu detach, end ftg swivel type for 1/4 OD 
x 19. 00 in. 3 All 
110-783073-210 Sy|- Heater fuel supply 1/4 OD x , 035 x 25.13 in. 1 All 
110-783073-10 8V – Heater fuel supply 1/4 OD x . 020 x 31, 50 in, 1 All 
110-783073-430 Sy|- Heater fuel supply 1/4 OD х. 020 x 34, 88 in. 1 | All 
110-783073-30 Sy|- l. fuel supply 1/4 OD х. 035 x 29, 62 in. 1 АП 
110-783073-130 sy|- Heater fuel supply 1/4 OD x . 035 x 29, 69 in. 1 All 
110-783073-50 8V – Heater fuel supply 1/4 OD х. 035 x 36. 25 in. 1 | All 
110-783073-150 sy|- Heater fuel supply 1/4 OD х. 035 x 36.12 іп, 1 | All 
110-783073-170 Sy|- Heater fuel supply 1/4 OD x . 035 x 18, 87 in, 1 B 
110-783-73-470 Sy|- Heater fuel supply 1/4 OD х. 035 x 20. 69 in. 1 All 
*110-785007 st] - Heat, vent. & de-icing fuel return line NP B 
AN816-4D ared tube & pipe thd 1 B 
AN815-4D -| Flared tube 1 B 
- Check (PA) 1 B 
- Check (ΚΟΕ) 1 B 
AN924-4D Flared tube bhd & univ ftg 2 B 
AN934-191 3 B 
78-790031 F Aux power plant auto. fuel valve 2 B 
AN938-4D Int screw thd 1 B 
*110-783282 in System Insti - Heat, vent, ἃ de-icing comb. 
r (See fig. 303) МР | АП 
*110-783411-1 Instl - Heat, vent, & de-icing heat. comb. chamber 
ag 304) A 
#Alternate Parts 


Revised 1 September 1956 


PART NUMBER 


Revised 1 March 1956 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119F 


C-119F 
C-119G 


R4Q2 


Section П 


Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 
NUMBER [MAJOR ASSEMBLY HEAT, VENTILATION & DE-ICING HEATER FUEL SYSTEM INSTL (co 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


51-2668 thru 51-8052 
51-8053 thru 53-7839 
53-8069 thru 53-8152 
IK-441 thru IK-449 
131662 thru 131719 


UN1 TS) USABLE 
i ON 
$ SY. | CODE 
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Figure 303. Fuel System Installation - Heat, Vent and De-Icing Combustion Heater 
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*110-783282 


110-783070-10 
110-783070-30 
110-783070-90 
110-783070-110 
110-783070-130 
110-783070-150 
110-783070-170 
110-783070-190 
110-783070-210 
110-783070-230 
110-783070-250 
110-783070-270 
110-783070-290 
110-783070-310 
110-783070-330 
110-783070-350 
110-783070-370 
110-783070-390 
AN822-6 
AN822-6 
AN822-4 
AN823-6 
AN823-6 
AN816-6 
AN816-6 
AN816-4 
AN929-6 
AN913-2S 
AN6264-4-14.00 


© со – თ თ © PS = 


' 
μα 
ლ 


' 
= 
TA 


AN6264-4-17.00 
AN6264-4-19.00 
AN6264-4-15.00 
AN6264-4-16.00 
AN6264-4-26.00 
*110-783281 


*110-783280 


*110-783240 
110-783240-570 
110-783240-650 
110-783240-590 

110-783240-670 
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Assy - 


T.O. 1C-119F-4 


бо System Instl - Heat, vent. & de-icing comb. heater 
ig. 308) 
eater fuel sys 1/4 OD x .020 x 40.00 in. 
eater fuel sys 1/4 OD x .020 x 42.00 in. 

035 x 14.00 in. 
035 x 18.00 in. 
035 x 28.00 in. 
035 x 18.00 in. 
035 x 28.00 in. 
035 x 18.00 in. 
035 x 18.00 in. 
035 x 14.00 in. 
035 x 12.00 in. 
035 x 16.00 in. 
035 x 26.00 in. 
035 x 16.00 in. 
035 x 16.00 in. 
035 x 26.00 in. 
035 x 16.00 in. 
035 x 12.00 in. 


eater fuel drain 3/8 OD x . 
eater fuel drain 3/8 OD x . 
eater fuel drain 3/8 OD x. 


y + Heater fuel drain 3/8 OD x. 
y - Heater fuel drain 3/8 OD x . 
eater fuel drain 3/8 OD x. 


ტა» Heater fuel drain 3/8 OD x . 


Assy - Heater fuel drain 3/8 OD x . 
[ 


eater fuel drain 3/8 OD x . 
y - Heater fuel drain 3/8 OD x . 
eater fuel drain 3/8 OD x. 
eater fuel drain 3/8 OD x. 
eater fuel drain 3/8 OD x. 
eater fuel drain 3/8 OD x . 


Assy [ eater fuel drain 3/8 OD x. 


eater fuel drain 3/8 OD x. 
Flared tube & pipe thd 90° 
Flared tube & pipe thd 90° 
Flared tube & pipe thd 90° 
rite} tube & pipe thd 45° 
Flared tube & pipe thd 45° 
Flared tube & pipe thd 

Flardd tube & pipe thd 

qne tube & pipe thd 


Press. seal flared tube ftg 
pipe thd 


00 in 


Fuel med high press. 


. (AP) 
Washer hd st! 10-32 x 1/2 in. 


Assy |- Differential press. 3/8 OD x .020 x 8.69 in. 


Section П 


Group Assembly Parts List 


uel med high press. swivel ftg for 1/4 OD tube x 
у |- Fuel med high press. swivel ftg for 1/4 OD tube x 
swivel ftg for 1/4 OD tube x 
uel med high press. swivel ftg for 1/4 OD tube x 


y _ 
15.00 in 
Assy - Fuel med high press 


. swivel ftg for 1/4 OD tube x 
η in 
Assy |- Fuel med high press. 


swivel ftg for 1/4 OD tube x 
Assy - Heat, vent. & de-icing comb. heater LH (See 


305 
Ф ssy - Heat, vent. & de-icing comb. heater RH (See 


nes dd - [ш vent. & de-icing differential press. 


ву |- Differential press. 3/8 OD x .020 x 8.50 in. 
Assy |- Differential press. 3/8 OD х .020 x 8.13 in. 
Assy |- Differential press. 3/8 OD x .020 x 9.33 in. 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
2 
3 
8 
5 
4 
1 
5 
8 
8 
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Section I T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


UN ITS] USABLE 
MAJOR ASSEMBLY FUEL SYSTEM INSTL - HEAT, VENT, & DE-ICING COMB. HEATER ON 
πμ, 11115. S | 


110-783240-510 
110-783240-490 ssy + Differential press. 3/8 OD x . 020 x 18. 75 in. 
si d pipe thd 
ү pipe thd 


AN913-1S 
AN913-18 Sq. 
AN816-6-2 
AN822-6-2 
AN924-6 

AN960-716 
AN833-6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119F 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119F 51-2668 thru 51-8052 

C-119G 51-8053 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


C-119F 51-2662 thru 51-8052 
51-8098A thru 51-8168A 

C-119G 51-8053 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8086 
IK-441 thru IK-442 
131662 thru 131719 


IK-441 and IK-442 
131662 thru 131719 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
51-8053 and Subsequent 
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Figure 304. Drain Line Installation - Heat, Ventilation and De-Icing Heater Combustion Chamber 
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Revised 1 March 1956 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & {GROUP FUSELAGE UNITS] USABLE 
INDEX RAIN LINE INSTL - HEAT, VENT. & DE-ICING HEATER ON 
NUMBER COMBUSTION E CHAMB 


304 Drain Line] Instl |- Heat, vent. & de-icing heater combustion 

| οἱκαῦεῖ (See fig. 302) Ret Α 
- 1 110-783411-11 Tube Assy|- No. 1 heater drain 3/8 OD x .035 x 9.75 in. 1 A 
- 2 110-783411-31 Tube Assy - No. 2 heater drain 3/8 OD x .035 x 12. 12 in. 1 A 
- 3 110-783411-41 Tube Agsy|- No. 3 heater drain 3/8 OD x .035 x 23. 25 in. 1 Α 
- 4 110-783411-51 Tube Assy|- No. 4 heater drain 3/8 OD x . 035 x 14. 12 in. 1 Α 
- 5 110-783411-61 Tube ი. - No. 5 heater drain 3/8 OD x .035 x 12. 12 in. 1 A 
- 6 110-783411-71 Tube ASsy |- No. 6 heater drain 3/8 OD x .035 x 23. 12 in. 1 A 
- 7 110-783411-81 Tube] ASsy|- No. 7 heater drain 3/8 OD x .035 x 12.00 in. 1 Α 
- 8 110-783411-91 Tube fond - No. 8 heater drain 3/8 OD x . 035 x 21. 62 in. 1 A 
- 9 AN816-6 N pple 4 Flar in tube & pipe thd 2 A 
-10 AN823-6 Elbow - Flared tube & pipe thd 45° 4 A 
-11 AN822-6 Elboy -| Flar¢d tube & pipe thd 90° 2 A 

U$ x ON MODEL DESIGNATION SERIAL NUMBERS 
| COD 
А C-119G 52-5922 thru 52-5923 


53-3157 thru 53-7884 
53-8087 & Subsequent 
IK-443 & Subsequent 
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Figure 305. Heat, Ventilation and De-Icing Combustion Heater Fuel System Assembly 
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Section IL 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


μα ee 


1066 


PART NUMBER 


*110-783281 


110-783072-170 
110-783072-150 
110-783072-130 
AN924-6 
AN804-6 
AN832-6 
110-783072-250 
AN832-4 
AN924-4 
AN833-4 
110-783072-30 
110-783072-10 
AN825-4 
AN822-4 
35534-5 
35534-2 


AN365-632 
AN960-6L 
AN515-6-7 


K1270B1 


AN365-1032 
AN520-10-10 


AN832-10 
AN924-10 
110-772164-30 
AN826-6 
AN816-6 
110-783089-1 
AN914-1 
AN911-1 
110-783283-10 


T.O. 1C-119F-4 


GRoup FUSELAGE 
MAJOR ASSEMBLY HEAT, VENT. & DE-ICING COMB. HEATER FUEL SYSTEM ASSY 


te Ass - Heat, vent. & de-icing comb. heater LH (See 
ig. 303) 
ΑΘΒΥ L- 
Assy 
Assy 


Fhrda 
Flared 


ube bhd & univ ftg 

ube with bhd on run 
Flared tube & bhd univ 
Heater fuel line 1/4 OD x 


Assy 
Flared tube 3/8 bhd & univ 


“ride 


tube & pipe thd 90° 


თა bhd & univ ftg 


d 
Fired tube & pipe thd 90° 


-5) (Spec MIL- F-5369) 
ARTS 


cking stl 6-32 
lain stl light ser No. 6 bolt 
Rd hd mach stl 6-32 x 7/16 in. 


TS 

hd stl 10-32 x 5/8 in, 
τ tube 3/8 bhd & univ ftg 
d tube bhd & univ ftg 
d tube & pipe thd 
ext pipe thd 90° 
thd 

MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


eater drain line 3/8 OD x .020 x 7.62 in. 
eater drain line 3/8 OD x .020 x 8. 25 in. 
eater drain line 3/8 OD x .020 x 6.50 in. 


. 020 x 22. 06 in. 


eater fuel man. 1/4 OD x .035 x 5.81 in. 
qr fuel man, 1/4 OD x .020 x 2.52 in. 
ube with pipe thd on side 


Fine (Spec MIL-F-5369) (EDI) 
e F-1 fire (Use for spares in lieu of part No. 


tic (Spec AN-V-16) (KOE) 


Self cking stl 10-32 


Lr Heater fire ext sys compt outlet 
e4 F arba fube with pipe thd on run 


- Heat, vent. & de-icing fuel sys 


UN [Τ5| USABLE 
ON 
CODE 


თ 
FA сл ხა со +) ხე оо I ка оо оо со I ке κι D, 


μα 


1 
1 
1 
1 
1 
1 
4 
4 
1 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8086 
IK-441 thru IK-442 
131662 thru 131719 
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NUMBER 


Revised 15 February 1957 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


UN | TS| USABLE 
ON 


(Con 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5923 
53-3157 thru 53-7884 
53-8087 and Subsequent 
IK-443 and Subsequent 
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Section I T.O. 1C-119F-4 


Figure 306. Fuel System Assembly, Heat, Ventilation and De-Icing Combustion Heater 
1068 


FIGURE ἆ 
INDEX 
NUMBER 


*110-783280 


110-783072-170 
110-783072-150 
110-783072-130 
AN924-6 
AN804-6 
AN832-6 
AN804-4 
110-783071-50 
AN924-4 
AN833-4 
110-783071-70 
110-783072-10 
AN825-4 
AN822-4 
35534-5 
35534-2 


ο od cd 


AN365-632 
AN960-6L 
AN515-6-7 


K1270B1 


AN365-1032 
ÀN520-10-10 


AN832-10 
110-772164-30 
AN826-6 
AN816-6 
110-783089-2 
AN914-1 
AN911-1 
AN824-6 


110-783280-30 
AN822-6-2 
36A55 
3152-6-1/8S 
3152-6-1/8FFS 
110-783280-10 
110-783071-90 
AN816-4 
AN816-6-2 
B65A87 
110-783283-20 


Revised 15 February 1957 


110-783071-150 


Flar 


Pipe 


sy (S 


Nipple ἡ Е 
Regulator (SU 
Support Assy 


USABL 
COD 


A 


ON 


Lf loc 
Hr stl 10-32 x 5/8 in. 


T.O. 1C-119F-4 


ube with bhd on run 


tube & pipe thd 90? 


ing stl 10-32 


гей tube 3/8 bhd & univ ftg 
ssy - 


- Heat, vent. & de-icing comb. heater RH (See 


eater fuel line 1/4 OD x . 020 x 22.00 in. 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUEL SYS ASSY, HEAT, VENT. δι DE-ICING COMB. HEATER 


eater drain line 3/8 OD x .020 x 7. 62 in. 
eater drain line 3/8 OD x . 020 x 8. 25 in. 
eater drain line 3/8 OD x . 020 x 6.50 in. 


eater fuel man, 1/4 OD x .035 x 5.50 in. 
eater fuel man. 1/4 OD x .020 x 2.52 in. 


Heater fire ext sys compt outlet 


ared tube with pipe thd on run 


d tube & pipe thd 


eat, vent, & de-icing fuel sys 


ext pipe thd 90? 


thd 


d tube 


eater fuel line 1/4 OD x . 020 x 9.00 in. 
eater fuel line 3/8 OD х. 020 x 8.00 in. 


Flared tube & pipe thd 90? 
UC) 


(Use for spares in lieu of part No. 3152-6-1/88) 
- Fuel line 3/8 OD x . 020 x 6.38 in. 

- Heater fuel line 1/4 OD x . 020 x 12. 06 in. 
Nipple – Flaréd tube & pipe thd 
ared tube & pipe thd 
С) 
F Heater fue1 sys RH 


MODEL DESIGNATION 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-8098А thru 51-8168А 


Section П 
Group Assembly Parts List 


= С ць C2 кє М C3 ке ке со с Οὐ E Em e 


μα 


кз ке πὶ кл μα je κα πὶ qe qe jeé je BM) ასა ма а = 


UNITS] USABLE 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


1070 


| 


MODEL DESIGNATION 


C-119G 


. R4Q2 


C-119G 


SERIAL NUMBERS 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8086 
IK-441 thru IK-442 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
93-8087 and Subsequent 
IK-443 and Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 307. Tubing Installation - Heater Fire Extinguisher System 
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Section H 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


-15 
-16 


1072 


GROUP 
MAJOR ASSEMBLY 


*110-772160 
110-772163-1 
110-772163-10 
110-772163-2 
110-772163-20 
110-772162-1 
110-772162-2 


ANT42-12C 


AN924-16 
AN919-22 
AN815-16 
AN902-16 
AN926-16 
AN938-16 
110-772159 


#AN742-18C 
#MS21919-G16 


110-772161 
AN742-18C 
AN824-16 
110-772158 
AN742-18C 
AN806-16 


#Alternate Parts 


FUSELAGE 


T.O. 1C-119F-4 


HEATER FIRE EXT SYS - TUBING INSTL 


PART NUMBER | 2 3 4 5 6 


Tubing Inst] 4 Heater fire ext sys (See fig. 296) 
id je - Heater fire ext sys LH 5/8 OD x. 
be А$зу|- Heater fire ext sys LH 5/8 OD x. 
bd Assy|- Heater fire ext sys RH 5/8 OD x. 
ხი Assy|- Heater fire ext sys RH 5/8 OD x. 
be ASsy|- Heater fire ext sys LH 5/8 OD x. 
be Assy|- Heater fire ext sys RH 5/8 OD x. 

ATTACHING PARTS 


t4 
Reduce 
Union – 
Gasket 


e - Flared|tube 
be Assy - Heater fire ext sys center 1. 00 OD x 035 x 


ATTACHING PARTS 


Clamp + Plain tube sup. loop type 


ared bu bhd & univ ftg 
- Ext thd flared tube 
Flared tube 

= Flared tube univ ftg 


Тее + Int Screw thd 
Tee - Int screw thd 


Tube Assy - Heater fire ext sys 1.00 OD х. 035 x 12. 00 in. 
ATTACHING PARTS 

dann r Plain tube sup. loop type 

Clamp + Plain tube sup. loop type 

Tube Assy - Heater fire ext sys 1.00 OD x . 035 x 18. 50 in. 
ATTACHING PARTS 

Clamp ain tube sup. loop type 


lain tube sup. loop type 
ო ed tube 


MODEL DESIGNATION 


C-119G 
51-8016 


C-119G 51-2717 


R4Q2 
C-119G 
R4Q2 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2716 


51-8098A thru 51-8168A 


51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 52-5841 
52-6000 thru 52-6027 
131662 thru 131719 


52-5848 thru 52-5924 
52-6028 and Subsequent 
| IK-441 and Subsequent 


UNITS] USABLE 


035 х 16. 00 in. 
035 x 14, 62 in, 
035 x 16, 00 in. 
035 x 14. 62 in. 
035 x 34. 00 in. 
035 x 34. 00 in. 
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T.O. 1C-119F-4 Section II 


Figure 308. Flap Mechanism Installation 
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Section II 


Group Assembly Parts List 


GROUP — FUSELAGE 
MAJOR ASSEMBLY FLAP MECHANISM INSTL 


FIGURE & 
INDEX 
NUMBER 


*110-727800 
110-727890-10 


AN320-8 
AN960D816L 
AN28-38 


110-727898 
AT8SDA 
AN316-10R 
110-730210 

*110-721830-1 

*110-727830-2 

*110-727831-1 

*110-727831-2 
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PART NUMBER 


End 


ldin Al al light ser 1/2 in. bolt 
vis 


Bearin 


- Acf 
chan 


T.O. 1C-119F-4 


js Flap (See fig. 35) 
ain flap conl sys 


ar stl 1/2-20 


stl 1/2-20 x 2-27/64 in. 


ssy - Main flap conl sys 

35 - Rod end (TOR) 

check stl 5/8-18 R thd 

sm Instl - Main conl sys (See fig. 309) 

Instl - Main flap conl LH (See fig. 310) 

tst - Main flap conl RH (See fig. 310) 

ed - Outer panel main flap conl LH (See fig. 311) 
stl - Outer panel main flap conl RH (See fig. 311) 


T.O. 1C-119F-4 Section H 


Figure 309. Flap Mechanism Installation - Main Control System 
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Section H 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


-29 
-30 


1076 


110-730210 
110-730201 


AN310-6 
AN960-616 
AN6-21 


AN520-10-5 
AN935-10 
AN6204-2 
110-730204 
110-730209 
110-730208 
110-730212 


110-730206-3 
110-730206-5 
110-730206-7 


AN6246-37 
AN6227B37 


110-730205-21 


AN6244-10 
AN6230-10 
110-730203 
110-730202 
RR181 

AN6231A17 
AN6246 -28 
AN6227B28 
110-730207 


78-727819 
AN310-6 


AN960-616 
AN6-21 


110-730201-10 


110-730207-3 


GROUP FUSELAGE 


PART NUMBER 


T.O, 1C-119F-4 


AN207D6 
110-727828 


AN310-8 
NAS143-8C 
AN960 -816 
FS148 -66 
FS148A64 
FS148-63 
FS148A62 


AR8 
AR8-OH 


#51035158, 37 
110-727833-21 
110-727833-22 


UN I TS| USA 
. 
nstl - Main conl sys (See fig. 308) АП 
- Hyd sys wing flap C 
ton Ais - Hyd sys wing flap D 
ING PARTS 
Castellated stl 3/8-24 All 
- we stl reg ser 3/8 in. bolt All 
1119811 3/8-24 x 2-13/64 in. Al 
Sc d - id hd mach stl 10-32 x 5/16 in. 2 G 
Washer |- Spring lock stl No. 10 bolt 2 G 
Vi b - Hyd bleeder 1/4-28 2 G 
Bearing| - Wing Пар act. 1 Al 
Nut 4 Wing Пар act. adjust. 1 | All 
T unhioh Wing flap act. 1 All 
51 Sr e flap act. 1 АП 
Barrel + Wing flap act. 1 C 
врт 1 е flap act. 1 E 
Barrel + Wing flap act. (Use for spares in lieu of part No. 
110-730206-5) 1 F 
Ring |- Ἠγά packing back-up 2 All 
Packing] - "О" ring hyd 1 | All 
istan 4 Wing flap act. 1 | АП 
ο, Hyd gasket back-up 2 All 
Gasket + "О" ring hyd 1 All 
Plate - Wing flap act. locking 1 All 
Nut b^ flap act. lock 1 All 
R Els ей (Ramsey Corp St. Louis, Mo.) H All 
Scraper - hod hyd piston 1 All 
Ring – Hy packing back-up 2 АП 
picking = "0" ring hyd 1 АП 
Cap | Wing flap act. end 1) G 
- Wing flap act. end (Use for spares in lieu of part No. 
110-730207) F 
Assy] - Wing flap act. All 
mG TS 
Castellated stl 3/8-24 АП 
ег - Plain stl reg ser 3/8 in. bolt All 
- Acft stl 3/8-24 x 2-13/64 in. All 
Ball double row heavy duty 1, 4375 OD x . 3750 ID 
di 870 in. АП 
ү lap conl mech All 
G E TS 
E ne stl 1/2-20 All 
- Csink type , 504 ID All 
- Pian stl reg ser 1/2 in. bolt All 
ი τθποπίηρ stl 1/2-20 x 4-1/8 in. (For use on RS) K 
t wrenching stl 1/2-20 x 4.00 in. (For use on RS) L 
Bolt! - Int ული stl 1/2-20 κ 3-15/16 in. (For изе on LS) K 
შია - It wrenching stl 1/2-20 x 3-7/8 in. (For use on LS) L 
Bearing (TOR) A 
P. sei (YOR) (Use for spares in lieu of part No. AR8) B 
Bushing - Press fit stl . 9393 OD x . 4995 ID x . 37 in. All 
Bradke -|Flàp mech lower All 
nio mech lower All 


Revised 15 January 1956 


FIGURE ἆ 
INDEX 
NUMBER 


AN365-624 
AN960-616L 
AN6-14 
NAS146 -27 


110-727832-21 
110-727832-22 


AN365-624 
AN960-616L 
AN4-6A 
AN365-428 
AN960-416L 
AN6-14 

NAS 146-27 


78-727849 


18-727849-3 


Revised 15 February 1957 


ATTACHING PA 


T.O. 1C-119F-4 


Nut - Self locking stl 3/8-24 
: айп stl light ser 3/8 in. bolt 
stl 3/8-24 x 1-37/64 in. 


p mech upper 
mech upper 
TS 
ing stl 3/8-24 
lain stl light ser 3/8 in. bolt 
st] 1/4-28 x 25/32 in. 
ing stl 1/4-28 
Е stl light ser 1/4 іп. bolt 


st] 3/8-24 x 1-37/64 in. 


Int wre 


rt Νο| 78-727849) 


ching 3/8-24 x 1-11/16 in. 


ching 3/8-24 x 1-11/16 in. 


Section II 
Group Assembly Parts List 


- Main conl sys flap mech (Interchangeable with part No. 


78-727849-3) 
Frame |- Main conl sys flap mech (Use for spares in lieu of 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 


C-119G 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


5 
51-2668 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8016 
51-2662 thru 51-2716 
51-8098A thru 51-8168A 


51-2717 

51-7968 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2717 

51-7968 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131709 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131710 thru 131719 
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Section H T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


UNITS) USABLE 


სას [MAJOR ASSEMBLY MAIN CONTROL SYSTEM FLAP MECHANISM INSTL (Cont. ) κ; 
(earr wwe оза 
309 USABLE ON | | MODEL DESIGNATION SERIAL NUMBERS 
CODE 
G C-119G 51-2662 thru 51-8034 


51-8098A thru 51-8168A 

51-17365 thru 51-17367 

52-6000 thru 52-6011 
R4Q2 131662 thru 313709 


H C-119G 51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 


J C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Subsequent 

R4Q2 131662 thru 131719 


K C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8109A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131689 


L C-119G 51-8035 thru 51-8097 
91-8110A thru 51-8168A 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 

R4Q2 131690 thru 131719 


M C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131704 


N C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 

R4Q2 131705 thru 131719 
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Figure 310. Main Flap Control Mechanism Installation 


Revised 1 October 1958 1079 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY —— MAIN FLAP CONTROL MECHANISM INSTL 
ხის |ie sase /— 5 7 | 


*110-727830-1 Mec air Inst] - Main Παρ conl LH (See fig. 308) 
*110-727830-2 ism Inst! - Main flap conl RH (See fig. 308) 
110-727890-30 y r Main flap conl 
G|PARTS 
AN320-8 Acti abba stl 1/2-20 
АМ9600816 Yashen - Plain ΑΙ αἱ гер ser 1/2 in, bolt 
AN960D816 \ id - Plain A1 al reg ser 1/2 in, bolt 
AN28-38 - telis] stl 1/2-20 x 2-27/64 in. 
AN28-40 - Clevis| stl 1/2-20 x 2-35/64 in. 


AT8SDA Bearing - Rod end (TOR) 
AN316-10R t + Acft| check stl 5/8-18 R thd 
110-727890-70 as En Main flap conl 
78-727826-10 пп ა - Flap conl sys 
78-727826-20 ink Àssy|- Flap conl sys 

сш G PARTS 


AN320-5 t cftishear stl 5/16-24 

AN960D516 28060 - Plain Al al reg ser 5/16 in. bolt 
AN25-31 - Clevis stl 5/16-24 x 1-63/64 in, 
AN320-5 shear stl 5/16-24 

AN960D516 in Al al reg ser 5/16 in. bolt 
AN25-32 is| stl 5/16-24 x 2-3/64 in. 


110-727898 | End Assy - Main flap conl sys 


RE5M7 Beating - [Бой end (FAF) 

AN316-7R сё check stl 7/16-24 R thd 

78-727825-10 sy - Flap conl sys link (Used on part Νο, 78- 
7826-10) 

78-727825-20 sy - Flap conl sys link (Used on рагі Νο, 78- 
7826-20) 

110-727892 lap conl sys 

PARTS 

AN320-8 Shear stl 1/2-20 

AN960D816 is Alalreg ser 1/2 in. bolt 

AN28-38 is| stl 1/2-20 x 1-51/64 in. 

AN28-40 ae 18 stl 1/2-20 x 2~35/64 in. 

110-727835 i lad eqnl mech 


78-727898 Endl Assy - Flap conl mech 

RA10M10 i End (FAF) 

78-727898-1 earing - Flap 0001 mech 

110-727898 End Assy - Flap conl mech (For breakdown see index 


iD 4) 
110-727892-10 As у! Flap соп1 mech 
110-727894 ái Main flap conl lg 


G PARTS 


110-727835 cqnl mech 


8-121898 Eni lass - Flap conl mech (For breakdown see index 

. |16) 

110-727894-10 E Main flap conl 16 

110-727891 Акт Пар conl 
R 


TS 


110-727835 nl mech 


78-727898 Азву - Flap conl mech (For breakdown see index 
. 16 & 16A) 


1080 


GROUP 
MAJOR ASSEMBLY 


FIGURE ἆ 
INDEX 
NUMBER 


110-727891-7 
110-727838-10 
110-727839-10 
110-721839-110 


110-727838-20 
110-727839-20 
110-727839-120 


AN200K5 
78-727824 

110-727838-30 
110-727839-30 
110-727839-90 


110-727838-40 
110-727839-40 
110-727839-100 


AN200K5 
110-727823 


AN8-34 
AN960-816 
AN320-8 
AN8-42 
AN960D816 
AN310-8 


AR8 
AR8-OH 


FS1038158-.37 
110-727823 -3 
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T.O. 119F-4/NAVAER 01-115CCB-4 


FUSELAGE 
MAIN FLAP CONTROL MECHANISM INSTL (cont) 


sss 


t No. 110-727838-10 & 110-727839-10) 


Assy - Main flap conl sys RH 
к Assy - Main Παρ conl sys RH (Use for spares in lieu 
оѓ рагі No. 110-727838-20 & 110-727839-20) 

Bearing 
S - Flap , 
веп ο. ua - Main flap coni sys LH 
B 


Section II 


Group Assembly Parts List 


conl mech 
y - Main flap conl sys LH 


А il - Main flap conl sys LH 


ν - Main flap conl sys LH (Use for spares in lieu 


- Heavy duty ball 
onl mech act. 


y - Main flap conl sys LH 


rank Assy - Main flap conl sys LH (Use for spares in lieu 


t No. 110-727838-30 & 110-727839-30) 

ssy - Main flap conl sys RH 

sgy - Main flap conl sys RH 

89V - Main flap conl sys RH (Use for spares in lieu 


of part No. 110-727838-40 & 110-727839-40) 
r 


- Heavy duty ball 
-|Main Пар conl 


ARTS 


- Lever flap conl (TOR) 

- Lever flap conl (TOR) (Use for spares in lieu of 
rt No. ΑΒΘ) 

- $tl . 9393 OD x .4995 ID x . 3" in. 

Main flap conl mech 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


C-119G 


51-2668 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


R4Q2 


C-119G 51-2662 thru 51-2716 
51-8016 


51-8135 thru 51-8143 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-8144 thru 51-8168 
§1-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


C-119G 


51-8098 thru 51-8134 


UN I TS USABLE 


mj pi cO 
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Section II 
Group Assembly Parts List 


FIGURE & | GROUP 
შაი. MAJOR ASSEMBLY 
PART NUMBER 
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FUSELAGE 


MAIN FLAP CONTROL MECHANISM INSTL (cont) 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 51-8016 


C-119G 51-2717 


R4Q2 
C-119G 


SERIAL NUMBERS 


51-2662 thru 51-8097 
51-8135 thru 51-8168 
51-17365 thru 52-5921 
52-5924 thru 52-5954 
52-6000 thru 52-6047 
53-8069 thru 53-8106 
IK-441 and IK-442 
131662 thru 131719 


51-2662 thru 51-8003 
51-8098 thru 51-8168 
93-8069 thru 53-8081 


91-8004 thru 51-8015 
91-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
53-8107 thru 53-8156 
IK-443 & Subsequent 


UN | Τ5[ USABLE 
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Figure 311. Main Flap Control Mechanism Installation 
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Section II 
Group Assembly Parts List 


FIGURE & [| GROUP 


INDEX 
NUMBER 


PART NUMBER 


*110-727831-1 
*110-727831-2 
78-727892 


AN320-7 
AN960-716 
AN27-40 


78-727898 
RA10M10 
78-727898-1 
FS3509-90H 
78-7727809 
78-727892-10 
18-121826-10 


AN320-5 
AN960-516 
AN25-32 


RE5M7 
78-72'1825-10 

110-727838-70 
110-727839-70 


110-727838-80 
110-727839-80 


110-727838-50 
110-727839-50 


110-727838-60 
110-727839-60 


AN310-5 
AN960-516 
AN5-52 
AN5-47 


AN200K5 
78-.72'7824 


AN310-5 
AN5-16 
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FUSELAGE 


MAJOR ASSEMBLY MAIN FLAP CONTROL MECHANISM INSTL 


T.O. 1C-119F-4 


15811 
τ [ 

-IMàin flap conl sys 
PARTS 


hear stl 7/16-20 NF3 


sy - Flap conl mech 
- Bearing Assy (FAF) 
- Flap conl mech 
arrel 

flap conl sys 


des conl mech act. 
ARTS 

ft shear stl 5/16-24 
lai 
is stl 5/16-24 x 2-3/64 in. 
(FAF) 
xij 
AS 


part 
S 


o. 110-727838-70) 


t No. 110-727838-80) 


st] 5/16-24 x 4-31/32 in. 
ing - Heavy duty ball 

Flap conl mech act. 

TS 

castle 8L1 5/16-24 

- 2 > 5/16-24 x 1-27/32 in. 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


Main flap con1 LH (See fig. 308) 
Main flap conl RH (See fig. 308) 


lain stl reg ser 7/16 in. bolt 
| Clevis 41] 7/16-20 x 2-35/64 in. 


-| Main flap conl sys (Use for all spares) 
stl reg ser 5/16 in. bolt 


Flap conl mech act. link 
SSy - Main flap conl sys LH 
- Main flap conl sys LH (Use for spares in lieu 


- Main flap conl sys RH 
Assy - Main flap conl sys RH (Use for spares in lieu 


SERIAL NUMBERS 


51-8098A thru 51-8168A 


51-2662 thru 51-8097 
91-17365 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 
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Figure 312. Pilot's Panel Installation 
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Section II š T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE UN ITS] USABLE 
MAJOR ASSEMBLY PILOT'S PANEL INSTL πον 
PART NUMBER 123456 


312 *110-710000 
*110-710000-10 
- 1 110-710108 
- 2 110-710042-11 
110-710042-31 
3 110-710102 
- 4 |*110-710122-30 
5 | *10-710122-70 
*110-710122-130 
*110-710122-90 
*110-710122-150 
*110-710122-210 
*110-710122-230 
*110-710122-270 
*110-710122-310 
*110-710158-1 
*110-710161 


- 6 | AN365-624 
AN365-632 
AN8013D3 
AN960-6 
AN960-416 
AN6-25A 
AN515-6-8 
AN503-416-16 


- 7 939-1 


- 8 | AN365-1032 
AN960-10 
AN520-10-8 


*110-710004 
*110-710004-10 
*110-710004-30 
*110-710004-50 
*110-710004-70 
~ 9 110-710105 
*110-710142 
-10 | AN8008D13 
-11 7002R 
*110-710017 
*110-710017-30 
-12 AN924-4D 


Pilot's inst (See fig. 35) 
Pilot's inst (See fig. 35) 
y + Pilot's inst panel 


ilot's inst panel 

Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig, 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
Pilot's inst (See fig. 313) 
PARTS 

ο... stl 6-24 


loqking stl 6-32 
ns stop 
in stl reg ser No. 6 bolt 
in stl reg ser 1/4 in, bolt 


rd hd stl 6-32 x 1/2 in. 
drld fil h 1/4-20 x 1.00 in. 


T-L-FLEX STABILIZER" vb (RAI) 
RTS 

king st1 10-32 

бү stl reg ser No. 10 bolt 

ch stl rd hd 10-32 x 1/2 in. 


s$y & Instl - Pilot's inst panel sup. 
s$y & Instl - Pilot's inst panel sup. 
s$y & Inst] - Pilot's inst panel sup. 
ssy & Instl - Pilot's inst panel sup. 
85» δι Inst! - Pilot's inst panel sup. 
ABsy - Inst panel sup. 

Assy - Inst panel sup. 


it} Mount (RAI) 


Agsy - Inst panel fwd 
Assy - Inst panel fwd 
ared tube bhd & univ ftg 


AN924-4 lared tube bhd & univ ftg 
-13 AN832-4D Flared tube 3/8 bhd & univ 

AN832-4 Flared tube 3/8 bhd & univ 
-14 Е51045-10 


-15 IV40-301 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE UN ITS| USABLE 


INDEX | MAJOR ASSEMBLY PILOT'S PANEL INSTL (Cont) ON 


NUMBER CODE 
PART NUMBER I 2 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


312 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 δι Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 


C-119G 51-2668 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

R4Q2 131662 thru 131719 


C-119G 51-2668 thru 51-8030 
C-119G 51-8031 thru 51-8052 


C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6003 


C-119G 51-8053 thru 51-8097 
92-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6004 thru 52-9982 


131662 thru 131689 
131690 thru 131719 
51-8064 thru 51-8097 
52-5840 thru 52-5841 
52-6024 thru 52-6027 


52-5842 thru 52-5888 
52-6025 thru 52-6035 


52-5889 thru 52-5954 
52-6036 & Subsequent 


IK-441 thru IK-442 


53-3136 thru 53-3180 
93-8069 thru 53-8105 


51-2662 thru 52-5921 
92-5924 thru 53-3180 
93-8069 thru 53-8105 


52-5922 thru 52-5923 
93-3181 thru 53-3210 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSETAGE 
INDEX I MAJOR ASSEMBLY PILOT'S PANEL INSTL (Cont) 


NUMBER 
PART NUMBER 12 3456 


312 


UN | TS| USABLE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-8106 thru 53-8130 


C-119G 53-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-443 & Subsequent 


52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 thru 53-8156 
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Pilot's Instrument Panel Assembly 


Figure 313. 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


UN | TS} USABLE 
*110-710122-30 [Panel Agsy - Pildt's inst (See fig. 312) A 
*110-710122-70 |Panell Assy|- Pildt's inst (See fig. 312) B 
*110-710122-90  |Panel Adsy - Pilot's inst (See fig. 312) C 
*110-710122-130 |Panel Assy|- ο... inst (See fig. 312) D 
*110-710122-150 (Panel Assy|- Pildt's inst (See fig. 312) E 
*110-710122-210 [Panel #35V – Pilot's inst (See fig. 312) F 
*110-710122-230 | Panel Ades - aps inst (See fig. 312) G 
*110-710122-270 | Panel ο. - Pilot's inst (See fig. 312) Y 
*110-710122-310 [Panel Assy|- Pilot's inst (See fig. 312) AN 
*110-710161 Panel Agsy|- Pildt's inst (See fig. 312) AO 
*110-710158-1 ი > Agsy!- Pilot's inst (See fig. 312) w 
AN3157-6 Light|Assy - Press to test indicator (Red) (For Acft 52-5927 
руи 52-954, 52-6048 апа subsequent light аѕѕуѕ become 
components of part No. 110-744214-30 cable assy) All 
AN3121-313 Lamp - T-3-1/4 bulb sc mini bay. base (clear) AW 
AN3121-313 Lamp - T-3-1/4 bulb sc mini bay. base (clear) H 
AN3121-313 Lamp - T-3-1/4 bulb sc mini bay. base (clear) (For acft 
52-5927 thru 52-5954, 52-6048 and subsequent lamps 
become components of part No. 110-744214-30 & 
1110-754019-70 cable assys) K 
AN5 808-1 Cl 58 - Ас inst AH 
AN5808-1 Clamp - Acft inst AA 
AN5808-1 Cl τ - Асі inst AV 
EA100ANH-126 Galge - Water Шу ** 
AN5808-1 Acift inst ** 
MS28010-1 ** 
AN5808-1 ** 
77B46 Indicator - Telp (LEN) All 
AN3203V30 Voltmeter + Direct current panel( Ref: Τ.Ο. 05-60A-7 δι 
05+ 60C -45) 1 All 
AN3202-1 Voltmeter + 04150 v 400 cycle ac (Ref: Т.О. 05-60-5) 1 All 
AN3226-3 Switch -|THree hole mtg three pole toggle 1 8 
AN3227-3 Switch - nd hole mtg three pole toggle 1 T 
AN3028-3 G | -/Threg hole mtg two position toggle sw 1 All 
AN3211-1 Switch -|Ratany selector 2 All 
AN3157-2 Light Азу - Press {ο test indicator (Red) 3 AW 
AN3157-2 Light] Assy|- Press to test indicator (Red) 2 H 
AN3157-2 Lipht Assy |- press to test indicator (Red) (For acft 52-5927 
thru 52-5954, 52-6048 and subsequent light assys become 
comppnents of part No. 110-744214-30 δι 110-754019-70 
cable assys) K 
#22276 Ammeter Туре J-1 (MIL-H-5125) (DJA) (Class 05-G) (Ref: T.O. 
i 05-60C-2 δι -3) N 
#22276 Ammeter ly J-1 (MIL-H-5125) (DJA) (Class 05-G) (Ref: T. O. 
05-60C-2 ἃ -3) M 
#90702 Ammeter Туре J-1 (MIL-H-5125) (RSM) (Class 05-G) (Ref: Т.О. 
05600 - & -3) Ν 
#90702 Ammeter Туре J-1 (MIL-H-5125) (RSM) (Class 05-G) (Ref: T. O. 
05-60C-2 & -3) 5 M 
ID-250/ARN-14 Cdurse I τ (Spec MIL-C-5824) (Class 16-Α) (ΩΕΑΕ) 3 AC 
IK-250/ARN-14 cu e Indicator (Spec MIL-C-5824) (Class 16-A) (GFAE) 2 N 
D-18200-2 Course Ind a Type ID-91B/ARN (MGX) 2 w 
ID-250/A Course ia cator Type ID-250/ARN-14 (BX) (GFAE) 3 x 
85711 PHD Indicator -|Flap position (GE) 1 AP 
8DJ11PHD-17 ii tor -|Flap position (GE) 1 AO 
C100D4 Switch -| Stop M (HET) 1 ΑΗ 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY PILOT'S INSTRUMENT PANEL ASSY (CONT) 
миын ს ივანა κ | 
Assy Bress to test indicator (Green) (For acft 52-5927 


AN3157-3 
thru 32-5954, 52-6048 and subsequent, light assys become 
co pone ts of part No. 110-744214-30 & 110-754019-70 


FIGURE & 
INDEX 
NUMBER 


UN ITS] USABLE 


cablelassys) AX 

AN3157-3 დ Аѕву - Tress to test indicator (Green) AY 

AN3021-1 itch - One hole mtg single pole toggle All 

110-747063 მ |. uto dot ped sw All 

AN3221-1 тора sw lum All 

110-710124 - Toggle sw All 
#АМ5760Т2А ter - Press. type AN5760 (Spec AN-A-30) (Class 05-C) 


(Ref: Т.О. 05-30-16, 17 & 18) (GFAE) 

#AN5760-4A Altimeter -| Press. type C-16 (Spec AN-A-30) (Class 05-C) 
(Ret: T.O. 05-30-16, 17, & 18) (GFAE) 

eter - Press. type C-12A (Spec AN-A-30) (Class 05-C) 
(Ref: T.O. 05-30-16, 17 & 18) (GFAE) 

1845X-4-03 Alfimeter -| Press. type AN5760 (KO) (GFAE) AG 
M-3 Control - Rate gyro (Spec 27627) (Class 05-F) (Ref: T.O. 


ANS'760T4A 


05) 490A 4 & -5) (GFAE) 
15300-1F-2-C2 I type M-3 (BX) (GFAE) AG 
#AN5925T6 Indicator - Rate of climb type T-6 (Spec AN-1-33) (Class 05-C) 


(Ref: TJO. 05-20-42) (GFAE) | 

#AN5825-7 Indicator - Rate of climb (Spec MIL-I-7721) (GFAE) 

T16BU8-036 Indicator - Rate of climb type T-6 (RYAM) (GFAE) 

L5 [ erti gyro (Spec 216240) (Class 05-F) (Ref: Т.О. 
05-45DA-14 & 15) (GFAE) 


12401-1B-J1 ert gyro type L5 (BX) (GFAE) 
3V-3 I. Directional gyro (MIL-1-6424) (Ref: T.O. 05-15-48) 
3V-8 tor - [Directional gyro (MIL-1-6424) (Ref: Т.О. 05-15-48) 


(GFAE) 


18520 | - Directional gyro type V-3 (KER) (GFAE) 
AN5730T2B ass - Remote indicating magnetic (GFAE) 
12013-2D-B 


icator - Gyro attitude (PR) (GFAE) 
ШЫР [д 


AN5861-W-2 Indicator -|Air speed pilot static 40-400 knots (Spec 

E -541") (Class 05-C) (GFAE) 
AW2-3/4-16/B16 lr -|Air speed type AN5861-W-2 (UG) (GFAE) 
MS28004-1 In wat -|Temp elec res cyl hd (MIL-I-7112) (GFAE) 
147832 Indicator - Cy] hd temp type MS28004-1 (LEN) (GFAE) 
MS28018-1 Gage |- i press. direct indicating 10 to 75 in. Hg (GFAE) 
AW-2-31-B2 Gage - Man. press. type MS28018-1 (UG) (GFAE) 
E-31 Indicator -|Tach elec single 500-4000 rpm (Spec 21303) 


К: 06-D) (Ref: 05-5Ё-24) (GFAE) 
8DJ43BAE-13 Indicáto = ი. type E-31 (GE) (GFAE) 
MS280009-1 Indicator - Temp elec res single -70 to 150°C (MIL-I-7077) 


147B31A 
MS28010-3 

251 01-A2C-1-B1 
Α-θ 


ae tor -|Temp type M$280009-1 (LEN) (GFAE) 

icatot -|Oil press. 0-200 psi (MIL-I-7078) (GFAE) 

Indic | -|Oil press. type М528010-3 (ECP) (GFAE) 
rque press. 50-400 psi 320° scale (Spec 21340) 

(Class 05-D) (Ref: T.O. 05-55H-1, 05-70D-21 & 

5) (GFAE) 

Indic tot -|Torque type A-9 (ECP) (GFAE) 

Indicator - l flow rate 300-3000 PPH (Spec 21279) (Class 

05-D) (GFAE) 

Indicato 1 flow rate 300-3000 PPH (Spec MIL-I-5751) 

(Class 05-D) (GFAE) 

Indic tor -|Oil level (LI) (Ref: T.O. 05-65AE-3 & -4) 


25001-A6A-1-1A1 
25100-B7A-1-A6 


A-15 


EA100ANH97 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


ας MAJOR ASSEMBLY PILOT'S INSTRUMENT PANEL ASSY (Continued) 
PART NUMBER I 2 8 4 5 6 


, Indicator - ОЦ level (LI) (Use for spares in lieu of part 
Na. Шол) 

Indicator - [Water qty (LI) 

Ind hol - Мїй-ригроге press. 0-50 psi (MIL-I-7085XGFAE) 
Indicator - Press, type MS28010-1 (ECP) (GFAE) 

Indicator - Multi-purpose press. 0-50 psi (MIL-I-7085)(GFAE) 
Clamp - Ас inst 

JG7019A12 СЕНІ - E level inbd (MH) (Ref: Т.О. 05-65AA-24 & 25) 


ЈСТО19А17 Indicator - Lს61 level inbd (MH) (Ref: Т.О, 05-65AA-23 δι 25) 
JG7019A13 Indicator - Fuel level outbd (MH)(Ref: Т.О, 05-65AA-24 & 25) 
JG7019A16 Indicator - {Fuel level outbd (MH)(Ref: Т.О. 05-65AA-24 δι 25) 
AN5771T4B Gage |- Single 1-7/8 dial press. 0-2000 psi hyd 

W101 ΒΑ Switch (HET) 
AN5771T7A a le 1-1/8 dial press. 0-5000 psi hyd ` 
E-6 a -б-6655) (GFAE) 

AN5743T1A /8 in. dial type A-11 (Spec AN-C-99A)(Class 05-A) 
.O, 05-35A-4 ἃ 7) (GFAE) 

A-13A IL-C-6499) 

AN5819T4 Eléc turn & bank (Ref: T.O. 05-20HE-5) (GFAE) 
B4BE Indicator - Turn & bank type AN5819T4 (SCW) (GFAE) 

J-8 Indicator - Attitude (Spec MIL-I-5133) (Ref: T.O. 05-20GF-1 & 


(GFAE) 
110-710127 : tid indicator mtg 
110-710127-10 у indicator mtg 
#652191 Directional gyro vert settable dial non-tumbling 
3-phase 400 cycle type C-5 (Spec 21132-A) (Class 
FC (Ref: Т.О, 05-20HG-5) (GFAE) 
#C-5B Directional gyro vert settable dial non-tumbling 
У 8-phase 400 cycle (Spec MCREXE-42-109) (Class 
C] (Het: T.O. 05-20HG-5) (GFAE) 
- Difectional gyro vert settable dial non-tumbling 
3-phase 400 cycle (Spec MIL-1-5741) (JH) (Class 
C] (Ref: T.O. 05-20HG-5) (GFAE) 
674090 Indicator - ΠῚ gyro type C-5C (SPE) (GFAE) 


Ne ასა ა М2 BO 55 М N NN N) = PO 


а +. — уш 


#C-5C 


AN3021-2 Switch - One ole mtg single pole toggle 

AN3021 -3 S τ -|One hole mtg single pole toggle 

W1700-1/8D Vallv (>. press, ga line purge (Spec 40779) (WTR) (GFAE) 
n 


Course Indicator (GFAE) 
Caurse Indicator (GFAE) 
Course Indicator Type ID-249/A/ARN-14 (BX) (GFAE) 
WID-351/ARN-14 Cqurse Indicator (GFAE) 
/ID-251A/ARN-14 Course Indicator (GFAE) 

ID-14A/ARN-1 Altitude Indicator (GFAE) 

SA-1A/ARN-1 Switch - Alt limit (GFAE) 
ü Indicator - Height (RAY) (GFAE) 
Indicator - [Height (RAY) (GFAE) 
Rheogtat Assy|- Adjustable (MQ) 
AN3157-4 Light Assy |- Press to test indicator (Amber) (For acft 52-5927 
thyu 92-5954, 52-6048 and subsequent, light assys 
betome components of part No. 110-744214-30 ἃ 
110-754019-70 cable assys) 
AN3157-4 Light|Assy |- Press to test indicator (Amber) 
110-710122-50 Panel Agsy|- Pilots inst 
AN8008D13 Ingulgtor - IV. 

ATTACHIN'! ARTS 

AN365-1032 Nut -|Self locking stl 10-32 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FE & GROUP FUSELAGE ο. 

PILOT’S INSTRUMENT PANEL ASSY (Continued) ON 
NUMBER MAJOR ASSEMBLY PILOT'S INSTRUMENT PANEL ASSY (Continued) ASSEMBLY Га 
PART NUMBER 123 4656 


AN960D10L საათს + Plain AL al light ser No. 10 bolt 
AN520-10-8 | 1 hd mach stl 10-32 x 1/2 in. 


110-710106 Frame Assy -|Inst pilots inst panel 
110-710106-30 Frame Assy -|Inst pilots inst{panel 
ID310/ARN-21 Indicator - Rahge (Class 05-A) (GFAE) 
110-710126-3 Decal - Pilots|inst panel outbd 
110-710126-5 e - eus inst panel inbd 
110-710126-7 ca ilots|inst panel right 
110-710126-11 cal ~ Pilpts| inst panel left 
110-710126-13 Da ~ Pilots|inst panel carb air 


110-710126-15 Decal - Pilots inst panel oil temp 
110-710126-17 Decal - Pilpts|inst panel turn & bank 
110-710126-31 Deca] - სას. inst panel ac elec 


oA NS) N CO с М δῶ = = — 
REEEEREERE> >> 


110-710165 Instrument [nstl + Hot fuel prime (See fig. 35) (Note: Applicable to 


А/С ret 
MS28009~-1 In icdtot - |Temp elec res single -70 to 150°C (MIL-I-7077) 


ofitted with Hot Fuel Prime) All 
(Notet fee ees to A/C retrofitted with hot fuel prime) All 


# Alternate Parts 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098 thru 51-8168 


C-119G 51-2668 thru 51-8030 


C-119G | 51-17365 thru 51-17367 
52-6000 thru 52-6003 


C-119G 51-8031 thru 51-8052 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5921 
92-5924 thru 52-5954 
52-6004 thru 52-9982 


131662 thru 131689 
131690 thru 131719 


51-8030 thru 51-8046 
51-8048 thru 51-8052 
51-8105 thru 51-8106 
51-8114 thru 51-8116 
51-8119 
51-8121 thru 51-8132 
51-8134 
51-8137 thru 51-8141 
51-8144 
51-8152 
51-8154 thru 51-8159 
51-8164 thru 51-8165 


Revised 1 February 1959 1093 


Section II 
Group Assembly Parts List 


FIGURE & [GROUP —— FUSELAGE 
μα MAJOR ASSEMBLY | PILOT'S INSTRUMENT PANEL ASSY (Continued) 


PART NUMBER 


| 


1094 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


USABLE ON 
CODE MODEL DESIGNATION 
K C-119G 
R4Q2 
M C-119G 
N R4Q2 
O C-119G 
P C-119G 
R4Q2 
Q C-119G 
R4Q2 
R C-119G 
5 C-119C 
R4Q2 
T C-119G 
U C-119G 
V C-119G 
R4Q2 


UN | TS | USABLE 
ON 
CODE 


SERIAL NUMBERS 


51-8053 thru 51-8097 
51-17365 and Subsequen 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 and Subsequent 
IK-441 and subsequent 


131662 thru 131719 


51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 

51-8098 thru 51-8143 


51-2717 

51-8004 thru 51-8015 
51-8017 thru 51-8052 
51-8144 thru 51-8168 
51-8053 thru 51-8097 
51-17365 and Subsequen 
IK-441 and Subsequent 
131662 thru 131719 


91-2662 thru 52-5861 
52-6000 thru 52-6027 
131662 thru 131719 


52-5862 thru 52-5954 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5921 
92-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 thru 53-7884 
IK-443 and Subsequent 


51-2662 thru 51-2716 
91-8016 
51-8098 thru 51-8168 


51-2717 

51-1968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 and Subsequent 
131662 thru 131719 
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Figure & LGkoup_ FUSELAGE 


INDEX 
NUMBER 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


ακομη 


MAJOR ASSEMBLY PILOT’S INSTRUMENT PANEL ASSY n; σα 
PART NUMBER 


MODEL DESIGNATION 
C-119G 
C-119G 


C-119G 


C-119G 


C-119G 
C-119G 
R4Q2 


C-119G 


C-119G 


‚51-2662 thru 52-5921 


Section II 
Group Assembly Parts List 


SERIAL NUMBERS 


IK-441 thru IK-442 


ІК-443 and Subsequent 


53-3136 thru 53-3180 
53-8069 thru 53-8105 


52-5922 thru 52-5923 
53-3181 thru 53-7884 
53-8106 and Subsequent 


52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-441 and Subsequent 


52-5924 thru 52-9982 


51-2662 and Subsequent 


51-2662 thru 51-8029 
51-8098 thru 51-8104 
51-8107 thru 51-8113 
51-811" thru 51-8118 
51-8120 thru 51-8133 
51-8135 thru 51-8136 
51-8142 thru 51-8143 
51-8145 thru 51-8151 
51-8153 

51-8160 thru 51-8163 
51-8166 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 thru 53-7884 

53-8131 and Subsequent 
IK-443 and Subsequent 


IK-441 and Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 and Subsequent 


52-5922 thru 52-5923 
53-3181 thru 53-3210 
53-8106 thru 53-8130 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
შა, MAJOR ASSEMBLY PILOT’S INSTRUMENT PANEL ASSY ( [MAJOR ASSEMBLY PILOT'SINSTRUMENT PANEL ASSY (Continued) — — | 


NUMBER 
ხია — jizsuso πα 


MODEL DESIGNATION SERIAL NUMBERS 


საკის ASSEMBLY PILOT'S INSTRUMENT PANEL ASSY (Continued) |Р ITS] USABLE 


C-119G 53-3211 thru 53-7884 
93-8131 thru 53-8156 


IK-443 and subsequent 


51-2662 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-442 


53-8069 thru 53-8156 
IK-441 and Subsequent 


i 51-2668 thru 53-3210 


91-2662 thru 52-5921 
52-5924 thru 52-9982 
53-8069 thru 53-8130 
IK-441 thru IK-442 

131662 thru 131719 


53-7864 thru 53-7884 


51-2662 thru 51-8029 
51-8047 

51-8098 thru 51-8104 
51-8107 thru 51-8113 
51-8117 thru 51-8118 
53-8120 thru 51-8133 
51-8135 thru 51-8136 
51-8142 thru 51-8143 
51-8145 thru 51-8151 
51-8153 

51-8160 thru 51-8163 
51-8166 thru 51-8168 


51-8047 

51-8098 thru 51-8104 
51-8107 thru 51-8113 
91-811" thru 51-8118 
91-8120 thru 51-8133 
51-8135 thru 51-8136 
51-8142 thru 51-8143 
51-8145 thru 51-8151 
51-8153 

51-8159 thru 51-8163 
51-8166 thru 51-8168 
51-8053 thru 51-8097 
91-17365 and Subsequent 
IK-441 and Subsequent 


Ë 51-2662 thru 51-8029 


51-8030 thru 51-8046 
51-8048 thru 51-8052 
51-8105 thru 51-8106 
51-8114 thru 51-8116 
51-8119 


1094B Revised 1 February 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP — FUSELAGE 


M MAJOR ASSEMBLY PILOT’S INSTRUMENT PANEL ASSY (Continued) 
PART NUMBER | 2 3 4 5 6 


UNITS] USABLE 


313 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8121 thru 51-8132 
51-8134 
51-8137 thru 51-8141 
51-8144 
51-8152 
51-8154 thru 51-8159 
51-8164 thru 51-8165 
R4Q2 131662 thru 131719 


* - Acft with quantity апа preste gages for water injection system 


καὶ. Acft without water quantity page for water injection system 
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Figure 314. Oxygen System Installation - Fuselage 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UN I TS] USABLE 
ΝΟΕ [MAJOR ASSEMBLY OXYGEN SYSTEM INSTALLATION - FUSELAGE pea lan 
PART NUMBER | 2 3 4 5 6 


*110-773870 ë 1 stl – Fus (See fig. 35) C 
*110-773803 б Instl - Wheel well sect. (See fig. 317) C 
AN815-5D a C 
*110-773879 Sys! Instl - Front right side panel D 
*110-773872 Буз] Instl - Front right side panel E 
110-773872-50 sy - Front right side panel oxy sys 5/16 OD x .035 
η Ж, р 
110-773805-250 - Front right side panel оху вуз .312 OD х 
00 in. E 
110-773872-30 - Front right side panel oxy sys 5/16 OD x 
.81 in. D 
110-773805-10 \ - Front right side panel oxy sys .312 OD х. 
.00 in. E 
110-773872-70 - Front right side panel oxy sys 5/16 OD х. 
x 103.88 in. D 
110-773805-30 - Front right side panel oxy sys .312 OD x 
„00 in. E 
110-773872-90 - Front right side panel oxy sys 5/16 OD x 
„56 in. D 
110-773805-50 - Front right side panel oxy sys .312 OD x .035 
0 in. E 
110-773872-110 - Front right side panel oxy sys 5/16 OD x .035 
69 in. D 
110-773805-70 - Front right side panel oxy sys .312 OD x .035 


00 in. 

AN815-5D i red tube 

AN815-5D i Flared tube 

AN6041-1 г [Assy - Portable oxy 

AN824-5D ared tube 

AN834-5D d tube bhd & univ ftg 

AN929-5 > seal flared tube ftg 

AN924-5D d tube bhd & univ ftg 
*110-773874 th mat - Spar right side panel 
110-773874-50 - Right side panel oxy sys .312 OD x .035 x 
30.51 in. 
110-773874-30 - Right side pane1 oxy sys .312 OD x .035 x 
.12 in. 


= ка ს πὶ ка სასა сә FR 


Z 
kj 


110-773874-130 .312 OD x .032 x 


110-773807-90 .312 OD x .035 x 


110-773807-130 - Right side panel oxy sys .312 OD x .035 x 
19.50 in. 

110-773807-150 - Right side panel oxy sys .312 OD x .035 x 

36.00 in. 

110-773807-110 ре Assy |- Right side panel oxy sys . 312 OD x .035 x 


AN815-5D Unio ΕἸ 
AN815-5D Union - |Ё1агеа tube 
AN824-5D Tee + Flared tube 
AN929-5 Cap + Press. seal flared tube ftg 
*110-773871 gen System Instl - Front left side panel 
110-773871-30 ხი Assy - Front left side panel oxy sys .312 OD x .035 
x $2.38 in. 
110-773804-330 туре Азѕу |- Front left side panel oxy sys .312 OD x .035 
x 81.19 in. 


Q a QOO0n0U»0 თ თ > ш > > OOOO 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


UN | TS} USABLE 
MAJOR ASSEMBLY OXYGEN SYSTEM INSTALLATION - FUSELAGE (Continued) ON 
PATMMER i 9 uo SCs 


110-773804-350 Tube Assy|- Front left side panel oxy sys „312 OD x .035 

X942187 in, 

110-773804-70 тре Assy - Front left side panel oxy sys .312 OD x .035 
ΧΙ48 150 in. 

110-773804-90 Tube Assy|- Front left side panel oxy sys .312 OD x .035 

x 60,75 in. 

110-773871-90 Tbe Авву|- Front LS panel oxy sys . 312 OD x .049 x 78.25 

in. 

110-773871-50 тё Agsy|- Front left side panel oxy sys .312 OD x .035 

x 51i 19 in. 

110-773871-130 thoa A$sy|- Front LS panel oxy sys .312 OD x .049 x in, 

110-773804-270 Tube Assy|- Front left side panel oxy sys .312 OD x .035 

х |23406 in. 

hioh -| Flared tube 

ion -| Flared tube 

e = Flared tube 

+ Flared tube bhd & univ ftg 

hion -| Flared tube 3/8 bhd & univ 

ee + Flared tube 

ee = Flared tube bhd & univ ftg 

Her tube bhd & univ ftg 

r 


AN815-5D 
AN815-5D 
AN824-5D 
AN924-5D 
AN832-5D 
AN824-5D 
AN834-5D 
AN924-5D 
AN6041-1 
*110-773873 Intl - Spar left side panel | 
110-773873-10 - Left side panel oxy sys .312 OD x .035 x 
in, 
110-773806-70 be Assy; - Left side panel oxy sys .312 OD x .035 x 
35.87 in. ` 
110-773806-110 Tibe A$sy|- Left side panel oxy sys .312 OD x .035 x 
38.0D in. 
AN815-5D Union -| Flared tube 


ας 


ი ლ 


erjAssy - Portable oxy 


o 
F 
© 
5 


QU > A αοωσσσπωωπωμπίω ОШ y 


(donkinhed on Figure 316) 


ο. Ν 
D. MODEL DESIGNATIONS SERIAL NUMBERS 


Α C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
R4Q2 131662 thru 131719 


C-119G 51-8035 thru 51-8052 
R4Q2 131690 thru 131719 


C-119G 51-2662 thru 51-8052 
51-8098 thru 51-8168 
R4Q2 131662 thru 131719 


C-119G 51–2662 thru 51-8052 
51-8098 thru 51-8168 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-2716 
51-7968 thru 51-8003 
51-8016 
51-8098 thru 51-8111 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section IL 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 


UNITS| USABLE 
AUHER MAJOR ASSEMBLY OXYGEN SYSTEM INSTALLATION - FUSELAGE (Continued) ON 


PART NUMBER | 2 3 q 5 6 


314 


MODEL DESIGNA TION SERIAL NUMBERS 


C-119G 518004 thru 51-8015 
51-2717 
51-8017 thru 51-8052 
51-8112 thru 51-8168 
R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8111 


C-119G 51-8030 thru 51-8032 
R4Q2 131662 thru 131719 
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Figure 315. Fuselage Oxygen System Installation 


1100 Revised 15 February 1957 


FIGURE & 
INDEX 


NUMBER 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE OXYGEN SYSTEM INSTL | 
PART NUMBER 1 2 3 ს 5 6 


*110-773870 
*110-773803 
AN815-5D 
*110-773872 
110-773872-50 
110-773872-150 
110-773872-30 
110-773872-70 
110-773872-90 
110-773872-110 
110-773872-130 
AN815-5D 
AN6041-1 
AN834-5D 
AN824-5D 
AN924-5D 
AN929-5 
*110-773874 
110-773874-150 
110-773874-30 
110-773874-210 
110-773874-170 
110-773807-90 
110-773807-130 
110-773807-150 
110-773874-190 
AN815-5D 
AN815-5D 
AN815-5D 
AN824-5D 
AN929-5 
*110-773871 
110-773871-30 
110-773804-330 
110-773804-350 
110-773871-70 
110-773871-90 
110-773871-130 
110-773871-110 
110-773804-270 
AN815-5D 
AN824-5D 
AN924-5D 
AN832-5D 
AN824-5D 
AN834-5D 
AN924-5D 
AN6041-1 
*110-773873 
110-773873-10 
110-773873-50 
110-773873-30 
110-773806-70 
110-773806-110 
AN815-5D 
` AN815-5D 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


stl - Fus (See fig. 35) 


dn System Instl - Front RS 


Un 


A 


y 
y 


FL 
F1 
FL 


Assy 
Assy - Front LS panel oxy sys . 
I Front LS panel oxy sys .312 OD x .035 x 29.88 i 


y 


Assy 


XI 


Front RS oxy sys 5/16 OD x .035 x 33.75 in. 

Front RS oxy sys 5/16 OD x .035 x 19.31 in. 

Front RS oxy sys 5/16 OD x .035 x 79.81 in. 

Front RS oxy sys 5/16 OD x .035 x 103.88 in. 
Front RS oxy sys 5/16 OD x .035 x 24.56 in. 
+ Front RS oxy sys 5/16 OD x .035 x 19.69 in. 
+ Front RS oxy sys 5/16 OD x .035 x 31.19 in. 

red tube 


10 
Rechdrg r Assy - Portable oxy 
red tube bhd & univ ftg 
red tube 


tube bhd & univ ftg 


Press. seal flared tube ftg 


Instl - Spar RS panel 
RS panel oxy sys 5/16 OD x .035 x 25.56 in. 
RS panel oxy sus .312 OD x .035 x 24,12 in, 
RS panel oxy sys 5/16 OD x .035 x 32.62 in. 
RS panel oxy sys 5/16 OD x .035 x 38.19 in. 
RS panel oxy sys .312 OD x .035 x 65.00 in. 
RS panel oxy sys .312 OD x .035 x 19.50 in. 
RS panel oxy sys .312 OD x .035 x 36.00 in. 
RS panel oxy sys 5/16 OD x .035 x 34.25 in. 

red tube 

red tube 

red tube 


Flared tube 
Press. seal flared tube ftg 


Instl - Front LS panel 

Front LS panel oxy sys .312 OD x .035 x 42,38 in 
Front LS panel oxy sys .312 OD x .035 x 20.00 i 
Front LS panel oxy sys .312 OD x .035 x 43.00 i 
Front LS panel oxy sys 

Front LS panel oxy sys 


- Front LS panel oxy sys .312 OD x .035 x 24.00 i 
red tube ` 


Tee 4 Flared tube 


Flared tube bhd & univ ftg 
Flared tube 3/8 bhd & univ 
ared tube 

ared tube bhd & univ ftg 


Flared tube bhd & univ ftg 


εἰ 


Recharger 


Tube|Assy 


Unio 


Sy 


Assy - Portable oxy 
gen System Instl - Spar LS panel 


- Spar LS panel oxy sys .312 OD x .035 x 48, 87 in, 


- Spar LS panel oxy sys .312 OD x .035 x 13,25 in. 


be|A 
түе Assy |- Spar LS panel oxy sys .312 OD x .035 x 40.75 in 
be|Assy |- Spar LS panel oxy sys .312 OD x .035 x 38.00 in 


T ა. Sy |- Spar LS panel oxy sys .312 OD x .035 x 40.00 in. 


- Fláred tube 


Union - |Flared tube 


UNITS | USABLE 


ა–უ_------_--__._._ 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP FUSELAGE 


MAJOR ASSEMBLY FUSELAGE OXYGEN SYSTEM INSTL (Continued) 


тиа поза 


| (с ntinued оп Figure 316) 
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FIGURE & 


ο 
ს MODEL DESIGNATIONS SERIAL NUMBERS 


C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6011 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and subsequent 
IK-441 and subsequent 


C-119G 51-8053 thru 52-5846 
52-6000 thru 52-6027 


C-119G 52-5847 thru 52-5954 
52-6028 and subsequent 


C 
IK-441 and subsequent 
C-119G 51-8053 thru 51-8097 
51-17365 and subsequent 
IK-441 and subsequent 
C-119G 51-17365 thru 51-17367 


52-6000 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and subsequent 
IK-441 and subsequent 


C-119G 51-8053 thru 51-8097 
52-5840 thru 52-5946 
52-6012 thru 52-6027 


C-119G 51-8053 thru 51-8097 
51-17365 thru 53-3203 
53-8069 thru 53-8124 
IK-441 & IK-442 


C-119G 53-3204 thru 53-7884 
53-8125 and subsequent 
IK-443 and subsequent 


C-119G 51-8053 thru 51-8097 
51-17365 and subsequent 
IK-441 and subsequent 


C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 and subsequent 


C-119G 51-8053 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


This Page Left Blank Intentionally 
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Figure 316. Fuselage Oxygen System Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP FUSELAGE 


UN I TS | USABLE 


NUMBER E] 
| 2 3 4 5 6 
*110-773870 Oxygen Бумер stl - Fus (See fig. 35) Ref | All 
AN815-5D ion -| Flared tube 2 All 
*110-773875 Oxygen System Inst] - Rear side panel left NP All 
110-773808 -70 Tube Atay Rear side panel left oxy sys .312 OD x .035 
x47/06 in. 1 #11 
110-773808-90 Tube Assy|- Rear side panel left oxy sys .312 OD x . 035 : 
x|47/06 in. 1 All 
AN824-5D Tee Flared tube 2 All 
AN929-5 Chp - Press. seal flared tube ftg 2 All 
110-773808-290 Tube Assy] - Rear side panel left oxy sys . 312 OD x . 035 
x|33;00 in. | 1 А 
110-113815-30` Тире Assy! - Rear side panel left oxy sys . 312 OD x . 035 
x 20113 in. 1 B 
110-773808-310 Tube Assy|- Rear side panel left oxy sys . 312 OD x .035 
XI 70106 in. 1 G 
110-773808-430 Thibe Assy - Rear side panel left oxy sys .312 OD x . 035 
x/491 81 in. 1 H 
110-773808-450 Tube Assy) - Rear side panel left оху sys . 312 OD x . 035 
х|19{ 19 in. 1 H 
110-773875-10 T bd As$sy - Rear side panel left oxy sys . 312 OD x . 035 
x|23| 75 in. 1 All 
ATTACHING PARTS 
155-5-2-8 Clip|- ο, line sup. (AP) 19 All 
A6236-1023 a, - Angle (TIN) 14 All 
AN815-5D Union -| Flared tube 2 G 
AN815-5D ion - Flared tube 3 H 
*110-773861 Filler Valye Instl - Oxy sys NP All 
110-773864 ხით - xy filler valve access 1 All 
*110-773849 Val Placard Inst! - Oxy sys NP | All 
NAS 442-032-164 Latch - Flush type 1 L 
H5000-032~164 Latch - Oxy filler valve access door 1 M 
AN6024-6 lve - Filler with handle & mtg fl (SV) (Class 03-K) 1 All 
*110-773877 en|System Instl - Top rear NP All 
110-773810-290 the Assy - Top rear oxy sys 5/16 OD x .035 x 42, 19 in. 1 All 
110-773810-310 be Assy - Top rear oxy sys 5/16 OD x . 035 x 53, 10 in. 1 All 
110-773810-330 Tube Assy - Top rear oxy sys 5/16 OD x . 035 x 50.56 in. 1 All 
110-773810-370 be Assy - Top rear oxy sys 5/16 OD x . 035 x 41.31 in. 1 All 
110-773810-390 be Assy - Top rear oxy sys 5/16 OD x . 035 x 32.00 in. 1 A 
110-773877-10 ed Assy - Top rear oxy sys 5/16 OD x . 035 x 38. 38 in. 1 B 
110-773810-410 Tube Assy - Top rear oxy sys 5/16 OD x . 035 x 38.75 in. 1 All 
110-773810-430 Tube Assy - Top rear oxy sys 5/16 OD x . 035 x 9.31 in. 1 N 
110-773810-470 Tube Assy, - Top rear oxy sys 5/16 OD x . 035 x 12,00 in.- 1 P 
AT τι G PARTS 
755-5-2-8 Clip|- Bonded line sup. (AP) 6 All 
AN815-5D Union - Flared tube 2 | Au 
AN824-5D Tee |- ο... tube 1 All 
*110-773872 en|System Inst] - Rear side panel right NP All 
110-773809-350 Tub Assy - Rear side panel right oxy sys . 312 OD x , 035 
x 8. 50 in. 1 E 
110-773876-30 bé Assy - Rear side panel right oxy sys 5/16 OD x .035 
XI 56100 in. 1 F 
110-773809-210 be Assy - Rear side panel right oxy sys . 312 OD x .035 
x 50| 00 in. 1 J 
110-773876-70 Tub Assy| - Rear side panel right oxy sys 5/16 OD x . 035 
| х 10} 69 in. 1 K 
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Section II 


Group Assembly Parts List 


FIGURE & 


INDEX 
NUMBER 


1106 


GROUP FUSELAGE 


MAJOR ASSEMBLY 
PART NUMBER 
110-773876-90 
110-773809-190 
110-773876-110 
110-773809-170 
110-773876-50 
110-773876-10 
AN824-5D 
AN815-5D 
AN815-5D 
AN6041-1 
AN924-5D 
AN832-5D 
*110-773813-1 
*110-773813-2 
110-773813-10 
110-773813-20 
110-773813-30 
110-773813-40 
110-713813-50 
110-773813-70 


AN815-5D 


T.O. 1C-119F-4 


FUSELAGE OXYGEN SYSTEM INSTL (cont 


F 


ot 


LIP -ᾱ > — P> — P> — >ы >ч 
tod 


ed tube 

red tube 

red tube 

Assy - Portable oxy 


ared tube bhd & univ ftg 


red tube 3/8 bhd & univ ftg 


Syste Instl - Center wing sect. 
tem Instl - Center wing sect. 

fy - Center wing sect. oxy sys 
. 91 in. 


- Center wing sect. oxy sys 
in. 

- Center wing sect. oxy sys 
in. 

- Center wing sect. oxy sys 


š B in. 


- Center wing sect. oxy sys 

- Center wing sect. oxy sys 
in. 

red tube 


side panel right oxy sys .312 OD x . 


side panel right oxy sys 5/16 OD х. 


C-119G 51-8016 
51-2662 thru 51-2717 
51-7968 thru 51-8003 
51-8098A thru 51-8168A 


UN | TS] USABLE 


side panel right oxy sys 5/16 OD x. 
side panel right oxy sys . 312 OD x. 


Side panel right oxy sys 5/16 OD x . 


side panel right oxy sys 5/16 OD x. 


cr  .· 


.312 OD x .035 x 
. 312 OD x .035 x 
.312 OD x .035 x 
.312 OD x .035 x 
.312 OD x .035 x 


.312 OD x , 035 x 


MODEL DESIGNATION SERIAL NUMBERS 


51-8004 thru 51-8015 

51-2717 

51-8017 thru 51-8097 

51-17365 & Subse quent 

IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


FiGURE & [ GROUP FUSELAGE 
INDEX | ндо ASSEMBLY FUSELAGE OXYGEN SYSTEM INSTL (Continued) 


NUMBER 
PART NUMBER | 2 3 4 5 6 


316 


UNITS] USABLE 


' USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 


D C-119G 91-8035 thru 51-8097 
52-5840 thru 52-5846 
92-6012 thru 52-6027 


E C-119G 51-2662 thru 52-5846 
92-6012 thru 52-6027 
R4Q2 131662 thru 131719 


F C-119G 51-17365 thru 51-17367 
52-5847 thru 52-5954 
52-6000 thru 52-6011 
52-6028 & Subsequent 
IK-441 & Subsequent 


G C-119G 91-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131689 


H C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

R4Q2 131690 thru 131719 


J C-119G 51-2662 thru 52-5846 
52-6000 thru 52-6027 
R4Q2 131662 thru 131719 


K C-119G 52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


L C-119G 51-8016 
51-2662 thru 51-2716 
51-8098A thru 51-8168A 


M C-119G 51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subse quent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


N C-119G 51-2662 thru 53-8137 
IK-441 thru IK-445 
R4Q2 131662 thru 131719 


Ῥ C-119G 53-3218 thru 53-7884 
53-8138 & Subsequent 
IK-446 & Subsequent 
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Section II 


T.O. 1C-119F-4 


6607 


Figure 317. Wheel Section Oxygen System Installation 
1108 


Т.О. 119F-4/NAVAER 01-115CCB-4 Section Ἡ 
Group Assembly Parts List 


GROUP FUSELAGE 


UN 1TS| USABLE 
rJ 
| 2 3 9 5 6 
Oxygen System Inst! - Wheel well sect. (See fig. 314) Ref | #11 
1 AN6039-5-32. 00 Hpse Assy|- Low press. oxy 1/4 ID x 32, 00 in. 2 АП 
2 110-773803-790 Ἠρβά Assy|- Low press. oxy 1/4 ID x 32.00 in. 2 All 
3 АМ6039-5-32, 00 Hosd Assy|- Low press. oxy 1/4 ID x 32. 00 in. 1 ΑΙ] 
4 789-8 Clip|- Line ups. (AP) 2 All 
5 110-773803-90 Thbe Agsy|- Pilot's оху 5/16 OD x .035 х 17. 25 in. 1 All 
6 110-773803-670 Tube Assy! - Co-pilot's oxy 5/16 OD x .035 x 21. 19 in. 1 All 
7 110-773803-110 Tube A$sy|- Pilot's oxy 5/16 OD x .035 x 17. 38 in. 1 All 
8 110-773803-690 შახი Assy|- Co-pilot's оху 5/16 OD x .035 x 24.31 in. 1 ΑΗ 
9 110-773803-130 Tube Assy|- Pilot's & copilot°s oxy 5/16 OD x . 035 x 23.38 in. 2 * 
110-773803-130 be Assy|- Co-pilot's oxy 5/16 OD x .035 x 23. 38 in. 1 ** 
110-773803-889 Tube Assy|- Pilot's oxy 5/16 OD x . 035 x 32. 25 in. 1 ** 
-10 110-773803-150 Tube Assy|- Pilot's & co-pilot's oxy 5/16 OD x .035 x 23. 81 in. | 2 * 
110-773803-150 Tube Agsy|- Co-pilot's оху 5/16 OD x .035 x 23. 81 in. 1 ** 
110-773803-893 Tube Assy|- Pilot's oxy 5/16 OD x . 035 x 29. 25 in. 1 ** 
110-773803-170 Tube Assy|- Pilot's ἃ co-pilot's oxy 5/16 OD x . 035 x 
12. 12 in. 2 * 
110-773803-170 bd Assy|- Co-pilot's oxy 5/16 OD x .035 x 12. 12 in, 1 ** 
110-773803-894 Tube Agsy|- Pilot's oxy 5/16 OD x .035 x 7. 25 in. 1 ** 
110-773803-190 Tube Agsy|- Pilot's oxy 5/16 OD x .035 x 14.31 in. 1 * 
110-773803-891 Tube Assy! - Pilot's oxy 5/16 OD x .035 x 12.56 in. 1 ** 
110-773803-350 Tub ა. - Co-pilot's oxy 5/16 OD x .035 x 22.06 in 1 ΑΙ] 
110-773803-210 Tube Assy|- Pilot's oxy 5/16 OD x .035 x 5. 87 in. 1 All 
110-773803-370 T A$sy|- Co-pilot's oxy 5/16 OD x .035 x T. 75 in. 1 All 
AN824-5D Tee - Flared tube 4 An 
110-773803-230 тё Assy - Pilot's оху 5/16 OD x .035 x 15. 56 in. 1 All 
110-773803-390 ш Assy|- Co-pilot's оху 5/16 OD x . 035 x 24. 38 in. 1 A11 
110-773803-250 Тире Assy|- Pilot's оху 5/16 OD x .035 x 19.56 in. 1 С 
110-773803-887 τος Agsy|- Pilot's oxy 5/16 OD x .035 x 17. 19 in. 1 D 
110-773803-820 Tube As$sy|- Co-pilot's oxy 5/16 OD x .035 x 18, 31 in. 1 ΑΠ 
110-773803-830 тире by - Co-pilot's oxy 5/16 OD x .035 x 16.00 in. 1 All 
110-773803-270 Tube Assy|- Pilot's оху 5/16 OD x .035 x 23. 69 in. 1 C 
110-773803 -885 Tube Аѕву|- Pilot's оху 5/16 OD x . 035 х 31, 87 іп. 1 р 
110-773803-310 Tube Assy] - Crew chief oxy 5/16 OD x .035 x Т. 75 in. 1 All 
110-773803-840 T ხი Assy|- Pilot's oxy 5/16 OD x .035 х 18. 56 in. 1 All 
110-773803-730 Tube Assy|- Co-pilot's оху 5/16 OD x .035 x 28.00 in. 1 All 
110-7'73803-750 Tube Аѕѕу| - Co-pilot's оху 5/16 OD x . 035 х 10, 25 in. 1 АП 
110-773803-470 Thbe Assy| - Co-pilot's оху 5/16 OD x .035 x 6.31 in. 1 G 
110-773803-883 Tube Assy] - Co-pilot's оху 5/16 OD x .035 x 21.00 in. 1 H 
110-773803-490 Tube ΑΦΑΥΙ - Co-pilot's оху 5/16 OD x.035 x 34. 38 in. 1 All 
110-773803-510 Thbe Assy] - Co-pilot's oxy 5/16 OD x .035 x 20. 15 in. 1 All 
110-773803-530 Tube Assy| - Co-pilot's oxy 5/16 OD x .035 x 11. 62 in. 1 All 
110-773803-870 Tube Assy|- Radio operators оху 5/16 OD x . 035 x 41.00 in. 1 A 
110-773 803-881 Tube Азву|- Radio operators oxy 5/16 OD x . 035 x 32.00 in. 1 B 
110-773803-810 Tube Assy|- Radio operators oxy 5/16 OD x .035 x 69.81 in. 1 All 
ATTACHING PARTS 

755-5-2-8 Clip l- Bonded line sup. (AP) All 
AN815-5D Union - Flared tube All 
AN924-5D Nut + Flared tube & bhd univ ftg All 
Elbow - Flared tube & bhd univ 90° All 
Bra ον Ingtl|- Pilot's oxy sys indicator & ga LH All 
Gage - ow press. oxy (AN6021-1A) (CIC) All 
AN6029-1 Indicator 4 Oxy flow All 
AN823-5D Elbow - Flared tube & pipe thd 45? All 
AN822-5D Elbo Flared tube & pipe thd 90° All 
110-773854 Bracke ους 0XV sys indicator & ga All 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


GROUP FUSELAGE | 


FIGURE & 
0. MAJOR ASSEMBLY WHEEL SECTION OXYGEN SYSTEM INSTL (cont) 
PART NUMBER 


AN365-1032 All 
AN960-10 Plain stl reg ser No. 10 bolt All 
AN520-10-7 m hd mach stl 10-32 x 7/16 in. All 
age Inst] - Co-pilot's oxy sys All 
Oxy flow All 
press, oxy (AN6021-1A) (CIC) All 
y - Pilot's oxy sys LH C 
*110-773828-10 ბა - Pilot's oxy sys LH p 
*110-773829 у - Co-pilot's oxy sys RH ΑΗ 
43A17636 = Oxy tube conn clip attach, E 
110-773866 - Oxy tube conn clip attach. (Use for spares in 
f part No. 43A17636) F 
AN6041-1 Assy ~ Portable oxy All 
AN826-5D ed tube with pipe thd on side All 
АМ823-5р ared tube & pipe {һа 45° (Use оп рагі No. 
110-773828) All 
ÀN822-5D Elbow - Flared tube & pipe thd 90° (Use on part No. 
110-773829) All 
AN6003-4A 1 ΑΙ] 
0-521-306 1 All 
*110-773830 - Crew chief's oxy sys (See fig. 303) NP | All 
110-773803-850 dio operators oxy 5/16 OD х. 035 x 15. 69 in. 1 A 
110-773803-877 dio operators oxy 5/16 OD x . 035 x 10.00 in. 1 B 
AN822-5D 6 J 
AN822-5D 7 K 
AN823-5D 1 B 
AN6003-6A mask to reg 2 All 
AN816-5D d tube & pipe thd 1 All 
0-521-306 pe A-12A (Spec 30470-A) (ARO) 2 All 
AN6029-1 flow 2 All 


1110 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8064 thru 51-8097 ` 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131690 


Revised 15 February 1957 


T.O. 119F-4/NAVAER 01-115CCB-4 Section Ἡ 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

R4Q2 131691 thru 131719 


C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 


* Acft without en 


XX Acft with emey “ი 
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T.O. 1C-119F-4 


Section II 


Regulator Assembly - Oxygen System Crew Chief’s 


Figure 318. 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


UN | TS USABLE 
წ Men MAJOR ASSEMBLY OXYGEN SYSTEM CREW CHIEF'S REGULA TOR ASSY 


PART NUMBER 


110-773830-10 Sy |- Crew chief's oxy sys .312 OD x .035 x 12. 12 in. 
AN822-5D w -|Flared tube & pipe thd 90° 

AN6003-4A Assy |- Oxy mask to reg 

AN823-5D -| Flared tube & pipe thd 45° 

0-521-306 egulator Туре A-12A (Spec 40370-A) (ARO) 

43A 17636 Assy|- Oxy type conn clip attach 

110-773866 Assy|~- Oxy tube conn clip attach (Use for spares in lieu 
of| part No. 43A17636) 

AN6029-1 icator - flow 

CHING PARTS 

AN526-632-10 Screw - Washer hd stl 6-32 x 5/8 in. 


*110-773830 λον ] Crew chief's oxy sys (See fig. 317) 


USABLE oh 
CODE MODEL DESIGNATION SERIAL NUMBERS 


A C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131690 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
131691 thru 131719 
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T.O. 1C-119F-4 


Section II 


—- “©: 


ს 


Fuselage Furnishing Installation 


Figure 319. 
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Section Ἡ 
Group Assembly Parts List 


FIGURE გ [GROUP FUSELAGE UN I TS| USABLE 

PER | ON 
NUMBER [MAJOR ASSEMBLY FUSELAGE FURNISHING INSTL one 
PART NUMBER 123456 


*110-770000 
*110-711200-1 
*110-771200-2 
*110-771151 
*110-771151-10 
*110-772170 
*110-771121 
*110-771225-1 
*110-771225-2 
51H3977-1 
51H3977-1 
5003770 
5003770 


Т.О. 1C-119F-4 


Fus (See fig. 35) 
Pilot’s & co-pilot's LH (See fig. 322) 
Pilot’s & co-pilot’s RH (See fig. 322) 


afety type B-18 (Boyt Harness Co) (GFAE) 
Shoulder safety type G-1 (Spec MIL-H-5364) (GF AE 
Safety shoulder type G-1 (Spec MIL-H-5364) 

& STBM) (GFAE) 


72566 
74461 


- Seat bottom (WSF) 

- Seat back (WSF) 

t Assy - Pilot & co-pilot seat LH (WSF) 

t Assy - Pilot & co-pilot seat RH (WSF) 

t Assy - Pilot & co-pilot seat RH (WSF) 

t Assy - Pilot & co-pilot seat RH (WSF) 

st - Seat assy (WSF) 

- Pilot seal fore & aft (Use on part No. 110- 


72498 ` 
72497 
726241, 
741881, 
726246 
741886. 
72499 
71923 


T2277 


71999 


72000 


AN365-1032 
AN960D10 
AN3-13A 
NAS43-3-47 
NAS43-3-46 
NAS43-3-44 rew & bolt stl 5/16 OD x .049 x 44/64 in. 
*110-771102 Nav & radio operator’s 
131-500 Nav & radio operator's (TUEN) 
110-771104-10 
110-771105 
110-771105-5 
NAS43DD3-47 


#44G5437 sy + Lap safety type B-14 (AERC) (GFAE) 


#51H3977-1 
*110-773413 
AN8011-1 
*110-773408 
*110-771421 

39D3922 
*110-772307 
*127-772107 

9-196-650 
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Τη, 


Check List |In | 
Hdlddr Ass - Airplane check list 


Ki 


it 
it 


Lap safety type B-18 (BAAC) (GFAE) 
se Assy ἃ Inst] - Furn 

ht report holder & map 

tl - Furn (See fig. 326) 

LI - Furn 


nstl - Emer accomodations cockpit 
nstl - Emer accomodations cockpit 


Firstlaid aeronautic (Procured from Medical Corps) 


( 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-772110 
*110-772110-10 
13X1350 
#13X1462 
#A20-0-51 
AN6045-147 


13X13261 


110-772110-5 
13X1325 
*110-772501 
110-772501-10 
110-772501 -3 
110-772505 
110-772506 
110-772510 
*110-710090 
АМ5766-3 
CB2100-3 


AN515DD6-12 
AN365D632 


110-710118 
110-710076 
*110-771193-1 
*110-771193-2 
18-710221 


78-710221 


*110-820004 
110-820004-10 
8B798307-1 

#50D7571 

#SP4012 
110-820020 

*110-771219 

*110-710081 

#1592 


#А261В 


*110-820005-1 
*110-820005-2 
44022201 


44022201 


44824627 


1116 


T.O, 


Brac 
Brac 
Mou 
Cove 
M 


Compas 


1C-119F-4/NAVAER 01-115CCB-4 


MAJOR ASSEMBLY FUSELAGE FURNISHING INSTL (cont წის 
PART NUMBER | 2345 6 


r Instl - Cockpit portable fire 
г Instl - Cockpit portable fire 


г - Fire type A-20 (ALF) 


charge & bkt) 


13X1462 
ү (Made from ALF part No. 13X1325) 
et|- Fire ext type A-20 (ALF) 


t Inst} - Furn type ANM8 pistol 


Τ & Plug Assy - Furn pistol mt 
punt (Made from GFAE part type M-1) 
[ -|Furn type ANM8 pistol 

t + Furn type АММ8 pistol 


Spacer + Furn type ANMG pistol 


$ Inst! - Pilot's standby 
ass -|Pilot's standby magnetic (GF AE) 
p -|Pilot's standby magnetic (API) (GFAE) 
TS 
Rd hd Alal mach 6-32 x 3/4 in. 
II locking Al al 6-32 


tie down ring stowage 
Tie down 10,000 Ib 


argo type C-2 (BZD) (GFAE) 

pec equip. canopy 

Furn nav window (See fig. 322) 
ee air temp 


94-21328B) (RST) (Class 05-D) (GF AE) 
328B) (OIT) (Class 05-D) (GFAE) 


- Cockpit special equip. portable oxy LH 
ips - Cockpit special equip. portable oxy RH 


820005 -1) 


820005-2) 


820005-1) 


r - Fire type A-20 (Spec MIL-E-5220) (ALF) 
დ. – Fire type A-20 (Spec MIL-E-5220) (ALF) 


r - Fire carbon dioxide portable (Spec MIL-E- 
r Assy - Fire type A-20 (ALF) (Complete with 


se for spares in lieu of ALF part No. 13X1350 & 


Assy 
- Έα go type 0-2 (Ohio Hoist & Mfg. Co) (CI ΑΕ) 


er - Bimetal direct reading type C-13B (Spec 


er - Bimetal direct reading type C-13B (Spec 


&|Regulator Assy - Low press. diluter demand oxy 
portable type A-1 (Spec 41057) (Use on part No. 110- 


& Regulator Assy - Low press. diluter demand оху 
portable type A-1 (Spec 41057) (Use on part No. 110- 


Assy - Portable oxy cyl (Use on part No. 110- 


UN I TS} USABLE 
ON 
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319 44B24627 
-44 78-313318 
-45 AN365-1032 


NAS43-3-77 
AN4-15A 


PART NUMBER 


#Alternate Parts 
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T.O. 1C-119F-4 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FURNISHING INSTL (cont) 


Assy - Portable oxy cyl (Use оп part Νο. 110- 


5-2) 


ing stl 10-32 
& bolt stl 5/16 OD x . 049 x 1-13/64 in. 


10-32 x 1-21/32 in. 


ed on fig. 320 and 321) 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


R4Q2 


R4Q2 
C-119G 
R4Q2 


C-119G 


Section II 
Group Assembly Parts List 


UNITS} USABLE 


IK-441 & Subsequent 


51-2662 & Subse quent 
IK-441 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 δι Subse quent 
IK-441 & Subsequent 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 


51-2717 
51-7968 thru 51-8015 
51-8017 & Subsequent 
IK-441 δι Subsequent 

131662 thru 131719 


51-2662 thru 51-8064 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


131662 thru 131719 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 & Subse quent 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1118 


T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q-2 


C-119G 


C-119F 


C-119G 


51-8053 and Subsequent 
131662 thru 131719 


IK-441 and Subsequent 


51-2717 

51-7968 thru 51-8015 
51-8017 thru 51-8052 
51-8098A thru 51-8168A 
51-8053 and Subsequent 
IK-441 and Subsequent 
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Figure 320. Fuselage Furnishing Installation 
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Section II T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure & [6800Ρ FUSELAGE 


USABLE 
ი ed from figure 319) 
*110-770000 Inst] - Fus (See fig. 35) All 
*110-772305 Inst] - Emer accommodations first aid kits All 
9-196-650 უოლ (GFAE) 4 АП 
*78-770167L stl + Flap push pull rod LH NP | All 
*78-770167R stl + Flap push pull rod RH NP | All 
78-770165L აი [Assy - Flap push pull rod LH 1 | All 
78-770165R Boot |Assy + Flap push pull rod RH 1 | All 
ATTACHING PARTS 
AN526-6-8 Screw -|Truss hd st] 6-40 x 1/2 in. 8 | All 
*110-772177 Cylinder Inst1|- Portable fire ext type A-20 aft cargo sect NP B 
13X1350 Extinguisher - Fire type A-20 (ALF) 1 C 
#13X1462 Extinguisher - Fire type A-20 (ALF) 1 D 
# 13X1466 Extinguisher - Fire type A-20 (ALF) 1 D 
13X13 261 Eating her Assy - Fire type A-20 (ALF) (Complete with 
თხა e & bracket) 1 ** 
жж NOTE: 86 for spares in lieu of ALF part No. 13X1350, 
3X1462 & 13X1466 
* 127-772103 Cylinder Ιπβ|-- Fire ext LH NP Α 
870317 E არნო hdr - Fire (WK) 1 A 
AN6045-147 Extinguisher Assy - Fire carbon dioxide portable 1 A 
923741 Bracket |- Fire ext (WK) 1 A 
800275 Bracket – Fire ext (WK) 1 A 
800784 Charge + Fire ext (WK) 1 A 
*110-310032 Anchor Fitting Assy & Instl - Fus hook attach, block & tackle NP | All 
110-31003 2-30 Anchor Fitting Assy - Fus hook attach. block & tackle 1 All 
ATTACHIN dass 
AN4-12A Bolt + Acft 8L1 1/4-28 x 1-9/32 in. All 
AN12-14 Balt + Acft (811 3/4-16 x 1-21/32 in. ΑΙ] 
78-313355 Clevi Red hook attach. block & tackle All 
ATTAC HA TS 
AN310-6 p -|Castle stl 3/8-24 ' All 
AN960-616 Washer [ Plain stl reg ser 3/8 in. bolt 


AN6-30 Balt + Acft stl 3/8-24 x 3-5/64 in. 


78-313360 


Eyebolt + Block & tackle anchor 


AN310-8 
AN960-816 


Washer + Plain stl reg ser 1/2 in. bolt 


110-313369-21 
*110-790017 
*110-772005 
110-772006 
*110-772112 
131X1350 


Anti-exposure suit 
Anti-exposure suit (Made from part No. 48A3606) 
Cy lin np tl - Portable fire ext cockpit 


igher - Fire type A20 (Spec MIL-E5220) (ALF) 
isher - Fire type A20 (Spec MIL-E5220) (ALF) 
Extinguisher - Fire type A20 (ALF) 

Ж her - Fire {уре А20 (Spec MIL-E5220) (ALF) 
(Complete with charge & bracket) 
**NOTE: May be used for spares in lieu of ALF part 
No. 13X1350, 13X1462 & 13X1466 
Cylin er|Instl - Fire ext emer equip. 


13X13261 


*127-772102 


ო” Revised 1 October 1958 


FIGURE ἆ 
INDEX 


NUMBER 


AN6045-147 
*127-772104 
870317 
923741 
800275 
800784 
*110-820029 
110-820025-1 
110-820025-2 
110-820023-1 
110-820023-2 
110-820027-1 
110-820027-2 
110-820022 
*110-770019 


ή Alternate Parts 
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T.O. 119F-4/NAVAER 01-115CCB-4 


Section H 


Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY FUSELAGE FURNISHINGS INSTL (Cont 
part swaer Jie sase o O 


ing bhdr Assy - Fire carbon dioxide portable 


Cylinder Instl|- Fire ext RH 


Cl 


bth C dver 


D 


eee - Fire (WK) 
ire ext (WK) 
- Fire ext (WK) 
35 ext (WK) 

stl - Spec equip. 
Ti ο... + Spec equip. LH 
Ti he | Spec equip. RH 
Wing |Cover ~- Оша panel spec equip. LH 
Wing |Cover - Outbd panel spec equip. RH 
Cloth ή Assy - CWS spec equip. LH 
Cloth) Cqver Assy - CWS spec equip. RH 
Caver Assy - Elev & stab. spec equip. 
λος ia/Instl - Furn (See fig. 321A) 


(Cpntinupa on figure 321) 


MODEL DESIGNATION. SERIAL NUMBERS 


R4Q2 131662 thru 131719 


C-119G 51-2662 & Subsequent 


IK-441 & Subsequent 


C-119G 51-8016 
51-2662 thru 51-2716 
51-8098 thru 51-8168 
C-119G 51-2717 

51-7968 thru 51-8015 
51-801" thru 51-8097 
91-17365 & Subsequent 
IK-441 & Subsequent 


UN | TS] USABLE 


cT Zee gn 


1121 


Section II T.O. 1C-119F-4 


DUST EXCLUDER. 
STORAGE BAG >, 
+ 


Figure 321. Fuselage Furnishing Installation 


1122 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 
PART NUMBER 


*110-770000 
*110-770010 
44D9467 
43G1953-8A 
43A1951 
*110-771425 
78-8 20090 - 10 
78-8 20090-20 
SP4015 
*78-773710L 
*78-773710R 
110-773858-1 
110-773858-2 
110-773857 
*105-771614 
105-771614-10 
78-770132-10 
78-770132-20 
78-770132-20 
*78-770197L 
*'18-110191В 
4509134 
110-820036 
110-820058-31 
110-820058-11 
*110-820052 
110-820050-31 
110-820050-51 
110-820050-11 
110-820050-41 


78-820060-10 
8-820060 - 20 
*110-310036 
*110-310052 
78-311710 
78-311710-10 
78-311710-30 
18-311710-50 


110-310039 
110-310039 


AN365-1032 
AN365-1032 
FS1470-3 
AN960- 10 
AN42-6A 
AN42-6A 
FS105S78-. 13 


2600-12 
*110-771434 
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T.O. 1C-119F-4 


Section H 


Group Assembly Parts List 


GROUP FUSELAGE 


FUSELAGE FURNISHING INSTL 
| 2 3 4 5 6 


(Contin ed from fig. 319 & 320) 


ing Instl|- Fus (See fig. 35) 
p is & Cast Inst] - Furn 
ontainer Assy - Litter strap stow. 

Strap Assy - Litter webbing inbd 
Belt| Assy |- Litter webbing floor 
Stowage Instl| - Maintenance ladder 
Ladder Assy - Maint 

pe er|Assy - Maint 


Down |- 5000 Ib cargo (Eastern Rotorcraft Corp.) 
ainer Instl - Fus equip. stow. 
iner Instl - Fus equip. stow. 
iner |Assy - Fus stow. 
ερ Assy - Fus stow. 

r + Fus stow. container 
- Front ent door blackout 


Spec equip. eng 
Spec equip. eng upper (@) 
Spec equip. eng lower (@) 


- Spec equip. eng (@) 

- Spec equip. eng 

- Spec equip. eng (6) 

- Spec equip. eng 

: II all subject parts are used together as noted 


ssy - 
ssy - 


Cargo loading (See fig. 327) 
Cargo loading (See fig. 327) 


- Ent ladder stow. 
- Ent ladder stow. 


10-32 x 21/32 in. (For 3/16 in. pin) 
10-32 x 21/32 in. (For 3/16 in. pin) 


) 
Emerg ΠΟΥ͂ Flashlight Instl - Fus equip. 


თ >> 


ΩΩ QOQOUuWOuOUu шоч ZERA 


UN | TS] USABLE 


ке а 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE UNI TS| USABLE 
με, поза 
Instl - Astrodome hatch emer equip. G 
g Instl - Front entrance door emer equip. G 
ight Instl - Escape hatch emer equip. G 
las шм Instl - Paratroop door emer equip. G 
| ae light Type K-2 (Lennan Lights Inc) (For spare repl 
| use part Νο. 331869-35) G 
331869-35 Flasnlight - Type No. 1 (Spec MIL-F-17004A) ** 
“NOT : Use for spare repl for type K-2 
*213-770037 Stow gel Instl|- Dust excluder FOD 
110-820015 | Bag Assy + Dust excluder stow. FOD 
110-820016 | | Channel Assy - Dust excluder stow. FOD 
*213-770070 Stowagel Instl|- Anchor cable FOD 
18-310308 | Strap - Anchor cable stow. FOD 
213-730062-31 | Gharg a -|Hood act. LH FOD 
213-730062-41 | Guard Assy - Нооаасі. LH FOD 
213-730062-32 | Guard Assy -|Hood act. RH FOD 
213-730062-42 Guard pe - Hood act. RH FOD 
NAS1088-1A-5 sbs: -|Safety FOD 
A413 |> p Pin AVDE) FOD 
213-770075 Cover Instl - Flight operable door LS FOD 
213-770074-11 Cover Assy - Flight operable door LS FOD 
213-770074-31 Cover Assy - Flight operable door LS FOD 
* 110-800047 5ძსიში per Instl - Cargo compt ceiling sta 409 to 549 (See 
fig. 92 All 
*110-800062 Sduntip oofing Instl - Cargo compt ceiling sta 106 to 409 (See 
fig. 828) | ΑΗ 
-21 {*110-800100 SQundpr| τ Instl - Cargo compt LH sta 409 to 549 (See fig.329 All 
-22 110-800070 Squndpr Wa Instl - Cargo compt LH sta 106 to 409 (See fig.329) АП 
-23 110-800090 Sduniipr ΤΙ Instl - Cargo compt ΒΗ side sta 409 to 549 (See 
fi 3 All 
-24 110-800080 Squn proofing Instl - Cargo compt RH side & lavatory sta 74.5 
to 409 (See fig. 330) Al 
110-774108 SQundprpoofing Instl - Cockpit floor sta 5. 00 to 106 (See fig. 331) All 
-26 110-774109 S id ofing Insti - Cockpit ceiling (See fig. 332) All 
-27 110-774107 Sdundproofing Instl - Cockpit LH side (See fig. 332) All 
-28 110-774106 Soundpr თრი Instl - Cockpit RH side (See fig. 332) All 
-29 110-800110-1 Squn „ . Instl – Cargo door LH (See fig. 329) АП 
-30 110-800110-2 Squndproofing Inst - Cargo door RH (See fig. 330) All 
-31 110-800027 Squndpri orina Instl - Lavatory compt (See fig. 330) All 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-8016 
51-2662 thru 51-2716 
51-8098 thru 51-8168 
51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


1124 Revised 15 May 1957 


T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


Figure 4 [GROUP FUSELAGE UN | TS| USABLE 

INDEX PER ON 

NUMBER MAYOR ASSEMBLY FUSELAGE FURNISHING INSTL (Cont) | ASSY.| CODE 
PART NUMBER I 2 3 4 5 6 


321 
MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131689 


C-119G 52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 


52-5847 thru 52-5888 
52-6028 thru 52-6035 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
IK-443 & Subsequent 


52-5889 thru 52-5954 
52-6036 thru 53-7839 
53-8069 thru 53-8144 
IK-441 thru IK-449 


53-7840 thru 53-7884 
53-8145 thru 53-8156 
IK-450 & Subsequent 


52-5922 thru 52-5923 
53-3166 thru 53-7859 
IK-443 & Subsequent 
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STA. 519 
P 


STA. 106 


D 


0 


Ф 


Y 


DIST.» LOAD 
C LES 


SEE TABLE ΝΟ. | 
SEE TABLE NO. 2 


530.50 
495. 50 
460. 50 
425.60 
389. 20 
354.0 
318.0 
283.0 
247.2 


215.0 
178.0 
143.0 
115.5 


ლთ ა |е | eri — |с 2. I x= = ° ο 


TABLE NO. 2 


Figure 321A. Furnishing Decalcomania Installation 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


We [MAJOR ASSEMBLY FURNISHINGS DECALCOMANIA INSTL 


UN! TS] USABLE 


CODE 

PART NUMBER 
321A *110-770019 Decalcomania|Ingtl - Furn (See fig. 320) Ref | #11 
- 1 110-770019-73 "იძი - [Load 1 | All 
- 2 110-770019-5 | Decal - [Load 1 All 
- 3 110-770019-7 Ρόσα] - Load 1 | An 
- 4 110-770019-11 068081 - [Load 1 {АП 
- 5 110-770019-13 Décal - [Load 1 | An 
110-770019-14 Decal - Load 1 [АП 
- 6 110-770019-15 рёса] - Load 1 | Al 
xU 110-770019-17 06081 - Load 1.) #11 
110-770019-18 ‘Decal - [Load 1 | #11 
- 8 110-770019-23 | Decal - Load 1 | AL 
- 9 110-770019-25 | Decal - Load 1 | #11 
110-770019-26 |рёса] - Load 1 | All 
-10 110-770019-27 реса] - Load 1 | All 
-11 110-770019-31 р cal - Lo 1 | All 
110-770019-32 Daca] - a 1 | All 
-12 110-770019-33 реса] - Load 1 | Au 
-13 110-770019-35 Ρόσα] - Load 1 | #11 
110-770019-36 Decal - Loi 1 | All 
-14 110-770019-37 'იძიმ! - Load 1 | Au 
-15 110-770019-41 Decal - Lola 1 | 411 
110-770019-42 Decal - Loàd 1 | Au 
| -16 110-770019-43 Decal - Load 1 | All 
| -- 110-770019-45 Decal - (1 1 [АП 
110-770019-46 Deca] - Load | 1 | All 
-18 110-770019-47 р p - Loád 1 [АП 
-19 110-770019-51 Decal - Load 1 | Au 
110-770019-52 Deca] - Load 1 | A 
-20 110-770019-53 D ἐς - ში. 1 | All 
-21 110-770019-55 D l ош 1 [АП 
110-770019-56 ‘Decal - [o d 1 | 411 
-22 110-770019-57 Decal - Load 1 | #11 
-23 110-770019-61 Decal - Load 1 | All 
110-770019-62 Реса] - Lo 1 | All 
-24 110-770019-63 ;Ddcal] - Load 1 |AH 
-25 110-770019-65 реса] - Load 1 | All 
110-770019-66 Decal - το d 1 | All 
-26 110-770019-67 Decal - Load 1 | All 
-27 110-770019-72 09021 - Load 1 | #11 
110-770019-71 Decal - Load 1 | All 

Í 
| 
1 
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Section II 


T.O. 1C-119F-4 


Cockpit Furnishing Curtain Installation 


Figure 322. 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLY | COCKPIT FURNISHINGS CURTAIN INSTL 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER 


*110-771200-1 Chrtain| Ingtl | Bilot’s ἕν co-pilot's furn LH (See fig. 319) 

*110-771200-2 ChrtainIn$t] + Bilot's ἕν co-pilot’s furn RH (See fig. 319) 

110-771201-1 Curtain Agsy |- Pilot’s fwd 1 
110-771201-2 Curtain Assy |- Co-pilot’s fwd 1 
110-771215-1 Curthin| Assy l- Pilot's aft 1 
110-771215-2 Curtain] Adsy |- Co-pilot's aft 1 
110-771205-5 Rod - Hilot’s |& co-pilot’s short curtain fwd 1 
110-771203-5 Rod ilof’s & co-pilot's long curtain fwd 1 
110-771207-5 Rod ilol's & co-pilot’s long curtain aft 1 
110-771206-5 кра ilol's|curtain short aft LH 1 
110-771206-6 Rod O-pildt’s curtain short aft RH 1 
110-771209-1 Bracket ~ Pilpt’s curtain fwd LH 1 
110-771209-2 Bracket - Co+pilot’s curtain fwd RH 1 
110-771213-1 Bracket Assy) - Pilot's curtain fwd LH 1 
110-771213-2 Bracke aloy - Co-pilot's curtain fwd ΒΗ: 1 
110-771210-1 Bracket - прыв curtain aft LH 1 
110-771210-2 Bracket - Cotpilot’s curtain aft RH 1 
110-771211-1 Bradket Assy; - Pilots curtain aft LH 1 
110-771211-2 Bradke Sy| - Colpilot's curtain aft RH 1 
110-771212-1 Bracket - Pilpt's curtain aft 1 
110-771212-2 | Bradket - Cotpilot’s curtain aft 1 

*110-771219 Curtain Instl Assy - Furn nav window (See fig. 319) Ref 
110-771219-10 rtain Assy|- Nav window fwd 1 
110-771219-30 | ata Agsy - Nav window aft 1 
110-771219-3 Rod avicurtain upper 1 
110-771219-5 Rod L Navicurtain lower 1 


1128 


Section IL 
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I 
6612 x 
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Figure 323. Lavatory Equipment Installation 


Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


1130 


GROUP FUSELAGE 


MAJOR ASSEMBLY 


T.O. 1C-119F-4 


LAVATORY EQUIPMENT INSTL 


PART NUMBER | 2 3 4 5 6 


*110-771151 
*110-771151-10 
#ST2011 
#5Т2010 

18-110006 

1048 

1283 

1443 

1206 

110-771151-30 

1192 

110-771242 
*110-771169 

2103 

AT301 

AT302 

1296 
*110-771168 

110-771168-5 


C510 

49160 
49166-21 
110-771168-7 


CS10 
49160 


110-771168-11 
C810 


AN8019-1 
110-771168-13 


C810 


41A9177 
*110-771221 
110-771137 


AN364-1032 
AN227-22L 


#Alternate Parts 


Lavatory Equip 
Lavatory Equipment Insti 


ATTACHING PA 
Sẹlf locking stl 10-32 
Fastener 4 Snap & curtain (Stud) 


Jug - Wate 
Wate 


Dispenser 
Holder 
Urinal ( 
Toilet Ass 
Toilet Ass 
Bucket 
Plate Assy 
uit Assy 
Basin A 


Holder 
Drain Instl 


Cover 
Cover 


Nut 


qL) 


Containg 
Tanki- Water (ATAR) 


ი. Instl (See fig. 319) 
(See fig. 319) 
(IFC) 
(IFC) 
ater jug (Made from AP part No. 2600-4) 
chp (WKL) 
г (WKL) 


- Chemical (WKL) 

- Chemical (Made from WKL part Νο. 1206) 
Toilet chemical (WKL) 

- Toilet assy mounting 

Lavatory equip. wash 


Bsy - Wash (WKL) 
ir 


Waste paper (ATAR) 


Towel (SI) 
ink & urinal 
.50 OD x . 375 ID x 58, 00 in. 


=f 
о 

we 
Е 

H 

84 
сл 
о 
о 
о 
x 

со 
-1 
თ 
κ 

= 
т 
ლ 
© 
ο 
P 


's relief tube 


Venturi] Adsy - Flyer's relief tube 
stl - 


Lavatory compt elec wires 
- Lavatory compt elec wires 
TS 


Ss 


MODEL DESIGNATION SERIAL NUMBERS 


R4Q2 131662 thru 131719 
C-119G 51-2662 thru 52-5921 
52-5924 thru 52-9982 
ІК -441 thru IK-442 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-8063 


51-8098A thru 51-8168A 
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UN | TS| USABLE 


ON 
CODE 

Ref C 
Ref D 
2 All 
2 All 
4 All 
1 All 
1 All 
1 All 
1 C 
1 D 
1 АП 
3 D 
NP Α 
1 Α 
1 Α 
1 Α 
1 Α 
NP | All 
1 Α 
2 А 
2 А 
1 А 
1 Β 
2 B 
2 B 
1 B 
2 B 
1 B 
1 F 
2 F 
1 АП 
МР Е 
1 E 
9 E 
9 E 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


U 


FIGURE & | GROUP FUSELAGE 


სა [MAJOR ASSEMBLY LAVATORY EQUIPMENT INSTL 
PART NUMBER I 2 34 5 6 


UNITS} USABLE 
ON 
CODE 


323 | 
USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
C (сол) C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6023 
R4Q2 131662 thru 131719 
D C-119G 51-8064 thru 51-8097 


52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


E C-119G 51-2662 thru 51-8097 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

R4Q2 131662 thru 131719 


F C-119G 52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 
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Section H 


Heater Fire Extinguisher Cylinder and Lines Installation 


Figure 324. 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 
MAJOR ASSEMBLYHEATER FIRE EXTINGUISHER CYLINDER & LINES INSTL 
PART NUMBER | | 


*110-772170 

AN815-16D 

390A16D50. 00 | 
390A16D45.00 lose 
110-772170-30 
110-772170-10 
110-772170-50 


FIGURE ἆ 
INDEX 


UN ITS | USABLE 
ON 
NUMBER 


Line Instl - Heater fire ext (See fig. 319) 
laréd tube 
е - High press. swivel сопп (AQ) 
Assy - High press. swivel conn (AQ) 
be Assy - Heater fire ext 1/4 OD x .035 x 43. 25 in. 
Abs] н 
А 


sy – Heater fire ext 1/4 OD x . 035 х 37.13 in. 
[59 - Heater fire ext 1/4 OD x . 035 x 70. 88 in. 
ву| - Heater fire ext 1/4 OD x .035 x 66. 75 in. 


110-772170-70 be A 

110-772170-90 be Assy - Heater fire ext 1/4 OD x . 035 х 65. 75 in. 
AN815-4D tbid ite d tube 

110-772170-110 bé Assy - Heater fire ext 1/4 OD x . 035 x 66. 00 in. 
110-772170-130 АБву - Heater fire ext 1/4 OD x .035 x 65. 69 in. 


110-772170-150 
AN822-4D 
966129 
AN816-4D 
AN816-4D 
966090 

981575 


Heater fire ext 1/4 OD x . 035 x 70, 13 in. 


ты] 
ae Assy - 
bow ir red tube & pipe thd 90? 
Solenoid ( x 
ode - ed tube & pipe thd 

ipple - Flared tube & pipe thd 

te AN tor (WK) 
суп а 1 46 cu in, nonshatterable 1 in. flood valve rigid 


8 one winter charge (WK) 
аат Т - Outbd discharge (WK) 
ун m De а 


_–_.––იი ს ად... 


8 
c 


m 


922315 
800495 
24429 
17919 
17917 


=ч 


ζω 


rge Indicator - Yellow (WK) 
r bis - Yellow (WK) 


isc - Red (WK) 


Indicat 

I аа, r 
t თ. ing (WK) 

L |" MODEL DESIGNATION SERIAL NUMBERS 
E 


со N) е DO t> 


ο 


Α C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8111А 


C-119G 51-2668 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & up 


131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3149 
53-8069 thru 53-8081 
IK-441 thru IK-442 


R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
| А 53-3160 thru 53-7884 
| 53-8082 thru 53-8156 
IK-443 & Subsequent 
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T.O. 119F-4/NAVAER 01-115CCB-4 


1134 


AUX ACCESS COMP 
POWER PLANT DOME LITES 


6614 


Figure 325. Cockpit Furnishings Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP FUSELAGE 
INDEX [yor ASSEMBLY COCKPIT FURNISHINGS INSTL 


UN | TS] USABLE 


PART NUMBER 


*110-771121 
110-771113 
110-771197 


- Cockpit aft (See fig. 319) 
- Crew chief's seat 
ew chief's 


AN310-4 
AN960D416 
AN24-20 
AN24-34 


ft castle stl 1/4-28 
shkr L Plaih Al al reg ser 1/4 in. bolt 
Balt I. stl 1/4-28 x 1-9/32 in. 

| evis $t1 1/4-28 x 2-5/32 in. 


110-771111-21 
110-771197-10 
110-771197-30 


Crew chief's seat 
Frame Assy - Crew chief's seat 

Frame due - Crew chief's seat (Use for spares in lieu of 

o. 110-771197-10) 

Belt 4 Lap batbty type B-14 (Spec 94-3201) (Class 03-Е) (GFAE) 
Belt + Lap safety type B-18 (Boyt Harness Co., Des Moines, 
Iowa)|(GFAE) 

Cable ud - Crew chief's safety belt ext (See fig. 390) 


44G5437 
51H3977-1 


110-771252-1 


*110-771153 Back Rest Assy & Inst] - Crew chief's seat 
110-771152 Cao ѕБу - Crew chief's back rest 
110-771153-10 F ο Assy - Crew chief's back rest 
110-771108 Brace Assy - Pray chief's seat 


*110-771112-10 
*110-771112-90 


Support Assy & Inst] - Crew chief's seat 

Support Assy & Inst] - Crew chief's seat (Use for spares in lieu 

i No 110-771112-10) 

του chief's seat sup. 

Panel - Créw chief's seat sup. (Use for spares in lieu of part 
Να. 110-771120-5) 

Ter 


110-771120-5 
110-771120-15 


110-771192 inal Strap - Crew chief's safety belt 

110-771191 Fitting – Сте» chief's safety belt 
*110-771115-1 Panel Cni cable guard 

78-770043 ο. -|Emer axe handle 

18-110044 | Sheath -|Emer axe head 

110-771107 Bracket |- Crew chief's seat safety belt 


110-771107-3 Bracket ha rew chief's seat safety belt 


*110-772007 Static] Line Inst] - Emer release 

45D9134 Stowage |Assy - Static line 

110-313461-3 Stxap|- Fus tie down ftg 

43A2691A Ring + Static line 

AN5738-1 Compass - Astro (Spec AN-C-92) (GFAE) 

D500 Compass - үр, (Туре А-1) Kindrid Aviation Corp. (GFAE) 
AN-M8 Pistol - Pyro ess mt ΑΝ- ΜΒ (Ser No. B-33) (GFAE) 
42H11968 C ον - Signal flare (Wagner Awning & Mfg. Со.) 
43G7044 Holder -| Pyro|pistol (Standard Parts & Equip.) 


110-771147-10 
110-771147-50 
110-771147-90 


Table Assy |- Nav 
Table) ASsy |- Nav 
Table) Assy |- Nav 


78-773410 | [Drawer + Nav table 
ATTACHIN ARTS 
18-113414 Nav table 
78-773411 Stdp 4 Nav table drawer 
78-113415 Stop 4 Nàv table drawer spring 
78-710221 Ash Tray -|Nav table (Made from GDR part No. 3C-1530 or 
გი C-1530) 
110-771196 - Nav table refuse container 


Bracket 
Leg Inst] - Nay table 
Leg - Nav table 


*110-771180 
110-771180-3 
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Section II 
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FIGURE & [GROUP 
INDEX 
NUMBER 


325 


1136 


-32 
-33 


-34 
-35 


-36 


-37 
-37A 
-38 


-38A 


-39 
-40 
-41 
-42 
-43 
-44 


-45 
-46 
-47 


FUSELAGE 


MAJOR ASSEMBLY 
PART NUMBER 


110-771177 
110-771147-30 
110-771147-70 
110-771147-110 
110-771144 
18-710221 


110-771196 
*110-771130 
110-756085 
110-756053 
110-771131 
127-771103 
110-771131-30 
110-771243-1 
110-771250 
110-771243-31 
110-771243-11 
110-771243-41 
110-771243-'1 
*110-771132-10 
*110-771132-30 
110-746035 
110-746035-5 
*110-773420 
78-310044 
АМЗО23 -3 
1028-4 
78-773420-70 
78-773420-90 
78-7734 23 
78-7734 23-10 


*110-771150 
110-771117 
110-771118 
110-771149 

*110-771123 

110-771129-10 

110-771129-30 

110-771129-50 

110-771129-70 


43D8331 


Table Ass 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


ries - 


Ass 
ssy - 
té - 


PET 


Support| - 


Shelf Assy 
Sy 


Bra à 

Dec 
Dec 
Bra 


Bolt 


Brace A 
acket A 
Sy|- 


Assy|- 


COCKPIT FURNISHINGS INSTL (Cont) 


Nav table 
- Radio operator's 
- Radio operator's 
Radio operator's 
Radio operator's table scuff 

Radio operator's table (Made from GDR part No. 
930 or 20C-1530) 


dio operator's 


η utility 
tility shelf liaison ant. lead-in 


- Utility shelf liaison ant. lead-in 


- Utility 
- Utility 
- Utility 
- Utility 
- Utility 


- Utility 
- Utility 


Utility 


- Utility 
acket Assy - Furn utility shelf 
Assy - Furn utility Shelf 
1 - APP & access compt dome light sw 
1 - APP & access compt dome light sw 
ket Assy - Astro compass sup. fwd 
- Astro compass sup. 
ade + Three hole mtg double pole toggle 
Se Assy - (SEB) (Interchangeable with SA433 5A) 
sy - Chart tube 
sy - Chart tube 


hart 


hart (Use for spares in lieu of part Νο, 
78-713423) 
Cpver Assy -| Conl cable guard 
Conl cable guard cover LS 
Plate - Cიი1 cable guard cover RS 
უღ? ssf - Cockpit air duct 
stl - Lavatory compt inbd 
- Lavatory compt inbd wall insp 
- Lavatory inbd wall insp 
- Lavatory inbd wall insp 
- Lavatory inbd wall insp (Use for Spares in lieu 
part No. 110-771129-50) 
Axe | Elmer hand (AUL) 


C-119G 


R4Q2 


MODEL DESIGNATION SERIAL NUMBERS 


table refuse container 


Hee gene ы Perren е gg epee eee ee Дш = = γα ка κα 


51-2717 
51-7968 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8063 
51-8098 thru 51-8168 


UN I TS] USABLE 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


INDEX 


UNITS] USABLE 
NUMBER [MAJOR ASSEMBLY COCKPIT FURNISHINGS INSTL (Continued) ON 


CODE 
PART NUMBER i 2 3 4 5 6 


325 USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 


B (cant) C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6023 
R4Q2 131662 thru 131719 


C C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


D R4Q2 131662 thru 131719 


E C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5888 
52-6024 thru 52-6035 


F C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 


G C-119G 51-8030 thru 51-8034 
52-6001 thru 52-6011 
R4Q2 131662 thru 131719 


H C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6001 thru 52-6011 


J C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


K C-119G 51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131719 


L C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
52-6036 thru 52-6058 


M C-119G 51-2662 thru 51-8030 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 

R4Q2 131662 thru 131698 


N C-119G 51-8031 thru 51-8052 
51-8053 thru 51-8097 
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FIGURE ჯ LGROUP FUSELAGE 


INDEX 
NUMBER MAJOR ASSEMBLY 


1138 


COCKPIT FURNISHINGS INSTL (Continued) 


PART NUMBER | 2 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


52-6004 thru 52-6023 
131690 thru 131719 


92-5840 thru 52-5954 
52-6024 thru 53-3206 
53-8069 thru 53-8126 
IK-441 thru IK-442 


91-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-2662 thru 52-5922 
52-5924 thru 53-3194 
53-8069 thru 53-8095 
IK-441 thru IK-442 
131662 thru 131719 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-9981 thru 52-9982 
IK-441 thru IK-442 


52-5922 

53-3166 thru 53-3194 
53-8096 thru 53-8116 
IK-443 thru IK-457 


51-2662 & Subsequent 
131662 thru 131719 


IK-441 & Subsequent 


52-5923 

53-3195 thru 53-7884 
53-8096 thru 53-8156 
IK-443 & Subsequent 


53-3136 thru 53-3165 
53-8069 thru 53-8095 


53-3207 thru 53-7884 
53-8127 δι Subsequent 
IK-443 & Subsequent 
52-5923 

53-3195 thru 53-7884 
53-8117 & Subsequent 
52-6036 thru 52-6058 


IK-458 & Subsequent 


UN I TS} USABLE 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


NUMBER [MAJOR ASSEMBLY COCKPIT FURNISHINGS INSTL (Continued) 
PART NUMBER | 2 3 ს 5 6 


MODEL DESIGNATION SERIAL NUMBERS 

C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 

C-119G 51-2662 thru 51-2667 

C-119G 51-2668 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
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UN I TS] USABLE 
ON 
CODE 
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T.O. 1C-119F-4 Section II 


6615 


Figure 326. Driftmeter Installation 
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Section II 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE ἆ 


INDEX 
NUMBER 


1140 


MAJOR ASSEMBLY 
PART NUMBER 


*110- 713408 
AN5763-73 
600025 


MA28012-73 
1457 
110-773408-10 
110-773408-5 


110-773409 


AN365-1032 
AN960-10 
NAS42DD6-44 
AN3-5A 
AN3-12A 


AN8013D2 
105-773401 
105-773402 
AN8008D6 
105-773403 
110-773410-21 
110-773411-21 


T.O. 1C-119F-4 


DRIFTMETER INSTL 


ator 


(See fig. 319) 

stabilized drift (GFAE) 

stabilized drift (GFAE) Friden Calculating 
Co) 


- Driftmeter (COR) 
- Furn driftmeter 
Furn driftmeter (Made from part No. 1457 


„00 (COR) 


- Furn driftmeter 

RTS 

king stl 10-32 

ain stl reg ser No. 10 bolt 


| .375 OD х. 191 ID x 11/16 in. 
8 


1 10-32 x 21/32 in. 


stl 10-32 x 1-9/32 in. 


Vb ins stop 

ck - Driftmeter mtg 
riftmeter anti-rotating 
+ Vb 


urn driftmeter 
urn driftmeter 


Im anti-rotating 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8083 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6047 
131662 thru 131719 


IK-441 & Subsequent 
52-5922 thru 52-5923 


52-5927 thru 52-5954 
52-6048 & Subsequent 
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Figure 327. Ramp Assembly - Cargo Loading 


6616 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1142 


GROUP FUSELAGE 


T.O. 1C-119F-4 


MAJOR ASSEMBLY RAMP ASSY - CARGO LOADING 


PART NUMBER 


78-820060-10L 
178-820060-20R 
8-820182 


18-820064- 30 
18-820068 
18-820061L 
78-820061R 
78- 820063 


Cargo loading (See fig. 321) 
Cargo loading (See fig. 321) 
argo ramp stow (Part to be etched "A-1" for 
ification) 
rgo loading ramp 
Hpok Assy|- Cargo loading ramp 
Fitting + Cargo loading ramp 
Fitting + Cargo loading ramp 
Plate - Cargo loading ramp 


T.O, 119F-4/NAVAER 01-115CCB-4 Section П 


Figure 328. Fuselage Ceiling Soundproofing Installation 
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Section H 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1144 


GROUP FUSELAGE 


MAJOR ASSEMBLY FUSELAGE CEILING SOUNDPROOFING INSTL n 
PART NUMBER | 2 3 4 5 6 


*110-800047 
110-800047-430 
110-800047-550 


213-770026-11 
110-80004" -450 


110-800047.-570 


213-7700 26-31 
110-800047-50 


110-800047-70 

110-800047-410 
110-800047-110 
110-800047.-370 
110-800047-530 
110-800047-610 


110-800047-630 


110-800047 -150 
110-800047-390 
110-800047 -590 
110-800047-190 
110-800047-490 
110- 80004710 
110-800047-350 
110-800047-510 
110-800047-790 


101C 27 
*110-800062 


110-800062-690 
110-800062-653 


110-800062-350 


Soundpnoofin 


T.O. 119F-4/NAVAER 01-115CCB-4 


Soundproofing cargo compt ceiling No. 
549. LH 
Soundproofing cargo compt ceiling No. 
549. LH 


Soundproofing cargo compt ceiling No. 
549. RH 

Soundproofing cargo compt ceiling No. 
549 RH 


Soundproofing cargo compt ceiling No. 
514. LH 

Soundproofing cargo compt ceiling No. 
514. LH 

Soundproofing cargo compt ceiling No. 
514. RH 

Soundproofing cargo compt ceiling No, 
514. RH 

Soundproofing cargo compt ceiling No. 
479. LH 

Soundproofing cargo compt ceiling No, 
479, LH I 

Soundproofing cargo compt ceiling No. 
479. LH 

Soundproofing cargo compt ceiling No, 


047-530 or 110-800047-610) 
Soundproofing cargo compt ceiling No. 
419. center 

Soundproofing cargo compt ceiling No, 
479. RH 

Soundproofing cargo compt ceiling No, 
.| to|479. RH 

ssy -|Soundproofing cargo compt ceiling No. 
09. C0I444. LH 

-|Soundproofing cargo compt ceiling Νο, 
409.|to 444. LH 

1 Assy - Soundproofing cargo compt ceiling No. 
409. 10/444, RH 


409. L0C 444. RH 
85V -|Soundproofing cargo compt ceiling No. 
9.101444, RH 
ssy -|Soundproofing cargo compt ceiling No. 
.|101444, RH 


1) 


LH 


. ILH 


409. ΤΗ 


UN I TS] USABLE 


stl - Cargo compt ceiling sta 409. to 549. (See 


47C sta 


47C sta 


Soundproofing cargo ceiling sta 514 to 549 LH 


48C sta 


48C sta 


Soundproofing cargo ceiling sta 514 to 549 RH 


43C sta 
45C sta 
46C sta 
44C sta 
39C sta 
39C sta 
39C sta 


39C sta 


479. LH (Use for spares in lieu of part No. 


41C sta 
40C sta 
40C sta 
37C sta 
37C sta 
37C sta 
38C sta 
38C sta 


38C sta 


| Inst] - Cargo compt ceiling sta 106. to 409. 
Soundproofing cargo ceiling No. 19C sta 281.5 
Soundproofing cargo ceiling No. 19C sta 281. 5 


Soundproofing cargo ceiling No. 17C sta 301.5 
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Section II 


Group Assembly Parts List 


FIGURE & | GROUP FUSELAGE 


INDEX 
NUMBER [MAJOR ASSEMBLY 
PART NUMBER 


110-800062-310 


110-800062-290 


110-800062-370 


110-800062-730 


110-800062-990 


110-800062-670 


110-800062-270 


110-800062-150 


110-800062-170 


110-800062-970 


110-800062-630 


110-800062-650 


110-800062-910 


110-800062-601 


110-800062-50 


110-800062-90 


110-800062-610 


110-800062-950 


110-800062-710 


110-800062-790 


110-800062-930 


110-800062-830 


110-800062-850 


110-800062-750 


110-800062-870 


110-800062-611 


110-800062-770 


110-800062-590 


110-800062-810 
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5 LH 
231.511. 

Assy - Soundproofing cargo ceiling No. 
JIL 

196.5 L, 
196.5 R 
31.5 RH 


231.5 


196.5 RH 


. LH 
Agsy |- 


Agsy |- 


144, 
Assy |- 


- Soundproofing cargo ceiling No. 


409, RH 
- Soundproofing cargo ceiling No. 20C sta 281.5 


- Soundproofing cargo ceiling Νο. 


801.5 LH 
Adsy|- 
. LH 
AsSsy|- 

H 


oundproofing cargo ceiling No. 
СЕИР АИ cargo ceiling Νο. 
- Soundproofing cargo ceiling No. 
- ხლ cargo ceiling Νο, 
τ αλ cargo ceiling Νο. 


- Soundproofing cargo ceiling No. 


ee cargo ceiling Νο. 
undproofing cargo ceiling No. 
undproofing cargo ceiling No. 
oundproofing cargo ceiling Νο, 
RH 

undproofing cargo ceiling No. 


undproofing cargo ceiling Νο. 


oundproofing cargo ceiling No. 
undproofing cargo ceiling Νο, 
oundproofing cargo ceiling No. 
- η. cargo ceiling Νο. 
oundproofing cargo ceiling No. 
- Soundproofing cargo ceiling No. 
აე... cargo ceiling No. 


qenter 
oundproofing cargo ceiling No. 


oundproofing cargo ceiling No. 


- ო–უა»აღოიიღ-- cargo ceiling Νο. 
- ης cargo ceiling Νο, 113C sta 301.5 


409. RH 
Assyi- Dus Qd cargo ceiling No. 18C sta 301.5 


- ος, cargo ceiling Νο, 
266.5 LH 


2C sta 106. to 


FUSELAGE CEILING SOUNDPROOFING INSTL (Continued) 


112C sta 301.5 


20C sta 281.5 


13C sta 231.5 
15C sta 196.5 
7C sta 144 to 
8C sta 144. to 
16C sta 196.5 
14C sta 231.5 
9C sta 179. to 
9С sta 179. to 
9С sta 179. to 
5C sta 125. to 
6C sta 125, to 
12C sta 196.5 


12C sta 196.5 


10C sta 144, to 


10C sta 144, to 


10C sta 144. to 


3C sta 144. to 


11C sta 161,5 


1C sta 106 to 


16 sta 106. to 


1C sta 106. to 
4C sta 130. to 


2C sta 106. to 


UNITS] USABLE 


All 


Section II : T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & GROUP FUSELAGE 


UNITS] USABLE 
INDEX PER ON 
NUMBER [MAJOR ASSEMBLY FUSELAGE CEILING SOUNDPROOFING INSTL (Continued) ASSY. | CODE 
PART NUMBER 12 345 6 . 
Ι 328 144. RH EC " 1 ** 
110-800062-890 Soundproofing cargo ceiling Νο, 2С sta 106 to i p 
-34 101C27 i 736 | All 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 and Subsequent 


C-119G 52-5847 thru 52-5854 
52-6028 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


51-2662 thru 51-8030 
91-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 


C-119G 51-8016 
51-7968 thru 51-8006 


C-119G 52-5847 thru 52-5854 
52-6028 and Subsequent 
IK-441 and Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5940 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-8031 thru 51-8034 
52-6004 thru 52-6011 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 
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T.O. 119F-4/NAVAER 01-115CCB-4 


insti 


| 


C-119C 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


Ї drew emerg escape chute 


ew emerg escape chute 


Section H 


Group Assembly Parts List 


ати DESIGNATION SERIAL NUMBERS 


52-5889 thru 52-5954 
52-6036 and Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 52-9982 
131662 thru 131719 


52-5922 thru 52-5923 
53-3136 and Subsequent 
IK-443 and Subsequent 


51-2662 thru 52-9982 
IK-441 thru IK-442 
131662 thru 131719 


52-5947 thru 52-5922 
52-5924 thru 52-5954 
92-6028 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-7884 
53-8117 and Subsequent 
IK-443 and Subsequent 
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Section II T.O, 1C-119F-4 


Figure 329. Cargo Door Left Hand and Fuselage Left Side Soundproofing Installation 
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FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


*110-800110-1 
110-800110-150 


110-800110-170 


110-800110-50 


101C27 
*110-800100 


110-800100-150 
110-800100-190 
110-800100-330 


213-770027-71 
213-770027-81 
110-800100-310 


213-770027-41 
213-770027-51 
110-800 100-380 


110-800100-370 


213-770027-61 
110-800 100-290 


213-770027-31 
213-770027-11 
110-800 100-130 


110-800 100-270 


213-770027-91 
213-770027-111 
110-800 100-350 
110-800 100-250 
110-800100-110 
110-800100-230 
110-800100-90 


110-800100-210 


110-800100-390 
101C27 
*110-800070 


110-800070-830 
110-800070-961 
110-800070-911 
110-800070-959 


PART NUMBER i 2 3 4 5 6 


110-800110-130 κ 


T.O. 1C-119F-4 


GROUP FUSELAGE 


CARGO DOOR LEFT HAND & FUSELAGE LEFT SIDE 


SOUNDPROOFING INSTL 


él Assy ~ Soundproofing rear cargo door No. 85 paratroop 


Soundproofing cargo compt LS sta 531 to 546 
Soundproofing cargo compt LS sta 531 to 549 
Soundproofing cargo compt No. 101 sta 531.5 to 


Soundproofing cargo compt No. 103 sta 531.5 to 


Soundproofing cargo compt LS sta 496 to 514 
Soundproofing cargo compt LS sta 496 to 514 
Soundproofing cargo compt No. 79 sta 496. to 


| -|Soundproofing cargo compt No. 95 sta 496. 5 to 


Soundproofing cargo compt LS 


Soundproofing cargo compt Νο, 97 sta 496, 5 to 


Soundproofing cargo compt No. 77 sta 461. to 


Soundproofing cargo compt No. 93 sta 461. 5 to 


ү -jSoundproofing cargo compt No. 75 sta 444, to 409. 


Soundproofing cargo compt No. 81 sta 549. to 514. 
Soundproofing cargo compt No. 81 sta 549. to 514. 
Soundproofing cargo compt No. 105 sta 549. to 


Soundproofing cargo compt LS sta 514 to 531 
Soundproofing cargo compt LS sta 514 to 531 
Soundproofing cargo compt No. 101 sta 531.5 


Soundproofing cargo compt LS sta 514 to 531 
Soundproofing cargo compt No. 99 sta 514. to 


Soundproofing cargo compt LS sta 479 to 496 


Soundproofing cargo compt No. 91 sta 479. to 


Soundproofing cargo compt No. 75 sta 444. to 


Soundproofing cargo compt No. 75 sta 444, to 


Section II 
Group Assembly Parts List 


. 87 sta 598. 


. 85 paratroop 


. 83 sta 549. 


x Instl - Cargo compt LH side sta 74. 5 to 409. (See 


1149 


Section H 


Group Assembly Parts List 


GROUP 
RGO РОО 


R LEFT HAND & FUSELAGE LEFT SIDE 
SOUNDPROOFING INSTL t 


1150 


FUSELAGE 


110-800070-977 
110-800070-690 
110-800070-957 
110-800070-965 
110-800070-751 
110-800070-170 
110-800070-967 
110-800070-771 
110-800070-850 
110-800070-955 
110-800070-731 
110-800070-750 
110-800070-691 
110-800070-150 
110-800070-870 
110-800070-711 
110-800070-330 
110-800070-130 
110-800070-890 
110-800070-310 
110-800070-110 
110-800070-910 
110-800070-655 
110-800070-730 
110-800070-973 
110-800070-981 
110-800070-90 

110-800070-670 
110-800070-953 
110-800070-661 


110-800070-671 


Panel Assy 
301.5 
Panel Assy 
301.5 
Hanel Assy 
301.15 
Panel Assy 
301.5 
Panel Assy 

284. 


Panel Ass} 
| joa. 


l SS 

284. 
Panel Assy 
284 
Panel Assy 


Han 


Panel Assy 
231.5 
Panel Assi 
231.5 


T.O. 1C-119F-4 


-| Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
– Soundproofing cargo compt No. 
-| Soundproofing cargo compt No. 
~ Soundproofing cargo compt No. 
-| Soundproofing cargo compt No. 
-| Soundproofing cargo compt No. 
-| Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
~ Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
4 Soundproofing cargo compt No. 


і Soundproofing cargo compt Νο, 


- Soundproofing cargo compt Νο. 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundprooting cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
4 Soundproofing cargo compt No. 
1 Soundproofing cargo compt Νο, 
4 Soundproofing cargo compt No. 
4 Soundproofing cargo compt No. 


4 Soundproofing cargo compt No. 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


71 sta 355. 

69 sta 319. 

69 sta 319. 

69 sta 319. 

69 sta 319. 

67 sta 301 

67 sta 301. 

67 sta 301. 

65 sta 284, to 
65 sta 284, to 
65 sta 284, to 
63 sta 284. to 
63 sta 284, to 
61 sta 284, to 
59 sta 266.5 to 
59 sta 266.5 to 
57 sta 266, 5 to 
55 sta 266.5 to 
53 sta 249. to 
51 sta 249. to 
49 sta 249. to 
47 sta 231.5 to 
47 sta 231.5 to 
45 sta 231, 5 to 
45 sta 231.5 to 
45 sta 231.5 to 
43 sta 231.5 to 
41 sta 214. to 
41 sta 213. to 
41 sta 214. to 


41 sta 214. to 


FIGURE & [GROUP 
e MAJOR ASSEMBLY 
PART NUMBER 


110-800070-590 
110-800070-510 
110-800070-650 
110-800070-951 
110-800070-790 
110-800070-490 
110-800070-630 
110-800070-550 
110-800070-470 
110-800070-610 
110-800070-770 
110-800070-975 
110-800070-979 
110-800070-450 
110-800070-70 
110-800070-653 
110-800070-657 
110-800070-50 
110-800070-651 


110-800070-30 


110-800070-10 
110-800070-930 
110-800070-916 
110-800070-921 
110-800070-925 
110-800070-918 
110-800048 

101C27 
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FUSELAGE 
CARGO DOOR 


E OQovuuuguS V V ყი yoy Y y v y 9 v 9 9 ყ 9 v w Ὁ n 
© 
> 
3 


eg 
99 


“ 8 


2 3 4 5 


LEFT HAND & 
INDPROOFING 


6 


T.O. 1C-119F-4 


el A "i - Boundproofing cargo compt No 


1, 


el Assy - Soundproofing cargo compt No. 


231.5 
214. 
214. 


214. 


214. 
id Assy 


a 


el Assy ~ Soundproofing cargo compt No. 
i Ássy - Soundproofing cargo compt No. 
el Assy - Soundproofing cargo compt No. 
Мвзу - Soundproofing cargo compt No. 
Boundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Boundproofing cargo compt No. 
Boundproofing cargo €— No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


oundproofing cargo compt No 


MODEL DESIGNATION 


C-119G 


R4Q2 


Soundproofing cargo compt No. 
Boundpr oring cargo compt No. 


oundproofing cargo compt No. 
Boundpeeting cargo compt door sta 106. to 144. 


Section II 


Group Assembly Parts List 


FUSELAGE LEFT SIDE 
LN Qn 


. 39 sta 214. to 


37 sta 214. to 


33 sta 196. 
31 sta 196. 
29 sta 179. to 
27 sta 179. to 
25 sta 179. to 
23 sta 161. 
21 sta 161, 
21 sta 161. 
21 sta 161. 
19 sta 161. 
1" sta 144. to 
1" sta 144. to 
1" sta 144, to 
15 sta 144. to 
15 sta 144. to 


13 sta 144. to 


oundproofing cargo compt door sta 106. to 144. 
oundproofing cargo compt door sect. sta 144, 
F Soundproofing cargo compt sta 106. fwd bhd 


SERIAL NUMBERS 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 

131662 thru 131719 


35 sta 196.5 to 


35 sta 196.5 to 


5 to 
5 to 


5 to 


1 sta 106. to 144. 
. 1 sta 106, to 144. 
1 sta 106. to 144. 


1 
1 
1 
1 
1 
1 
1 
1 
527 


UN | TS] USABLE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP FUSELAGE 


FIGURE & 


INDEX ARGO DOOR LEFT HAND & FUSELAGE LEFT SIDE 
NUMBER [MAJOR ASSEMBLY SOUNDPROOFING INSTL (cont 


μμ. i e sase CCS 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 & Subsequent 


IK-441 & Subsequent 


131662 thru 131719 


51-2662 thru 51-8097 
51-8128A thru 51-8168A 
53-8069 thru 53-8156 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131689 


51-8035 thru 51-8097 

52-5840 thru 52-5954 
52-6012 & Subsequent 
ІК-441 & Subsequent 

R4Q2 131690 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 

131662 thru 131689 


R4Q2 


51-8031 thru 51-8097 
92-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

R4Q2 131690 thru 131719 


C-119G 51-8031 thru 51-8034 


52-6004 thru 52-6011 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6011 


131662 thru 131690 


51-8035 thru 51-8052 
52-6012 thru 52-6015 
131690 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5954 


1152 Revised 15 February 1957 


T.O. 1C-119F-4 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


Revised 15 February 1957 


MODEL DESIGNATION 


Section П 


Group Assembly Parts List 


SERIAL NUMBERS 


52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 
51-8140A thru 51-8168A 
53-8069 thru 53-8156 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8139A 


51-2662 thru 52-5847 
52-6000 thru 52-6027 
131662 thru 131719 


53-8069 thru 53-8156 
52-5848 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


131690 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-8098А thru 51-8127A 


52-5847 thru 52-5921 
52-5924 thru 52-5954 
52-6028 thru 53-3165 
53-8069 thru 53-8095 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8096 & Subsequent 
IK-443 & Subsequent 


51-8031 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6004 thru 53-3194 
53-8069 thru 53-8116 
IK-441 thru IK-442 


52-5923 

53-3195 thru 53-3203 
53-8117 thru 53-8124 
IK-441 thru IK-442 
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Section I T.O. 1C-119F-4 
Group Assembly Parts List 


USABLE О; 
COD MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 
C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 & Subsequent 
C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-3203 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 
C-119G 51-2662 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
C-119G 51-8031 thru 51-8034 
52-6004 thru 52-6011 
IK-441 & Subsequent 
C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
R4Q2 131690 thru 131719 


1154 Revised 15 February 1957 


T.O. 1C-119F-4 | Section II 


6619 


Figure 330. Cargo Door ЕН Fuselage Right Side Lavatory Soundproofing Installation 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


PART NUMBER 


*110-800110-2 
110-800110-160 


110-800110-180 


110-800110-60 


110-800110-140 


101C27 
*110-800090 


110-800090-250 


110-800090-230 


110-800090-410 


110-800090-210 
110-800090-390 


110-800090-170 


110-800090-370 


110-800090-590 


110-800090-610 


110-800090-430 


110-800090-450 


110 -800090 -470 


110-800090-550 


110-800090-490 


213-770028-91 
213-770028-111 
110-800090-510 


110-800090-630 


213-770028-81 
213-770028-71 
110-800090-5'70 


213-770028-61 
110-800090-530 


110-800090-650 


101C27 
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GROUP FUSELAGE 


T.O. 1C-119F-4 


CARGO DOOR RH, FIE GT, Б ОЕ LAVATORY - 


~|Soundproofing rear cargo door No. 88 sta 598. 
to 646, 


af -|Soundproofing rear cargo door No. 86 paratroop 


Spundproo ο stl - Cargo door RH (See fig. 321) 


sy -|Soundproofing rear cargo door No. 86 paratroop 


-|Soundproofing rear cargo door No. 84 sta 549. 
8. 


КА - Cargo compt RH side sta 409. to 549. (See 


-|Soundproofing cargo compt No. 82 sta 514. to 


-|Soundproofing cargo compt No. 80 sta 479. to 


-|Soundproofing cargo compt No. 80 sta 479. to 


-|Soundproofing cargo compt No. 78 sta 444, to 


-|Soundproofing cargo compt No. 78 sta 444, to 


-|Soundproofing cargo compt No. 76 sta 409. to 


-|Soundproofing cargo compt No. 76 sta 409. to 


-|Soundproofing cargo compt Νο, 76 sta 409. to 


чю эз 


H 


Soundproofing cargo compt No. 76 sta 409, to 


-iSoundproofing cargo compt Νο, 90 sta 444, to 


Soundproofing cargo compt No. 92 sta 461.5 to 


-|Soundproofing cargo compt No. 94 sta 479, to 


Soundproofing cargo compt No. 96 sta 479. to 


-[|Soundproofing cargo compt No. 98 sta 496, 5 to 


- Soundproofing cargo compt RS sta 496 to 514 
- Soundproofing cargo compt RS sta 496 to 514 
- Soundproofing cargo compt No. 100 sta 514. to 


- Soundproofing cargo compt No, 100 sta 514. to 


- Soundproofing cargo compt RS sta 514 to 531 
- Soundproofing cargo compt RS sta 514 to 531 
- Soundproofing cargo compt No. 102 sta 514. to 


- Soundproofing cargo compt RS sta 514 to 531 
- Soundproofing cargo compt No. 104 sta 531,5 


- Soundproofing cargo compt No. 104 sta 531,5 


Q 5 yy ючю у чес 9 9 y y y 


FIGURE ἆ 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


*110-800080 
213-770028-11 
213-770028-31 
213-770028-42 
213-770028-51 
213-770028-121 
110-800080-931 
110-800080-951 
110-800080-967 
110-800080-791 
110-800080-930 
110-800080-953 
110-800080-965 
110-800080-771 
110-800080-850 
110-800080-957 
110-800080-963 
110-800080-655 
110-800080-430 
110-800080~555 
110-800080-961 
110-800080-971 
110-800080-811 
110-800080-922 
110-800080-751 
110-800080-830 
110-800080-711 
110-800080-370 
110-800080-921 
110-800080-731 


110-800080-330 


CARGO 


рап 


Plan 


D 


pundproofing 
fig. 321) 


1. 
88 
91. 


1 Ass 
319. 
1 488 
319. 


Panel Ass 


301.5 


1 Ass 


E 
206) Ass 


301.5 


T.O. 1С-119Е-4 


OUNDPROOFIN 


ῃ 
PART NUMBER | 2 3 4 5 6 


stl - Cargo compt RH side sta 106. to 409. (See 


Soundproofing cargo compt RS 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


Section II 


Group Assembly Parts List 


Soundproofing cargo compt RS sta 531 to 546 
Soundproofing cargo compt RS sta 531 to 546 
Soundproofing cargo compt RS sta 531 to 546 
Soundproofing cargo compt RS sta 531 to 546 


74 sta 391. to 


74 sta 391. to 


. 74 sta 391. to 


-|Soundproofing cargo compt No. 


NM -|Soundproofing cargo compt No. 
3 


-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 


-|Soundproofing cargo compt No. 


(Use for spares in lieu of part No. 110-800080- 963) 


-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundprooting cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No. 


-|Soundproofing cargo compt No. 


74 sta 391. to 
72 sta 355. to 
72 sta 355, to 
72 sta 355. to 
72 sta 355, to 
70 sta 319. to 
70 sta 319. to 
70 sta. 319 to 
70 sta 319. to 
68 sta 301.5 to 
68 sta 301.5 to 
68 sta 301.5 to 
68 sta 301.5 to 
68 sta 301.5 to 
66 sta 284, to 
66 sta 284. to 
64 sta 284. to 
64 sta 284, to 
62 sta 284. to 
60 sta 266.5 to 
60 sta 266.5 to 


58 sta 266.5 to 


1157 


Section II 


Group Assembly Parts List 


1158 


110-800080-987 
110-800080-310 
110-800080-912 
110-800080-270 
110-800080-250 
110-800080-911 
110-800080-651 
110-800080-810 
110-800080-985 
110-800080-991 
110-800080-190 
110-800080-770 
110-800080-691 
110-800080-750 
110-800080-730 
110-800080-710 
110-800080-910 
110-800080-939 
110-800080-670 
110-800080-650 
110-800080-630 
110-800080-610 
110-800080-997 
110-800080-590 
110-800080-943 
110-800080-890 
110-800080-983 
110-800080-989 


ვედ დ” 99 დ ou m 


ane] Ass 


284, 


апе] Ass 


284. 


andl Ass 


266.5 


T.O. 1C-119F-4 


-|Soundproofing cargo compt No. 
-|Soundproofing cargo compt No, 
-|Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
iSoundproofing cargo compt No. 


Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


- Soundproofing cargo compt No. 


- Soundproofing cargo compt No. 


58 sta 266.5 to 
58 sta 266.5 to 
94 sta 249, to 
92 sta 249. to 
50 sta 249. to 
48 sta 231.5 to 
48 sta 241. 5 to 
46 sta 231.5 to 
46 sta 231.5 to 
46 sta 231. 5 to 
44 sta 231.5 to 
42 sta 214, to 
42 sta 214. to 
40 sta 214. to 
38 sta 214. to 
36 sta 196.5 to 
34 sta 196. 5 to 
34 sta 196, 5 to 
32 sta 196, 5 to 
30 sta 179, to 
28 sta 179. to 
26 sta 179. to 
26 sta 179. to 
24 sta 161.5 to 
24 sta 181.5 to 
22 sta 161,5 to 
22 sta 161.5 to 


22 sta 161.5 to 


FIGURE ἆ 
INDEX 


NUMBER 


110-800080-550 
110-800080-995 
110-800080-170 
110-800080-941 
110-800080-653 
110-800080-150 
110-800080-130 
110-800080-110 
110-800080-90 

110-800080-981 
110-800080-993 
110-800080-70 

110-800080-50 


110-800080-790 


110-800080-975 


110-800080-977 
110-800080-657 
110-800080-671 
110-800080-10 
110-800080-973 
110-800048 
101C27 

*110-800027 
110-800027-130 
110-800027-210 
110-800027-110 
110-800027-190 
110-800027-150 
110-800027-170 
101C27 
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T.O. 1C-119F-4 


Panel Assy - 
179. 
Panel Assy - 


ssy - 
144, 
зву - 


ο... 


(GNF 
Spundproofin 


2 
crea 


Panel 


D 
ABLE ON 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


Soundproofing cargo compt No. 
Soundproofing cargo compt No. 


MODEL DESIGNATION 


C-119G 


. 6 sta 106, 


Section II 


Group Assembly Parts List 


GROUP FUSELAGE 
CARGO DOOR RH, FUS RIGHT SIDE LAVATORY - 
MAJOR ASSEMBLY SOUNDPROOFING INSTL (con 
PART NUMBER | 2 3 4 5 6 


20 sta 161.5 to 
20 sta 161, 5 to 


18 sta 144, to 


18 sta 144. to 


18 sta 144. to 


16 sta 144, to 


14 sta 144, to 


12 sta 125. to 


10 sta 125. to 


10 sta 125. to 


10 sta 125. to 


8 sta 125. to 


4 sta 106. 


4 sta 106. to 
4 sta 106. 
4 sta 106. 
4 sta 106. 
2 sta 106, 
2 sta 106, 


to 125. 
to 125. 
to 125. 
to 125. 
to 125. 


Ci hie A$sy|- Soundproofing cargo compt sta 106. fwd bhd 


stl - Lavatory compt (See fig. 321) 

ssy -|Soundproofing lavatory compt sta 74.5 to 106. 
Ass -|Soundproofing lavatory compt sta 74.5 to 106, 
ssy -|Soundproofing lavatory compt sta 74. 5 

ssy -|Soundproofing lavatory compt sta 74.5 

ssy -|Soundproofing lavatory compt sta 74.5 

Panel Assy -|Soundproofing lavatory compt sta 74.5 to 106. 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 thru 52-6011 


R4Q2 


C-119G 


131662 thru 131689 


51-8031 thru 51-8034 


52-6004 thru 52-6011 


«л 


š 


= 


1 
1 
1 
1 
1 
1 
1 
2 


4 


ლ ка ка ка აა ма = 


сә 


АК 


AL 
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Section H 


Group Assembly Parts List 


GROUP FUSELAGE 


CARGO DOOR RH. FUS RIGHT SIDE LAVATORY - 
OUNDPROOFIN N On 


PART NUMBER I 2 3 4 5 6 


1160 


FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


ISAB 
OD] 


C 


rt 


2 


T.O. 1C-119F-4 


QN 


MODEL, DESIGNATION 


C-119G 


R4Q2 
C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 


SERIAL NUMBERS 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
ІК-441 & Subsequent 

131690 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 191719 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8006 
51-8098A thru 51-8168A 


51-2717 

51-8007 thru 51-8015 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8063 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8052 
52-6012 thru 52-6015 


51-8031 thru 51-8034 
52-6004 thru 52-6011 
131690 thru 131719 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


RH, FUS RIGHT SIDE LAVATORY - 
SOUNDPROO J 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 
C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 


51-8098A thru 51-8168A 


51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 


51-8140A thru 51-8168A 


51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8139A 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
131662 thru 131719 


52-5922 thru 52-5923 
93-3136 & Subsequent 
IK-441 & Subsequent 


51-2717 

51-8007 thru 51-8097 
51-17365 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


92-584" thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5846 
92-6000 thru 52-6027 
131662 thru 131719 


51-8031 thru 51-8063 
52-6004 thru 52-6023 
131690 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5954 


52-6024 & Subsequent 
IK-441 & Subsequent 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8035 thru 51-8063 
52-6012 thru 52-6023 


R4Q2 131690 thru 131719 


C-119G 51-2662 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-3203 
53-8069 thru 53-8156 
IK-441 thru IK-442 


C-119G 51-8031 thru 51-8097 
52-5840 thru 53-5954 
52-6004 thru 53-3203 
93-8069 thru 53-8124 
IK-441 thru IK-442 

R4Q2 131690 thru 131719 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 


91-8035 thru 51-8097 
92-5840 thru 52-5954 
52-6012 thru 53-3203 
93-8069 thru 53-8124 
IK-441 thru IK-442 
R4Q2 131690 thru 131719 


C-119G 51-2662 thru 53-3206 
53-8069 thru 53-8126 
IK-441 & Subsequent 

R4Q2 | 131662 thru 131719 


C-119G 53-3207 thru 53-7884 
53-8127 thru 53-8156 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section П 


Figure 331, Soundproofing Installation - Cockpit Floor (Under Side) 
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Section H 
Group Assembly Parts List 


FIGURE ἆ 


1164 , 


GROUP FUSELAGE 


PART NUMBER 


*110-774108 
110-774108-190 


110-774108-200 
110-774108-170 
110-774108-180 
110-774108-150 
110-774108-160 
110-774108-130 
110-774108-140 
110-774108-110 
110-774108-310 
110-774108-120 
110-774108-250 
110-774108-290 
110-774108-270 
110-774108-110 
110-774108-70 

110-774108-80 

110-774108-50 

110-774108-60 


110-774108-30 


Т.О. 119F-4/NAVAER 01-115CCB-4 


UNITS] USABLE 


MAJOR ASSEMBLY _ SOUNDPROOFING INSTL - COCKPIT FLOOR (UNDER SIDE) წამ 
tl - Cockpit floor sta -5, 00 to 106. 00 (See fig. 321) All 
oundproofing cockpit floor No. 146 sta -5, 00 to 

A 
oundproofing cockpit floor No. 147 sta -5. 00 to 
AM 
. 145 sta 2. 06 to 
All 
. 148 sta 2. 06 to 
All 
. 144 sta 19, 90 to 
All 
. 149 sta 13.50 to 
All 
. 143 sta 26.38 to 
All 
oundproofing cockpit floor No. 150 sta 26.38 to 
All 
oundproofing cockpit floor No. 142 sta 33.00 to 
* 
s sas cockpit floor No. 142 sta 38, 00 to 
жж 
oundproofing cockpit floor No. 151 sta 33.00 to 
All 
oundproofing cockpit floor No. 141 sta 43, 25 to 
* 
oundproofing cockpit floor No. 141 sta 43. 25 to 
** 
oundproofing cockpit floor No. 158 sta 43.25 to 
ж 
oundproofing cockpit floor No. 152 sta 43. 25 to 
All 
oundproofing cockpit floor Νο, 140 sta 51.75 to 
* 
oundproofing cockpit floor No. 153 sta 51.75 to 
All 
oundproofing cockpit floor No. 139 sta 62.00 to 
ж 
oundproofing cockpit floor Νο, 154 sta 62, 00 to 
All 
- Soundproofing cockpit floor No. 138 sta 74. 50 to 
ж 
АП 


101C27 


* Acft without crew MT MN chute 
** Acft with crew pmprg ΘΕ i. e 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5927 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section H 


Figure 332. | Cockpit Soundproofing Installation 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-774109 
110-774109-10 


110-774109-470 


110-774109-590 


110-774109-530 


110-774109-600 


110-774109-30 


110-774109-490 


110-774109-550 


110-774109-40 


110-774109-500 


110-774109-570 


110-774109-50 


110-774109-390 


110-774109-310 
110-774109-320 
110-774109-110 


110-774109-250 


110-774109-70 


110-774109-80 


110-774109-90 


110-774109-410 


110-774109-130 


110-774109-510 


110-774109-210 


110-774109-430 


110-774109-350 


110-774109-150 
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PART NUMBER 


T.O. 119F-4/NAVAER 01-115CCB-4 


GROUP FUSELAGE | 
MAJOR ASSEMBLY COCKPIT SOUNDPROOFING INSTL 


` oofing Instl - Cockpit ceiling (See fig. 321) 
ngl Assy -|Soundproofing cockpit ceiling sta -15. 00 to -6. 00 


center front 
Phn 1 Assy -|Soundproofing cockpit ceiling sta -15. 00 to -6, 00 


center front 

Pand! Assy - Soundproofing cockpit ceiling sta -15. 00 to -6. 00 

center front (Use for spares m lieu of part No. 
110-774109-470) 

1 Assy -|Soundproofing cockpit ceiling sta -15. 00 to -6, 00 
center 

Panel Assy -|Soundproofing cockpit ceiling sta -15. 00 to -6, 00 

center front 
à Assy -/Soundproofing cockpit ceiling sta -6.00 to 33.00 


| 


Panel Assy -|Soundproofing cockpit ceiling sta -6.00 to 33. 00 


Pangl Assy -|Soundproofing cockpit ceiling sta -6.00 to 33. 00 
Soundproofing cockpit ceiling sta -6.00 to 33. 00 
Soundproofing cockpit ceiling sta -6. 00 to 33. 00 


| Assy -|Soundproofing cockpit ceiling sta -6.00 to 33. 00 


i Soundproofing cockpit ceiling sta -6.00 to 33. 00 


(Use for spares in lieu οἱ part No. 
74109-50) 


1 C i -| Soundproofing cockpit ceiling sta 38. 00 LH 


ndl | -|Soundproofing cockpit ceiling sta -6.00 to 33. 00 


Soundproofing cockpit ceiling sta 33.00 RH 
-|Soundproofing cockpit ceiling sta 33. 00 to 62. 00 


nel a -|Soundproofing cockpit ceiling sta 33.00 to 62. 00 


1 jer -|Soundproofing cockpit ceiling sta 33. 00 to 87. 00 
nel მც -ISoundproofing cockpit ceiling sta 33. 00 to 87. 00 
nel Assy ~|Souépr cating cockpit ceiling sta 33.00 to 87, 00 
el d -|Soundproofing cockpit ceiling sta 33.00 to 87. 00 
1. i (Use for spares in lieu of part No. 

110-774109-90) 

ql ი. -|Soundproofing cockpit ceiling sta 62. 00 to 87. 00 
61 Assy ~|Soundproofing cockpit ceiling sta 62. 00 to 87. 00 


Soundproofing cockpit ceiling sta 65, 00 to 87. 00 


d Assy -|Soundproofing cockpit ceiling sta 65.00 to 87. 00 


Soundproofing cockpit ceiling sta 62. 00 to 87. 00 


Assy -|Soundproofing cockpit ceiling sta 87.00 to 106. 00 
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Figure & | OROUP — FUSELAGE 
MAJOR ASSEMBLY COCKPIT SOUNDPROOFING INSTL (Continued 
PART NUMBER I 2 3 4 5 6 


110-774109-450 
110-774109-330 


110-774109-370 
110-774109-270 
110-774109-280 
101C27 
*110-774106 

110-774106-10 
110-774106-30 
110-774106-50 
110-774106-70 


*110-774107 
110-774107-50 
110-774107-130 
110-774107-30 
110-774107-90 
110-7'74107-110 
110-774107-70 
101C27 
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ON 
CODE 
Panel Agsy|- Soundproofing cockpit ceiling sta 87.00 to 106.00 LH E 
Panel Agsy|- Soundproofing cockpit ceiling sta 87.00 to 106,00 
center 1 All 
Panel Assy|- Soundproofing cockpit ceiling sta 87.00 to 106.00 RH} 1 AM 
Pahel Assy |- Soundproofing cockpit ceiling sta 106.00 LH 1 All 
Panel Assy|- Soundproofing cockpit ceiling sta 106.00 RH 1 A11 
Clip (СМЕ) 363 | All 
Soundproof g Instl - Cockpit RH side (See fig. 321) Ref | All 
Papel Assy|- Soundproofing cockpit sta 13.50 to 51.75 1 All 
Panel Agsy|- Soundproofing cockpit sta 51.75 to 74.50 1 H 
Papel Assy I- Soundproofing cockpit sta 13.50 to 51.75 1 C 
Pahel Ag undproofing cockpit sta 13,50 to 51.15 1 D 
Clip (G 53 АП 
Soundprdofing Inst] - Cockpit LH side (See fig. 321) Ref | #11 
Panel] Assy |- Soundproofing cockpit ceiling sta 13.50 to 51.75 1 F 
Panel Assy|- Soundproofing cockpit ceiling sta 13.50 to 51.75 1 G 
Panel Assy|- Soundproofing cockpit ceiling sta 51.75 to 87.00 1 * | 
Ῥαμοὶ Agsy |- Soundproofing cockpit ceiling sta 51.75 to 87.00 1 #X 
Ῥαπε] Agsy |- Soundproofing cockpit ceiling sta 51.75 to 87.00 1 E 
Panel Assy |- Soundproofing cockpit ceiling sta 87.00 to 106.00 1 АП 
Clip (GNF) 70 All 
ABLE|O 
CODE MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-8029 
Í 51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 
B C-119G 51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 and Subsequent 
IK-441 and Ор 
R4Q2 131662 thru 131719 
C C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 53-3203 
53-8069 thru 53-8124 
IK-441 thru IK-442 
D C-119G 53-3204 thru 53-7884 
53-8125 thru 53-8156 
IK-443 and Up 
C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 and Subsequent 
IK-441 and Up 
C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 
R4Q2 131662 thru 131719 
C-119G 52-5889 thru 52-5954 
52-6036 and Subsequent 
1167 


T.O. 119F-4/NAVAER 01-115CCB-4 Section H 


Group Assembly Parts List 


UN I TS] USABLE 


Section HII T.O. 119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List : 


GROUP — FUSELAGE 


MAJOR ASSEMBLY _ COCKPIT SOUNDPROOFING INSTL (Continued) 


PART NUMBER 


FIGURE & 
INDEX 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G IK-441 and Subsequent 


C-119G 51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

131662 thru 131719 


52-6036 thru 52-6058 
IK-441 and Subsequent 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 and Subsequent 
IK-441 and Up 
R4Q2 131690 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6058 
IK-441 thru IK-442 
131662 thru 131719 


52-5889 thru 52~5954 
52-9981 and Subsequent 
IK-443 and Subsequent 


C-119G 51-8064 thru 51-8097 
52-5840 thru 52-5888 
52-6024 thru 52-6058 
IK-441 and Subsequent 


C-119G 52-5889 thru 52-5954 
52-9981 thru 53-3210 
53-8069 thru 53-8130 


C-119G 53-3211 thru 53-7884 
53-8131 and Subsequent 


* - Ас without тё Е (зе chute 


ἘΚ. Αο with crdw émer სათის ute 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section Π 


Figure 333. Boom To Nacelle Installation 
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Section II 


Group Assembly Parts List 


1170 


*110-320000-1 
*110-320000-2 
*110-720020-1 
*110-720020-2 
78-321056 
78-321057 
78-321216 
78-321217 


AN530-10-8 
AN960-10 


110-320000-3 
110-320000-4 
110-320000-5 
110-320000-6 
110-320000-7 
78-000005-8 
78-000005-6 
*110-320001- 10 
*110-320001-30 
*110-32000 1-20 
*110-320001-40 


UWN624 
AN960-616 
NAS143-6C 
FS146-27 
FS146-29 
UWN524 
AN960-516 
NAS143-5C 
FS145-24 
UWN428 
AN960-416 
NAS143-4C 
Е5144-20 


*110-730146 


AT 


om to N 
ony to! N 


T.O. 119F-4/NAVAER 01-115CCB-4 


Bqom In 
Bdom In 
Bóom In 
Bdom In 
TACHIN 
Nut 3 
Wash 


4 


PAGES 1171 AND 1172 DELETED 


жара - Воот to пас 
de ent - Boom to nac 


celle Instl LH 
е Пе зії RH 
ontrols Instl - Boom LH (See fig. 334, 335 & 336) 
ontrols Instl - Boom RH (See fig. 334 & 337) 
pod splice 


Boom splice plate 
odm small splice 
Boom splice plate 


PARTS 
š 


heet metal rd hd stl Νο. 10 x 1/2 in. 
F Plain stl reg ser No. 10 bolt 


Bobm|to nac LH 
Bopmito nac RH 
Bobm|to nac LH 
Bop to nac RH 
Bo to nac 


m 


ti 
Б 
п 
ti 


. 342) 
. 842) 
. 949) 
. 342) 


enching stl 5/16-24 x 1-1/2 in. 
28 (SPS) 


sink type stl . 252 in. 
erebing 1/4-28 x 1-1/4 in. 


Hyd gust lock boom & stab. (See fig. 344) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
C-119G 


51-8098A thru 51-8111A 


51-2662 thru 51-8097 
51-8112 thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 53-7856 
53-8069 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


53-7857 thru 53-7884 


RAQ2 
C-119G 


R4Q2 
C-119G 


Revised 1 February 1959 


T.O. 1C-119F-4 Section II 


Figure 334. Boom Surface Controls Installation 
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Section II 


Group Assembly Parts List 


NUMBER 


1174 


GROUP 


PART NUMBER 


*110-720020-1 
*110-720020-2 
110-726217-1 
110-726217-2 
110-726110-10 
110-726110-30 


AN155- 16L 
AN165-16L 
FS2491J3-2 
FS2491-3-4 


110-721630-50 
110-727630-60 
110-727435-30 
110-727430-90 
NAS306-6-33-302 
NAS306-6-33-255 


AN155-46L 
AN161-46RT, 
FS2491-6-2 
FS2491-614 


110-727630-70 
110-727630-110 
110-727630-170 


AN155-46L 
AN161-46RL 
FS2491-6-2 
FS2491-6-4 


110-727405 
110-727442-11 
110-727442-31 


110-727405-10 
AN155-46L 

110-720001-30 
110-720001-10 
110-720004-11 
110-727414-11 


T 


BOOM 


‚О. 1C-119F-4 


MAJOR ASSEMBLY BOOM SURFACE CONTROLS INSTL 


UN I TS} USABLE 


Surface po Inst! - Boom LH (See fig. 333) 
Surface Controls|Instl - Boom RH (See fig. 333) 
Spring -i Boom surf. conl lock LH 
Spring -| Boom surf. conl lock RH 
Cable Agsy ва surf. conl locks (See fig. 390) 
Cable Assy! - Boom surf. conl locks (See fig. 390) 
ATTACHING PARTS 
B იი + Trnbkl 
Eye тунца 
Link - Cable vernier 
Link - Cable vernier 
Cabld Assy|- Rud surf. conl inbd LH (See fig. 390) C 
Cable Assy|- Rud surf. conl inbd RH (See fig. 390) C 
Cabl κ. - Rud surf. conl outbd LH (See fig. 390) C 
Cabla Assy|- Rud surf. conl outbd RH (See fig. 390) C 
1 Cable Assy|- Rud surf. conl D 
6 C τ - Rud surf. conl D 
ATTAC ү ARTS 
ΠΗ Trnbkl 
Link τ e vernier 
p L able vernier 
- Elev surf. conl outbd (See fig. 390) 
Cable Assy|- Elev surf. conl outbd (See fig. 390) A 
Cable Assy Be surf. conl outbd (See fig. 390) B 
ATT CHIN PARTS 
Barrél-J Trnbkl 
Fark |~ Trnbkl 
Link + თა e vernier 
Link F iple yernier 
Cable Assy - in rud emp surf. conl C 
Rad Assy E at boom rud conl push-pull E 
Rda ssy -| ΑΠΕ boom rud conl (Use for spares in lieu of part No. 
10-427442-1) F 
Cable Assy| - Rud surf. conl (See fig. 390) C 
Barrel 1 pus C 
Rod End - Rud surf. conl term. C 
Rad End | - ie surf. conl term. D 
Rad End|- Rud surf. conl term. F 
Rod Епа - Rud surf. conl term. D 
ва on fig. 335 & 337) 
MODEL SPECIFICATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-2693 
51-8098A thru 51-8168A 
C-119G 51-2694 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
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T.O. 1C-119F-4 ' Section H 
Group Assembly Parts List 


GROUP BOOM 
MAJOR ASSEMBLY BOOM SURFACE CONTROLS INSTL 


PART NUMBER 


UN 1 TS] USABLE 
ON 
NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


σ C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 

131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
IK-443 & Subsequent 


C-119G 53-3166 thru 53-3172 


F C-119G 52-5922 thru 52-5923 
53-3173 thru 53-7884 
IK-443 & Subsequent 
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T.O. 1C-119F-4 


Section IL 


96974 
А 


| 


| 


Boom Left Hand Surface Controls Installation 


Figure 335, 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP BOOM 


FIGURE & 
სხა [MAJOR ASSEMBLY BOOM LEFT HAND SURFACE CONTROLS INSTL PER 


ASSY. 
PART NUMBER | 2 3 4 5 6 


ed from fig. 334) 


*110-720020-1 
*110-720055-1 
110-726105-3 
110-726072-90 
110-727212-1 
110-727211-1 
AN393-15 
FL3C3 
*110-720050-1 
110-720024-1 
110-720028-1 
110-720028-10 


Insti - Boom LH (See fig. 333) 
stl -i Surf. conl locks & ail. cable LH 
үт locks surf. conl 

- Surf, conl rear spar пас locks cable LH 


ssy - Surf. conl rear spar пас ail. lower cable LH 
ds - Surf. conl rear spar nac ail. upper cable LH 
lat hd stl 3/16 x 41/64 in. 
AF) 
Nac surf. conl mud 


Nac surf. conl intermediate mud (Use for spares in 


d + Nhe surf. conl intermediate mud LH 
(CL of part No. 110-720028-1) 


110-720023-1 
110-720023-10 


lieujof part No. 110-720023-1) 
FL3C6 ) 
*110-728640 
110-728640-3 
*110-720240-1 
110-720240-10 


Surf. conl elev tab LH 
. conl elev tab LH 1.00 OD x . 035 x 60. 50 in. 


AN365-428 
AN960-416 
AN4-13A 

AN4-TA 


locking stl 1/4-28 
- Plain stl reg ser 1/4 in. bolt 
À Ë 1/4-28 x 1-13/32 in, 
stl 1/4-28 x 29/32 in. 


AN210-2A 
AN210-3A 
AN210-1A 
110-726062-21 
78-720114 

78-720115 

78-720143L 


ыру | Anti-friction brg conl 

y + Anti-friction brg conl 

lley - Anti-friction brg conl 

aie i - Surf. conl cable lock pulley LH 
oi - Surf. conl main conl pulley 

გები ket - Surf. conl main elev & rud lock pulley 

5 al - Surf. conl main conl pulley bkt LH 


tinued on fig. 336) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 thru 51-2716 
51-8016 | 
51-8098А thru 51-8168А 
53-8069 thru 53-8081 


51-7968 thru 51-8015 
1 51-2717 
51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
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Section IL 
Group Assembly Parts List 


FIGURE & 


INDEX 
NUMBER 


1178 


T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 
53-8069 thru 53-8081 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


Revised 15 February 1957 


Т.О. 1C-119F-4 Section П. 


Figure 336. Boom Left Hand Surface Controls Installation 


Section П T.O. 1C-119F-4 
Group Assembly Parts List 


Figure გ |9100Ρ ΒΟΟΜ 


МЕХ [MAJOR ASSEMBLY BOOM LEFT HAND SURFACE CONTROLS INSTL 


UNITS | USABLE 
ON 


CODE 
aaa i from fig. 335) 
*110-720020-1 face Controls Inst! - Boom LH (See fig. 333) 
*110-720045-1 вица Instl + Surf. conl LH (See fig. 335) 
78-720148 G He -/Surf. conl inbd main bkt cable 
AN210-4A Pulley - ეე... brg соп1 
AN210-1A Pulley -| Anti-friction brg conl 
AN210-2A Pulley -| Anti-friction brg conl 
NAS43-3-37 Spacer 4 Stl 5/16 OD x .049 x 37/64 in. 
AN210-3A Pulley -| Anti-friction brg conl 
78-720116L Bracket|- dur. conl main elev & rud inbd pulley LH 
ATTACHING PARTS 
AN365-428 Nut -| Self oin stl 1/4-28 
AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 
AN4-13A Bolt + Асі stl 1/4-28 x 1-13/32 іп. 
78-720118 Bracket|- Surf. conl main elev tab pulley A 
110-720241-21 Bnacket|- dor. conl main elev tab pulley B 
110-720241-23 Bracket - Surf. conl main elev tab pulley (Use for spares in 
ligu of part No. 110-720241-21) C 
წ. сае PARTS 
AN365-428 Nut -|Self locking stl 1/4-28 
AN960-416 Washer + Plain stl reg ser 1/4 in. bolt 
AN4-6A Bolt | Acftjstl 1/4-28 x 25/32 in. 
110-726063 -23 აგა. ως conl cable lock pulley 
ATTACHING PARTS 
AN365-428 Nut -|Self locking stl 1/4-28 
AN960-416 Washer - Plain stl reg ser 1/4 in. bolt 
AN4-14A Bolt + АСЕ 1/4-28 x 1-17/32 in. 
AN4-15A Bglt Αρπ stl 1/4-28 x 1-21/32 in. 
78-720117L მ. et|- Surf. conl cable lock pulley LH A 
78-720117-2L Bracket|- Surf. conl elev δι rud outbd pulley LH (Use for 
spares in lieu of part No. 78-720117L) D 
ATTACHING PARTS 
ΑΝΘ 65-428 Nut -|Se სმაილ» stl 1/4-28 
AN960-416 Wass F lain stl reg ser 1/4 in. bolt 
AN4-13A Bolt ft|st] 1/4-28 x 1-13/32 in. 
AN4-15A ns | Acft|stl 1/4-28 x 1-21/32 in. 
*110-720005-1 real Instl - Surf. conl emp LH (See fig. 338) 
*110-726200-1 Lgck Instl + Б, conl rud LH (See fig. 339) 
*110-726290-1 Ldck ი. + Surf. conl elev LH (See fig. 341) E 
*110-726290-11 Ldek Ingtl + Surf. conl elev LH (See fig. 341) F 
110-727215 R Asay ds conl elev act. 
110-720001-10 End 4 Surf. conl term. rod end 
AN316-6R Nut -| Adft check stl RH thd 3/8-24 
78-720103 B ahina - duc. conl elev G 
78-720103-3 Bushing |- Surf. conl elev H 
USABLE ON MODEL SPECIFICATION SERIAL NUMBERS 
CODE 
A C-119G 51-8098A thru 51-8111A 
B C-119G 91-2662 thru 51-2667 
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FIGURE & [GROUP BOOM 
ML MAJOR ASSEMBLY BOOM LEFT HAND SURFACE CONTROLS INSTL (Cont 
PART NUMBER | 23 45 6 


| 


Revised 15 February 1951 


T.O. 1C-119F-4 


Section Ἡ 


Group Assembly Parts List 


Ф 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


51-2668 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 


. IK-441 thru IK-442 


131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8103 thru 53-8156 
IK-443 & Subsequent 


51-2662 thru 51-2667 
51-8098A thru 51-8127A 


51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


UN | TS} USABLE 


1181 


T.O. 1C-119F-4 


Section II 
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Figure 337. Boom Right Hand Surface Controls Installation 


1182 


FIGURE ἆ 
INDEX 
NUMBER 


*110-720020-2 
*110-720055-2 
110-726105-3 
110-726072-100 
110-727212-2 
110-727211-2 
AN393-15 
FL3C3 
*110-720050-2 
110-720024-2 
110-720028-2 
110-720028-20 


110-720023-2 
110-720023-20 


FL3C6 | 
*110-720240-2 
110-720240-30 


AN365-428 
AN960D416 
AB4-13A 

AN4-7A 


AN210-2A 
AN210-3A 
110-726062-22 
18-120114 
18-720143R 
*110-720045-2 
18-120148 
AN210-4A 
AN210-3A 
AN210-1A 
78-720116R 


AN365-428 
AN960-416 
AN4-13A 


110-726063-24 


AN3 65-428 
AN960-416 
AN4-14A 
AN4-15A 


78-720117R 
78-720117-2R 


AN365-428 
AN960-416 
AN4-13A 


GROUP BOOM 


T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


inued from fig. 334) 


ce Controls Inst! - Boom RH (See fig. 333) 
Guard -|Surf. [conl locks & ail. cable RH 
Tubing ] wne locks surf. conl 

Guard Assy - Surf. conl rear spar nac locks cable RH 
үа Assy, - Surf. conl rear spar пас ail. lower cable RH 
Guard A sl - Surf. conl rear spar nac ail. upper cable RH 
Pin -| Flat hd stl 3/16 x 41/63 in. 
Bearing (ЕАЕ) 
Guard Instl! - Nac surf. conl mud RH 
Guard Assy - Nac fwd surf. conl fwd mud RH 
Guard - Nap surf. conl intermediate mud RH 
Guard - Nac surf. conl intermediate mud (Use for spares in 
liqu οἳ part No. 110-720028-2) 
Guard - [Nap surf. conl aft mud RH 
Guard -jNac surf. conl aft mud RH (Use for spares in lieu 
оѓ рагі No. 110-720023-2) 
EE (FAF) 
Bracket шай + Surf. conl RH 
Bracket |Assy - Surf. conl 
ATTACHING PARTS 
Nut -|Self locking stl 1/4-28 
Washer - Plain stl reg ser 1/4 in. bolt 
Balt + Ас 81 1/4-28 x 1-9/32 in. 
Balt + Apft|stl 1/4-28 x 29/32 in. 


or uu 


Pulley -| Anti-friction brg conl 
P xd -| Anti -friction brg conl 


Bracket|- Surf. conl cable lock pulley RH 
Bracket|- Surf. conl main pulley 

p part - Surf. conl main conl pulley bkt RH 
Bracket 90 + Surf. conl RH 


Guard -|Surf. conl inbd main bkt cable 
Pulley - Anti-gricton brg conl 
Pulley -| Anti-friction brg conl 


> 
სოუ DO δ0 DO Dene pt 


Pulley -| Anti-friction brg conl 
Bracket a . conl main elev & rud inbd pulley RH 
A чу: set ARTS 

-|Self locking stl 1/4-28 

ὯΝ l Plain stl reg ser 1/4 in. bolt 


Balt + АСЕ |51 1/4-28 x 1-13/32 in. 


- Surf. conl cable lock pulley 
G PARTS 
Self locking stl 1/4-28 


Abftjstl 1/4-28 x 1-17/32 in. 
Асі st1 1/4-28 x 1-21/32 in. 


urf. conl cable lock pulley 
- Surf. conl elev δι гиа outbd pulley RH (Use for 
τ in lieu of part Νο. 78-720117R) 


ARTS 


stl 1/4-28 x 1-13/32 in. 


o ით > 
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Section II 


Group Assembly Parts List 


1184 


T.O. 1C-119F-4 


MAJOR ASSEMBLY BOOM RIGHT HAND SURFACE CONTROL INSTL (Cont 


PART NUMBER I 


*AN4-15A 


*110-720005-2 
*110-726200-2 
*110-726290-2 
*110-726290-12 
110-727215 
110-720001-10 
8-120103 
78-720103-3 
AN316-6R 


ер 


2 თ ფ = ος 
sos 


ср 
> SE 


Intl - Surf. conl emp RH (See fig. 338) 
rf. conl rud RH (See fig. 339) 


- Surf. conl elev RH (See fig. 341) 


- Surf. conl elev 
- Surf. conl elev 


ft check stl RH thd 3/28-4 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 


T conl elev RH (See fig. 341) 
rf. conl elev act. 
conl term. rod 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-8098A thru 51-8168A 
53-8069 thru 53-8081 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7958 thru 51-8003 
51-8098A thru 51-8168A 
53-8069 thru 53-8081 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8082 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8111A 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 


Revised 15 February 1957 


Revised 15 February 1951 


T.O. 1C-119F-4 


Section П 


Group Assembly Parts List 


MODEL DESIGNATION. SERIAL NUMBERS 
C-119G 52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8103 thru 53-8156 
IK-443 δι Subsequent 


C-119G 91-2662 thru 51-2667 


51-8098A thru 51-8127A 


C-119G 51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


UNITS] USABLE 


1185 


Section II T.O. 1C-119F-4 


Figure 338. Surface Control Empennage Mechanism Installation 


1186 


FIGURE & LGROUP 
INDEX 
NUMBER 


*110-720005-1 
*110-720005-2 
110-720130-10 
110-720130-30 
110-720130-20 
110-720130-40 


338 


AN365-428 
AN960D416L 
AN960D416 
AN4-7A 
AN4-10A 


110-720122-21 


110-720122-22 


110-726231-10 
110-726231-20 
AN201K8A 
NAS43C8-35 
110-727621-30 
110-727621-40 
K21B 
718-727007 
78-727007-1 


78-727007-1 
110-726278-1 
110-726278-2 
AN201 КВА 
78-720135 
110-727411-10 
110-727443-1 
110-727411-20 
110-727443-2 
K21B 
AN202KP21B 
78-727007 
78-727007-1 


78-727007-1 
78- 727001 
718-720136 
718-720131 L 
78-720131R 
78-720131-21 


Revised 15 February 1957 


Pu 
Be 
Space 
Whee 
Whee 
Be 
Ho 
Ho 


T.O. 1C-119F-4 


BOOM | 


MAJOR ASSEMBLY SURFACE CONTROL EMPENNAGE MECHANISM INSTL 
PART NUMBER | 2 3 ს 5 6 


Mechanism/Instl - Surf. conl emp RH (See fig. 337) 
Mechanism|Assy - Surf, conl LH 

nism|Assy - Surf. conl LH 

Macht m Assy - Surf. conl RH 


И Ingtl - Surf. conl emp LH (See fig. 336) 


піт Assy - Surf. conl RH 


PARTS 
a stl 1/4-28 


light ser 1/4 in, bolt 
reg ser 1/4 in. bolt 


Bolt + Acft st1|1/4-28 x 29/32 in. 
Bolt 4 Acft stlj1/4-28 x 1-1/32 in. 


Support + Emp surf, conl upper LH (Made from part Νο, 78- 
720121) 
Support 
720121) 
Pulley Ass 


Emp surf. conl upper RH (Made from part No, 78- 


- Emp elev spring tab lock surf. conl upper LH 
Assy - Emp elev spring tab lock surf. conl upper RH 
ring - Intermediate duty ball with metal shield 
-| Screw & bolt 5/8 OD х. 049 x 35. 64 in. 
Assy; - Surf. conl elev act, LH 
Assy - Surf. conl elev act. RH 
ring |- Intermediate duty ball (FAF) 
sing - Surf. conl main conl term. 
Sing - Surf. conl main conl term. (Use for spares in 
lieu of part No. 78-727007) 
sing + Surf. conl main conl term, 
89V 4 Surf. conl elev lock 
sgy - Surf. conl elev lock 
ring - Intermediate duty ball 

Surt. conl emp mech 
Assy| - Surf. conl rud act. 
эу - Rud conl ай boom 


cable LH 


- Surf. conl rud act. cable RH 
- Rud coni aft boom 

ring |- Intermediate duty ball (FAF) 
ring - Extra light duty ball 


Sing - Surf. conl rud act, cable 


of part No. 78-727007) 

sing - Surf. conl rud act, cable 
Surf. conl emp lock mech 

Surf, conl emp mech 

t- Emp surf. conl wheel lower LH 
t+ Emp surf, conl wheel lower RH 
t- Emp surf. conl wheel lower 


MODEL DESIGNA TION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
91-8016 

C-119G 51-7968 thru 51-8015 
51-2717 


51-8017 thru 51-8019 
51-8098A thru 51-8168A 


sing - Surf. conl rud act, cable (Use for spares in lieu 


Section H 
Group Assembly Parts List 


UN1TS| USABLE 


1 
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Section H T.O, 1C-119F-4 
Group Assembly Parts List 


GROUP BOOM 


აო [MAJOR ASSEMBLY SURFACE CONTROL EMPENNAGE MECHANISM INSTL ΜΙ 
τμ, [i2 38458 " | _ 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-8020 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
IK-443 & Subsequent 


51-8020 thru 51-8097 
51-17365 thru 52-5921 
52-5924-thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 
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Section II 


T.O. 1C-119F-4 


Surface Control Rudder Lock Installation 


Figure 339. 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


1190 


PART NUMBER 


*110-726200-1 
*110-726200-2 
AN155-16S 
110-726215-10 
110-726215-30 
AN393-29 
*110-726205-1 
*110-726205-2 
*110-726210-1 
*110-726210-2 
NAS376-2 
110-726214-21 


110-726214-22 
110-726216-21 
110-726216-22 


110-727450-1 
110-727450-10 
110-727450-30 
110-727450-2 
110-727450-20 
110-727450-40 


bla Agsy| - 
მხ Авзу|- 
in - Flat hd 
et |Asby 
et |Assy 


acket Assy 
Bracket |Asby 


Bracket - 
11р- 
Bracket |- 
110- 
et |- 
11h- 
ube 
e 
ube 


ck Instl + Surf! 
Barrel 4 Trnbkl 
fort conl (See fig. 390) 


T.O. 1C-119F-4 


Ru 


urf. conl (See fig. 390) 

LI . 186 dia x 1-5/64 in. 

F Rud lock surf. conl fwd LH 

F Rud lock surf. conl fwd RH 

F Rud lock surf. conl aft side LH 
– Rud lock surf. conl aft side RH 
Pulley -!Sepondary conl 3/32 in. dia cable 
Bracket|- Rud lock surf. 
110-726205-1) 


а lock surf. 


26205-3) 


d lock surf. 


26210-1) 


GROUP BOOM UNITS] USABLE 
MAJOR ASSEMBLY SURFACE CONTROL RUDDER LOCK IN STL ud 


ck Instl + Surf; conl rud LH (See fig. 336) 
conl rud RH (See fig. 337) 


conl fwd LH (Use on part No. 
conl fwd RH (Use on part No. 


conl aft side LH (Use on part No. 


d lock surf. conl aft side RH (Use on part No. 


26210-2) 
ssy - Main rud & rud spring tab LH (See fig. 340) 
15 - Main rud & rud spring tab LH (See Ηρ. 340) 

ssy - Main rud & rud spring tab LH (See fig. 340) 
ssy - Main rud & rud spring tab RH (See fig. 340) 
ssy - Main rud & rud spring tab RH (See fig. 
ssy - Main rud & rud spring tab RH (See fig. 


C-119G 


R4Q2 


C-119G 


340) 
340) 


O = > O Z > 


MODEL SPECIFICATION SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 
53-8069 thru 53-8102 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17367 thru 52-5921 
51-5924 thru 53-3165 
53-8103 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


92-5922 thru 52-5923 


53-3166 thru 53-7884 
IK-443 & Subsequent 


Revised 15 February 1957 


Section II 


T.O. 1C-119F-4 


a 
` 


Аб. : | N = 
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Figure 340. Tube Assembly - Main Rudder and Rudder Spring Tab Torque 
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Revised 1 March 1956 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP BOOM 


FIGURE & 
ee MAJOR ASSEMBLY MAIN RUDDER & RUDDER SPRING TAB TORQUE TUBE ASSY 


UN I TS| USABLE 


ON 
CODE 
Paru Ji 2 კახი -"-“ — — | 

110-727450-1 sy - Main rud & rud spring tab LH (See fig. 339) G 
110-727450-10 jo - Main rud & rud spring tab LH (See fig. 339) H 
110-727450-30 ssy - Main rud & rud spring tab LH (See fig. 339) U 
110-727450-2 e Asty - Main rud & rud spring tab RH (See fig. 339) G 
110-727450-20 Г - Main rud & rud spring tab RH (See fig, 339) H 
110-727450-40 Tube Assy - Main rud & rud spring tab RH (See fig. 339) U 
110-727452-21 P ч k + Rud spring tab All 
8-121408 asher|- Rud torque tube All 
78-727413 Torque Tabe Attachment - Rud upper АП 
78-727466-11 Tho A$Sy|- აი spring tab All 
110-727408 Bplt}- Rud] torque horn att J 
110-727450-5 Pin + Flat һа гоа spring tab K 
110-727455 bd Alsy|- Rud torque R 
110-727455-10 Tube Ao ud torque (Use for spares in lieu of part No. 

ბ 21455) 8 
78-727474-1 bd - M rud torque conl АП 
110-727454 be - Main rud torque conl A11 
110-726207 Retainer - Rud conl mech brg G 
KP47B er AR) G 
78-727512 Shoulder -| Rud torque tube P 
78-727512-3 8 wee -| Rud torque tube (Use for spares in lieu of part No. 

78 707519) Q 
78-727513 Sleeve + a torque tube R 
78-727513-3 Sleeve i d torque tube (Use for spares in lieu of part No, 

178-727513) 
DS5 Bearing (ЕА К) 
110-726222 


Hbusing 2 - Rud main torque tube horn 
110-726221 i §V - Rud main torque tube horn 


AN202KP29B 


წის თა Α 
B a - Extra light duty ball 


2 Q 

2 | All 

1 All 

1 | АП 

1 | АП 

110-727465-90 Horn A$sy|- Rud preload torque tube 1 G 

110-727465-30 Hbri] as - Rud preload torque tube 1 H 

110-727465-50 Horn Аўву - Rud preload torque tube 1 U 

110-727462 Stud|- Rud torque tube horn 2 | AH 

110-727458 Nut L Rud torque tube horn 2 | All 

110-727459 Spring d torque tube horn 2 АП 

110-727457-7 Barrel Ё ud torque tube horn 2 G 

110-727457-3 Baryel |- Rud torque tube horn 2 v 
110-727457-5 Bhriel - Hud torque tube horn (Use for spares in lieu of 

იხ No. 110-727457-3) 2| w 

110-727461-3 Sleeve d torque tube horn 2 | All 

110-727451-27 AR ud torque tube 1 T 

110-727449-21 - Rud torque tube 1 U 

FS-2221S75-. 60 Bhellin - Press fit stl . 4391 OD x .290 ID x . 60 lg 2 | All 

110-727463-3 Bolt|- Rud torque tube stop (Made from part Νο, ΑΝΤΘΑΙ 5) 1 АП 

110-727463-5 ed yaa torque tube stop (Made from part No. AN76A16) 1 All 

110-726201-50 C Sy|- Rud lock LH 1 A 
110-726201-70 G а) Assy|- Rud lock LH (Use for spares in lieu of part No. 

110-7726201-50) 1 B 

110-726201-60 m A sil: ud lock RH A 
110-726201-80 ზი Assy|- Rud lock RH (Use for spares in lieu of part No. 

ae 201-60) B 

AN200K6 ing - [Heavy duty ball with metal shield All 

110-726201-3 Seat гіме - Rud lock cam ftg All 

110-726201-4 α Seat|PlBte|- Rud lock cam ftg АП 

T'TACHING PARTS 
AN365-1032 7 t + Self locking stl 10-32 All 
AN960-10L Washer - Plain stllight ser No. 10 bolt All 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


FIGURE & [GROUP BOOM UNITS| USABLE 


INDEX | MAJOR ASSEMBLY MAIN RUDDER & RUDDER SPRING TAB TORQUE TUBE ASSY (Cont.) | PER 


NUMBER ASSY. 
PART NUMBER 12 3 4 5 6 


AN509-10R10 Flat recessed hd stl 10-32 x 21/32 in. All 


110-726201-72 i Rud lock cam LH 
110-726201-31 i 
110-726201-28 
110-726201-32 
110-726208-1 pri d lock cam LH 

110-726208-3 pri d lock cam LH 

110-726208-2 d lock cam RH 

110-726 208-4 i nia ock cam RH 

110-726202-23 - | torque tube sup. 

110-726202-25 - Rud torque tube sup. 

110-726202-10 Assy - Rud torque tube sup. (Use for spares in lieu 


ке ка je мл ка ка рз πὲ рш — 
= > g რე D O თ > J > 


be 110-726202-23 & -25) 
NAS50-387 ~ Int ret 
AN202KP47B i - Anti-friction light duty ball 


и] bx} rrj 


BLE QN 
[ MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8120A 


C-119G 51-1968 thru 51-8015 
51-2717 
51-8017 thru 51-8097 
51-8121A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
51-8098A thru 51-8107А 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
R4Q2 131662 thru 131708 


C-119G 51-8035 thru 51-8097 
51-8108A thru 51-8168A 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

R4Q2 131709 thru 131719 


C-119G 51-7968 thru 51-8003 
51-8121A thru 51-8168A 


C-119G 51-8004 thru 51-8015 
§1-2717 
51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
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Section II 
Group Assembly Parts List 


1194 


T.O. 1C-119F-4 


GROUP BOOM 
NUMBER [MAJOR ASSEMBLY MAIN RUDDER & RUDDER SPRING TAB TORQUE TUBE ASSY (Cont). 
συ — [izsuse | 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


UN | TS] USABLE 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 

51-1968 thru 51-8003 
51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


51-8098A thru 51-8111A 


51-2662 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 

53-8069 thru 53-8102 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 thru 53-7884 
53-8103 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
53-8069 thru 53-8102 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 thru 53-7884 
53-8103 thru 53-8156 
IK-441 δι Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


92-5922 thru 52-5923 
53-3166 thru 53-7884 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP BOOM ! 
MAJOR ASSEMBLY MAIN RUDDER & RUDDER SPRING TAB TORQUE TUBE ASSY (Cont. 
PART NUMBER I 2 3 4 5 6 
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FIGURE & 
INDEX 
NUMBER 


UNITS] USABLE 
ON 


MODEL DESIGNATION SERIAL NUMBERS 


U (cont C-119G IK-443 & Subsequent 
V C-119G 51-8004 thru 51-8015 
51-2717 


51-8017 thru 51-8097 
51-17365 thru 53-7877 
53-8069 thru 53-8156 
IK-441 thru IK-461 
R4Q2 131662 thru 131719 


WwW C-119G 53-7878 thru 53-7884 
IK-462 & Subsequent 


Section H 


ee 


э 


1196 


Т.О. 1С-119Е-4 


=== 


E 


© 


X (qq 
μα 


Figure 341, Lock Installation - Surface Control Elevator 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP BOOM UNI TS| USABLE 


UBER MAJOR ASSEMBLY LOCK INSTL - SURF. CONL ELEV ae 
PART NUMBER 
341 *110-726290-1 Lick Insti + Surf, conl elev LH (See fig. 336) Ref T 
*110-726290-11 Lock! rem Ь Surf. conl elev LH (See fig. 336) Ref U 
*110-726290-2 Lóck Instl - Surf, conl elev RH (See fig. 337) Ret T 
| *110-726290-12 tex Instl + Surf. conl elev RH (See fig. 337) Ret U 
ane 1 110-726277-70 Cable Assy - Burf. conl elev (Use on part Νο. 110-726290-1 & 
-11) (See fig. 390) 1 P 
110-726277-170 | Cable Assy - Surf. conl elev (Use on part No. 110-726290-1) 
(See fig! 390) 1 Q 
110-726277-50 Cable Assy - Surf. conl elev (Use оп рагі No. 110-726290-2 & 
| -12) (Seb fig. 390) LI # 
110-726277-150 Cable Assy - Surf. conl elev (Use on part No, 110-726290-2) 
| (See fig) 390) 1 Q 
- 2 110-726277-110 Cable Agsy - Surf. conl elev (Use on part No. 110-726290-1 & 
-11) (See fig. 390) 1 All 
110-726277-130 Cable Assy - Surf. conl elev (Use on part No. 110-726290-2 & 
| -12) (Seb fig. 390) b р 
110-726277-170 Cable Assy: - Surf. conl elev (Use on part No. 110-726290-2) 
am fig] 390) 1 Q 
ATTACHING PARTS 
- 38 AN155-16S Barrel + T E 1 All 
| = ЗА | AN365-1032 Nut + 8 ү ing 811 10-32 1 C 
AN364-1032 i 4 Sait ocking thin stl 10-32 1 D 
| AN960-10L Washer |- Plain stl light ser Νο. 10 ხი1L 1 Al 
| ΑΝΟ-11Α Bolt + Acft | 10-32 x 1-5/32 in. 1 | 0 
AN3-10A Bolt + Ас sti 10-32 x 1-1/32 in. 1j D 
' 0-4 110-726237-3 Clamp 4 Surf.| conl locks 1 All 
| 
| - 5 AN210-2B Pulley - Anti-friction brg conl 2 All 
ATTACHING PARTS 
- 6 AN320-3 Nut 4 Castle . 10-32 1 All 
AN960-10 Washer |- Plain stl reg ser No. 10 bolt 1 Alt 
AN23-14 Bolt + Clevis ΕΙ 10-32 х 29/32 in. 1 | All 
-Ἱ 110-726289-3 Yoke|- Surf. conl lock elev 2 | All 
: ATTACHING PARTS 
- 8 AN365-1032 Nut 4 Self სავა stl 10-32 1 All 
AN960-10L Washer |- Plain sti light ser No. 10 bolt 1 All 
AN3-11A Bolt - Ас = 10-32 x 1-5/32 in. 1 | All 
- 9 |АМ№310-4 Nut - cim ted airframe 1/4-28 1 All 
AN960-416L Washer |- Plain stl light ser 1/4 in. bolt 1 Al 
AN960-416 Whsher - Plain stl reg ser 1/4 in. bolt 1 All 
АМ43-5 s - Eye 8LI 1/4-28 x 21/32 in. 1 All 
-10 110-726292-10 Bracket|Assy |- Surf. conl lock elev pulley (Use on part No. 
110-'126290-1) 1 E 
110-726292-20 раса Assy |- Surf. coni lock elev pulley (Use on part No. 
110-126290-2) 1 E 
110-726292-30 Bracket Assy |- Surf. conl lock elev pulley 1 F 
-11 110-726234-3 Spring - Spring tab lock elev tension 1 All 
ATTACHING PARTS 
-12 AN365-1032 Nut - Self locking stl 10-32 1 Alli 
AN960-10 ! Washer - Hlain stl reg ser No. 10 bolt 1 All 
| AN3-12A | Bolt + Acft|stl 10-32 x 1-9/32 in. 1 Au | 
-13 NAS77-3-09 Bushing - F1 press fit stl .3236 OD x . 190 ID x . 437 fl dia x i | 
| , 062 fl 1gth x .09 in. I1 An | 
| -14  |110-726288 ден Ἴ Surf. | conl lock elev | 3| T | 
! ! 


1197 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


BOOM 


FIGURE & UNITS] USABLE 
INDEX ON 
NUMBER |MAJOR_ASSEMBLY LOCK INSTL - SURF. CONL ELEV (cont Е 
PART NUMBER 


AN394-29 J 
110-726305-5 gust lock clevis (Use for spares in lieu of part No 
394-29) K 
AN960-416 T 
110-726290-3 f. T 
110-726291 г А 
110-726291-10 
B 
AN396-43 5 J 
110-726305-3 gust lock clevis (Used for spares in lieu of part No. 
-43) K 
AN960-616 h a n stl reg ser 3/8 in. bolt T 
NAS75-6-008 Plain press fit stl . 375 ID х. 250 in. B 
110-726280-10 . conl lock elev LH R 
110-726280-30 - Surf. conl lock elev LH S 
110-726280-20 - Surf. conl lock elev RH R 
110-726280-40 b Surf. conl lock elev RH S 
A TS 
AN365-428 ; ocking stl 1/4-28 All 
AN960-416 B Pai stl reg ser 1/4 in. bolt All 
AN4-17A t αν 1/4-28 x 1-29/32 in. All 
110-726274 rf, conl lock elev All 
110-726284 - dE . conl lock elev fixed All 
N G PARTS 
AN396-43 1 Flat hd stl 3/8 in. x 1-11/32 in. J 
110-726305-3 1 Elev gust lock clevis (Use for spares in lieu of part 
N396-43) V 
110-726271-21 drf. conl lock elev АП 
110-726271-23 т conl lock elev All 
/ Т5 
AN320-4 e shear stl 1/4-28 All 
AN960-416L lain stl light ser 1/4 in. bolt All 
AN24-29 is st] 1/4-28 x 1-27/32 in. All 
110-726303 . conl lock elev adj All 
110-726302 . conl lock elev M 
110-7 2630 2-3 . conl lock elev (Use for spares in lieu of part 
10-726302) 1 N 
110-726301 Surf. conl lock elev 1 АП 
110-726299 . conl lock elev 1 All 
AF216-3-24 + Metal stl 1 All 
AN6290-6 Straight thd tube ftg boss 1 All 
AN815-6 i {red tube stl 3/8 in. tubing OD 1 All 
AN6227B25 - ТО" ring hyd 1-5/8 in. OD 1 All 
110-726281 - Surf. conl lock elev 1 | All 
AN6227B23 "О" ring hyd 1-1/2 іп, OD 1 All 
110-726285-3 i rf. соп] lock elev 1 All 
110-726282 i i conl lock elev 1 All 
110-726304 f. conl lock 1 All 
AN6231A11 yd piston rod 1 АП 
AN6227B21 O" ring hyd 1-3/8 OD 1 All 
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MAJOR ASSEMBLY 


T.O. 1C-119F-4 


PART NUMBER I| 2 3 ს 5 6 


AN6204-2 


АМ№520-10-5 
AN935-10 


110-726287-1 
110-726287-3 
110-726287-2 
110-726287-4 


AN365-524 
AN960-516L 
AN5-27A 


110-726298-21 
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. conl lock elev LH 
. conl lock elev LH 
. conl lock elev RH 
. conl lock elev RH 


elf locking stl 5/16-24 


Section П 


Group Assembly Parts List 


LOCK INSTL - SURF. CONL ELEV (cont) 


hd mach stl 10-32 x 5/16 in. 
pring lock stl med ser No. 10 bolt 


- Plain stl light ser 5/16 in. bolt 


- Acft stl 5/16-24 x 2-31/32 in. 


Housing - Surf. conl lock elev 


C-119G 


C-119G 


C-119G 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-2680 
51-8098A thru 51-8115A 


51-2681 thru 51-8097 
51-8116A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-8098A thru 51-8168A 
53-8069 thru 53-8102 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8103 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


91-2662 thru 51-8034 
51-8098A thru 51-8152A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
51-8153А thru 51-8168А 
52-6012 δι Subsequent 
ІК-441 & Subsequent 


51-8098А thru 51-8102А 


1199 


Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 
PART NUMBER 


NUMBER 


341 


1200 


T.O. 1C-119F-4 


LOCK INSTL - SURF. CONL ELEV (cont 


C-119G 


R4Q2 


C-119F 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 
C-119G 


C-119G 


R4Q2 


C-119G 


MODEL DESIGNATION SERIAL NUMBERS 


UNITS] USABLE 


51-2662 thru 51-8097 
91-8103A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8063 
91-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 


51-2662 thru 52-5921 
52-5924 thru 53-3146 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3147 thru 53-7884 
IK-443 & Subsequent 


51-2662 thru 51-8097 
51-8098A thru 51-8131A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8132A thru 51-8168A 


51-8098A thru 51-8168A 


91-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5921 
92-5924 thru 53-3165 
53-8069 thru 53-8102 
IK-441 thru IK-442 

131662 thru 131719 


52-5922 thru 52-5923 
93-3166 thru 53-7884 
53-8103 thru 53-8156 
IK-443 & Subsequent 
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T.O. 1C-119F-4 


C-119G 


MODEL DESIGNATION 


Section II 


Group Assembly Parts List 


GROUP BOOM | 
MAJOR ASSEMBLY LOCK INSTL - SURF. CONL ELEV (cont) _ 
PART NUMBER | 23 4 5 6 


SERIAL NUMBERS 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 δι Subsequent 


1200A 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 


Section H 


ух) 


Aft to Forward 


Figure 342. Boom Installation - 
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1200B 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Π 
Group Assembly Parts List 


GROUP BOOM 


MAJOR ASSEMBLY BOOM INSTL - AFT TO FWD 


part waer isese — 5 o 


FIGURE & 
INDEX 
NUMBER 


*110-320001-10 |B Instl|- Aft|to fwd LH (See fig. 333) 

*110-320001-30 | Boom Instl|- Aft|to fwd LH (See fig. 333) 

*110-320001-20 | Boom Instl|- Aft|to fwd RH (See fig. 333) 

*110-320001 -40 во Ден - АН о fwd RH (See fig. 333) 
А 


*110-784000-1 
*110-784000-2 
*110-224000-1 
*110-224000-2 
110-224001-1 
110-224001-2 


iu icing System Instl & Assy - Boom RH (See fig. 343) 
Fairing Inst] + Fixed stab. LH 


evdtor Island Assy - Surf. conl 

Elevator Island Assy - Surf. conl 

ATTACHING PARTS 

Screw -|Washer hd stl 10-32 x 1/2 in. 

Nut – Self locking stl 10-32 

Washer |- Plain stl reg ser Νο, 10 bolt 

Bolt [ Асі 10-32 x 17/32 in. 
Acft|stl 10-32 x 21/32 in. 


I 
ithe учет Inst] & Assy - Boom LH (See fig. 343) 


AN525-10-8 
AN365-1032 
AN960-10 

AN3-4A 
AN3-5A 


78 -320009-13 
78-320009-14 
78-320009-15 
78 -320009-17 
78 -321056 
110-320012 


aft to fwd 

S i - τ. aft to fwd 

- Boom aft to fwd 

Sp ice - Boom aft to fwd 
Plate] - i m splice 

oqm mooring ring cover 

ATTAC ING PARTS 

Screw -|Sheet|metal rd hd stl No. 10 x 1/2 in. 

Washer lain stl reg ser No. 10 bolt 


AN530-10-8 
AN960-10 


C99%V - Bont splice plate (Use with part No. 78-321056) 
Gasket + Boom mooring ring (Use with part No. 110-320012) 


78 -32105'7 
110-320013 

*110-320010 

*110-320010-130 
110-320010-70 
110-320010-50 
110-320010-30 
110-320010-90 


Dated Fin |Assy - Center 
l Fin|Assy - Aft 
(> - Aft (Use for spares in lieu of part No. 
20010-30) 
Ddrsdl in (Assy - Aft (Use for spares in lieu of part No. 


110-320010-110 


110-320010-30 & -90) 
110-321300-1 Boom Assy] - d sect. LH (For spare requirement see index 


Na. 19) 

110-321100-110 Βόρα Α შიგ d sect. LH (For spare requirement see index 
Να. 19) 

110-321300-2 Boom Assy|- - sect. RH (For spare requirement see index 
No. 19) 


110-321100-120 


“ш Agsy | – Ένα sect. RH (For spare requirement see index 


No. 19) 
nd -+Ddrsal fin attach. 
ing -| Dorsal fin attach. 
nives fin attach. 
– 00X881 fin attach. 
– 00X881 fin attach. 
-| Dorsal fin attach. 
i Fin Assy - Fwd sect. LH (Made from part No. 
-321300-1 & 110-320010-130) (Use for spares) 
Dorsal Fin Assy - Fwd sect. RH (Made from part No. 
110-321300-2 & 110-320010-130) (Use for spares) 
Electrical Ipstl - Fwd boom sect. LH 


110-320020-27 
110-320019-21 
110-320020-21 
110-320019-27 
110-320019-25 
110-320020-25 
110-321300-50 


"M j Pj j jj ы шч m оо 


110-321300-60 


*110-741013 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1202 


GROUP BOOM 
MAJOR ASSEMBLY 


*110-745015 
#110-740010-901 


#110-744367-1 
#110-740010-129 
#110-744306-1 


49165 
49164 
110-754082 


110-750010-116 


110-320015 
*110-773821 
43146 
78-774845 
110-773816 
110-322000 -150 
110-322000-70 
110-322000-90 
110-322000-160 
110-322000-80 
110-322000-100 


UWN428 

AN960-416 
AN960C416 
NAS143-4C 
NAS144-20 
NAS144 -39 
UWN524 

AN960-516 
NAS143-5C 
NAS145-24 
UWN624 

AN960-616 
NAS143 -6C 
NAS146-27 


78-720138-2 
110-322014-7 
110-322022-1 


110-322014-8 
110-322022-2 


110-322022-30 
110-322022-40 
*110-322103-150 
*110-322103-170 
*110-322103-230 
*110-322103-160 
*110-322103-180 
*110-322103-240 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


BOOM INSTL - AFT TO FWD (Cont) 


9«ყ»«»X«ხიC+–LVაეან!:"""',',),',),,),),''') 


ка 
Cla 


5 > As 
Secti 
Section As 
5 et 8 
ING 
/4128 


P 


еа; 
еа 


Electrid 


Balt Shri 


ањ 


3 


Cable A 


& 


суы; АБ 


& 


Strap Assy 


Support |- sys cyl 
e - sys bottle sup. 
Sdetibn Assy + Aft LH 


Section р 
y + Aft LH 
п Assy 


si 
re 


(S 
lai 
si 


As 
ტყ 
A 
A 
Α 


Α 


| 


al {nstl - Fwd boom sect. LH 
sy - Fwd boom sect. elec sys LH (See fig.391 & 


E 


able A 


2) 
392) 


392) 


ი Type C (UC) 


pe C (UC) 


2) 


Ring |Assy - Boom mooring 
E Instl + Oxy sys boom cyl 


- Oxy sys (MAR) 


Aft LH 


.. 8LI reg ser 1/4 in. bolt 
sh CRES reg ser 1/4 in. bolt 


k . 252 in. ID 


os 

lain stl reg ser 5/16 in. 
- C8Iის .315 ID 

renching stl 5/16-24 x 1-1/2 in. 


5) 


stl reg ser 3/8 in. bolt 


k .378 in. ID 


Washer |- 
вй! F Int wrenching stl 3/8-24 x 1-11/16 in. 


sy - Aft boom sect. 
ssy - Aft boom sect. 
sy - Aft boom sect. 


Assy - Aft boom sect. 


BSy - Aft boom sect. 


Bulkhead 485» - Aft boom sect. 


ching stl 1/4-28 x 1-1/4 in, 
ching stl 1/4-28 x 2-7/16 in. 


conl main emp elev quadrant stop 

Assy - Boom aft sect. outbd LH 

late Assy - Boom aft sect. outbd LH (Use for spares 
lieu of part No. 110-322014-7) 

te Assy - Boom aft sect. outbd RH 

Assy - Boom aft sect. outbd RH (Use for Spares 
of part Νο, 110-322014-8) 

sy - Boom aft sect. outbd LH 

D - Boom aft sect. outbd RH 


Sy - Fwd boom sect. elec sys LH (See fig.391 & 
Sy - Fwd boom sect. trim tab circuit (See fig. 391 


Sy - Fwd boom sect. trim tab circuit (See fig. 391 


Sy - Fwd boom splice to tail cone splice (See fig. 


Pe POP παω юы 


ῬΑ orm ке o ο М BN b თ - с თ -ᾱ 
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Section IH 
Group Assembly Parts List 


GROUP BOOM 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


ΠΗ ჭ UNITS  USABLE 
ASSEMBLY BOOM INSTL - АЕТ TO FWD (Cont ON 
NUMBER [MAJOR ASSEMB (Cont) Ed 


სხ fi} 2a wee ooo y y O 


78-321118L 


Fitting + Boom upper fwd LH (Made from part No. 
78 -321117) 

Fitting + Boom upper fwd RH (Made from part No. 
78 -321117) 

Fitting + Boom upper aft LH (Made from part No. 
78 -321117) 

Fitting Boom upper aft RH (Made from part No. 
18 -321117) 

Fitting iid - Boom to lower fin att 

Bushing - Plain press fit. 3125 ID x . 375 in. 

Bulkhead Assy - Aft boom sect. LH 


78-321118R 


78-321119L 


78-321119R 


110-320027 
NAS75-5-012 
*110-322103-130 


*110-322103-140 Bulkhead Assy - Aft boom sect. RH All 
78 -321154 Fairlead - Boom outbd 
78-321153 


Ε pra - Boom inbd 
B RI ssy - Aft boom sect. 
Bulkhead Assy - Aft boom sect. 
Bulkhead Assy - Aft boom sect. 
Bulkhead Assy - Aft boom sect. 
ος + Boom upper fwd 


*110-322117-1 
*110-322117-10 
*110-322117-2 
*110-322117-20 
110-322016-21 


110-322016-22 F A + Boom upper fwd All 
110-322016-23 |, g + Boom upper aft A11 
110-322016-24 Fitting + Boom upper aft All 


110-320026 


Fitting + Boom to lower fin att 
NAS75-6-016 


Bushing - Plain press fit . 5013 OD x .375 ID x . 500 in. 


110-322003 Сар 1 Bborh aft sect. LH All 

110-322004 Cap + Bpom aft sect. RH All 
ATTACHING PARTS 

AN3-4A | Bolt | Acft|sti 10-32 x 1/4 in. AU 

AN960C10L Washer l- Plain CRES light ser No. 10 bolt Al 


*110-741002-1 Electridal Instl - Aft boom & rud LH 
*110-741002-2 


49165-22 


49165-22 
49165-22 
49165-22 
49159 
49164-22 
49164-22 
AN3158-1 
AN3158-2 


AN365-440 
AN960-4 
AN515-4-10 


AN3158-3A 
AN3110-1A 


AN3110-2A 


AN3124-307 
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#110-740010-993 


#110-744375-1 


ip 
Clip 


ip F 
Light A 
Light A 

G PA 
Nut 1 5 
т 


Scre 


Ligh 
Соуе 


Cable A 


Electrical Instl - Aft boom & rud RH 
ip + Wire harness (UC) (Use on part No. 


sy - Tail Position (White) 

sy - Tail position (Yellow) 
TS 

1 looking stl Νο. 4-20 

- Plain stl reg ser No. 4 bolt 
Rd hd mach stl 4-40 x 5/8 in. 


AN3158-1) 


AN3158-2) 
- Tail position light 


ire harness (UC) (Use on part No. 

ire harness (UC) (Use on part No. 

Clip - Wire harness (UC) (Use on part No. 

Clamp Type B (UC) 

ΞΕ F bos harness (UC) (Use on part No. 
ire harness (UC) (Use on part No. 


110-741002-1) M 


110-741002-2) 
110-741002-1) 
110-741002-2) 


110-741002-1) 
110-741002-2) 


Assy - Tail position (Without lamp & cover) 
- Tail position light (White) (Use on part No. 


Covet - Tail position light (Yellow) (Use on part No. 


8sy - Elec sys thru left tail cone (Use on part No. 
110-741002-1) (See fig. 391 & 392) 

fey - Elec sys thru left tail cone (Use on part No. 
110-741002-1) (See fig. 392) 
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Section II 
Group Assembly Parts List 


GROUP BOOM 
MAJOR ASSEMBLY 


PART NUMBER 


#110-740010-159 


FIGURE ἆ 
INDEX 
NUMBER 


#110-740010-977 
#110-744374-1 


110-740010-991 


#110-740010-459 
#110-744340-1 
#110-740010-169 
#110-744314-1 
110-754093 


RE-132/ARC-21 
M125112 


49164-21 
49164-21 
G6965-6 

110-744393-1 


# Alternate Parts 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UNITS} USABLE 


BOOM INSTL - AFT TO FWD (Cont წამ 
Cable Assy - Elec sys thru right tail cone (Use on part 

No. 110-741002-2) (See fig. 392) T 
Cable Sy - Rud trim tab elec (Use on part No. 

110-741002-2) (See fig. 391 & 392) S 
Cable Assy - Rud trim tab elec (Use on part No. 

110-741002-2) (See fig. 392) T 
cibi Sy - Aft boom & rud elec (Use on part No. 

110-741002-1) (See fig. 391) M 
Cáblé Assy - Trim tab conl circuit thru left rud (Use on 

part No. 110-741002-1) (See fig. 391 & 392) U 
Cable Assy - Trim tab conl circuit thru left rud (Use on 

>. Νο. 110-741002-1) (See fig. 392) T 
Cable sy - Trim tab circuit left stab to splice (Use on 

part No. 110-741002-1) (See fig. 391 & 392) 5 
თხის Assy - Trim tab circuit left stab to splice (Use on 

part No. 110-741002-1) (See fig. 392) T 
Cable sy - Tail cone splice to relay (Use on part No. 

110-741002-1) (See fig. 392) | ΑΑ 
Relay (GFAE) (Use on part No. 110-741002-1) AB 
Rela pe RE-132/ARC (GFAE) (RCA) (AERN081-8752) 

{ se on part Νο. 110-741002-1) AC 
clip ire harness (UC) (Use on part Νο, 110-741002-1) G 
ην Wire harness (UC) (Use on part No. 110-741002 -1) H 
Light A$sy - Fin (GMC) AE 
η Assy - Anti-collision light AE 


L oN 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


R4Q2 


R4Q2 


SERIAL NUMBERS 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098 thru 51-8168 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-8098 thru 51-8111 
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GROUP BOOM 
NUMBER [MAJOR ASSEMBLY 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


BOOM INSTL - AFT TO FWD (Cont) 


патиме fi} 2suseo  — 5 .000 oo oy y oO 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


Section IL 


Group Assembly Parts List 


SERIAL NUMBERS 


51-8064 thru 51-8097 
52-5840 thru 52-5922 
52-5924 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3194 
IK-441 thru IK-442 


52-5923 
53-3195 & Subsequent 
IK -442 & Subsequent 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8168 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3178 
53-8069 thru 53-8103 
IK-441 thru IK-442 


51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8127 


51-7968 thru 31-8015 
51-2717 

51-8017 thru 51-8097 
51-8128 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8098 thru 51-8124 
51-17365 thru 53-7884 
IK-441 & Subsequent 

131662 thru 131719 


51-8125 thru 51-8168 
53-8069 thru 53-8156 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8069 thru 53-8156 
ІК-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
52-5927 thru 52-5954 


UN I TS} USABLE 
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Section II 
Group Assembly Parts List 


Figure & [GROUP BOOM 


NUMBER 


PART NUMBER 


342 
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MAJOR ASSEMBLY _ BOOM INSTL - AFT TO FWD (Cont) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UN i TS| USABLE 


52-6048 thru 53-7884 
IK-443 & Subsequent 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8128 thru 51-8168 
51-17365 thru 52-5921 
52-5924 thru 52-5926 

52-6000 thru 52-6047 

53-8069 thru 53-8156 

IK-441 thru IK-442 
131662 thru 131719 


51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
93-3166 thru 53-7884 
IK-443 & Subsequent 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6058 thru 53-7884 
IK-443 & Subsequent 


53-8069 thru 53-8156 


51-8064 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6024 thru 53-3178 
53-8069 thru 53-8103 
IK-441 thru IK-442 


51-8064 thru 51-8097 
52-5841 thru 52-5847 
52-5849 thru 52-5854 
52-5857 

52-5859 thru 52-5864 
52-5866 thru 52-5874 
52-5876 thru 52-5889 
52-5891 thru 52-5894 
52-5898 thru 52-5902 
52-5904 thru 52-5905 
52-590" thru 52-5908 
52-5910 thru 52-5911 
52-5914 thru 52-5923 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Flaure & LGROUP BOOM 


INDEX კიდ ASSEMBLY BOOM INSTL - AFT TO FWD (Cont) 


NUMBER 
PART NUMBER 


09 


CODI MODEL DESIGNATION SERIAL NUMBERS 


C-119G 52-5925 thru 52-5946 
52-5948 thru 52-5950 
52-5953 thru 52-5954 
52-6024 thru 52-6035 
52-9981 thru 53-3135 
53-3137 thru 53-3168 
53-8069 

53-8071 


IK-441 thru IK-442 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8156 
IK-441 thru IK-442 
131662 thru 131719 


91-2662 & Subsequent 
91-8098 & Subsequent 
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Section H Т.О. 1C-119F-4 


Figure 343. Boom Anti-Icing System Installation and Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure გ | GROUP BOOM UNI TS| USABLE 
ee MAJOR ASSEMBLY ANTI-ICING SYSTEM INSTALLATION & ASSEMBLY - BOOM წის ON 
PART NUMBER I 23 4 5 6 


*110-784000-1 
*110-784000-2 
110-784003-10 
110-784003-50 Duct - He 
110-785101 

110-784003-30 
78-774682-10 
78-774682-30 


Instl & Assy - Boom LH (See fig. 342) 

Instl & Assy - Boom RH (See fig. 342) 
t, yent. & de-icing fwd boom 

ih yent. & de-icing fwd boom 

alve Assy -|Heat, vent. & de-icing boom relief 

ct - Heat, vent. δι de-icing fwd boom 

οἱ ტით - Splitter valve 


Sy|- Splitter valve (Use for spares retro in lieu of part 
. 18-1774682-10) 
plitter valve 


plitter valve (Use for spares retro in lieu of part 
1/8-/114682-20) 


18-114682-20 
78-774682-40 


78-7774662 
718-774672 
78-774672-10 


110-784017-1 
110-784017-2 


78-774548-100 
110-784007 
78-774548-120 


vent. sys 
Duct] - Stab. ү! сопе 
vent. sys 


18-114689 


- Fin upper conn 
PARTS 


18-114548-10 - Heat vent. sys 


> 
ч 
3 
Ne 
=ч 
x 
Q 


110-784016-3 fin 


ATTACHING სეთი 


78-774693-40 cing sys 


110-782002 fin & tail cone conn 


MODEL DESIGNATION 


SERIAL NUMBERS 


C-119G 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 


91-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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T.O. 1C-119F-4 Section II 


Figure 344. Hydraulic Gust Lock Tubing Installation 
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Section II 


Group Assembly Parts List 


FIGURE L [GROUP ΒΟΟΜ AND TAIL 


INDEX 
NUMBER 


-18 
-19 


-20 
-21 


-22 
-23 
-24 
-25 
-26 
-27 
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MAJOR ASSEMBLY HYDRAULIC GUST LOCK TUBING INSTL 


PART NUMBER 


*110-730146 
784-6 
784-6 
110-730146-210 
AN815-6D 
110-730146-190 
110-730146-3 10 
110-730146-330 
110-730146-350 
AN924-6D 
AN960D916 
AN804-6D 
110-730146-250 
AN6271-6-8. 50 


AN837-6D 
AN924-6D 
AN960D916 
AN832-6D 
110-730146-10 
110-730146-30 
110-730146-50 
110-730146-370 
110-730146-70 
110-730146-90 
110-730146-390 
110-730146-110 


110-730146-290 
110-730146-130 
110-730146-150 
110-730146-270 
110-730146-170 


U 


Tube As 
Hdse ras 
|8. 


5-5-5 


“3 ΠΗ ΠΠ Η η π᾿ η 3 η πὶ 


By Γ 
Union - dade 
y 


Tube |АвБу - 
Tube |Assy - 


[Τάς + Flar 


y = 
50 in. 
Elbow -|Fláred tube & univ 45° 
Nut - i be bhd & univ ftg 


zz 
58 
> ე 
wn 
< 
T 


ERE 
ооо 
3 
თ თ 
< < 
Lt 


5 
Ф 
> 
თ 
OF 

< 
T 


5 


T.O. 1C-119F-4 


yd gust lock 3/8 OD х. 


1 tube 


yd gust lock 3/8 OD x. 
yd gust lock 3/8 OD x . 
yd gust lock 3/8 OD x . 
yd gust lock 3/8 OD x. 
d tube bhd & univ ftg 
Washer - Al al reg ser 9/16 in. bolt 
d tube with bhd on run 

y + Hyd gust lock 3/8 OD x . 049 x 37.50 in. 


- Нур gust lock boom & stab. (See fig. 333) 


049 x 35. 00 in. 


049 x 68. 00 in. 
049 x 72. 00 in. 
049 x 97. 00 in. 
049 x 82.00 in. 


UNITS] USABLE 


ON 
CODE 

Ref 

58 A 

49 B 
1 
12 
1 
1 
1 
1 
1 
2 
1 
1 


yd & pneu stl swivel ftg for 3/8 OD tubing x 


lal reg ser 9/16 in. bolt 
red tube 3/8 bhd & univ 

d gust lock 3/8 OD x. 
а gust lock 3/8 OD х. 
d gust lock 3/8 OD x. 
d gust lock 3/8 OD x. 
d gust lock 3/8 OD х. 
d gust lock 3/8 OD κ. 
d gust lock 3/8 OD x. 
d gust lock 3/8 OD κ, 
d gust lock 3/8 OD х. 
d gust lock 3/8 OD x . 
d gust lock 3/8 OD x. 
Assy l- dh gust lock 3/8 OD x . 


C-119G 


C-119G 


R4Q2 


d gust lock 3/8 OD x. 


MODEL SPECIFICATION 


049 x 47. 
049 x 82. 
049 x 77. 
049 x 77. 
049 x 78. 
049 x 66. 
049 x 66. 
049 x 36. 
049 x 46. 
049 x 30. 
049 x 30. 50 in. 
049 x 27.00 in. 
049 x 44, 00 in. 


00 in. 
90 in. 
00 in. 
00 in. 
00 in. 
00 in. 
00 in. 
50 in. 
00 in. 
00 in. 


= ка ка πὰ кч πὶ ма = πὰ je юа o — Со Мә b = ка 
Ш> Ὁ» 


SERIAL NUMBERS 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 


52-6000 


53-8069 thru 53-8088 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 thru 53-7884 
53-8069 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 
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Section II 


T.O. 1C-119F-4 


Figure 345. Alighting Gear General Arrangement 
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Section II 
Group Assembly Parts List 


FIGURE & [GROUP LANDING GEAR 
UMBeR [MAYOR ASSEMBLY — ALIGHTING GEAR GENERAL ARRANGEMENT 
PART NUMBER 


NUMBER 


*110-000002 
*110-420004-70 
*110-410032 
*110-417283 


345 


ко 
оо to — 


1214 


T.O. 1С-119Е-4 


0-119Ε' (See fig. 1) 

Gear Assy & Instl - Nose (See fig. 346) 
ear Inst] - Main (See fig. 339 & 355) 
Ps: MLG emer up-lock (See fig. 366) 


UN I TS] USABLE 
ON 
CODE 
Ref | All 
NP | #11 
ΝΡ | #11 
ΝΡ | #11 
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T.O. 1C-119F-4 Section II 


Figure 346. Landing Gear Installation - Hydraulic Actuated Nose 
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Section II 
Group Assembly Parts List 


FIGURE & [ GROUP 


INDEX 
NUMBER 


MAJOR ASSEMBLY 


PART NUMBER 


*110-420004-70 
*110-422000-11 
110-421002-3 
110-421002-5 


110-421003 
110-421003 
110-421003-7 


110-421003-5 
110-421003-5 
110-421004-3 
110-421005 

110-421001-21 


UWN820 
EB080 
NAS143-8C 
NAS143-8 
FS148-37 
FS149-35 


110-425054 
110-425054 
AN960- 516 
110-425055-10 
110-425055-40 


110-425055-70 
110-425055-30 
110-425055-50 


AN365-1032 
AN960- 101, 
AN3-5A 


VJ962 


AN320-9 
AN310-9 
AN960-916 
ΑΝΘ- 36 
ΑΝΘ- 85 
AN320-9 
AN960-916L 
AN29- 36 


110-425047 
110-425047-3 


AN320-8 
AN960-8161, 
AN28-44 
NAS76A8-212 
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LANDING GEAR 


T.O. 1C-119F-4 


UN | TS] USABLE 


LANDING GEAR INSTL - HYD ACTUATED NOSE ioe 
jing Ce Intl - Nose (See fig. 345) АП 
echanism Assy & Instl - Nose door retg (See fig. 347 & 348) All 
t + NILG trun sup. adj J 
t | NG tan sup. adj (Use for spares in lieu of part No. 110- 
4 K 
t+N n sup. check 3.88 OD x .25 J 
Nut + NLGItrün sup. check 3.88 OD x .25 M 
N" + NLG s Sup. check 3.88 OD x .25 (Use for spares in 
lieu bf part No. 110-421003) N 
Nut | Ν аи sup. check 3.88 OD x .31 drld Ј 
Nut + NILG tran sup. check 3.88 OD x .31 drld K 
sleef NLG trun sup. All 
Bus ing - trun sup. split All 
Brad -N trun sup. АП 
ATTAC ING TS 
Nut + 1 5s SPS) S 
| ТЕ i 
asher| - es type .504 in. ID ΑΙ] 
asherl- lain type .504 in. ID АП 
Bp - Int on stl 1/2-20 x 2-5/16 in. All 
Вр |- Int fr nching stl 1/2-20 x 2-3/16 in. All 
Stud|- WLG trun sup. (Made from AN5H10A) A 
s ко LG tyun sup. (Made from AN5HI0A) B 
as m Plain stl reg ser 5/16 in. bolt All 
Clamp xu NLG trun sup. J 
C ae 89V 4 NLG trun sup. (Use for spares in lieu of part No. 
110-425055-10) Q 
Champ 59у - NLG trun sup. (Use for spares in lieu of part No. 
110-4283055-40) R 
Clamp ч; 4 NLG {гип sup. J 
Clamp Assy + NLG trun sup. (Use for spares in lieu of part No. 
110-425055-30) K 
мелас [PARTS 
Na Self locking stl 16-32 All 
asher| - E stllight ser No. 10 bolt All 
Bolt - Acft stl 10-32 x 21/32 in. All 
сщашг T tg (BC) (See T.O. AN03-5CHK-10) All 
АТТАС G TS 
LL е hear st1 9/16-18 1 E 
L + Castellated airframe stl 9/16-18 1 F 
asher|- Plain stl reg ser 9/16 in. bolt 2 All 
Bolt|- Acft stl 9/16-18 x 3-29/32 in. 1 G 
1t| - “ἡ st 9/16-18 x 3-25/32 in. 1 H 
M Castle shear 9/16-18 1 All 
asher|- Plain stl light ser 9/16 in. bolt 2 All 
Bolt - үе is|9/16-18-x 2-1/16 in. bolt 1 All 
ШО - МЦС retg mech hyd act. 1 0 
apter - Nile retg mech hyd act. (Use for spares in lieu of 
рагі №. 110-425047) 1 Р 
ATTACHING PARTS 
le Shear stl 1/2-20 All 
n in stl light ser 1/2 in. bolt All 
is stl 1/2-20 x 2-51/64 in. All 
Plain Al bronze .500 ID x 2-3/8 in. All 


Revised 1 March 1956 


FIGURE ἆ 
INDEX 
NUMBER 


346 
-18 110-420056-1 
-19 *110-423000 
-20 *110-425026 
-21 *110-425027 
-22 110-420004- 30 
-23 110-417031-21 
-24 110-420004-10 
-25 AN365-428 
AN960-416 
AN4-27A 
NAS43-4-145 
-26 FS105-.076-.63 
-27 110-420004-3 
-28 110-420004-50 
-29 110-420005 


110-420005-10 


Revised 15 May 1957 


GROUP LANDING GEAR 
MAJOR ASSEMBLY LANDING GEAR INSTL - HYD ACTUATED NOSE (cont 


PART NUMBER | 2 3 4 5 6 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


Nose Gqar|Assy - Co-rotating (See fig. 350) 1 
MlcHhanisni Inst] - Nose wheel steering (See fig. 351) NP 
Downlodk Instl - NLG (See fig. 352) NP 
Upio k Instl -| NLG (See fig. 353) NP 
Cabl sy - NLG emer uplock release (See fig. 390) 1 
Handle + MLG emer uplock release 1 
Lever Assy -|NLG emer uplock release 1 
ATTACHING PARTS 
Nut ! 8411 locking stl 1/4-28 1 
Washer|- Plain stl reg ser 1/4 in. bolt 1 
Bolt l- Acn st] 1/4-28 x 2-29/32 in. 1 
Spacer + Serew & bolt stl 3/8 OD x .049 x 2-17/64 in. H 
Büshing| - ο stl .44 OD x .076 x .63 in. 2 
Tube - NLG emer uplock release 
Cable Assy - NLG emer uplock release (See fig. -390) 1 
Lock -INIG ground 1 
Ube - NLG ground (Use for spares in lieu of part No. 110- 
420005) 1 
USABLE ON MODEL DESIGNATION SERIAL NUMBERS 
CODE 
A C-119G 51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
B C-119G 51-8098 thru 51-8111 
C C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 
D C-119G 51-8030 thru 51-8097 
52-8030 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
E C-119G 51-2662 thru 51-2680 
51-8098 thru 51-8168 
F C-119G 51-2681 thru 51-8097 
51-17365 δι Subsequent 
| IK-441 δι Subsequent 
I R4Q2 131662 thru 131719 
G C-119G 51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8143 


UN I TS| USABLE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


LANDING GEAR 


FIGURE გ | GROUP UNITS] USABLE 


შე. MAJOR ASSEMBLY LANDING GEAR INSTL - HYD ACTUATED NOSE (cont) ΓΩ 
PART NUMBER | 2 3 4 5 6 
346 | | | 
USABLE ON | | 
| СОРЕ | | MODEL DESIGNATION SERIAL NUMBERS 
IH | 1! | C-119G 51-7968 thru 51-8015 
| 51-2717 


| | 51-8017 thru 51-8097 
> io] 51-8144 thru 51-8168 

| 51-17365 & Subsequent 
i “М IK-441 & Subsequent 


| R4Q2 131662 thru 131719 

NEM | C-119G 51-2662 thru 51-2710 

| bul 51-8098 thru 51-8127 
K | | C-119G 51-2711 thru 51-8097 


| 51-8128 thru 51-8168 
| | 91-17365 & Subsequent 
NE IK-441 & Subsequent 


| | R4Q2 131662 thru 131719 
| IM C-119G 51-2711 thru 51-2716 


51-7968 thru 51-7990 
51-8128 thru 51-8168 


i N: C-119G 51-7991 thru 51-8015 

| 51-2717 

| 51-8016 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


ο C-119G 51-2662 thru 51-8034 

| 51-8098 thru 51-8168 

! 51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131719 


P C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


თ. C-119G 51-2711 thru 51-8034 
51-8128 thru 51-8168 
51-17365 thru 51-17367 
| 52-6000 thru 52-6011 
R4Q2 131662 thru 131711 


R C-119G 51-8035 thru 51-8097 


52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


| R4Q2 131712 thru 131719 
8 C-119G 51-2662 thru 53-7845 
IK-441 thru IK-453 
R4Q2 131662 thru 131719 
T C-119G 52-1846 & Subsequent 
IK-454 & Subsequent 
RD toe au mm 
L i 
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Section II T.O. 1C-119F-4 


Figure 347. Mechanism Assembly and Installation Nose Landing Gear Door Retracting 


1220 Revised 15 May 1957 


T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & {GROUP LANDING GEAR 


UNTTS] USABLE 
NUMBER [MAJOR ASSEMBLY NLG DOOR RE TRAC TING MECHANISM ASSY & INSTL ое 
PART NUMBER 12 3 4 5 6 


*110-422000-11 Mechanism Assy & Inst] - Nose door retg (See fig. 346) Ref| All 
110-422017 Clevis + Fwd|nose door retg mech rod 2 | AH 
ATTACHING PARTS 
AN364-524 Nut + Self locking thin stl 5/16-24 1 All 
AN960PD516 Waster - Plain Al al reg ser 5/16 in. bolt (Aft) 1 All 
AN960-516L Washer|- Plain stl light ser 5/16 in. bolt (Fwd) 1 All | 
AN25-28A Bplti- M stl 5/16-24 x 1-25/32 in. (Aft) 1 | AH 
AN25-24 Bolt|- Gleyis|stl 5/16-24 x 1-35/64 in. (Fwd) 1 AN 
NAS428-6- 20 შის - Adj 511 3/8-24 x 2.00 in. 1 | АП 
AN316-6R Nut T Acfticheck stl 3/8-24 R thd 1 All 
110-422044-3 Spacer + NLG rear door bumper 1 All 
ATTACHING PARTS 
AN364-428 Nut + Self locking thin stl 1/4-28 2] АП 
AN960PD416 Sher|- Plain Al al reg ser 1/4 in. bolt 2| All 
AN24-28A by - Glevis 611 1/4-28 x 1-25/32 in. 2| All 
110-422043-3 | Platé - INLG fear door bumper 2 | All 
FWD ATTACHING PARTS 
AN364-428 Nut + Self locking thin stl 1/4-28 (See index 2 for aft att) 1 All 
AN960PD416 sher|- Plain Al al reg ser 1/4 in. bolt 1]| AH 
AN24-28A Bplt !- Glevis 811 1/4-28 x 1-25/32 in. 1]| AH 
110-422016-1 Rod Assy + Nose door retg mech fwd 1 All| I 
AN316-10R Nut 4 Acft check st] 5/8-18 R thd 2 | AH 
110-422009-10 Ё pport!Assy |- Fwd door retg mech torque tube 2 All 
ATTACHING PARTS 
AN365- 1032 Nut + Self locking stl 10-32 4 | All 
AN960-10 sher|- წაი stl reg ser No. 10 bolt 8 All 
AN3-6A Bolt |- Acft st] 10-32 x 3/8 in. 4 | AH 
NAS294-8D Bearing - Heavy duty self aligning 1| AH 
110-422018-11 Rod As y вий nose door retg mech lift 2 | All 
АТТ chine ARTS 
AN365-428 Nat 4 Self locking stl 1/4-28 2 | All 
AN960-416 sheri- Plain stl reg ser 1/4 in. bolt 2 | All 
AN4-11A 1 - ΑΟ οἱ] 1/4-28 x 1-5/32 in. 2| АП 
110-422022 Clevis 1 Dbwn retg mech nose door lift rod 1| AH 
AN316-7R Nut + Acft check sti 7/16-20 1 All 
110-422020-3 End - Retg mech fwd nose door lift rod 1 | All 
78-411234 | Rod End Assy - Retg mech fwd nose door lift (See fig. 191 
| far breakdown) 1 | АП 
FS109D64-.10 | Bushing - Fl Alal .3760 OD x . 250 ID x . 500 fl dia x . 062 fl 
igth x .10 in. 2 | All 
110-422042-1 ма Assy |- Fwd nose door retg mech LH side lift 1 | All 
110-422041-1 Arm ტინა - Fwd nose door retg mech RH side lift 1 | All 
ATTACHING PARTS 
AN365-428 Nut 4 Self locking stl 1/4-28 2 | All 
AN960-416 Washer!- Plain stl reg ser 1/4 in. bolt 4 | All 
AN4-33A | 83. Acft stl 1/4-28 x 3-13/32 in. (Use on part Νο. 110- 
ge 1-1) 2 АП 
AN4-33A Bolt - Acft stl 1/4-28 x 3-13/32 in. (Use on part No. 110- 
422042-1 1 | All 
AN4-36A ep - den st} 1/4-28 x 3-25/32 in. (Use on part No. 110- 
422042-1) 1 | All 
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FIGURE & LGROUP 


3 


1222 


INDEX 
NUMBER 
47 

-15 


-16 
-16A 


-16B 


-16C 
-16D 


-17 


-18 


-19 
-20 
-21 


MAJOR ASSEMBLY 
PART NUMBER 


AN206DSP5 


MS15001-1 
78-411280 


AN4-15A 
AN970-4 
AN960-416 


78-411281 
FS109D64-. 10 


78-411280 


AN4-15A 
AN970-4 
AN960- 416 


18-411281 
110-422011-3 
110-422005-3 


LANDING GEAR 
NLG DOOR RETRACTING MECHANISM ASSY & INSTL 


Fwd 


Washer - 
Washer| - 


G PA 
cft st 


T.O. 1C-119F-4 


ub 


TS 


(Qontinued on figure 348) 


Pages 1222А and 12228 Deleted 


nose door retg mech side lift arm rod 
G PARTS 
- Acft stl 1/4-28 x 1- 21/32 in. 

lat stl 7/8 OD x 1/4 ID 

lain stl reg ser 1/4 in. bolt 


wd door retg mech side lift arm outer 

l Alal .3760 OD x .250 ID χ. 500 П dia x . 062 
lgth x . 10 in. 
c door act. mech bellcrank rod 


1/4-28 x 1- 21/32 in. 
- Flat stl 7/8 OD x 1/4 ID 
- Plain stl reg ser 1/4 in. bolt 


- pag door act. mech bellcrank outer 
ο oor retg mech torque tube 
sy|- Nose door retg mech fwd torque 


UN 1 TS] USABLE 


- Heavy duty double ball (Use on part No. 110- 
2042-1) 


ON 
CODE 
1 | АП 
1 | АП 
l | All 
1 | All 
1 | All 
1 | АЦ 
2 | All 
2) All 
2 | All 
1 | АП 
1 | #11 
AR | All 
4 | All 
2 | All 
1 | АП 
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Figure 348. Nose Landing Gear Door Retracting Mechanism Assembly and Installation 
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Section H 
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1224 


GROUP LANDING GEAR 
MAJOR ASSEMBLY NOSE LANDING GEAR DOOR RETRACTING MECHANISM ASSY & INST 


T.O. 1C-119F-4 


PART NUMBER | 2 3 4 5 6 


*110-422000-11 
110-422007 


AN960-516L 
AN395-19 
AN395- 33 
110-422027 
110-422028 
110-422028 


AN365-1032 
AN960- 10 
AN3-22A . 


110-422024 


AN365-1032 
AN960-10 
AN3-22A 


110-422012 
110-422001-10 
110-422001- 30 


110-422004-30 
AN365-428 
AN960-416 
AN4-45A 
110-422023 


AN365-624 
AN960-616 


AN206DS5 
110-422019 


AN365-428 

AN960-416 

AN4-11A 

FS109D64-.10- 
.062 


110-422022 
78-411234 
78-411280 
78-411280 
110-422026 


AN4-15A 


> 
z430 uuu 
— 


თ 


er|- Pl 


lf 


- дей 5ї 


- F1 
.10) in 


A 
st 


(Contin ed from fig. 347) 


Assy) & Instl - Nose door retg (See fig. 346) 
sy - Nose door retg mech aft (See fig. 390) 
ARTS 

lain stl light ser 5/16 in. bolt 

d stl 5/16 x 27/32 in. 

d stl 5/16 x 1-9/32 in. 


n stl reg ser 1/4 in bolt 
| 1/4-28 x 4-5/32 in. 


oor retg mech nose fwd driver 


ARTS 
ocking stl 3/8-24 


lain stl reg ser 3/8 in. bolt 


P double row self-aligning heavy duty .3125 ID 
500 OD x .812 in. 


G PARTS 


АзЧу 4 АКТ door act. mech aft lift 
4+ Self lo 


cking stl 1/4-28 
an stl reg ser 1/4 in. bolt 
1/4-28 x 1-5/32 in. 


Γ al .375 OD x .250 ID κ .500 fl dia x .062 fl Igth 


sy - Retg mech aft hose door lift (See fig. 191 for 
down) 

r act. mech bellerank rod 

г act. mech bellerank rod 

ს, mech nose univ τοά 


у retg mech nose door lift rod 


TS 
1/4-28 x 1-21/32 in. 
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UNITS] USABLE 


> 


>>> > PWD 


FIGURE & 
INDEX 
NUMBER 


AN4-15A 
AN970-4 
AN970-4 
AN960-416 


78-411281 
78-411281 
110-422029-1 
110-422029-2 
110-422008-10 


AN365-1032 
AN960- 10 
AN3-6A 
AN3-20A 
AN3-17A 
NAS42DD6-87 


NAS294-8D 


110-422013 
78-411285L 
78-411285R 
110-422010 
110-422003-10 
110-422002-10 


AN365-428 
AN365-428 
AN960- 416 
AN960-416 
AN394-85 
AN4-41A 
AN4-33A 


110-422011-3 
110-422005-3 
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Section II 


Group Assembly Parts List 


stl 1/4 in. bolt 
st. 1/4 in. bolt 


10-32 x 25/32 in. 
1 10-32 x 2-1/32 in. 
10-32 x 1-29/32 in. 
t Al al .375 OD x .191 ID x 1-23/32 in. 


eavy duty self-aligning inner & outer races 
leparable single & double row needle 

que shaft spring ret 

oor act. mech rear jackshaft LH 

oor act. mech rear jackshaft RH 


ac| door retg mech swaged term. 


{е 


ose door retg mech aft LH side lift 
ose door retg mech aft RH side lift 
TS 


If locking stl 1/4-28 (Use on part No. 110-422003 & -10) 


king stl 1/4-28 (Use on part No. 110-422002 & -10) 

in stl reg ser 1/4 in. bolt (Use on part No. 110- 
-10) 

in 8{1 reg ser 1/4 in. bolt (Use on part No. 110- 
-10) 

ү 1/4 dia x 2-55/64 in. (Use on part Νο. 110- 
-10) 


1/4-28 x 3-13/32 in. (Use on part No. 110- 
-10) 


door retg mech torque tube 
βοοτ retg mech aft 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
53-8120 & Subsequent 
131662 thru 131709 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
53-8069 thru 53-8119 
IK-441 & Subsequent 
131710 thru 131719 


LIST AND FIGURE 349 DELETED 
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T u | 


(NNI. 


15} 
zz 
| 


15 
17 
16 


Figure 350. Co-Rotating - Nose Gear Assembly 
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Т.О. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE გ | GROUP LANDING GEAR UNI TS| USABLE 


NUMBER ΠῚ 
350 110-420056-1 Nose Gear Assy |- Co-rotating (See fig. 346) Ref | All 
- 1 NAS50-275 Ring|- NLG int ret 2 | All 
-2 }#194-420032-3 Plate - INLG axle end 2 | All 
#8ც421052-5 Plate - NLG axle end 2 | All 
-j ##194-420030-3 Adapter] - πι whee] torque tube 2 | All 
##110-420065-21 Adapter - NLG wheel torque tube 2 | All 
ATTACHING PARTS 
- 4 AN76-6 Bolt |- icd айа hd stl 3/8-24 x 51/64 in. 9 All 
- 5 | 110-420047-3 Thbel - NLG co-rotating torque 1 | ΑΠ 
- 6 9540799 Wheel ү -INLG size 9. 50-16 (GY) (NIL-W-5013B) (GFAE) 2 | All 
- 7 Νο Number Casing LG tire size 9. 50-16 10 ply rating (Type III) 
(MIL-CF5041A) (GFAE) 2 | All 
- 8 No Number Tube - NLG size 9.50-16 (MIL-T-5014B) (GFAE) 2 | All 
- 8A | AN813-1B Cap + High press. air valve 2 | All 
110-420056-61 Strut Agsy|- NLG co-rotating 1 | All 
- 8B | 8728C62 Arm|- Retg (CP) 1 | All 
ATTACHING PARTS 
- 8C | AN310-8 Nut + Castellated stl 1/2-20 4 | All 
AN960-816 Washer|- Plain stl reg ser 1/2 in. bolt 4 | All 
AN8-47 Bolt |- Acft stl 1/2-20 x 4-31/32 in. 4 | АП 
- 9 110-420056-31 Strut Assy|- NLG co-rotating 1 | All 
- 9A | 110-420007-21 Lug + NLG co-rotating tow 1 | All 
- 9B | 110-420007-23 Collar + NLG co-rotating tow 1 | All 
ATTACHING PARTS 
- 9C | AN364-918 Í | Nut + Self locking thin stl 9/16-18 1 | All 
AN960-916 Was er|- Plain stl reg ser 9/16 in. bolt 1 | #11 
NAS464-9A-91 j B 3 Shear close tol 9/16-18 x 5-11/16 in. 1 All 
- 9D | EB080 Nut 4 (BN) 2 | #11 
NAS143-8 Whasher|- Plain type with . 504 in. ID 2 All 
NAS 143-8C | Wasller|- C sink type with . 504 in. ID 2 | All 
MS 20008 - 24 ври - Int wrenching 1/2-20 х 2. 312 in. 2 | АП 
-10 AN501A 10-5 Screw - Mach drld fil hd stl 10-32 x 5/16 in. 4 Al 
-11 194-420041-3 Plate -NLG bearing ret nut lock 2 | All 
-12 194-420035-3 Nut NLG axle brg ret 2 | All 
-13 194-420042-3 ak - NLG axle brg ret 2 | All 
-14 110-420050-3 Spacer - NLG co-rotating inner 2 | ΑΙ 
-15 110-420057-3 Fitting - NLG co-rotation piston extension end 1 A 
110-420064-21 Fitting - NLG co-rotating piston extension end (Use for 
| spares in lieu of part Νο. 110-420057-3) 1 B 
АТТАС ING PARTS 
-16 AN320-12 Nut + Acft shear stl 3/4-16 1 All 
AN960-1216L Washer|- Plain stl light ser 3/4 in. bolt 1 | All 
NAS464- 12-60 Bolt - Shear close tol 3/4-16 x 3-3/4 in. 1 | All 
-17 110-420059-3 Plug|- NLG co-rotating lock 1 | АП 
-18 110-420048-3 Axle|- NLG co-rotating 1 | АП 
-19 110-420062-3 Pad + NLG co-rotating jack 1 | All 
-20 110-420060-21 ре - NLG co-rotating piston extension 1 | АП 
ATTACHING pa TS 
-21 AN310-5 Nut + Acft castle stl 5/16-24 2 | #11 
AN960-516L sher|- Plain stl light ser 5/16 in. bolt 2 | АП 
AN5-64 Bolt |- Acft stl 5/16-24 x 6-19/32 in. 2 | All 
-22 110-420052-3 Р]ир|- iig co-rotating taper 4 | АП 
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Group Assembly Parts List 


FIGURE & GROUP LANDING GEAR 


UNITS] USABLE 
სხე. MAJOR ASSEMBLY CO-ROTATING - NOSE GEAR ASSY (Cont) i κ 
PART NUMBER 
350 Е 
110-420052-5 ug|- NLG co-rotating taper 4 ** 
| **NQTE: Use for spares retro in lieu of part No. 110- 
|| 420052-3 providing hole has been reamed over- 
sized per T.O. 1C-119-583F 
-23 |#110-420061-21 tting - NLG co-totating torque lugs 1 АП 
#110-420061-23 iin Fr NLG co-rotating torque lugs 1 | All 
-24 8728E 1000 | | Strut A$sy - NLG (СР) 1 All 
-25 8728-146 | rm'Assy - Torque (CP) 1 | All 
RTS 
-26 AN320-12 | ut + Castle shear sti 3/4-16 2 All 
-21 8246-40 | ' Bblt|- Yoke torque (СР) 2 | All 
-27A | 110-414062-13 ! i Shim - Torque arm AR | AH 
-28 8728-46 | Arm Assy - Upper torque (CP) 1 | АП 
-29 8728-47 | Arm Assy - Lower torque (CP) 1 | All 
| NOTE: For Ше attachment of (СР) part No. 8728-46 
| & 8728-47 see fig. 351 index 8 
-30 8728-51 TE Bushing - Torque arm end (CP) 2 АП 
-31 8357-53 | Bushing - Torque arm end (CP) (Use in part Νο, 
| 8728-47) 2 All 
-32 | АМТ49-3-6 Jumper - Bonding 1 | АП 
-33 | 8728A 20 ! Pin + Jacking link (CP) 1 A11 
-34 #8728С133 Yoke Assy - Upper torque arm (CL) 1 | AH 
#8728C133A | Yoke Assy - Upper torque arm (CP) (Use for spares in 
lieu of part No. 8728C133) 1 | АП 
-35 AN310-10 Nut - Castellated airframe stl 5/8-18 2 | All 
-36 AN960-1016 asher - Plain stl reg ser No. 5/8 bolt 1 All 
-36A | AN960-1016L | asher - Plain stl light ser No. 5/8 bolt 1 | All 
-37 AN180- 22 Bolt - Acft close tol stl 5/8-18 x 2-5/16 in. 2 All 
-37A | 8728C74 Lug - Steering mech 1 All 
-38 8728A72 Nut - Steering link (CP) 1 All 
-39 8728A77 Shim - Laminated steer link (CP) 1 All 
-40 8728A71 Bolt – Steer link (CP) 1 | АП 
-41 8728A73 Shim - Laminated steer link (CP) 1 All 
~42 8728B56 | Bushing - Upper torque arm yoke (СР) (Consists of 
two halves 1 All 
AITTACHING PARTS 
-43 No Number | Rivet - C sink hd copper 1/4 dia x 1-1/4 in. (HHA) 3 All 
-44 | 8728D104 . | Piston Assy (CP) 1 | All 
-44А | ΑΝΟΘ4-1018 Nut - Self locking stl 1 All 
-45 8728455 Plate - Piston tube bhd lock (СР) 1 All 
-46 | 8728A3 T - Piston (CP) 1 | AH 
-47 140-14 Pin - Piston head lock (CP) 4 All 
-48 8728D13 Pin - Metering (CP) 1 All 
-49 AN6227B49 Packing - "O" ring hyd 1 All 
-49A #8728А65 Clip!~ Lock (CP) i| All 
#87 2BA GSA Clipi- Lock (CP) 1 All 
-50 8728-48 Nut + Gland (CP) 1 All 
-51 AN6231A49 | 5бгарег - Rod hyd piston 1 | All 
-52 8728-9 | aging - Packing (CP) 1 All 
-53 | 8728-54 | Adapter - Packing (СР) 1 | #11 
-54 AN6246-63 Ring - Hyd packing back-up 1 | All 
-55 AN6227B63 | Ring| - Hyd packing "О" 1 | All 
-56 AN6246-60 | ` Ring|- Hyd packing back-up 2 All 
-57 AN6227B60 | | Ring - Hyd packing "O" 1 | All 
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FIGURE გ LGROUP 
INDEX 


NUMBER 

350 
-58 8728-6 
-59 8357-110 


-60 81280102 
-61 |#8728A126 


#8728A 126A 
-62 81284 270 
–წვ AN6287-1 
-64 AN814-8 


-65 AN901-8C 


# Alternate Parts 
## Alternate Parts 
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MAJOR ASSEMBLY 


LANDING GEAR 


T.O. 1C-119F-4 


llower Assy (CP) 
linder Assy (СР) 
lunger Assy (СР) 
lunger Assy 


C 


rs - Packing (CP) 


C-119G 


Α 


Section II 


Group Assembly Parts List 


CO-ROTATING - NOSE GEAR ASSY (Cont) 


PART NUMBER | 2 3 4 5 6 


Ring - Plunger head (CP) 
Valve - Air high press. 3/4 hex 
Ῥ]αρ| & Bleeder - Screw thd 
Gasket - Metal tube conn seal 


MODEL DESIGNATION SERIAL NUMBERS 


52-5922 thru 52-5923 
53-3157 thru 53-3196 
53-8096 
53-8100 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-3197 thru 53-7884 
53-8097 thru 53-8099 
53-8101 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


UNITS] USABLE 


Re et һы квз 


ON 
CODE 


1233 


Section II T.O. 1C-119F-4 


30 28 31 29 28 


6639 


Figure 351. Mechanism Installation - Nose Landing Gear Wheel Steering 
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T.O. 1C-119F-4 Section IL 


Group Assembly Parts List 


LANDING GEAR 
MECHANISM INSTL - NLG WHEEL STEERING 


FIGURE & [GROUP 


INDEX 


UN | TS] USABLE 


NUMBER [MAJOR ASSEMBLY л 
PART NUMBER I 2 3 4 5 6 
*110-423000 ism|Instl - Nose wheel steering (See fig. 346) All 
BZETRQ9TN All 
AN365-632 All 
110-423040 All 
AN365 -428 All 
AN960A416L All 
AN4-6A All 
*110-423016 NP I All 
NAS43DD4-168 2 All 
NAS43DD4-160 2 All 
110-423016-7 1 АП 
МАЅАЗНТ6 -12 2 All | 
110-423016-5 ing mech sequence valve 1 АП 
110-423016-3 ering mech sequence valve 2 All 
#HC2133M2 1 All 
#814 1 Al 
1222 (Dukes Co., Inc, Chicago, Ill.) 1 All 
TS | 
AN182CH24A se tol CRES 3/4-16 x 2-21/32 in. (AA) 2 | АП 
#HC 4697 - Nose wheel steering (AA) All 
#D8928 - Nose wheel steering (ELE) Al 
#222-9 - Nose wheel steering (Dukes Co., Chicago, Ill.) All 
#HC 4138 All 
#A8927 All 
#222-8 (Dukes Co., Chicago, Ш.) All 
HC 4142 All 
222-18 S Co., Chicago, Ill.) (Alternate part for Kaiser 
119F airplanes) C 
TS 
AN364-820 ocking thin stl 1/2-20 All 
AN960-816 lain stl reg ser 1/2 in. bolt Ε' 
AN960-816 т stl гер ser 1/2 in. bolt G 
AN960-816L in stl light ser 1/2 in. bolt All 
NAS464-8A70 (ი. tol 1/2-20 κ 4-51/64 in. Ail 
*110-741055 itter Instl - Nose gear steering АП 
23100-5A-B itter - Nose gear steering (EC P) #11 
110-747075-21 ose gear trans A 
110-747075-23 ое gear trans (Use for spares in lieu of part Νο. 
04747075 -21) B 
110-747076-3 Arm - Nose gear trans All 
110-423052 ket 1> - Nose gear steering sw mtg All 
PARTS 
AN365-1032 ое stl 10-32 All 
AN960-10 - Plain stl reg ser No. 10 bolt All 
AN3-4A ~ Acft stl 10-32 x 17/32 in. All 
AN3021-7 Switch - Toggle single pole one hole mtg All 
110-423052-3 Rod E Nose gear steering (Made from FAF part No. 
E4H6) D 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1236 


MAJOR ASSEMBLY 


PART NUMBER 


110-423052-5 


110-423054 
110-423059 
110-423056 
110-423039 


AN394-25 
110 -423034 


RE4H6 
NAS50-150 
110-423026 -3 
F-1 
110-423026-11 
110-423022 
110-423021-23 
110-423026-5 
B541 
110-423028 


AN365-720 
AN960-716 


110-423025 
NAS50-131 
AT'ISDA 


#Alternate Parts 


Rod Епа - 
RE4 


ng|- 


T.O. 1C-119F-4 


GROUP LANDING GEAR 


MECHANISM INSTL - NLG WHEEL STEERING (Cont) 


ose gear steering (Made from FAF part No. 


6) 


Shaft - Nose gear steering sw act. 
ი E -| Ngse gear steering handle 


Nose gear steering act. shaft 


ы зву + Nose gear steering 
ATTACHI PARTS 
t hd 


F tl 1/4 x 63/64 in. 
Pin - Ngse wheel Steering mech valve clevis 


B Te - Rod end (FAF) 


Retaine | 
Washer |- Nos 


ring 
b wheel steering pistol grip 
e wheel steering pistol grip (AMF) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G | 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6015 

R4Q2 131662 thru 131719 


C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


C-119G 51-8098A thru 51-8168A 


C-119G 51-2662 thru 52-5888 
52-6000 thru 52-6035 
53-8069 thru 53-8127 

R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5954 
52-6036 thru 53-7884 
53-8128 thru 53-8156 
IK-441 & Subsequent 
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T.O, 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP LANDING GEAR UNITS| USABLE 
ON 


η, | MAJOR. ASSEMBLY 


351 
MODEL DESIGNATION SERIAL NUMBERS 

C-119G 51-2662 thru 51-8063 
51-17365 thru 51-1736" 
52-6000 thru 52-6023 

R4Q2 131662 thru 131719 

C-119G 51-8064 thru 51-8097 
52-6024 & Subsequent 
IK-441 & Subsequent 
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Q 


2 


Figure 352. Nose Landing Gear Hydraulic Actuator - Down-Lock Assembly 
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το, 1C-119F-4 Section II 
Group Assembly Parts List 


GROUP LANDING GEAR 


MAJOR ASSEMBLY NOSE LAND. GEAR HYD. ACTUATOR - DOWN-LOCK ASSY 


PART NUMBER | 2 3 4 5 6 


FIGURE & 
INDEX 
NUMBER 


*110-425026 Down-lock| Assy - NLG hyd act. (See fig. 346) Ref 
110-746057 Chole > - INLG strut & lock sw (See fig. 391) 1 
110-746057-10 Cable CL. NLG strut & lock sw (See fig. 391 & 392) 1 

ATT CHING PARTS 
AN365-632 Ni Self locking stl 6-32 4 
AN3217-1 иүп Plunger type inclosed limit side mount 2 
BZETRNT1 Switch (MCS) 1 
BZE7RNTN Switch (MCS) 1 
IVA11 Switch (FES141) (MCS) 1 
110-425032 . Support| Assy - NLG down-lock limit sw 1 
110-425030-10 Lock Assy) - NLG down-lock primary 1 

ATTACHING PARTS 
AN320-8 Nut + Castle shear stl 1/2-20 1 
AN960-816 Washer] - Plain stl reg ser 1/2 in. bolt 1 
NAS464-8-64 Bplt - "um ¢lose tol 1/2-20 x 4-27/64 іп. 1 
110-425030-3 Bearing - NLG down lock primary 1 
NAS51-37 Ring - Ext ret 2 
110-425005 Shaft - NLG lock trigger 1 
110-425052-30 T ine Assy|- NLG lock down 1 

ATTACHING PARTS 
AN320-4 Nut + Castle shear stl 1/4-28 1 
AN960-416L Pon er|- Plain stl light ser 1/4 in. bolt 1 
NAS464-4-20 Bolt |- Shear close tol 1/4-28 x 1-19/32 in. 1 
NA8464- 4-22 Bolt |- Shear close tol 1/4-28 x 1-23/32 in. 1 
NAS290-6 ШЕ - [| duty inner & outer races nonseparable single 

row needle 1 

110-425031 Lock Assy|- NLG down-lock secondary 1 

A TACHING ARTS 
AN320-4 Nut + Castle shear stl 1/4-28 1 
AN960-416L Washer lain stl light ser 1/4 in. bolt 1 
NAS464-4-63 pi - Shear ¢lose tol 1/4-28 x 4-9/32 in. 1 
NAS464-4-65 Bolt|- Shear ¢lose tol 1/4-28 x 4-13/32 in. 1 
NAS290-4 Bain - κα duty inner & outer races nonseparable 

single row needle 4 

NAS43-4-86 | Spacer + Strew ἃ bolt 1/4-28 x 1-22/64 іп. 1 
110-425033-23 Fitting - NLG down-lock limit sw 1 

ΑΠΤΑΟΗΙ G PARTS 
AN320-4 Nut chet shear stl 1/4-28 1 
AN960-416L bs eae - lain stl light ser 1/4 in, bolt 1 
AN24-20 Bolt - Glevis 1/4-28 x 1-5/32 in. 1 
AN316-6R m | Chedk 3/8-24 RH thd 1 
13537A Cylinder -| Hyd (AAGE) 1 E 

ATTACHING PARTS 
AN310-6 Nut 4 Atit cat stl 3/8-24 1 
AN320-6 Nut + ΑΕΠ castle stl 3/8-24 1 
АМ960-616 Washer|- Plain stl reg ser 3/8 in. bolt 2 
AN960-616L Washer! - ah stl light ser 3/8 in. bolt 1 
AN6-46 Bolt |- Acfi sti 3/8-24 x 4-53/64 in. 1 
AN6-44 Bolt |- Acft sth 3/8-24 x 4-37/64 in. H 
110-425035-10 Support| Assy |- Hyd down-lock 
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Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


AN365-428 
AN960-416 
AN4-11A 
AN365-428 
AN960-416L 
AN4-13A 
110-425037-23 
110-425035-25 
110-425026-15 
110-425026-17 


AN4H4A 
AN4H3A 


1240 


Bblt 


Plat 


B 
B 


lt |- 
lti- 


ΠΕ 


Α 


τση 


T.O. 1C-119F-4 


GROUP LANDING GEAR | 
MAJOR ASSEMBLY NOSE LAND. GEAR ΗΥΡ. ACTUATOR - DOWN-LOCK ASSY (cont 
«ხხ >+–»აი»"""""”"  _ _ 


PARTS 
Nut + Self locking stl 1/4-28 
Wasler - Pla 


n stl reg ser 1/4 in. bolt 


Bolt |- Acft stl 1/4-28 х 1-5/32 in. 
ми Self locking stl 1/4-28 
asher| - 

- Act 


Fitti 
Fitti 


lain stl light ser 1/4 in. bolt 
sti 1/4-28 x 1-13/32 in. 
£ Γ Hyd down-lock sup. 
£ d down-lock sup. 
- МС own-lock hyd act. 
z down lock hyd act. 
G PARTS 


d τω. hd 1/4-28 x 17/32 in. 
cft 8) drid hd 1/4-28 x 15/32 in. 


ον 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8143A 
C-119G 51-2668 thru 51-8097 
51-8144A thru 51-8168A 
51-17365 & Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2668 thru 51-2716 
51-8016 


51-8144A thru 51-8168А 


51-7968 thru 51-8015 

51-2717 

51-8017 thru 51-8097 

51-17365 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8127A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
R4Q2 131662 thru 131719 
C-119G 51-8035 thru 51-8097 
51-8128A thru 51-8168A 
52-5840 thru 52-5954 
52-6012 & Subsequent 


IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
R4Q2 131662 thru 131689 
C-119G 51-8035 thru 51-8097 
52-5840 thru 52-5954 


Revised 15 February 1957 
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ა ке ji იი ასა м OD м © 


> > 


UR | TS} USABLE 
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Section II 


Group Assembly Parts List 
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C-119G 
R4Q2 
C-119G 
R4Q2 


C-119G 


MODEL DESIGNATION SERIAL NUMBERS 


52-6012 & Subsequent 
IK-441 & Subsequent 
131690 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 & Subsequent 
ІК-441 & Subsequent 
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Section II Т.О, 1C-119F-4 


Figure 353. Up-Lock Installation - Nose Landing Gear Hydraulic Actuator 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP LANDING GEAR 


UNI TS] USABLE 
uence MAJOR ASSEMBLY | UP-LOCK INSTL - NLG HYD ACT. d 
PART NUMBER 


E 


*110-425027 Inst] + п hyd act. (See fig. 946) 

110-746057 a $sy|- Strut & lock sw (See fig. 391) 
110-746057-30 a $sy - ims Strut & lock sw (See fig. 391 & 392) 

А TS 

AN365-632 ing stl 6-32 

AN365-632 locking stl 6-32 

AN365-1032 eli stl 10-32 

ΑΝΘΘΟΑΘΙ, lain Al al light ser No. 6 bolt 

AN960- 10 F Plain stl reg ser No. 10 bolt 

AN500A6-24 Mach fil h stl 6-32 x 1-1/2 in. 

AN520-10-20 Rd|hd| mach stl 10-32 x 1-1/4 in. 

AN936A6 pue lock stl Νο. 6 bolt 

AN515-6-24 chine round hd stl 6-32 x 1-1/2 in. 

AN3217-1 i Plunger type inclosed limit side mount 

ΒΖΕΤΗΝΤΙ i Plunger type inclosed limit side mount (MCS) 

ΒΖΕΤΗΝΊΤΝ i Plunger type inclosed limit side mount (MCS) 

IVA1 i (FES 141) (MCS) 

110-425032 y + NLG down-lock limit sw 

ARTS 

AN365-428 იფ stl 1/4-28 All 

AN960-416 lain stl reg ser 1/4 in. bolt АП 

AN4-10 80 1/4-28 x 1-1/32 in. All 

% 

*110-425065 tl + NLG up-lock position sw B 
110-425063 - de up-lock position sw J 
110-425063-3 - NLG up-lock position sw (Use for spares in lieu of 

ο. 110-425063) H 

110-425038- 10 i SSy - Nose gear up-lock hyd act. D 

110-425038-30 i SSy - Nose gear up-lock hyd act. E 

ARTS 

AN365-524 3 ing stl 5/16-24 АП 

AN960D516 lain #1 al reg ser Νο, 5/16 in. bolt All |Ë 

AN5-40 {1161 5/16-24 x 4-3/32 in. Α 

AN5-41 ft|st!| 5/16-24 x 4-7/32 in. B 


шчос>ЁЁш>»ш>»шш>» ш> 
mm 


» 


110-425038-11 ike Block - NLG up-lock D 

110-425038- 15 ike Block - NLG up-lock G 

110-425038-17 შე Block - NLG up-lock (Use for spares in lieu of part 

Ng. 110-425038-15) H 

110-425038-5 ike Plate - NLG up-lock All 
ATT ING 


PARTS 

AN365-1032 Nut -|Self locking stl 10-32 All 
AN960D 10 Washer + Blain Al al reg ser No. 10 bolt All 
AN509-10-22 Sc 100° flat hd 10-32 x 1-13/32 in. All 


110-425038-7 Shim up-lock strike plate D 
110-425038- 13 Shim up-lock (Use for spares in lieu of part No. 

25038-7) E 
NAS75-5-016 Bush lain press fit stl .3125 ID x .500 in. All 
110-425030-10 ck As ose gear down lock primary All 
АТТ CHIN TS 

AN320-8 -|C зп 1/2-20 All 


AN960-816 sher stl reg ser 1/2 in. bolt All 
ose tol 1/2-20 х 4 іп, grip All 


NAS 464-8-64 It Phe c 


NAS51-37 Ext ret . 375 shaft dia All 


110-425030-3 Bearing - NLG down-lock primary All 
Ring e 


Revised 1 March 1956 1243 


Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


110-425005 
110-425052-10 


AN320-4 
AN960-416L 
110-425039 


NAS290-6 
110-425031 


AN320-4 
AN960-416L 
NAS464-4-63 
AN320-4 
AN960-416L 
AN 24-19 


NAS 290-4 


NAS43-4-86 
110-425041-23 
AN316-6R 
13537A 


AN365-624 
AN960-616 
AN6-45 


AN210-1B 
AN3 20-3 

AN960-10 
AN3-10A 


110-425037-21 


AN365-428 
AN960-416L 
АМ№-ТА 


1244 


8 


Cast e 
a [ex д 


= 
FS 
Bo 
''8 
Se τα’ ! 


er 
lt l- Acft st 


wiley + Anti 
ACHING PARTS 


T.O. 1C-119F-4 


GROUP LANDING GEAR 
MAJOR ASSEMBLY UP-LOCK INSTL - NLG HYD ACT. (cont) 


. 562 in. 


ARTS 
lain stl light ser 1/4 in. bolt 


hear 1/4-28 
n stl light ser 1/4 in. bolt 


Glevis 1/4-28 x 1-7/32 in. 


. 975 in. 


Be gear up-lock 

k 3/8-24 RH tha 

Hyd (AAGE) 

TS 

Self locking stl 3/8-24 

st stl reg ser 3/8 in. bolt 


3/8-24 x 4-45/64 in. 


friction brg conl 


Castle shear stl 10-32 
lain stl reg ser No 10 bolt 
Αα stl 10-32 x 1-1/32 in. 


LG hyd act. up-lock 


I locking stl 1/4-28 
- Plain stl light ser 1/4 in. bolt 
cft st] 1/4-28 x 29/32 in. 


C-119G 


C-119G 


eavy duty inner & outer races , 8750 OD x . 3750 


- Nose gear down-lock secondary 


lose tol 1/4-28 x 3-15/16 in. grip 


Heavy duty inner & outer races . 7500 OD х. 2500 


Crew & bolt stl 3/8 OD x .049 x 1-11/32 in. 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098 


51-2668 thru 51-8097 
51-8144 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-8144 thru 51-8168 


UNITS] USABLE 


thru 51-8143 


thru 51-8168 


131662 thru 131719 


51-2668 thru 51-2716 
51-8016 
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FIGURE & [GROUP LANDING GEAR 


INDEX 


NUMBER [MAJOR ASSEMBLY 


| 
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UP-LOCK INSTL - NLG HYD ACT. (cont) 


PART NUMBER | 2 3 4 5 6 


T.O. 1C-119F-4 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


Section II 
Group Assembly Parts List 


UN | TS | USABLE 


SERIAL NUMBERS 


91-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8030 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


51-2668 thru 51-8030 
51-8144A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
131662 thru 131689 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 354. Hydraulic Actuated Main Landing Gear Installation 
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*110-410032 
*110-412200 
*110-730025 
145340M-1 


No Number 


No Number 


5A | AN813-1B 
#145570MC 


#145570MC-1 


151183-1 


AN365-1018 
AN960-1016 
AN10-16A 


110-414063 
110-420005-10 
8855B 


AN364-1614 
AN960-1616 
AN960-2116L 

110-410028-10 
110-410025 


78-747111 
78-747112 
110-746024 


AN364-820 
AN960-816 


110-746025 


AN365- 1032 
AN960- 10 
AN3-11A 


*110-410037-1 
*110-410037-11 


NAS51-50 
FS1539-16H166 
#110-410035-3 
#110-410035-21 
Α417 
110-410096-5 
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A 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


echanisn 


Bolt|- Acf 


TACHING 
t + Self 
asher| - 


118 


TACHI 
asher| - 


Hpok Assy 
lieu 
Ring - 
Pin + R 
Hpok - 
Hpok - 
Pip Pin 


bing Syste 
heel ety 
501 


Casing |- 15. 
| III (Spe 


G P. 


Block – Stati 
js ocking stl 10-32 


Bolt|- ΑΟΗ s 
Hpok iin & Inst! - MLG static position 


ing 5/8-18 


t + Self ilo 
ashern - ΝῊ stl reg ser 5/8 in. bolt 


stl 5/8-18 x 1-57/64 in. 


ock - IMIG pnd 
G gnd (Use for spares in lieu of part No. 110-414063) 
-| MLG upper drag (CP) (For breakdown see fig. 361) 


PARTS 
ocking thin stl 1-14 


in stl reg ser 1 in. bolt 


asher - i in stl light ser 1-5/16 in. bolt 


LG bolt 


121 fwd drag strut shoulder 


d wire att plate LS 
- Btatic gnd LS 
{айс discharge wire LS 


hocking thin stl 1/2-20 
lain stl reg ser 1/2 in. bolt 


discharge wire adapter 


lain stl reg ser No. 10 bolt 
10-32 x 1-5/32 in. 


Bolt!- MLG static position 


Үү -5013А & S43J2329-1) (Class 03-B) (BPD) (T.O. 


Section II 
Group Assembly Parts List 


Iს [MAJOR ASSEMBLY — HYDRAULIC ACTUATED MAIN LANDING GEAR INSTALLATION 
PART NUMBER | 23 4 5 6 


anding Gear Instl - Hyd actuated main (See fig. 345) 

Assy & Instl - MLG door (See fig. 356) 

Instl - MLG hyd (See fig. 357 & 358) 

17.00-20 low press. landing type III (Spec MIL-W- 

843J2329-1) (Class 03-B) (BPD) (T.O. ANO3- 

BB1) (GFAE) 

0-20 non skid 14 ply rating rayon or nylon type 

MIL-C-5041) (Class 04-C) (GFAE) 

490120 landing type III (Spec MIL-T-5014) (Class 04-C) 

(GFAE) 

Cap - High press. air valve 
у 16-1/2 in. x 11-1/2 in. type rotary disc (Spec 


Brake As 
IL 
02-5080) (GFAE) 


16-1/2 in. x 11-1/2 in. type rotary disc (Spec MIL- 
ІЗА ἃ $42J2329-1) (Class 03-B) (GFAE) 

y + 16-1/2 in. x 11-1/2 in. type rotary disc (Spec 
MIL-W+5013 δι 843J2329-1) (Class 03- B) (BPD) (T.O. 


4B144-13) 
[I'TACHING |PARTS 


UN | TS] USABLE 


124" 


Section II Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP — LANDING GEAR UNITS] USABLE 
ee MAJOR ASSEMBLY HYDRAULIC ACTUATED MAIN LANDING GEAR INSTALLATION (cont ‘ane 
PART NUMBER | 23 ს 5 6 


110-410036-7 static position (Use for spares in lieu of part 

10-410036-5) E 

A TS 
AN365-1216 ocking stl 3/4-16 411 
476 (CED) С 
8853G e АЕ y LG (CL) (їп compliance with T.O. 1C-119-256 & 
abet Service Change #136 all (CP) part No. 8853F Leg 
8y's have been reidentified to 8853G Leg Assy’s) (See 
. 859) АП 

110-730026 yd line sup. J 
110-730026-3 Hyd line sup. (Use for spares in lieu of part No. 

26 K 
AN501-516-12 АП 
8856 АП 

А TS 

110-410005 АП 
110-410011 1-7/8 thin rear upper truss #11 
110-410003 inner rear upper truss All 
AN960-2616 All 
110-410028-30 88V + | АП 
110-410027 LG outbd rear upper truss All 
110-410026 inbd rear upper truss All 


#Alternate Parts inted on fig. 355) 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5928 
92-6000 thru 52-6055 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 52-9982 
IK-441 thru IK-442 


C-119G 51-2662 thru 52-5888 
52-5922 thru 52-5923 
52-6000 thru 52-6035 
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FIGURE & | GROUP LANDING GEAR 
INDEX 
NUMBER 
PART NUMBER 
354 
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T.O. 1С-119Е-4 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


53-3136 & Subsequent 
IK-443 & Subsequent 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-455 


53-7864 thru 53-7884 
IK-456 & Subsequent 


51-2662 thru 53-7877 
53-8069 thru 53-8156 
IK-442 thru IK-461 
131662 thru 131719 


53-7878 thru 53-7884 
IK-462 & Subsequent 
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T.O. 1C-119F-4 


Section H 


Figure 355. Landing Gear Installation - Main 
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T.O. 1C-119F-4 Section IL 


Group Assembly Parts List 


FIGURE & [GROUP LANDING GEAR UN 1 TS | USABLE 
სა. MAJOR ASSEMBLY LANDING GEAR INSTL - MAIN V 


*110-410032 
VJ964 


AN320- 12 
AN960- 12161 
110-410033 
AN32-78 
AN320-12 
AN960- 12161, 
AN32-58 


110-414049 
110-413001-10 
110-413001-30 


110-413001-20 
110-413001-40 


AN365-720 
AN960-716 
ΑΝΤ-19 


110-413002 
*110-414046 
*110-414045 
*110-730099 
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ваг Instl - Hyd actuated main (See fig. 345) 
(BC) (See T.O. AN03-5CHK-9) 

ARTS 

e shear stl 3/4-16 

lain stl light ser 3/4 in. bolt 

LC cross beam 


ut - Castle ghear stl 3/4-16 
Washer |- Plain stl light ser 3/4 in. bolt 
= Clevis B/4-16 x 3-3/16 in. 


- MLG hyd actuated retg mech 

А9ѕу |- MLG retg mech act. brg 

ASSy |- MLG retg mech act. brg (Use for spares 
ligu of part No. 110-413001- 10) 

Assy |- MLG retg mech act. brg 

Assy |- MLG retg mech асі. brg (Use for spares 
lidu of part No. 110-413001-20) 

'"HING PARTS 

4 Self locking stl 7/16-20 

her |- Plain stl reg ser 7/16 in. bolt 

cft stl 7/16-20 x 1-15/32 in. 


ng - MLG retg mech act. housing 

ck|AsBy - MLG safety (See fig. 362) 

Α sr MLG hyd actuated (See fig. 363) 

MLG hyd sys 3000 psi (See fig. 364 & 365) 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 91-2662 thru 51-8032 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 
53-8069 thru 53-8156 
R4Q2 131662 thru 131689 


C-119G 51-8033 thru 51-8097 
52-5840 thru 52-5954 
52-6004 thru 53-7884 
IK-441 & Subsequent 


131690 thru 131719 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 356. Main Landing Gear Door Mechanism Assembly and Installation 
1252 Revised 1 April 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP LANDING GEAR 


INDEX | MAJOR ASSEMBLY MAIN LANDING GEAR DOOR MECHANISM ASSY & INSTL 


NUMBER 
PART NUMBER | 23 ს 5 6 


UN I TS} USABLE 


*110-412200 sy|& Instl - МІС door (See fig. 354) Ref | All 
110-412208 А (წელ MLG door mech All 
ING PARTS 


AN320-8 
AN960- 816 
AN28-22 


Castle shear stl 1/2-20 
ег |j- Blain stl reg ser 1/2-20 bolt 
Chests stl 1/2-20 x 1-27/64 in. 


Eye 4 Atit krnbkl for pin 


ANÍ65-175RL 


1 
AN286-1 Fitting 4 Press. grip lub type PT 1 [АП |Ë 
110-412200-10 Door|Driver & Drag Brace Assy 1 | All 
8854C Brace Assy - MLG lower drag (CP) 1 | All 
8854-59 B at Spher (CP) 1 [АП 
110-412209-1 Fitting Assy - MLG door mech swivel 1 |All 
110-412209-2 Fitting Assy - MLG door mech swivel 1 | All 
ATTACHING PARTS 
AN365-524 Nut - Self locking stl 250° F 5/16-24 2 | All 
AN960-516L lain stl light ser 5/16-24 bolt 4 | All 
AN5-44A 2 | All 
AN365-524 4 |All 
AN960-516 4 {| АП 
AN5-42A 4 | All 
AN310-9 1 | All 
AN960-916 1 | #11 
110-412202-31 2 | #11 
110-412202-33 2 | All 
110-412210-5 1 | All 


110-412209-110 


= 1 |All 
110-412209-120 uckle Assy - MLG door mech (Use on part No. 110- 

412209-2) 1 | All 

110-412209-130 Clamp Assy - MLG door mech 1 | All 

110-412209-140 i mip ο. - MLG door mech 1 | #11 

*110-412213 Step Assy + MLG lower drag brace All 

110-412213-10 Step Assy - MLG lower drag brace welded Al 

ATTACHING PARTS 
AN365-428 Nut + Self locking stl 1/4-28 All 
AN4-5A Balt d Acft stl 1/4-28 x 21/32 in. All 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 357. Main Landing Gear Hydraulic Tubing System Installation 


1254 Revised 1 February 1959 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


LANDING GEAR 


FIGURE გ [GROUP UNI TS| USABLE 


UNSER rj 
(Without|Emergency Air Brake System) 
357 *110-730025 Tubing System! Instl - MLG hyd (See fig. 354) E 
- 1 110-730025-130 Tube [Asby + MLG hyd brake on 5/8 OD x .049 x 51.19 in. A 
110-730025-150 Tube ‘Assy + MLG hyd brake on 5/8 OD x .049 x 51.19 in. (Use 
for Ane in lieu of part No. 110-730025-130) B 
110-730025-170 Tube Assy + MLG hyd brake on st stl 5/8 OD x .058 x 51.19 in. 
(Use for spares in lieu of part No. 110-730025-130 & 
110-730025-150) C 
- 2 | AN924-10D Nut -|FláreH tube bhd & univ ftg E 
- 3 AN960D1416 Washer + Al al reg ser 7/8 in. bolt E 
~ 4 AN837-10D Elbow ~ [Flared tube & univ 45° E 
- 5 110-730023-10 Clamp Assy - 3.75 ID hyd sys E 
- 6 110-730029-3 Clamp - 13.75 ID hyd sys half E 
- 17 738-60-12 Clamp (AP) E 
- 8 AN742-12C Clamp -|Lopp type sup. (Use on hyd brake tube) E 
*110-730025-110 нор nstl 4 MILG hyd brake on E 
ATTACHING BARTS 
- 9 ANT742-12C Clam) - L0ხი |уре вир. р 
AN'142-13C Clamp - [Loop type sup. C 
-10 AN62'11-6-60.00 Hose As$y + (Hyd brake) 2 E 
-11 AN833-6D Elbow - Flared tube & bhd univ ftg 90° 1 Е 
-12 AN6289D6 Nut - |Fláred tube univ ftg 2 E 
-13 AN6290-6 Савк δα ht thd tube ftg boss 2 E 
-14 AN6291-6 Rife Hyd itg gasket back-up 2 E 
-15 AN83' -6D Elbow ~ Flared tube & univ 1 E 
-16 AN893-121D Bushing + Screw thd reducer 2 E 
-17 AN926-10D Tee- Int screw thd 1 E 
-18 AN6290-10 Gasket -|Straight thd tube ftg boss 3 E 
-19 AN832-10D Un]on|- Flared tube 3/8 bhd & univ ftg 1 E 
-20 AN924-10D Nul - Flared tube bhd & univ ftg 1 E 
-21 AN960D1416 her + Plain AL al reg ser 1 E 
-22 AN775-6D Bolt -| Univ ftg 2 E 
-23 AN901-6A Gasket -| Metal conn seal 4 E 
~24 AN6243-6 Coupling Assy |- Hyd self sealing 2 E 
-25 AN6224-8 ut - Cotupling 1 E 
-26 AN6222-6 Enq -|Coupling swivel 1 E 
-27 AN6221-6 Gasket – 5081 end coupling 1 E 
-28 AN894D6-5 Bushihg + Screw thd expander 2 E 
-29 AN901-5A Gasket -|M al conn seal 2 E 
-30 110-730040-3 Bracket r ML hyd sys torque arm 1 E 
-31 110-730040-5 Bracket + MLG hyd sys torque arm 1 E 
Fdr Subsequent АСЕТ See Figure 358) 
USABLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
ს # C-119G 51-8098 thru 51-8111 
| Β C-119G 51-8112 thru 51-8127 
С С-119С 51-2662 {һги 51-8097 
51-8128 thru 51-8168 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


GROUP LANDING GEAR 


FIGURE & UN | TS} USABLE 
Wier MAJOR ASSEMBLY MAIN LANDING GEAR HYDRAULIC TUBING SYSTEM INSTL (Continued) РЕК | ΟΝ 
––.. 


PART NUMBER 


357 USABLE| ON 
CODE | MODEL DESIGNATION SERIAL NUMBERS 
C (Cont) C-119G 52-6000 thru 52-6047 
IK-441 thru IK-442 
RAQ2 131662 thru 131719 
D C-119G 51-8098 thru 51-8127 
E | C-119G 51-2662 thru 52-5921 


! 52-5924 thru 52-5926 
| | 52-6000 thru 52-6047 
| EE IK-441 thru IK-442 
R4Q2 131662 thru 131719 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Figure 357A. Main Landing Gear Hydraulic Tubing System Installation 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


Figure & [GROUP LANDING GEAR 
სსს [MAJOR ASSEMBLY MAIN LANDING GEAR HYDRAULIC TUBING SYSTEM INSTL 


UNITS] USABLE 


ON 
CODE 
puni pve eS 
(With Emergency Air Brake System) 
357A *110-730025 Tubing System| Instl - MLG hyd (See fig. 354) E 
- 1 110-730025-130 Tube sky ee hyd brake on 5/8 OD x .049 x 51.19 in. A 
110-730025-150 “т ASSy | LG hyd brake оп 5/8 OD x .049 x 51.19 in, (Use 
for spares in lieu of part No. 110-730025-130) B 
110-730025-170 Tube Assy + MLG hyd brake on st stl 5/8 OD x .058 x 51.19 in. 
(Use for |spares in lieu of part No. 110-730025-130 & 
L 110-780025-150) C 
- 2 MS28741-4-0242 Hose Ed Air brake) E 
ATTACHING PARTS 
- 8 AN742D10C Clamp -|Lopp type sup. E 
- 4 AN742D26C Clamp - Lopp type sup. E 
- 5 110-730025-240 ub Assy + MLG air brake on st stl 1/4 OD x .035 x 72.00 in. 1 E 
- 6 AN924-10D Nut - Flared tube bhd & univ ftg : 1 L 
- 7 AN924-4D Nut - Flàred tube bhd & univ ftg 3 E 
- 8 | AN960D1416 Washer + А] dnos ser 7/8 in. bolt 1 E 
- 9 | AN960D'716 Washer + Al al reg ser 7/16 in bolt 3 E 
-10 AN837-10D Elbow ~ ‘Flared tube & univ 45° 1 E 
-11 AN837-4D vis - Flared tube & univ 45? 2 E 
-12 AN832-4D Union| - Flared tube 1/4 bhd univ 1 E 
-13 110-730023-10 Clamp Assy - 8.75 ID hyd sys (The configuration changed for 
ΑΗ aircraft by the addition of part No. 110-730030-5 per 
T.O. 1C4119-218) E 
-14 110-730029-3 Clamp ΠΕ ID hyd sys half E 
-15 738-60-12 Clamp (ΑΡ) E 
-16 ANT742-6C თათ - Loop type sup. (Use on air brake tube) E 
-17 AN'742-12C Cl i -iLobp type sup. (Use on hyd brake tube) E 
-18 MS28741-4-0343 Hose sty ц brake) E 
Аттас ARTS 
-19 | AN742D10C Clamp -|Loop type sup. E 
*110-730025-110 Hose Inst! 4 NLG hyd brake on E 
ATTACHING BARTS 
~20 ANT742-12C Cl იგ ~ {Loop type sup. 18) 
AN742-13C Clamp -|Loop type sup. C 
-21 AN6271-6-60.00 Нове |Asgy (Hyd brake) E 
-22 AN833-6D Elbow - Flared tube & bhd univ ftg 90? E 
-23 | AN6289D6 [Να -|Flared tube univ ftg E 
-24 AN6290-6 იხ - Straight thd tube ftg boss Е 
-25 AN6291-6 Ring + Hyd ftg gasket back-up E 
-26 AN837-6D Elbow - Flared tube & univ E 
-27 AN893-121D ‘Bushing - ში w thd reducer E 
-28 | AN926-10D "Тер -|Int sdrew thd E 
-29 AN6290-10 сары - ο... thd tube ftg boss E 
-30 AN832-10D Union|- Flared tube 3/8 bhd & univ ftg E 
-81 AN924-10D Nut - Flàred tube bhd & univ ftg E 
-32 | AN960D1416 Washer + Plain AL al reg ser E 
-33 AN'T'15-6D ‘Bolt + Univ |ftg E 
-34 AN901-6A Gasket -| Metal conn seal E 
-35 AN6243-6 Cohpling Agsy|- Hyd self sealing E 
-36 AN6224-8 Nut -|Coupling E 
-37 AN6222-6 End -| Cdupling swivel E 
-38 AN6221 -6 | базу -| Seal end coupling E 
-39 AN894D6-5 Bushing - Screw thd expander E 
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INDEX 
NUMBER 


357A 
-40 
-41 
-42 
-43 
-44 


-45 


-46 
-47 
-48 
-49 
-50 
-51 
-52 
-53 
-54 
-55 
-56 
-57 
-58 
-59 
-60 


FIGURE & [GROUP 


PART NUMBER 


AN901-5A 
110-730040-3 
110-730040-5 
MS28741-4-287 
MS28741-4-277 


AN742-11C 


AN833-4D 
AN815-4D 
AN938-4D 
AN6289D4 
AN6290-4 
AN6291-4 
AN924-4D 
AN832-4D 
110-733026-1 
AN833-4D 
AN6289D4 
AN6290-4 
AN6291-4 
AN893-1D 
AN901-5A 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


LANDING GEAR 
MAJOR ASSEMBLY MAIN LANDING GEAR HYDRAULIC TUBING SYSTEM INSTL (Continued 


| 2 3 ú 5 6 


Вг 
Вг 


Πο 


ATTACHING 
Clamp - 


[El 
Un 
Te 
Nu 
Ga 


Nu 
Un 
Br 


Hose Assy 


Elbow - 
Nut - 


acket - 
packet - 


se Assy 


ow - 
f Int |sc 


ket -| St 


Ring + Hyd 


t -|FL 


acket As 


t ~| Mi 
(For 


ON 


Gasket - ee conn seal 


LG hyd sys torque arm 
LG hyd sys torque arm 
Air Brake) 

Air Brake) 

ARTS 


Lopp type sup. 


Fldre d tube & univ 90? 
ioni - Flared tube 1/4 


rew thd 


-|Flared tube univ ftg 


raight thd tube ftg boss 
ftg|gasket back-up 


red tube bhd ftg 
ion - Flared tube 1/4 bhd univ 


$y + NLG brake sys 


lared tube & bhd univ 90° 
Flared tube univ ftg 

Gasket -| Straight thd tube ftg boss 
Ring + Hyd ftg|gasket back-up 
Bushing + Screw thd reducer 

Gask 


N tube conn seal 


C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


MODEL DESIGNATION 


Section II 


Group Assembly Parts List 


ubsequent АСЕТ See Figure 358) 


SERIAL NUMBERS 
51-8098 thru 51-8111 
51-8112 thru 51-8127 


51-2662 thru 51-8097 
51-8128 thru 51-8168 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


91-8098 thru 51-8127 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
131662 thru 131719 


UN I TS} USABLE 


= 


М BO 50 ο N πὶ სავა Со кя ка μα 


ON 
CODE 


ΕΗ Ed & bd ΞΙ 


Ei 


Ej ΕΙ Fd ΕΙ Ed ΕΙ ΕΙ ΕΙ ΕΙ ΞΙ ΕΙ ΞΙ Ξί ΕΗ Ed 
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Section II T. O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 
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T.O. 1C-119F-4 Section H 


Figure 358. Main Landing Gear Bydraulic Tubing System Installation 
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Sectlon II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-730025 
MS28741-4-245 
MS28741-10-234 


AN'142-11C 
AN'/42-13C 


AN924-4D 
AN924-10D 
AN960D716 
AN960D1416 
AN833-4D 
AN833-10D 
110-733011-7 
110-733011-11 
110-730025-190 


110-730025-210 


738-60-12 
AN742-6C 
AN'142-12C 


MS28741-4-343 
M$28'141-6-600 


#4M742-11C 
AN742-13C 


110-730040-5 
AN833-6D 
AN837-6D 
AN6289D6 
AN6290-6 
AN6291-6 
AN893-121D 
AN6290-10 
AN938-10D 
AN924-4D 
AN924-10D 
AN832-4D 
AN832-10D 
110-733010-5 
110-733010-11 
М528741-4-287 
M528741-4-277 


ANT42-11C 


AN833-4D 
AN815-4D 
AN938-4D 
AN6289D4 
AN6290-4 
AN6291-4 
AN924-4D 
AN832-4D 


А 


Α 


Tubing 
08 


Е 


os 


ut 


T.O. 1C-119F-4 


GROUP LANDING GEAR 


MAJOR ASSEMBLY MAIN LANDING GEAR HYDRAULIC TUBING SYSTEM INSTL 


PART NUMBER | 2 3 4 5 6 


умер Inst1 - МІС hyd (See fig. 354) 


(Air brake) 


s 
abs - (Hyd brake) 
H G|PARTS 
Clamp 
Clamp 


oop type sup. (Use on air hose) 
- oop type sup. (Use: on hyd hose) 


- Ἠϊαπεά tube bhd & univ ftg 


ut + Flared|tube bhd & univ ftg 
ashey - Plain Al al reg ser 7/16 bolt 
Vas| οἱ - Pidin Al al reg ser 7/8 bolt 
ids Ha d tube & bhd univ 90° 
рду + Flared tube 6 bhd univ 90° 
lamp - MLG hyd half 
Glamp - uf hd half 
ube ме LG air brake оп 1500 psi st stl 1/4 OD x . 035 
XI 59, 25 in. 


ube Assy - МІС hyd brake on st stl 5/8 OD х. 058 x 58. 50 in. 
TTACH Ут 

Clamp (AP) 

Clamp 


Clamp 


- Цоор type sup. (Use on air tube) 
L оор type sup. (Use on hyd tube) 


ose Assy - (Air brake) 
ose Assy - (Hyd brake) 
HING PARTS 

Clamp 


ТТА 


oop type sup. (Use on air hose) 
оор type sup. (Use on hyd hose) 


Clamp 
135 -|MLG hyd sys torque arm 


раж + Flared tube & univ 90? 


Eb 
ut 


Gasket |- 


Rin 


usin -|бс 
Gasket|- Str 


eej- 


ut 
ut 
ni 
ni 
Ola: 
Cla. 


ose # 


ut 


Rin 
ut 
ni 


n 
^ 
p 


mp 


: 


w + Flared tube & univ 45° 


ο. tube univ ftg 
traight thd tube ftg boss 


ew thd reducer ` 
ight thd tube ftg boss 
t scriew thd 

ed|tube & bhd ftg 


y T gasket back-up 


+ Flared tube 5/8 bhd & univ 
LG hyd sys half 

დ y + МІС hyd sys half 
[eis brake) 

(Air brake) 


ose Ass 
T Aca PARTS 
Clamp mi type sup. (Use on air hose) 
მაილ» 
niqn 
ее |- 


n - 


Flared tube & univ 90° 
Flared tube 1/4 


laned |tube bhd ftg 
Flared tube 1/4 bhd univ 


^ ка ка ка μὰ ка ма ы 


= 


= 


BA ка ка + je je һа уы je CO В N) N) м = ка юч 


N 


μα სსა + Со ка ка = γα 


pp ppp > ΡΗΤΗ >> >> >>> >> >>>>>>>> >> >>> 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


110-733026-1 | A ~ NLG brake sys 
AN833-4D i dd tube & bhd univ 90? 
AN6289D4 f ared tube univ ftg 
AN6290-4 Straight thd tube ftg boss 
AN6291-4 Ri fig gasket back-up 
AN893-1D н 1 ew thd reducer 
AN901-5A al tube conn seal 
АМТТ5-6р ; i 
AN901-6A Metal tube conn seal 
AN6243-6 ing Assy - Hyd self sealing 
AN894D6-5 i Screw thd reducer 
AN894-6-5 | i Screw thd reducer 
AN901-5A - Metal tube conn seal 


кә BO BO πὸ > NO BO BO DO სე DO po = 
> O Z > > > > > > > > >> 


(rot ptior acft see fig. 357) 


E ON MODEL DESIGNATION SERIAL NUMBERS 
E 


C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 and subsequent 
IK-443 and subsequent 


C-119G 52-5922 
52-5927 thru 52-5954 
52-6048 thru 52-3194 
53-8069 thru 53-8116 


C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 and subsequent 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Figure 359. Main Landing Gear Leg Assembly 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & LGROUP LANDING GEAR 


ΚΑΤΕ [MAJOR ASSEMBLY MAIN LANDING GEAR LEG ASSY 
PART NUMBER | 2 3 ს 5 6 | 


Leg Assy + ML.GI (CP) (In compliance with T.O. 1C-119-256 & 
Aircraft Service Chane #136 all (CP) part No. 8853F Leg 
Assy’s have been reidentified to 8853G Leg Assy’s) (See 


UN ITS] USABLE 


fig. 854) All 
8853 F120 Rellér Assy -| Up-lock (CP) All 
8853F20 Roller 4 Up-lock (CP) All 
#14NCC1822YP Bearing Agsy (TOR) All 
#AR-14 Bearing Assy (TOR) All 
8853F30 Spacer (CB) All 
8853 F29A Bolt |- Up-lock roller (CP) All 
ATTACHING PARTS 
AN320-14 E t + Cástelldted shear stl 7/8 in. bolt АП 


8853 82 Link|- Up-lock (CP) 
8853-81 Bushing - Up4lock link (CP) 


м N 
> 
= 
= 


8853A173A Brace Assy -|Side (CP) All 
ATTACHING PARTS 
AN365-624 Nut + Sélf locking stl 3/8-24 All 


AN960-616 asher|- 
AN6-14A Bolt |- Acft stl 3/8-24 x 1-37/64 in. 
AN310-16 Nut Chet ted airframe 1 in. 
8853-34 Bolt |- side brace cyl (CP) 


сэ BO М н н м PO м 


8853-32 Nit + Side гасе (CP) All 
8853-88A as er (CP) All 
8853-77 Bolt |- Side toj trun (CP) All 
8853-58A Bushing ~ Up-lock brace (CP) 4 All 
8854-59 Bearing - Bpher (CP) 1 All 
8853-114 Trunnion Assy (CP) 1 All 
ATTACHING PARTS 
8853-29 Nut + T ран (CP) All 
8853-76 Bblt|- Truh tò cyl (CP) All 


8853-30 Bushing - Cyl to trun (CP) 


8853-57A ην - Side brace to trun (CP) All 
8853 F136 ცე нө 88V - Down-lock (СР) АП 
8853F36AL aqket - Down-lock (CP) All 
8853F36AR Bracket - Down-lock (CP) All 
8853 F41 Pad + Down-lock jack (CP) All 
TACHING [PARTS 

AN4-31A i Асі stl 1/4-28 x 3-5/32 in. All 
AN960-416L Was er Pin stl light ser 1/4 in. bolt | All 
AN365-428 t - Self locking st] 1/4-28 All 
8853F39 Plug (CP) АП 
8853 F40 Bolt] - Down-lock (CP) All 
AN501-416-7 Screw + Mach fil h stl 1/4-28 x 7/16 in. A 
AN936A416. Washer - Tooth lock stl 1/4 in. bolt Α 
8853000 Strut ABsy - Aerol shock (CP) (In compliance with T.O. 10-119- 

2s δι Aircraft Service Change 4196 all (CP) part No. 

885 ғор Strut Assy’s have been reidentified to 8853 С00 

Strut АБву?в) (See fig. 360) All 

#Alternate Parts 
(Continued on fig. 360) 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


FIGURE & [GROUP LANDING GEAR 


UNITS] USABLE 
wie MAJOR ASSEMBLY MAIN LANDING GEAR LEG ASSY (cont) 


ASSY.| CODE 
σα һзу | 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-5888 
92-6000 thru 52-6035 
R4Q2 131662 thru 131719 
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Section H 


T.O. 1C-119F-4 


Figure 360. Main Landing Gear - Strut Assembly 
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Section II 
Group Assembly Parts List 


FIGURE & 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Group LANDING GEAR 
MAJOR ASSEMBLY MAIN LANDING GEAR - STRUT ASSY 


UNITS] USABLE 
INDEX ON 
NUMBER CODE 
PART NUMBER 
(Continued From Figure 359) 
8853G00 Strut Assy + ad shock (CP) (In compliance with T. O. 1C-119-256 
& Aircraft Service Change #136 all (CP) part No. 8853F00 
Strut |Assy's have been reidentified to 8853000 Strut Assy's 
(See fig.) 359) All 
8065B96 Nut - Axle (CP) All 
8065B87A Washer L Axle| (CP) АП 
8853-63 Collar - Axle (CP) All 
8853-61 Cap Assy -|Hub (CP) All 
8853-146A Arm Assy + Torque (CP) ΑΗ 
ATTACHIN PARTS 
8853-17 Nut -|Torque árm (CP) All 
8853-16 Washer + Torque arm tang (CP) All 
8853-894 | оке - Towing (CP) АП 
АТТ CHING BARTS 
AN310-12 Nut - Calstellated stl 3/4-16 1 All 
8853-254 Wishbr r Torque arm serrated (CP) 1 АЦ 
8065-44 Spacer -| Torque arm center (CP) 1 All 
8853-40 Bolt + Torque arm center (CP) 1 All 
8853-46 Arm | Torque (CP) 2 | All 
8853-51 Bubhihg - Torque arm (CP) 4 All 
8853-53 Bushing |- Torque arm (CP) 2 All 
8853-554 Bushi g|- Towing yoke (CP) 2 All 
110-414062-11 Shim |- for ue arm AR All 
8853-59C Trunnion - Torque arm upper (CP) 2 All 
#8853-56A Trunnion - [Torque arm lower (CP) (Use in pairs only) 2 АП 
#8853-56В Тг წი - ITorque arm lower (CP) (Use in pairs only) 2 АП 
#8853-56С Trunnion - Torque arm lower (CP) (Use in pairs only) 2 All 
#8853-56D Hb nnion - [Torque arm lower (CP) (Use in pairs only) 2 AM 
ATTACHING APIS 
1EB144 Nut -iTorque arm upper trun (EN) 1 #11 
#12B144 [Nut - "Torque агт upper trun (EN) ` 1 All 
8853-6B |Wdsher - Torque arm upper trun (CP) 1 АП 
8853-241B Bolt 4 Torque arm upper trun (СР) 1 All 
8853-43 Screw - Torque arm upper trun (CP) 1 All 
AN501A516-10 Screw - Mach fil h stl 5/16-24 x 5/8 in. 1 All 
#EB126 Nut - Torque arm lower trun (EN) 1 All 
#12B126 Nut - τοταὺε rm lower trun (EN) 1 АП 
NAS143-12 [Washer - Plain type . 757 ID AR | АП 
8853-240A ;Bolt + Torque arm lower trun (СР) 1 All 
AN501A516-12 Screw -Mach fil h stl 5/16-24 x 3/4 in. 1 All 
8853F104C Piston Ass (б> АП 
8853C85A e (CP) All 
ATTACHING PARTS 
AN320-9 Nut -|Castellated shear stl 9/16-18 All 
AN9'15-9 Washer + Taper pin 9/16 All 
AN386-8-42 Bolt + Thd taper stl 9/16-18 x 5-1/4 in. All 
8853-12B Fitting - Axle (CP) All 
ATTACHING дайта 
AN320-8 | [Nut -|Castle shear stl 1/2-20 АП 
8065-83 Washer + Taper pin (CP) АП 
AN386-7-9 Pin - Thd taper All 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Group Assembly Parts List 


FiGURE & | GROUP LANDING GEAR 


UN I TS | USABLE 
cus MAJOR ASSEMBLY MAIN LANDING GEAR - STRUT ASSY (Continued) PER A 


ASSY. 
PART NUMBER | 2 3 4 5 6 


8853-48 
AN6231A54 
8853-9 
AN6246-67 
AN6227B67 
8853-54 
AN6227B65 
AN6246-65 
8853-10 
8853A4 
8853-3A 
8853A13A 


AN32016 
8853-7 
AN26-20 


AN6227B54 
AN6246-54 
8853-5 
8853F102 
8853D23 
AN6287-1 


Revised 1 February 1959 


(CP) 
yd piston rod 
) 
packing back-up 
E. ring hyd 
) 
- 'IO" ring hyd 
packing back-up 


- 
iston (CP) 


Metering (CP) 


ა სას + Ra ND ა ке = πὶ — — = 


со ww 
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Section II T.O. 1C-119F-4 


Figure 361. Main Landing Gear Drag Brace Assembly 
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FIGURE & 
INDEX 
NUMBER 


MAJOR ASSEMBLY 
PART NUMBER 


8855B 
8855B175 


AN365-720 
AN960-716L 
АМТ-20А 


88558751, 
8855B75R 


AN365-428 
AN4-43A 
8855-78 


8855B77 
8855B20 


AN320-6 
AN960-616L 
AN26-40 


8855-32 


AN320-8 
AN960-816 


8855-31 


AN320-4 
AN24-32 


8855A173L 
8855A173R 
8855-30 


#AN507~420-5 
#AN507-420R5 


8855-57A 
8855-39 
8855-172L 
8855-172R 
8855-38 
8855-37A 
8855-29 


#AN507-420-5 
#AN507-420R5 
AN365-720 


8855-34 
NAS50-156 
HSB140H 
8855-35 


AN320-5 
AN960-516 


T.O. 1C-119F-4 


MAIN LANDING GEAR DRAG BRACE ASSY 


| 23 ს 5 6 


Brace Assy - 
ре |Assy 
ATTACHING 
Nut - 
Wash 
Bolt + Ас 


ATTAC 


Bushing 


ATTAC 


Washer 
Balt + 


Self 1 


MUG upper drag (CP) (See fig. 354) 
(LG torque upper drag brace (Class 03-G) (CP) 
ARTS 


ocking stl 7/16-20 
r |- Blain stl light ser 7/16 bolt 


drld stl 7/16-20 x 2-3/32 in, 


Fitting + Torque tube LH (CP) 
Fitting 4 Torque tube RH (CP) 
ING PARTS 

ა: - Self locking stl 1/4-28 
Bolt + A 


cft|stl 1/4-28 x 4-13/32 in. 
(CP) 


Tube - To que (CP) 
R sa -|MLG/upper drag brace (CP) 
ING PARTS 
Nut -| Adft shear stl 3/8-24 
- Plain stl light ser 3/8 in, bolt 
levis stl 3/8 x 2-35/64 in. 


Pin - MLG upper drag brace center (CP) 
ATTACHING PARTS 


stle shear stl 1/2-20 


Washer - Plain stl reg ser 1/2 in. bolt 


upper drag brace aft (CP) 


Pin - MLG 
ATTACHING PARTS 
Nut - Acft shear stl 1/4-28 
1 


is ptl 1/4-28 x 2-1/32 in. 


LG upper drag brace aft LH (CP) 

LG upper drag brace aft RH (CP) 

G upper drag brace link aft (CP) 

ARTS 

Mach flat hd stl 100° 1/2-20 x 5/16 in. 

ch flat hd brass 100° 1/4-20 x 5/16 in. 


LG aft drag link center (CP) 


LG aft drag link aft (CP) 

LG upper drag brace fwd LH (CP) 
LG upper drag brace fwd RH (CP) 
LG drag link fwd (CP) 

LG drag link fwd (CP) 

G upper drag brace fwd link (CP) 
ARTS 

ch| flat hd stl 100° 1/4-20 x 5/16 in. 

ch flat hd brass 100° 1/4-20 x 5/16 in. 
ocking stl 7/16-20 


G upper drag brace fwd link retainer (CP) 
МІС upper drag brace fwd link int ring 

LG upper drag brace fwd link spherical (AP) 
upper drag brace cross beam (CP) 

ARTS 

e Shear stl 5/16-24 

lain stl reg ser 5/16 bolt 
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Group Assembly Parts List 


GROUP LANDING GEAR UN ITS] USABLE 


PER 
ASSY, 


ON 
CODE 


Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 
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8855-174 
115-22 
8856 
8856-73 
8856-74 
8856-75 
8856-76 


ΑΝΟ 0-6 
AN960-616L 
AN26-26 
AN26-17 


8856-172L 
8856-172R 
8856-37A 
8856-38A 


#Alternate Parts 


T.O. 1C-119F-4 


l. stl 2-32/64 in, 


hear stl 3/8-24 


y + MLG upper truss RH (CP) 
im πρ]- MLG upper truss col upper term. (CP) 
shing|- MLG upper truss col lower term. (CP) 


lain stl light ser 3/8 in. bolt 
i [| 3/8-24 x 1-43/64 in. 
t1 3/8-24 x 1-7/64 in. 


GROUP LANDING GEAR 


MAJOR ASSEMBLY MAIN LANDING GEAR DRAG BRACE ASSY (cont) 
ე 


- MLC upper drag brace cross (CP) 

- MLG upper drag brace cross beam (CP) 
LG upper (CP) (See fig. 244) 

рег truss connecting (CP) 

per truss lg brace (CP) 

G upper truss upper brace (CP) 

per truss lower brace (CP) 

PARTS 


UNITS] USABLE 


All 


All 
All 
All 
All 


All 
All 
All 
All 


Section II 


T.O. 1C-119F-4 


η j 


22А 
== 
= 
= 


6647 


Figure 362, Main Landing Gear Safety Down-Lock Assembly 
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Section II 
Group Assembly Parts List 


FIGURE & LGROUP LANDING GEAR Ы 
სას [MAJOR ASSEMBLY ΜΑΙ͂Ν LANDING GEAR SAFETY DOWN-LOCK ASSEMBLY 


PART NUMBER 


362 *110-414046 
- 1 | 110-746058 


- 2 AN365-632 
AN960A6 
AN526-632-32 


- 3 AN3106-14S5P 


AN3106A1485P 
- 4 AN3054-6 
-4Αἱ AN3058-6 
- 5 AF25 


- 6 FS6228-25-672 
FS7130-31-840 
- 17 AN3217-1 


BZETRNTN 
- TA} 110-414046-7 
- 8 13703A 
- 9 AN565A8H4 
AN960-616 
-10 AN320-7 


AN960-716 
AN960-716L 
AN27-52 
AN27-54 


-11 110-414054-21 


-12 110-414052-3 


-13 AN320-6 
AN316-6R 
AN960-616 
AN960-616L 
AN26-30 


-14 110-414050 

-15 AN320+8 
AN960-816 
AN960-816L 
AN28-54 
AN28-56 

-16 NAS77A6-28 


-17 МАВТТАВ8-47 
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2 3 4 5 


Washen - 


Plug - 


ut - 
Coupling 


Sleeve 
Sleeve 


-Lock Ass 
pa Assy -|MLG down-lock sw (See fig. 391 & 392) 
BING PARTS 

Nut + self locking stl 6/32 


T.O. 1C-119F-4 


6 
- MLG safety (See fig. 355) 


Plain Al reg ser No. 10 bolt 


Serew 4 Truss hd mach 6-32 x 2 in. 
8 


Elde connector straight 


Plug p connector straight 
lo 


xis coupling 3/4-20 NEF 
Conduit straight 


μιαν (SIE) 


= Hlec ins flex. 
+ Hlec ins flex. 
- Plunger type inclosed limit side mt 


down-lock 
d (AAGE) 
RTS 


in stl reg ser 3/8 in. bolt 
ar stl 7/16-20 

Plain stl reg ser 7/16 in. bolt 
Plain stl light ser 7/16 in. bolt 
- Clevis| stl 7/16 x 3-19/64 in. 

- Clevis| stl 7/16 x 3-27/64 in. 


- MLG A limit sw 
wn-lock rod 

RTS 

ear 511 3/8-24 

eck 3/8-24 R thd 

in stl reg ser 3/8 in. bolt 

22 stllight ser 3/8 in. bolt 

stl 3/8 x 1-59/64 in. 


MLG down-lock 


RTS 
fates airframe 1/2-20 NF-3 
in stl reg ser 1/2 in. bolt 
Plain stl reg ser 1/2 in. bolt 
evis stl 1/2-20 x 3-27/64 in. 
evis stl 1/2-20 x 3-35/64 in. 


Ρδ0 lg 


Απο Ig 


MODEL SPECIFICATION 


C-119G 


C-119G 


рат type inclosed limit side mt (MCS) 


less hex socket stl set 8-32 x 1/4 in. 


ανα -| Fl press. fit Al bronze .5013 OD x .375 ID x 


Bushing -| Fl press. fit Al bornze .6265 OD x .50 ID x 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 


51-7968 thru 51-8015 
51-2717 
51-8017 & Subsequent 


UNITS ბევ 


Hemme m= — ка ка μα кы IN ока N μὰ ка 
> 
к= 
= 


= ка 
> > 
LI «ით 
= = 


=== === 


АП 


All 
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GROUP 
MAJOR ASSEMBLY 


| 


Revised 15 February 1957 


LANDING GEAR 
MAIN LANDING GEAR SAFETY DOWN-LOCK ASSEMBLY 


PART NUMBER | 2 3 4 5 6 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q2 


IK-441 & Subsequent 
131662 thru 131719 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8127A 


C-119G 51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

R4Q2 131662 thru 131719 

C-119G 51-8035 thru 51-8097 


52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


UNITS] USABLE 
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Section II T.O. 1C-119F-4 


Figure 363. Main Landing Gear Hydraulic Actuated Up-Lock Assembly 
1272 


T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP LANDING GEAR Т 


| 2 3 4 5 6 

*110-414045 Up-lóck Assy |- MLG hyd actuated (See fig. 355) All 
110-746059 Cable Assy - MLG up-lock sw (See fig. 391 & 392) All 

ATTACHING PARTS 
AN364-1032 Nut + Self locking thin stl 10-32 All 
AN365-832 Nut 4 Self locking stl 8-32 АП 
AN960-8 ve - Plain stl reg ser No. 8 bolt All 
AN515-8-40 Screw -| Mách| rd hd 8-40 x 2-1/2 іп, АП 
AN3106-1485P Plug |- ес conn straight 1 А 
AN3106A14S5P Plug |- Élec conn straight 1 B 
AN3054-6 Nut + Conduit coupling 3/8 in. 2 All 
AF25 ctor (SIE) 2 | All 
HN-RNN12 £ C8) 1 АП 
BZ-R31 Switch (MCS) 1 АП 
110-414061 - MLG up-lock limit sw 1 All 
110-730259 MUG up-lock spring 4 C 

ING PARTS 
AN365-428 1f locking stl 1/4-28 2 C 
AN960-416 - Plain stl reg ser 1/4 in. bolt 2 ο 
AN43-7 ye |1/4-28 x 29/32 in, 2 C 
110-425007 i MLGiup-lock 2 C 
110-414064-3 Spring 4 M d sp-lock 1 D 

ATTACHING PARTS 
AN365-428 Nut 4 Self locking stl 1/4-28 1 All 
АМ960-416 Washer |- Plain stl reg ser 1/4 in. bolt 1 | All 
AN43-6A ye 1/4-28 x 25/32 in. 1 АП 
110-730258 port|- MLG up-lock spring C 
110-414065-1 apter|- MLG up-lock hook G 
110-414065-2 apter| - MLG up-lock hook G 
110-414059 Assy |- MLG up-lock E 

110-414059-10 Assy - MLG up-lock (Use for spares in lieu of part No, 

110-414059) F 

ING PARTS 
AN320-4 t + ΑΦΗ shear stl 1/4-28 All 
AN960-416L Washer |- Plain stl light ser 1/4 in. bolt All 
AN24-17 levis 1/4-28 x 1-3/32 in, All 
AN320-12 Nut 4 Castle up 3/4-16 МЕЗ Ἢ АП 
AN960-1216L sher|- Plain stl light 3/4 in, bolt All 
AN32-58 levis B/4-16 x 3-11/16 in. All 
NAS75-12-031 Bushing} - Plain press fit stl 3/4 in. bolt , 750 ID x . 968 in. All 

NAS294-48 Beéarjing|- Heavy duty self-aligning . 9375 OD x . 2500 ID x 

> 375 in, АП 
AR12 Bearing] (TOR) All 
110-414060 LG up-lock rod All 
13582A - Hyd (AAGE) All 

ATTACHING PARTS 
AN320-8 Nut 4 ΑΦ shear stl 1/2-20 All 
AN960-816 Washer|- Plain stl reg ser 1/2 in. bolt All 
AN28-44 Bolt + Clevis 1/2-20 x 2-51/64 in. All 
110-414047-21 Brace - Giup-lock sup. sway ΑΙ] 

ATTACHING PARTS 
AN365-428 Nut 4 Self locking stl 1/4-28 NF-3 All 
AN960-416L sher |- Plain stl light 1/4 in. bolt All 
AN4-32A Bolt + Acft stl 1/4-28 x 3-9/32 in. All 
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Section II 
Group Assembly Parts List 


~27 110-414048-21 
-28 AN364-1018 


AN960-1016L 
NAS464- 10-21 
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T.O. 1C-119F-4 


n stl light 1/4 in. bolt 
/8-18 


MODEL DESIGNA TION 


C-119G 


C-119G 


SERIAL NUMBERS 


51-2662 thru 51-2667 
51-8098A thru 51-8127A 


51-2668 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8168A 
53-8069 thru 53-8072 


51-2662 thru 51-8097 
51-17365 thru 53-7884 
53-8073 thru 53-8156 
IK-441 & Subsequent 
131662 thru 5131719 


51-7968 thru 51-8010 
51-8098А thru 51-8168A 
93-8069 thru 53-8072 


51-2662 thru 51-2716 
51-8016 

51-8011 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 thru 53-7884 
53-8073 thru 53-8156 
IK-441 & Subsequent 
131662 thru 131719 


51-7968 thru 51-8010 
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T.O. 1C-119F-4 Section II 


Figure 364. Tubing Assembly - Main Landing Gear Hydraulic System 3000 PSI 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-730099 A 
AN6292-6-27. 00 yd & pneu swivel end ftg for 3/8 OD tube x 


πι 
AN6271-6-17.00 - Hyd & pneu swivel end ftg for 3/8 ODtube x 

. 00 in. 
MS28741-6-17. 00 - Hyd & pneu swivel end ftg for 3/8 OD tube x 


„00 in. 
AN6292-6-17.00 i Hyd & pneu swivel end ftg for 3/8 OD tube x 


in|. 
110-730099-250 1. Nro hyd 3000 psi stainless stl 3/8 OD x .035 x 
in. LH 
TS 
110-730186 LG hyd tube 
420-.' 150-3. 7505 MLG|hyd tube (MAR) 


AN837-6 Flared tube & univ 45 deg. 

AN833-6 Flared tube & bld univ 90 deg. 

AN6277-6 Hyd shuttle 

AN924-6 lared tube & bhd univ ftg 

AN832-6 Flared tube 3/8 bld & univ 

AN929-6 ess. seal flared tube ftg 

AN804-6 s d tube with bhd on run 

AN6289-6 red tube univ ftg 

AN6291-6 ftg gasket back-up 

AN6290 -6 ight thd tube ftg boss 

AN815-6 1 tube 

110-730099-170 LG hyd down-lock release 3000 psi stainless stl 
„035 x 54.50 in. 

LG hyd up-lock release 3000 psi stainless stl 3/8 
5 x 59.00 in. 

LG hyd up-lock release 3000 psi stainless stl 
.035 x 58. 50 in. 

LG hyd down-lock release 3000 psi stainless stl 
.035 x 51.87 in. 

LG hyd up-lock release 3000 psi stainless stl 

. 035 x 83. 50 in. 


"ja 


mj rd Pg gr 
с ΟἹ ას ს πὶ πὶ ოსა = = = 


со > 
si 


110-730099-130 


or 


110-730099-150 


Sn sh 
< ж 


110-730099-190 


110-730099-210 


რ 
H w > со > со > 
sist 
g' 


Ω 
=: 


Loop|type sup. 


E: 


AN6292-6 -13. 50 yd & pneu swivel end ftg for 3/8 OD tube x 
AN6292 6-15. 00 | | yd & pneu swivel end ftg for 3/8 OD tube x 
AN6271-4-24. 00 yd & pneu swivel end ftg for 1/4 OD tube x 
MS28741-4-24. 00 yd & pneu swivel end ftg for 1/4 OD tube x 


AN6271-4-28. 00 


MS28741 -4-28. Οἱ 


110-730152 
АМ837 -6 
АМ833-4 
AN6290-4 
AN6291-4 
AN6289-4 
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FIGURE & | GROUP MAIN LANDING GEAR 


INDEX 


NUMBER 


AN894-6 -4 
AN894-6-4 
AN919-6 
AN833-6 
AN939-6 
AN6290-6 
AN6290 -6 
AN6291-6 
AN6289-6 
AN924-6 
АМ960-916 
AN832-6 
AN832-6 


110-730099-90 


110-730177-10 


AN741T11P 


110-730261 
110-730262 
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Bushing 
Bushing 
Reducer 
Elbow - 
Elboy Ἴ 
ი... 
Gasket + 


Nut 


Union -|Flared tube 3/8 bhd & univ 
Union -/Flared tube 3/8 bhd & univ 
T bel A sy|- MLG hyd down-lock release 3000 psi stainless stl 
3/8 бо .035 x 18.31 in. 
Support|Assy |- MLG hyd sys tube 
AS CHING р TS 
Clamp + Tub 
Support| - " down -lock line 
E Γ LC hyd sys tube 
da BLE ON 
CODE MODEL DESIGNATION SERIAL NUMBERS 
À C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 
B C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
C-119G 51-8098A thru 51-8168A 


- ser bw expander 


Flared tube & bhd univ 90 deg. 
in 


Ring |- Hydftg gasket back-up 
Nut | Flared tube univ ftg 
Flared tube bhd & univ ftg 
- lain stl гер ser 9/16 bolt 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


MAJOR ASSEMBLY TUBING ASSY - MLG HYD SYS 3000 PSI (cont) 


crew expander 
- Ext] thd δι flared tube 


screw thd 90 deg. 
Straight thd ftg boss 
Straight thd ftg boss 


UNITS] USABLE 


t > Ë Ë ouu» td > ww > 


> 


АП 


> 


All 


Ë 
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Section ЇЇ T.O. 1C-119F-4 


— = 


37 37A 27 
E 


L. 7 6740 


Figure 365. Tubing Assembly - Main Landing Gear Hydraulic System 3000 PSI 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


GROUP MAIN LANDING GEAR 


MAJOR ASSEMBLY TUBING ASSY - MAIN LANDING GEAR HYDRAULIC SYSTEM 3000 PSI 
PART NUMBER | 2 3 9 5 6 


Tubing Assy -|MLG hyd sys 3000 psi RH (See fig. 355) 
Hadse {Assy | Hyd ἃ pneu swivel end ftg for 3/8 OD tube x 
21.00 in, 

Hdse /Аѕву l- Hyd ἃ pneu swivel end ftg for 3/8 OD tube x 
21. 0d inl. 

Ндѕе Assy + Hyd & pneu swivel end ftg for 3/8 OD tube x 


FIGURE & 
INDEX 
NUMBER 


*110-730099 
MS28741-5-21. 00 


AN6292-6-21.00 


AN6271-6-17. 00 


17), 00 in. 
MS28741-6-17.00 |Hgse πα yd & pneu swivel end ftg for 3/8 OD tube x 


i 


AN6292-6-19. 00 Hose |Aspy |- Hyd & pneu swivel end ftg for 3/8 OD tube x 
19. 00 in. 

110-730099-230 Tube|Assy |- MLG hyd up 3000 psi st stl 3/8 OD x .035 x l 
16. 13 in. RH 


ATTACHING PARTS 


110-730186 


Support |- MLG hyd tube 
420 -. 150-3. 7508 C imp -| МІС һуа tube (MAR) 
AN837-6 Elbow -|Flared tube & univ 45 deg. 
AN6277-6 Valve - Hyd ης 
AN832-6 Union - L18X6ძ tube 3/8 bhd & univ 
AN924-6 Nut - Flared tube & bhd univ ftg 
AN833-6 Elbow - Fihr d tube & bhd univ 90 deg. 
AN929-6 Сар + Press |seal flared tube ftg 
AN804-6 тё Fin d tube with bhd on run 
AN6289-6 N 
AN6291-6 i 
AN6290-6 
AN815-6 
110-730099-50 


110-730099-10 LG hyd up-lock release 3000 psi st stl 3/8 OD 
63.25 in 
LG hyd up-lock release 3000 psi st stl 3/8 OD 
XL035 x 65.75 in 


Таре Agsy|- MLG hyd down-lock release 3000 psi st stl 3/8 OD 


110-730099-30 


110-730099-70 


110-730099-110 


AN'142-8C 


AN6292-6-13.50 


AN6292-6-15 00 


yd & pneu swivel end ftg for 3/8 OD tube x 


AN6271-4-24.00 yd & pneu swivel end ftg for 1/4 OD tube x 


MS28741-4-24. 00 se Agsy|- Hyd & pneu swivel end ftg for 1/4 OD tube x 
OD in. 


AN6271-4-28. 00 d ἃ pneu swivel end ftg for 1/4 OD tube x 


MS28741-4-28. 00 se Agsy| - 


yd & pneu swivel end ftg for 1/4 OD tube x 


110-730152 
AN83' -6 
AN833-4 
AN6290-4 


sys bhd 


Gasket stra ght thd ftg boss 
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Section II 


Group Assembly Parts List 


GROUP MAIN LANDING GEAR 
ASSY - MAIN LANDIN X 7 A 


FIGURE & 
INDEX 
NUMBER 


1280 


MAJOR ASSEMBLY 
PART NUMBER 


AN6291-4 
AN6289-4 
AN894-6-4 
AN894-6-4 
AN919-6 
AN833-6 
AN939-6 
AN6290-6 
AN6290-6 
AN6291-6 
AN6289-6 
AN924-6 
AN960-916 
AN832-6 
AN832-6 
110-730099-90 


110-730177-10 
AN741T11P 


110-730261 
110-730262 


TUBING 


T.O. 1C-119F-4 


E gasket back-up 
Flared tube univ ftg 


crew expander 


re 
sc 
rai 
ai 


- Blai] 
Flare 
Flare 


ser ew expander 


Xხ thd & flared tube 
9 tube & bhd univ 90 deg. 
pr thd 90 deg. 


ht thd ftg boss 
ht thd ftg boss 


ftg gasket back-up 


d tube univ ftg 
lared tube bhd & univ ftg 


stl reg ser 9/16 bolt 
tube 3/8 bhd & univ 
tube 3/8 bhd & univ 


Assy |- MLG hyd down-lock release 3000 psi st stl 3/8 OD 


18. 31 in. 
MLG hyd sys tube 
TS 


Bs 


ML 


down -lock line 
hyd sys tube 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-2662 thru 51-2667 
91-8098A thru 51-8168A 
C-119G 51-2668 thru 51-8097 
91-17365 & Subsequent 
IK-441 & Subsequent 
RAQ2 131662 thru 131719 
C-119G 51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 51-8098A thru 51-8168A 
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Figure 366. Main Landing Gear Emergency Up-Lock Release Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP LANDING GEAR 
სახის [MAJOR ASSEMBLY — MAIN LANDING GEAR EMERGENCY UPLOCK RELEASE INSTL 


UN TS} USABLE 


ON 
CODE 
Paru пазаве “იი | | 
Release Insti - MLG emer uplock (See fig. 345) 
Handle ]η5{] -| MLG emer uplock release 
110-417289 Handie Assy - MLG emer uplock release 
ATTACHING т 
AN365-428 Ts t4S ocking stl 1/4-28 
AN960-D416 Washer |- Plain Al al reg ser 1/4 in. bolt 
AN4-34A Bolt - дең stl 1/4-28 x 3-17/32 їп. 
64 Tip + Uplock release handle style 20 (ATI) 
AN396-103 pin 4 Fl ha stl 3/8 x 3-15/32 in. 
110-417290-10 | Bracket Assy - MLG emer uplock release handle 
ATTACHI Pa a 
AN365-1032 Nut 4 Self locking sti 10-32 
AN960D10 Washer|- Plain ΑΙ al reg ser No. 10 bolt 
AN3-4A Bolt - Acft stl 10-32 x 17/32 in. 
110-417290-30 Pin Asdy - MLG emer uplock release handle lock 
110-417285-90 Cable Alssy - MLG emer lock release (See fig. 390) A 
110-417285-130 Cable Asst - MLG emer lokc release (Use for spares in lieu of 
part Мо, 110-417285-90) (See fig. 390) K 
110-417285-210 ο i Assy - MLG emer lock release (See fig. 390) M 
110-417285-250 Cable Assy - MLG emer lock release (See fig. 390) T 
110-417285-350 Cable Ass - MLG emer lock release (Use for spares in lieu of 
рагі №} 110-417285-250) (See fig. 390) x 
110-417285-110 Cable Assy - IMLG emer lock release (See fig. 390) A 
110-417285-150 САБ Авву -|MLG emer lock release (Use for spares in lieu of 
(> rt|No, 110-417285-110) (See fig. 390) K 
110-417285-230 Cable Assy -|MLG emer lock release (See fig. 390) M 
110-417285-270 Cpbl (>) -|MLG emer lock release (See fig. 390) T 
110-417285-330 Cable Assy -|MLG emer lock release (Use for spares in lieu of 
Я рагі №, 110-417285-270) (See fig. 390) x 
ATT წ. ARTS 
AN320-3 Nht + Castle shear stl 10-32 
AN960D10 Гү, - Plain Al al reg ser No. 10 bolt 
AN23-16 Bolti- C10VI8 10-32 x 1-1/32 in. 
' 110-413007 Spring at | MLG emer release A 
110-413007 Spring ას + MLG emer release B 
' 110-417301-11 гаске σὺ – MLG emer lock release F 
110-417300-10 genes Assy & Instl - MLG emer lock release G 
AN210-1B iby F Anti-friction brg conl 
AT ING PARTS 
AN365-1032 t + Self locking stl 10-32 
AN960-10L Жалды. - Plain stl light ser No. 10 bolt 
AN3-6A Bolt) - ფლ 10-32 x 25/32 in, 
| 110-112020-91 Bra ket Assy ~ Pulley WCS sta 98 AC 
-12B| FL3C3 lley AC 
*110-417276-1 ალი, Instl - MLG emer lock release pulley LH 
*110-417276-2 Hracke 80 - MLG emer lock release pulley RH 
I 110-417275-30 racket Assy - MLG emer lock release pulley LH AA 
110-417297-1 მო ket Assy - MLG emer lock release pulley LH R 
110-417297-90 racke abs - MLG emer lock release pulley LH ა 
110-417297-110 T ket Assy - MLG emer lock release pulley LH E 
110-417297-130 racket Assy - MLG emer lock release pulley LH (Use for 
es in lieu of part No. 110-417297-1, -90 & -110) U 
110-417275-40 poa - MLG emer lock release pulley RH AA 
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T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 


GROUP LANDING GEAR 


FIGURE & 
INDEX 


ON 
NUMBER CODE 
B66 110-417297-2 et Assy - MLG emer lock release pulley RH D 
110-417297-60 et| Assy - MLG emer lock release pulley RH E 
110-417297-140 et A Sy - MLG emer lock release pulley RH (Use for 
spares in lieu of part No. 110-417297-2 & -60) 1 U | 
-13 110-417275-50 acket Assy - MLG emer lock release pulley LH 1 AA 
110-417297-10 acket Assy - MLG emer lock release pulley LH 1 R 
110-417275-60 თაა Assy - MLG emer lock release pulley RH 1 AA | | 
110-417297-20 acket Assy - MLG emer lock release pulley RH 1 D 
110-417297-80 acket Assy - MLG emer lock release pulley RH 1 E 
| 110-417297-160 facket Assy - MLG emer lock release pulley RH 1 U jt 
-14 AN210-1B еу + Anti-friction brg conl 1 Y 
AN210-1B Pulléy 4 Anti-friction brg conl 1 P 
ATTACHING PARTS 
-15 AN310-3 Nut + FE airframe stl 10-32 1 Y 
AN310-3 Nut - Castellated airframe stl 10-32 1 P 
AN960-10 Washer|- Plain stl reg ser No. 10 bolt 2 Y 
AN960-10 Washer|- Plain stl reg ser No. 10 bolt 2 P 
AN3-7 Bolt |- Acft stl 10-32 x 29/32 in. 1 Y 
AN3-7 Bolt - Acft stl 10-32 x 29/32 in. 1 P 
| 
-15A | 110-417274-1 Bd Assy - MLG emer lock release pulley LH 1 AA | 
110-417274-70 Bracket Assy - MLG emer lock release pulley LH 1 AB 
110-417274-110 Bracket Assy - MLG emer lock release pulley LH 1 Q 
110-417274-30 Bracket A$sy - MLG emer lock release pulley LH 1 J 
-15B | 110-417274-2 Bracket 8352 - MLG emer lock release pulley RH 1 H 
110-417274-120 Bracket Assy - MLG emer lock release pulley RH 1 Q 
110-417274-40 Баке! Assy - MLG emer lock release pulley RH 1 J 
-16 110-417274-10 Welded|Assy - MLG emer lock release pulley bkt LH 1 0 
110-411214-90 Welded|Assy - MLG emer lock release bkt LH 1 P 
110-417274-130 Welded|Assy - MLG emer lock release bkt LH 1 Q 
110-417274-50 Welded|Assy - MLG emer lock release pulley bkt LH 1 J 
110-417274-20 Welded|Assy - MLG emer lock release pulley bkt RH 1 H 
110-417274-140 Welded|Assy - MLG emer lock release pulley bkt RH 1 Q 
110-417274-60 Welded| Assy - MLG emer lock release pulley bkt RH 1 J 
-17 | AN210-1B lley + Anti-friction brg conl 1 
ATTACHING PARTS 
-18 | AN320-3 t - Castle shear stl 10-32 
AN23-12 1ხ – Clevis 10-32 x 23/32 in. 
*110-417273-1 Bracket Instl|- MLG emer lock release pulley LH 
*110-417273-2 Bracket Inst] - MLG emer lock release pulley RH 
-19 110-417272-1 Bracket Assy - MLG emer lock release pulley LH 
110-417272-2 Brack ტით - MLG emer lock release pulley RH 
ATTACHING PARTS 
-20 AN365-1032 ү - Self locking stl 10-32 
AN960-10L asher - Plain stl light ser No. 10 bolt 
AN3-5A Bolt - Λο sti 10-32 x 21/32 in. 
AN960-10 | Washer - Plain stl reg ser Νο. 10 bolt 
AN3-6A | | Bolt- Ас stl 10-32 x 25/32 in. 
-20A| 110-417272-10 Pulley [Assy - MLG emer lock release bkt 
-21 110-417272-3 үн - Lock release pulley 
-22 AN210-1B ulley - Anti-friction brg соп1 
ATTACHING PARTS 
-23 AN310-3 | Nut |- Castellated airframe stl 10-32 
AN960-10L Washer - Plain stl light ser No. 10 bolt 
AN3-7 Bolt - Acft stl 10-32 x 29/32 in. 
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Section II 
Group Assembly Parts List 


GROUP LANDING GEAR 


FIGURE & 
INDEX 
NUMBER 


366-24 МАЅТТАЗ-13р 
-25 110-417272-30 
-26 NAS77A3-13P 


1284 


T.O. 1C-119F-4 


MAJOR ASSEMBLY MAIN LANDING GEAR EMERGENCY UPLOCK RELEASE INSTL (Cont 


- ἢ 
μμ, — [L23556 _ τ 


hing - Fl press fit Al bronze , 3136 OD x . 190 ID 
x . 437 П dia x . 062 fl lgth x . 13 in. 


Bushing - Fl press fit Al bronze . 3136 OD x . 190 
ID x . 437 fl dia х, 062 fl 1gth x . 13 in. 


UN TTS} USABLE 


MODEL DESIGNATION 


C-119G 


C-119G 


R4Q2 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


IK-441 and Subsequent 


52-5841 thru 52-5954 
52-6028 thru 53-7845 


IK-441 thru IK-453 
131662 thru 131719 


51-8053 thru 52-5840 
52-6000 thru 52-6027 


51-7968 thru 51-8015 
51-2717 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-8098A thru 51-8168A 


51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 and Subsequent 
IK-441 and Subsequent 
131662 thru 131719 


51-2662 thru 51-8052 
131662 thru 131719 


51-8053 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 


52-5927 thru 52-5954 
52-6048 thru 53-3165 


51-2662 thru 51-8030 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 and Subsequent 


131662 thru 131719 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 


53-8069 thru 53-8156 
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FIGURE & LGROUP ANDING GEAR 
MAJOR ASSEMBLY ο ა ა ო οσο LANDING GEAR EMERGENCY UPLOCK RELEASE INSTL (Cont. 
PART NUMBER 


366 USA1 
K (Co 
M 
0 
P 
Q 
R 
5 
T 
U 
у 
x 
Y 


INDEX 


NUMBER 
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T.O. 1C-119F-4 


κο ὑ cll 


MODEL DESIGNATION 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


Section II 


Group Assembly Parts List 


SERIAL NUMBERS 


51-8017 thru 51-8052 
51-17365 thru 51-17367 
52-6000 thru 52-6005 
131662 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6006 thru 52-6035 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-5841 thru 52-5888 
52-6028 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5954 
52-6036 thru 53-7845 
53-8069 thru 53-8156 
IK-441 thru IK-453 


53-7846 thru 53-7884 
IK-454 and Subsequent 


51-8053 thru 51-8097 
51-17365 thru 52-5888 
52-6000 thru 52-6035 


52-5889 thru 52-5921 
52-5924 thru 52-5926 
52-6036 thru 52-6047 
IK-441 thru IK-442 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 52-9982 
IK-441 thru IK-442 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-5922 thru 52-5923 
53-3166 thru 53-7845 
53-8069 thru 53-8156 
IK-443 thru IK-453 


51-8098A thru 51-8168A 


52-5922 thru 52-5923 
53-3136 thru 53-7884 
53-8069 thru 53-8156 
IK-443 and Subsequent 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


UNITS | USABLE 
QN 


CODE 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & [GROUP LANDING GEAR 


სა [MAJOR ASSEMBLY MAIN LANDING GEAR EMERGENCY UPLOCK RELEASE INSTL (Cont. 


μμ. | 


MODEL DESIGNATION SERIAL NUMBERS 


UNITS] USABLE 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8052 
51-8098A thru 51-8168A 
52-5841 thru 52-5954 
52-6028 thru 53-7845 
53-8069 thru 53-8156 
IK-441 thru IK-453 


C-119G 51-2662 thru 51-8052 
91-8098A thru 51-8168A 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


This Page Left Blank Intentionally. 
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Section II 


ae 
4 


< 


4 
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Figure 367. Power Package Assembly 
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INDEX 
NUMBER [MAJOR ASSEMBLY 


PART NUMBER 


361 *110-600500-1 
*110-600500-2 
- 1 FA85F1 


FA85G1 


- à 42FW1216 
NAS143-12 


*110-500051-1 
*110-500051-2 


3 NAS152-49 
- 4 110-503074 
NAS143-12C 
AN380-8-16 
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Power 


Nut + 


Ph 


αι 


1 
ATTACHI | 
| Washer 


structural As 
Structural As 
ATTACHING PARTS FOR PWOER PLANT ASSY 
Bolt - Int wrenching stl 3/4-16 x 3-1/16 in. 

үе + Nac fwd struct bolt lock 


USABLE ON 


lant I 


| Power Pac 
breakdown of power package assy see T.O. No. 1C-119F- 


0) 


ег |- 
Cott 


T.O. 1C-119F-4 


POWER PACKAGE ASSY 


ASSY. | CODE 
| 2 3456 


Power ანას 1 


| - Demountable LH 
stl - Demountable RH 


Section II 


Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT UNITS| USABLE 


age Assy - Demountable (Same as 110-600501) (For 


G PARTS 
Self tee high tensile stl 
- Pla 


n type .757 ID 


y + Nac fwd 


5 
ἂν + Nac fwd 


sink type . 757 ID 
r stl 1/4 x 4 in. 


MODEL DESIGNATION 


C-119G 


C-119G 


10) 
Package Assy - Demountable (Same as 110-600501) (For 
lb eakdown of power package assy see T.O. No. 1C-119F- 


SERIAL NUMBERS 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 


91-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


PER 


Ref 
Ref 


NP 


NP 


> > 


ON 


All 
All 


1289 
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Figure 368. Power Plant Installation - Demountable 
1290 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP TOWER ELAI UNITS| USABLE 


INDEX | MAJOR ASSEMBLY POWER PLANT INSTL - DEMOUNTABLE 


NUMBER 
| PART NUMBER 2 3 4 5 6 


l 
*110-600500-1 Power Blant Inst] - Demountable LH 
*110-600500-2 Insti - Demountable RH 
110-557501-1 ae оор cowl lower inbd LH 
110-557501-2 δν - Secondary cowl lower inbd RH 
110-557502-1 А287 - Secondary cowl upper outbd LH 
110-557502-2 nel Apsy| - აბ cowl upper outbd RH 
110-557503-1 Panel Assy| - Secondary cowl upper inbd LH 
110-557503-2 Ee Assy) - о cowl upper inbd RH 
110-557504-30 Pane ү - Secondary cowl exhaust (Interchangeable with part 
. 110-557504-110 or -190) 
110-557504-110 Panel Assy] - Secondary cowl exhaust (Interchangeable with part 
pe 110+557504-30 or -190) 
ne Assy - Kecondary cowl exhaust (Use for spares in lieu of 
part No. 110-557504-30 or -110) 
110-557504-70 nel Assy) - Secondary cowl exhaust (Interchangeable with part 
ү 110-557504–-150 ог -170) 
ne - „ნირი“? cowl exhaust (Interchangeable with part 


110-557504-190 P 


110-557504-150 
557504-70 ог -170) 
econdary cowl exhaust (Use for spares in lieu of 
1 110-557504-150 or -70) 
110-557504-80 - Secondary cowl exhaust (Interchangeable with part 
. 110+557504-160 or -180) 1 
110-557504-160 y| - Secondary cowl exhaust (Interchangeable with part 
1101557504-80 or -180) 

- Secondary cowl exhaust (Use for spares in lieu of 
| 110-557504-160 or -80) 

econdary cowl bottom 

econdary cowl bottom 

econdary cowl lower outbd LH 

econdary cowl lower outbd RH 
Secondary cowl outbd LH 
Secondary cowl outbd RH 
- Eng cowl 


110-557504-170 


110-557504-180 


110-557505-1 
110-557505-2 
110-557506-1 
110-557506-2 
110-556006-10 
110-556006-20 
110-556015 
110-556007-10 Secondary cowl inbd LH 
110-556007-20 Secondary cowl inbd RH 
110-556015 - Eng cowl 

A6T38 
A6T25 
A6T20 
Α5Τ23 
A6T17 
A6T22 
A6T9 
A6T24 
A6T24 
A6T33 
A6T33 
A6T21 
A6T21 
A6T23 
A6T23 
A6T 16 
A6T 16 
A6T16 
GH5 
GH6 
RF6 


P 
P 
P 
P 
P 
С 
C 
C 
C 


а 


= = 


= 
ο თ O» О b თ 55 м bO (ROBO Eo RO ка кал ка სა χα κα 5“ 


-1 М οὐ — = = 
ο -1 юс O C C εὖ в 
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1292 


RF6-5 
110-600501 


42FW1216 
NAS 143-12 


*110-500051-1 
*110-500051-2 


110-503074 
NAS152-49 
NAS143-12C 
AN380-8-16 


T.O. 1С-119Е-4 


spac r рд) АП 
Ppwer Plant Assy - Demountable (See fig. 369, 370) All 
ATTACHING Pa TS 
ч + Self Ens high tensile §L1 type B (SPS) All 
asher| - Pla n type . 757 ID 411 
გაღ. Asby - Nac fwd LH (See fig. 84) АП 
Structural sy Nac fwd RH (See fig. 84) All 
ATTAC Nc ARTS FOR POWER PLANT ASSY 
Fitting - Nac fwd struct bole All 
Bolt |- Int renching stl 3/4-16 x 3-1/16 in. All 
Washer - Csink type . 757 ID All 
Pin + Cptter t 1/Ax4in. All 
SEE ON 
CDD MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-2662 thru 51-2710 
51-8098A thru 51-8168A 
B C-119G 51-2711 thru 51-8097 
51-17365 thru 52-5921 
92-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
С C-119G 52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 
D C-119G 51-2711 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
E C-119G 51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
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Figure 369. Demountable Power Plant 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT 


INDEX UN I TS] USABLE 
NUMBER [MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT : ON 
PART NUMBER 


110-600501 pr Plant Asdy - Demountable R3350 (See fig. 368) 
*110-550501 Instl|- Primary (See fig. 373, 374 & 375) 
*110-772125-10 etector Inst] - Fire 

35534-5 tect Fire (EDI) 

35534-2 Detect Fire type F-1 (EDI) (Use for spares in lieu of 
p No. 35534-5) 

*110-554500 owl (See fig. 376 & 377) 
*110-640501 1 - Demountable power plant 


*110-630574 1 - Demountable power plant 
24260-245 


2J17G3-26R 
80766 $y - Prop. aux oil (HS) (GFAE) 
AN5025-1 1 n gov drive 
AN100008 et - Type XX eng accessory drive 
913-6D - აძ hd pipe thd 
79620 e-icer - Prop. (HS) (GFAE) 

480416 ntro Assy - Oil (HS) (GFAE) 

#83186 თა Assy - Oil (HS) (GFAE) 


== ка ка ка кш μὰ πὰ μα qd» orm. 


A644FNC2 ropeller [Assy (APD) (GFAE) 
24260-603 ropeller |Assy (HS) (GFAE) (A complete prop. assy consis- 
ting [of all rotating parts) 
6502699 a Assy (APD) (GFAE) 
6502194 lade & Retention Assy 
6502775 hs or (APD) (GFAE) 
88775 rol Assy (HS) (GFAE) 
73363 ket Absy - Drive (HS) (GFAE) (Use with part No. 
br 5 conl assy) 
Control Instl - Demountable power plant (See 


Ж ბ” ) 
Deleted 
*110-625501 i jon System Instl - Demountable power plant (See 
. 378) 
- Exhaust armored (RYA) 
- Exhaust armored (SAC) (Reworked per ASC 


m RA — = юы 


*110-630612-90 


y L Power plant exhaust hood (RYA) (Interchange- 
a part Νο. 9942-10) 
y + Power plant exhaust hood (SAC) (Includes (2) 
| part Νο. 9122-1 half clamp assy) (Interchangeable 
part No. 60602 - 1) 
y r Power plant exhaust hood (RYA) (Spare replace- 
clamp to be used on engines reworked per Engin- 
Bring Bulletin 504 and/or new engines with split nozzle 
s) 
PARTS 
AN310-8 castle stl 1/2-20 | 
AN310C8 castle CRES 1/2-20 (Alternate to AN310-8) 
AN960C816 ἐς in CRES reg ser 1⁄2 in. bolt 

s 


AN8C26 CRES 1/2-20 x 2-27/32 in. (Use on part No. 9942) 
AN106028 > hd drld shank 1/2-20 x 2-7/8 in. (Use on part 
А ji 


02) 

428315 R3350-85 (WAC) (GFAE) (Interchangeable with 
МЧ. 430860) 

430860 ype R3350-89 (WAC) (GFAE) (Interchangeable with 

q. 428315) (Use armored exhaust hoods only with 
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FIGURE ἆ 
INDEX 
NUMBER 


425855 


430625 


#MR43SA 
#MR43FSA 
MR43-18 

R43-18A 


110-515501 
110-747111 
2209-4 

9760-14 


AN31021485P 
FS4423-616-22 
110-747111-10 
AN741T 16 

AN741T16P 


AN365-428 
ΑΝά-ΤΑ 


# Alternate Parts 


Revised 1 January 1958 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Pad + 
Pad + 


Mount Ass 
Receptacle) Assy - Mag gnd 


ATTACHING 


ngine|ch 


Section I 


Group Assembly Parts List 


GROUP POWER PLANT 
MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT (cont) 


Typd R3350-30W A (WAC) (GFAE) (Interchangeable with 
a | 430625) 
Type R3350-36W (WAC) (GFAE) (Interchangeable with 
Я 425855) (Use armored exhaust hoods only with 


° 


sy - Dynafoca1 (LO) 

ощ АЯзу - Dynafocal (LO) 

Insulating (LO) 

Insulating (LO) (Use for spares on a complete eng set 
basis in| lieu of part Νο. MR43-18) 

" - Eng 


Cap i Chain Assy (CED) 9 
q 


Cap hain Assy (AMP) (Use for spares in lieu of part 
No. 2209-4) 

| cep le - Box mtg connector 

Stud - Gnd elec 


Receptacle Assy - Mag gnd 
Clamp - Tube stl unplated half 
Clamp 4 Tube stl plated half 
ARTS 

Nut 4 Self locking stl 1/4-28 
Bolt + i 1/4-28 x 29/32 in. 


(Continued on figure 370) 


+ = Parts used in qhick e gine ы for Air Force, Navy & India 


Be for Air Force & Navy 


duidk engine change for Air Force & India 


Í ngine change for Air Force 


ehgine B for Navy 


MODEL DESIGNATION SE RIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 

51-8098 thru 51-8168 
C-119G 51-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
$1-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


R4Q2 131662 thru 131719 


C-119G 51-2662 & Subsequent 


IK-441 & Subsequent 


UN I TS] USABLE 
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FIGURE & | GROUP POWER PLANT 


INDEX 
NUMBER [MAJOR ASSEMBLY 
PART NUMBER | 


** Acft with mod. | 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


DEMOUNTABLE POWER PLANT (cont) 


R4Q2 
R4Q2 


R4Q2 


R4Q2 


MODEL DESIGNATION 


C-119G 


C-119G 


C-119G 


UN | TS} USABLE 
ON 
CODE 


SE RIAL NUMBERS 


131662 thru 131693 


131694 thru 131719 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 

51-17365 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


51-2662 thru 51-8052 
51-8098 thru 51-8168 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
51-17365 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 53-3222 
53-8069 thru 53-8144 
IK-441 thru IK-453 
131662 thru 131719 


53-7826 thru 53-7884 
53-8145 thru 53-8156 
IK-454 & Subsequent 


8 
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Figure 370, Demountable Power Plant Assembly 
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Section II 
Group Assembly Parts List 


1298 


POWER PLANT 


MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT ASSY 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


UNITS|USABLE 


(Continued From Figure 369) 

110-600501 Power lant Assy - Demountable R3350-85 (See fig. 368) АП 
*110-680501 el Syste thst - Demountable power plant (See fig. 380 & 381) All 
*110-670501 Oil System 91 - Demountable power plant (See fig. 382) All 
*110-741073 E phim იბ) – Demountable power plant (See fig. 383) Q 
*110-745018 Electrical Insti - Demountable power plant (See fig. 383) K 
*110-772124 Fire Extinguisher Instl - Demountable power plant (See fig. 384) All 
*110-620500 Aqcessory Inst] - Demountable power plant All 

110-620000-13 Hase| – αρ power plant accessory 3.00 ID x 26.00 in Q 

ATTACH TS 

AN737-114 σ D dee All 

G129-195 Cover (Used on generator terminal block) All 

AN3633-1 nerator - Dc 300 amp 30 v wide speed range (GFAE) АА 

G300-4B Gene uin r Dc 300 amp 30 v wide speed range (GFAE) (JH) Z 

ATTÀ cim ARTS 
$624AG5HD Nut (DLR) (Do not intermix) All 
#5 2Z 2278-064 Nut (EN ძი not intermix) АП 
#624FSB-5 Nut (ALEN) (Do not intermix) All 
ANA116R6 ii r ft direct cranking 24 V DC (GFAE) AA 
JH17115R Siri r Acft direct cranking 24 V DC (GFAE) (JH) Ζ 
АТТАС PARTS 
AN960-716 Washer |- Plain stl 7/16 in. bolt (Use with stud & nut furnished 
р пе) АП 

66345-2 საა. г - Gen (GFAE) w 

R88G1395 Synchronizer - Gen (GFAE) P 

AN5547-2 кн ad: Tach four pole (GFAE) B 

10-35330-1 B cake - Ign analyzer (GFAE) (SNT) R 

110-620501 Gasket ] Cover pad accessory S 
*110-626500 PR nt Likes Instl - Demountable power plant (See fig. 385) All 
*110-630501 Engine რი rols Instl - Demountable power plant (See fig. 386) A 
*110-630566 Engine oda s Inst] - Demountable power plant (See fig. 386) B 
*110-685501 Water Injedtion System Instl - Demountable power plant (See 

fig. 387 All 
*110-730097 Pump 19 ~ Hyd sys 3000 psi eng driven (See fig. 388) All 
*110-556520-10 Blast Tube/Assy - Lord mt cooling (See fig. 372) C 
*110-556520-90 Blast Tube|Assy - Lord mt cooling (LH) (See fig. 372) D 
*110-556520-100 Blast Tube/Assy - Lord mt cooling (RH) (See fig. 372) D 
*110-556526-10 Mani od ct'Instl - Lord mt cooling air blast (See fig. 372) E 
*110-556519 Fire Se stl - Demountable power plant Y 
*110-556519-30 Fire Seal Inst] - Demountable power plant E 

110-556516-10 Pan is Lord mt cooling G 

110-556516-5 Pan + Lord mt cooling x 

110-556516-10 Pda s Lord mt cooling J 

110-556516-30 n ү Lord mt cooling J 

110-556516-7 Рап 4 Lord. mt cooling E 

A TACHIN ARTS 

AN363C 1032 Nut js f locking high temp CRES 10-32 H 
AN960C10L Washer - GRES light ser NO. 10 boit AM 
AN3C3A Bolt | ft|CRES 10-32 х 15/32 in. АП 
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POWER PLANT 
MAJOR ASSEMBLY ΡΕΜΟΌΝΤΑΒΙΕ POWER PLANT ASSY (cont) 


UN I TS| USABLE 
ON 


NUMBER 


CODE 
PART NUMBER 12 3 4 5 6 
110-556519-10 Segment Assy - Demountable power plant fire seal All 
110-556519-15 Gasket 4 Fire seal (Made from ARW part No. 710148) AE 
110-556519-35 Gasket + Fire seal (Use for spares in lieu of part No. 

110-556519-15) AF 
4F10E Bonding sa (WHC) All 
CF6F | Bonding Jumper (WHC) All 

*110-556501 ο Assy - Fire seal P 
*110-556501-430 Севра Assy - Fire seal T 
*110-556501-590 | Diaphragm) Assy - Fire seal AC 
*110-556501-750 | Diaphrapm| Assy - Fire seal AB 
LA8 წა Assy (LUN) K 
LA8-1 Valve A ы (LUN) M 
DYLZ3691 ow ტის tor Assy - Iris (8CC) N 
ATTACHING PARTS 
AN353C1032 Nut - Self locking high temp CRES 10-32 All 
AN960C 101, Washer |- Ç RES light ser No. 10 bolt All 
AN3C11A Bolt + Alcft;C RES 10-32 x 1-5/32 in. All 
A304 Adtuator (LUN) (Component of part No. LA8) K 
A317 Actuator (LUN) (Component of part No. LA8-1) M 
GYLC3878 Adtuator (BCC) (Component of part No. DYLZ3691) N 
L8 V ive (LUN) (Component of part No. LA8) K 
L8-1 Valve (ILUN) (Component of part No. LA8-1) M 
Valve (BCC) (Component of part No. DYLZ3691) N 
110-556501-10 Aen Assy - Fire seal diaphragm P 
110-556501-670 Segment Assy - Fire seal diaphragm (Use for spares in lieu 
of part Νο. 110-556501-10) P 
110-556501-410 Segment Assy - Fire seal diaphragm T 
110-556501-530 Segment Assy - Fire seal diaphragm U 
110-556501-690 η, Assy - Fire seal diaphragm (Use for spares in lieu 
oflpart No. 110-556501-530 & -410) B 
110-556501-30 Segment Assy - Fire seal diaphragm V 
110-556501-510 Segment A$sy - Fire seal diaphragm U 
110-556501-650 Segment Assy - Fire seal diaphragm (Use for spares in lieu 
oflpart No. 110-556501-510 & -30) #11 
110-556501-50 Segment Assy - Fire seal diaphragm P 
110-556501-630 Segment Assy - Fire seal diaphragm (Use for spares in lieu 
of mp No. 110-556501-50) P 
110-556501-210 Segment Assy - Fire seal diaphragm T 
110-556501-470 Segment Assy - Fire seal diaphragm (Use for spares in lieu 
oflpart No. 110-556501-210) AC 
110-556501-710 Se nt Ae - Fire seal diaphragm AB 
110-556501-610 Se nt Agsy - Fire seal diaphragm ** 
Ыы : y be used for spares in lieu of part No. 110- 
56501-470 & -210 
110-556501-730 pea Set Assy - Fire seal diaphragm ** 
**NOITE: May be used for spares in lieu of part No. 110- 
56501-210, -470, -710 & -610) 
hdngès for Navy 
gine Changes for Air Force 
s for India 
Ë for Air Force & Navy 
hanges for Air Force & India 
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Section II 
Group Assembly Parts List 


MAJOR ASSEMBLY 
PART NUMBER 


1300 


POWER PLANT 
DEMOUNTABLE POWER PLANT ASSY (cont 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


zZz = m 


MODEL DESIGNATION 


C-119G 


R4Q2 
C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 
R4Q2 
C-119G 


R4Q2 


R4Q2 
C-119G 


R4Q2 
C-119G 


R4Q2 


UNITS! USABLE 
ON 


SERIAL NUMBERS 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
131662 thru 131719 


51-8053 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-2667 
51-8098 thru 51-8127 


51-2668 thru 51-8097 
51-8128 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8030 
51-8098 thru 51-8127 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-8128 thru 51-8168 


51-8098 thru 51-8168 


131667 thru 131668 


51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131666 
131669 thru 131719 


131662 thru 131719 


51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 
131662 thru 131670 
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POWER PLANT 


DEMOUNTABLE POWER PLANT ASSY (cont) 


| 2 3 ს 5 6 


MODEL DESIGNATION 
R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 
C-119G 
R4Q2 
C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


R4Q2 
C-119G 


SE RIAL NUMBE RS 


131671 thru 131719 


51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8063 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


51-2662 thru 51-8052 
51-8098 thru 51-8168 


91-8031 thru 51-8097 
52-5840 thru 52-5846 
52-6004 thru 52-6027 
131662 thru 131719 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


IK-441 δι Subsequent 


51-2662 & Subsequent 
131662 thru 131719 


53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 


51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 thru 53-3194 
53-8069 thru 53-8116 
IK-441 and IK-442 


51-2662 thru 53-7871 
53-8069 thru 53-8156 
IK-441 thru IK-457 
131662 thru 131719 


53-7872 thru 53-7884 
IK-458 & Subsequent 
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UN | TS] USABLE 
ON 


CODE 


1301 
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Figure 371. Demountable Power Plant Propeller Control Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section H 
Group Assembly Parts List 


FIGURE გ 600 — POWER PLANT 


UN I TS] USABLE 
NUMBER rj 
*110-630612-90 eller Control Inst! - Demountable power plant (See fig. 369) C 
*110-630643-1 ррфгі Instl + Prop. conl C 
CHING PARTS 
AN365-428 t 4 Self locking 511 1/4-28 C 
110-630054-3 sher|- Eng conl arm C 
MS20004-12 It +} Int wrenching 1/4-28 x 1-1/4 in. C 
МА877-3-09 ingi - Fl τ fit stl .3136 OD x .190 ID x .437 fl dia x .062 
lgth x .09 in. C 
AN365-1032 ocking stl 10-32 C 
AN960-10L lain stl light ser No. 10 bolt C 
AN3-5A st] 10-32 x 31/32 in. C 
*110-630643-31 Bracket Assy - Prop] conl fwd thrust feather & reverse pitch ο 
AN316-5R N Check 511 5/16-24 RH thd C 
RE4F5 End + Rod (FAF) σ 
Deleted | 
C7673-3 ΤΗΕ Unit (ΤΕΧ) (When exhausted use part Νο. 
C10335-3 1/16) C a 
C10335-3 1/16 Telescopic Unit (TEX) (Use for spares in lieu of part No. 
C7673-3) C Ё 
C7744-24 Telescopic Unit (А5511 nuts included) (TEX) (When ex- 
hausted use part No. C11343-2 11/16) C [| 
C11343-2 11/16 Téle$copic Unit (TEX) (Use for spares in lieu of part No. 
C1144-24) C | 
110-630644-23 Support|- Prop. fwd thrust & feather conl teleflex unit ο 
ATTACHING ARTS 
| AN75-10 Bolt - Acft drld hd stl 5/16-24 x 1-3/64 in. C 
AN960-516 Wasller|- Plain stl reg ser 3/8 bolt С 
Deleted 
Deleted 
Deleted 
Deleted 
Deleted 
Deleted 
*110-630643-41 εἰ Assy - Prop. conl fwd thrust feather & reverse pitch C 
AN316-5R i + Check stl 5/16-24 RH thd C 
RE4F5 d L Rod (ΕΔΕ) C 
Deleted | 
С 7673-4 Telescopic Unit (А5511 nuts included) (ТЕХ) C 
Deleted 
110-630645-21 Support|- Prop. end reversing conl teleflex unit C | 
ATT CHING ARTS 
AN75-10 Bolt - Acft drld hd stl 5/16-24 x 1-3/64 in. C 
AN960-516 Washer|- Plain stl reg ser 5/16 in. bolt С 
AN364-1032 Nut + Self locking thin stl 10-32 C 
AN960-10L Washer|- Plain stl light ser No. 10 bolt C 
AN970-3 Washer|- Flat stl Νο. 10 bolt С 
NAS77-3-09 Bushing - ΕΙ press fit stl .3136 OD x .190 ID x .437 fl dia 
x |.062 fl lgth x .09 in. C 
AN3-7A Bolt - Acft stl 10-32 x 1-1/32 in. σ 
6516321 Spring 4 Prop. conl (APD) (GFAE) C | 
6515503 Clip - Hrop. conl spring (APD) (GFAE) C 
110-630612-10 Teleflex Assy - Power plant prop. conl C 
110-630612-30 | Tele - Power plant prop. ლიი1 C 
AT TS 
A189-4-2-8 onded line sup. E 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT 


UNITS] USABLE 
Wee MAJOR ASSEMBLY | DEMOUNTABLE POWER PLANT PROPELLER CONTROL INSTL წამ 
იის სეკ... _ აჯ '_ ::::””"" l 


A'189-4-2-8 Bonded line sup. (AP) F 
MS21919G4 oop type sup. C 
MS21919G8 t Loop type sup. H 
MS21919G4 Loop type sup. G 
AN742-6C Loop type sup. J 
AT754-4-2-8 + Bonded line sup. (AP) C 
A'185-4-2-8 L Bonded line sup. (AP) ο 
A6338 t | Prop. conl (TEX) ο 
A6983-900 onduit| - Prop. conl (TEX) С 
A5222-1360 able Assy - Prop. conl (TEX) C 
110-630615-5 Support - Power plant prop. conl teleflex conduit (Use for spares 
in lieu of part No. 110-630615-3) C 
Deleted | 
110-630616-5 Poper plant prop. conl teleflex conduit C 
C8168-1 Unit - Power plant prop. conl (ТЕХ) σ 
C8168-2 piq Unit - Power plant prop. conl (TEX) ο 
PARTS 
AN365-428 locking stl 1/4-28 Α 
AN364-428 locking thin stl 1/4-28 B 
110-630054 ashen - ა. plant prop. conl arm C 
AN24-22A islst1 1/4-28 x 1-13/32 in. ο 
AN24-25A is|stl 1/4-28 x 1-19/32 in. С 
RE4F5 | (FAF) ο 
@Parts used in Quitk nging Саев for Air Force & India 
&Parts used in фик nginé Change Íor Air Force 
MODEL DESIGNATION SERIAL NUMBERS 
C-119G 51-17365 thru 51-17367 
52-6000 thru 52-6011 
C-119G 51-2662 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


51-2662 & Subsequent 
IK-441 δι Subsequent 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
53-3211 thru 53-7884 
53-8131 & Subsequent 
IK-446 & Subsequent 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6000 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 
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FIGURE & [GROUP — POWER PLANT 
სა [MAJOR ASSEMBLY ΡΕΜΟΌΝΤΑΒΙΕ POWER PLANT PROPELLER CONTROL INSTL 
PART NUMBER 123456 


371 
MODEL DESIGNATION SERIAL NUMBERS 

C-119G 51-2662 thru 51-8052 

51-8098 thru 51-8168 

C-119G 53-3211 thru 53-7884 
53-8131 & Subsequent 

,IK-446 & Subsequent 
51-8053 & Subsequent 

IK-441 & Subsequent 
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UN I TS| USABLE 


Section II T.O. 1С-119Е-4 


Figure 372. Lord Mount Cooling Plant Tube Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP POWER PLANT 


[awe POWERPLANT mt 
QC სკის AssEupLY LORD MOUNT COOLING BLAST TUBE INSTALLATION — | 


აასს [MAJOR ASSEMBLY LORD MOUNT COOLING BLAST TUBE INSTALLATION E Fun 
234 5 6 
372 *110-556520-10 | Blast Tube Instl|- Lord mt cooling (See fig. 370) Ref A 
*110-556520-90 last Tube Instl|- Lord mt cooling (LH) (See fig. 370) Ref B 
*110-556520-100 last Tube Instl|- Lord mt cooling (RH) (See fig. 370) Ref B 
*110-556526-10 | Manifold & Det Instl - Lord mt cooling air blast (See fig. 370) Ref E 
- 1 110-783042-71 შახი - Lord mt blast %2 F 
- 2 110-783042-67 ube -|Lord mt blast %2 F 
- 3 110-783042-73 Tube тора t blast %2 F 
ATTIACHING PARTS 
- 4 ANT37-74 Clamp + Hosé %1 F 
- 5 AN742D28C Qlamp + 100 type sup. (LS) &3 A 
AN'42D28C Сар F Loop type sup. (RS) &2 A 
AN742D32C lamp - Loop type sup. (RS) %2 L 
AN742D32C Glamp - Loop type sup. (LS) თით) F 
AN742D34C Clamp - Loop type sup. &9 A 
AN742D34C | Qlamp - Loop type sup. (LS) 9$13| B 
ANT742D34C ! champ - Loop type sup. (RS) %11 B 
AN'I42D38C | Clamp = Loop type sup. &2 C 
AN'42D3'7C | ο... Loop type sup. %2 D 
AN742D20C lamp - Цоор type sup. (LS) σι Β 
AN'42D22C Glamp - Loop type sup (RS) σι Β 
AN742D54C Clamp + Loop type sup. %2 F 
AN742D13C | m - Loop type sup. (RS) %2 B 
AN'"42D13C | Qlamp H Loop type sup. (LS) σι Β 
- 6 110-556520-3 | Tube -|Lord mt blast %6 F 
ATTAGHING|PARTS 
-7 AN737-74 Clamp + Hos %12) F 
- 8 110-556515 Nozzle - წი seal lord mt cooling %5 F 
- 9 110-556515-5 Nozzle|- Fire seal lord mt cooling %1 H 
-10 110-556525-1 Manifold Assy - Eng mt cooling Q1 E 
-10A| 110-556525-2 Manifold Assy - Eng mt cooling Q1 E 
ATTIACHING|PARTS 
-11 AN'142-43 Clamp - ү {уре sup. @4 J 
ტM742-42 | > - Loop type sup. &4 K 
FS1714-43 lamp |- Plain heavy loop type @4 L 
AN742-40 lamp |- ooh type sup. 21 Μ 
FS1714-40 lamp |- Plain heavy loop type @1 L 
AN742-28 lamp |- Loop type sup. a @3 M 
FS1714-28 lamp |- Plain heavy loop type @3 L 
~12 AN737-107 Clamp - Hose @1 E 
-13 110-556525-10 ыша Assy - Eng mt cooling 1 E 
-13A| 110-556525-20 Manifold Assy - Eng mt cooling 1 E 
-14 110-556525-30 ! D ssy - Eng mt cooling H E 
-14A| 110-556525-40 Manifold Assy - Eng mt cooling 1 E 
| ATTACHING PARTS 
-15 AN737-66 | ον i- Hose 1 E 
&Parts used in quick engine changes for Air Force 
%Parts used in quick ο. ა. Íor Air Force & Navy 
@Parts used in quick engine changes for Air Force & India 
USAIBLE ON MODEL SPECIFICATION SERIAL NUMBERS 
CODE | 
4 C-119G 51-2662 thru 51-2667 
| | 51-8098A thru 51-8127A 


Revised 15 February 1957 1309 


Section II 
Group Assembly Parts List 


| 


1910 


T.O. 1C-119F-4 


GROUP POWER PLANT 


FIGURE & 
s MAJOR ASSEMBLY LORD MOUNT COOLING BLAST TUBE INSTALLATION 
PART NUMBER I 2 3 ü 5 6 


MODEL DESIGNATION 


UN | TS] USABLE 


SERIAL NUMBERS 


51-2668 thru 51-8097 
51-8128Α thru 51-8168A 
51-17365 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8111A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8112A thru 51-8168A 
51-17365 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


51-2668 thru 51-8097 
91-17365 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


92-584" thru 52-5921 
52-5924 thru 52-5926 
52-6028 thru 52-6047 
IK-441 & IK-442 


52-5927 thru 52-5954 
52-6048 thru 53-3154 
53-8069 thru 53-8074 


52-5922 & 52-5923 
93-3155 thru 53-7884 
53-8075 & Subsequent 
IK-443 & Subsequent 


52-5847 thru 52-5921 
52-5924 thru 52-5954 
52-6048 thru 53-3154 
53-8069 thru 53-8074 
IK-441 & IK-442 
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T.O. 1C-119F-4 Section II 


Figure 373. Primary Cowl Installation 


Section Ἡ T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE ჯ |вкоиР_ POWER PLANT P 
D ძის ASSEMBLY PRIMARY COWLINSTL PER | ON 
NUMBER [MAJOR ASSEMBLY PRIMARY COWL INSTL Pek 
PART NUMBER 123 5 6 


Cowl Inst -.p rimary (See fig. 369) 
#110-551501-110 Panel Assy -Primary cowl hoist access (See fig. 374) A 
#110-551501-90 Panel Assy -Primary cowl hoist access (See fig. 374) B 
#110-551501-10 Panel Assy -|Primary cowl hoist access (See fig. 374) H 
#110-551501-150 Panel Assy - Primary cow! hoist access (See fig. 374) E 
#110-551501-170 Panel Assy - Primary cowl hoist access (Use for spares in 
lieu of part No. 110-551501-150, -10, -90 or -110)(See 
fi το] Ρ 
H5000-.040-.081 Latch -|P imary cow] hoist access door (HWL) All 
110-551501-5 Door - Primary cowl hoist access АП 
*110-551500-210 | Panel Assy - Primary cowl A 
*110-551500-170 Panel Assy - Primary cowl B 
*110-551500-90 Panel Assy - Primary cowl D 
*110-551500-330 Panel Assy - Primary cowl E 
110-551500-250 Panel Ass σας. cowl (Interchangeable with part No. 
f 1 0-551800-196, -10 or -350) A 
110-551500-190 Panel τρ - Primary cowl (Interchangeable with part No. 
° 110-551500-250, -70 or -350) A 
110-551500-190 Panel Assy ~ Primary cowl (Interchangeable with part No. 
1 0-551500-250. -70 or -350) B 
110-551500-190 Panel Assy - Primary cowl (Interchangeable with part No. 
110-551500-250, -70 or -350) I B 
110-551500-70 Panel Assy - Primary cowl (Use for spares in lieu of part No. 
110-551500-250, -190 or -350) D 
110-551500-70 Panel Primary cowl (Use for spares in lieu of part No. 
51500-250, -190 or -350) E 
110-551500-350 Pane - Primary cowl (Interchangeable with part No. 110- 
250, -190 or -70) E 
*110-550031-90 Handle Insfl - Primary cowl fwd F 
*110-550031-130 Handle Ins{l - Primary cowl fwd σ 
*110-550032-90 Handle Instl - Primary cowl aft F 
*110-550032-130 Handle Inst] - Primary cowl aft C 
AF216C2-16 rimary cowl handle (SKF) All 
VJ378 Spring + Primary cowl handle (BC) All 
110-550037-190 ndle Assy - Primary cowl fwd latch F 
110-550037-90 e Assy - Primary cowl fwd latch (Use for spares in 
lieu of part No. 110-550037-190) C 
110-550038-190 ndle Assy - Primary cowl aft latch F 
110-550038-90 dle Assy - Primary cowl aft latch (Use for spares in 
lieu of part No. 110-550038-190) С 
ATTACHING PARTS 
52-062-312-1792 11 (ΕΝ) All 
X52221575-.28 Bushing - Plain press fit stl .4391 OD x .290 ID x 
.28 in. J 
110-550037-3 Bushing - Primary cowl latch handle (Made from part 
No. FS2221875-.28)(Use for spares in lieu of 
part No. FS2221S75-.28) K 
110-550037-45 Pin - Primary cowl fwd latch (Made from part No. 
AN392-43) R 
110-550038-45 Pin - Primary cowl aft latch (Made from part No. 
AN392-35) R 
110-550042-7 თ - Primary cowl latch All 
110-550041-21 Catch - Primary cowl latch G 
110-550041-23 Catch - Primary cowl latch (Use for spares in lieu 
of part No. 110-550041-21) H 
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FIGURE ἆ 
INDEX 
NUMBER 


373 
-10А 


-10В 


-10С 


-11 


-12 


-13 


-13A 


-14 
-15 
-16 
-17 


-18 


-19 


GROUP 
MAJOR ASSEMBLY 


POWER PLANT 
PRIMARY COWL INSTL (Cont 


PART NUMBER |! 2 3 ს 5 6 


110-550037-27 
110-550037-33 
110-550038-27 
110-550038-33 


110-550035-3 
110-550065 


*110-550031-110 
*110-550031-150 
*110-550032-110 
*110-550032-150 


110-550040-21 


AN365-1032 
AN960-10L 
AN509-10R13 


110-550043-21 
110-550044-21 


AN364D832 
AN960-8L 
AN509-8R8 


110-550033-11 
AN316-4R 
110-550042-5 
110-550036-21 
110-550064-21 
110-550034-25 


52-062-312-1792 


#Alternate Parts 
$Part used ih Quick Engine 
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Plate - 


ATTACHING IP 
Nut | 5 


Stop 
Stop 


Trunni 


Spring 


ggle 


sher 
ia 4 100° flat hd stl 10-32 x 27/32 in. 


T.O. 1С-119Е-4 


Handle - Primary cow] fwd latch (Use on part No. 


110-550037-190) 


Handle - Primary cowl fwd latch (Use on part No. 


110-550037-90) 


Handle - Primary cow! ай latch (Use on part No. 


110-550038-190) 


Handle - Primary cowl aft latch (Use on part No. 


110-550038-90) 


Reinforcement - Primary cowl handle 


Primary cowl latch reinf 


bggle Inst] - Primary cowl fwd 
bg le me - Primary cowl fwd 
nstl - Primary cowl aft 


Strike + Primary cowl latch 


TS 
lf locking stl 10-32 
- Plain stl light ser No. 10 bolt 


- Primary cowl fwd latch 

- Primary cowl aft latch 
HING PARTS 

Nut + Self locking thin Al al 8-32 
Washer 
Serew + 


- Plain stl light ser No. 8 bolt 
100° flat hd stl 8-32 x 17/32 in. 


n - Primary cowl latch toggle 


Nut + Stl check 1/4-28 RH thd 


+ Primary cowl latch toggle 


Reinforcement - Primary cowl latch toggle 
Reinforcement - Primary cowl latch toggle 


- Primary cowl latch 


PARTS 
L Roll (EN) 


Change fbr Navy only 


(ontinped on fig. 374) 


оре QN 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


C-119G 51-2668 thru 51-2686 
51-8098A thru 51-8168A 
C-119G 51-2690 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


Section II 
Group Assembly Parts List 


UNITS] USABLE 


PER 
ASSY. 


ON 
CODE 


т] 


O = O = O d O 


A 


p= 
— 


= 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1314 


T.O. 1C-119F-4 


GROUP POWER PLANT 


MAJOR ASSEMBLY PRIMARY COWL INSTL (cont) 


PART NUMBER 


MODEL DESIG 


C-119G 


E C-119G 


R4Q2 
C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


UN I TS] USABLE 
ON 
CODE 


NATION SERIAL NUMBERS 


51-2690 thru 51-8029 
51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


51-8030 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 
131662 thru 131719 


91-2662 thru 51-2686 
51-8098A thru 51-8168A 


51-2662 thru 51-2686 
51-8098А thru 51-8131A 


51-2690 thru 51-8029 
51-8064 thru 51-8097 
92-5840 thru 52-5888 
52-6024 thru 52-6035 


51-2662 thru 51-2716 
51-8016 

91-7968 thru 51-8003 
51-8098A thru 51-8168A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


52-5889 thru 52-5924 
52-6036 & Subsequent 
IK-441 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 δι Subsequent 
IK-441 & Subsequent 

131690 thru 131719 
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Section Π 


Figure 374. Primary Cowl Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


GROUP POWER PLANT 
MAJOR ASSEMBLY PRIMARY COWL INSTL 


ntinued from fig. 358) 


NUMBER 


*110-550501 
*110-553507 
*110-553510 
*110-553510-70 
*110-553510-150 


AN310-5 


E 


ANO960 -516L ain stl light ser 5/16 in. bolt 
110-550511 - Fri ary cowl lord mt link 
AN5-23 + Aft st] 5/16-24 x 2-15/32 in. 


AN5-26 Bolt г Асі st] 5/16-24 x 2-27/32 in. 


s უ29>7> 


110-553507-10 


Assy - Primary cowl rear ring 
110-553510-10 


Segmen] Ade - Primary cowl rear ring (Interchangeable 
р Мо. 110-553510-130 & 110-553507-10) 

sy - Primary cowl rear ring (Use for spares in 
u qf part No. 110-553510-10 & 110-553507-10) 
sy - Primary cowl rear ring 
sy - Primary cowl rear ring 
sy - Primary cowl rear ring (Interchangeable 
art No. 110-553510-110 & 110-553507-30) 
sy - Primary cowl rear ring (Use for spares іп 
part No. 110-553510-30 & 110-553507-30) 
sy - Primary cowl rear ring (Interchangeable 
art No. 110-553510-90, -30 & 110-553507-30) 
Sy - Primary cowl rear ring (Use for spares in 
part No. 110-553510-50, -30 & 110-553507-30) 
TS 


Nn 


110-553510-130 


110-553507-30 
110-553510-30 
110-553510-30 


110-553510-110 


110-553510-50 


110-553510-90 


»»PuUZOMU»Z»-OUVZ2»42 ი πα ш Θ8Ω 


AN365-1032 

AN365-1032 

AN960-10L 

AN960-10L 

AN960-10L 

AN960D10 

AN509-10-8 

AN509-10-10 

AN509-10-12 

AN3-6A 

AN3-7A stl 10-32 x 29/32 in. 

AN3-4A Bolt - Acft|st! 10-32 x 17/32 in. 

AN3-4A Balt apt stl 10-32 x 17/32 in. 

AN3-7A Balt [ ft}stl 10-32 x 29/32 in. 

AN3-27A Bolt + Acft/stl 10-32 x 2-29/32 in. 

Е5105р43-2. 21 Bushing – Spacer Al al .25 OD x .028 x 2.21 in. 

110-630616 -5 Support - Power plant prop. conl teleflex conduit T 

110-553517-41 j | (hed A sy - Cowl ring aft All 
ATTACHI TS 

AN365 -1032 Nut – Self locking stl 10-32 w 

AN365-1032 Nut -Self locking stl 10-32 A 

AN960-10L Washer |- Plain stl light ser No. 10 bolt w 

AN960-10L Washer |- Plain sti light ser No. 10 bolt A 

AN3-5A η: ft stl 10-32 x 21/32 in. w 

AN3-6A Bqlt LL stl 10-32 x 25/32 in. A 
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FIGURE 8 
INDEX 


NUMBER 


GROUP POWER PLANT 
MAJOR ASSEMBLY PRIMARY COWL INSTL (cont) 
| 23 4 5 6 


Bolt + A¢ft stl 10-32 x 29/32 in. 


PART NUMBER 


АМЗ-ТА 


110-553503 
110-553503-3 


110-553508 
110 -553513-3 
110-553513-5 
110-553505 
110-553505-10 


110 -550509-10 
110 -550512-40 


110 -550509-20 
110-550512-30 


110-550509-30 
110-550512-20 


110-550509 -40 
110-550512-10 


FS2229885-.062- 


.14 


Е52229585 -. 062- 


‚18 
110-550510 
110-550510 
110-550510-30 
110-550510-10 
110-550510-50 
AN310-5 
AN960-516L 
AND -24 
110-550506 -7 
110-550506 -13 


110-550506-19 


J3408-5 
110-550506 -3 


110-550506 -17 


110-550502 
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Pin -|T 
in 
Support 
Su aub 
Support 
Pad -| P 
Pad - P 


Bre 
Bracket 
| їп 
Brpcket 
Bracket 
in 
Bracket 
Bracket 
in 
кй er 
Вгас εί 
in 


x |37 
ο - 

x 137 
in lie 
Adhpter Assy 


Pin -|To 


pa 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


primary cowl rear ring locating 

primary cowl rear ring locating (Use for spares 
peu of part No. 110-553503) 

Aft cowl ring flap 

Ε Aft cowl ring flap 

r Aft cowl ring flap 


imary cowl rear ring (Use for spares in lieu of 
t No. 110-553505) 

Assy - Primary cowl rear ring 

[Assy - Primary cowl rear ring (Use for spares 
lieu of part No. 110-550509-10) 

Assy - Primary cowl rear ring 

i 


limary cowl rear ring 


ssy - Primary cowl rear ring (Use for spares 
eu of part No. 110-550509-20) 
Assy - Primary cowl rear ring 
wd - Primary cowl rear ring (Use for spares 
ieu of part No. 110-550509-30) 
ү - Primary cowl rear ring 
ssy - Primary cowl rear ring (Use for spares 
lieu of part No. 110-550509-40) 


Bushing - Press fit stl . 5016 OD x . 290 ID x . 6886 


fl dia x . 062 fl lgth x . 14 in. 


Bushing - Press fit stl . 5016 OD x . 290 ID x . 6886 


fl dia x .062 fl lgth x . 18 in. 

rimary cowl ring aft 

rimary cowl ring aft 

rimary cowl ring aft (Use for spares in lieu of 


„| 110-5505 10) 


rimary cowl ring aft (Use for spares in lieu of 


.| 110-550510) 


rimary cowl ring aft (Use for spares in lieu of 


| .| 110-550510, 110-550510-30 or 110-550510-10) 
ATTACHING PARITS 


i stl 5/16-24 

stl light ser 5/16 in. bolt 

5/16-24 x 2-19/32 in. 

cowl stl . 4365 OD x . 3120 ID x . 062 fl igth x 


cowl stl .4365 OD x . 3120 ID x .062 fl lgth x 


in. (Use for spares in lieu of part No. 110-550506-7) 


cowl stl . 4365 OD x . 3120 ID x . 062 fl lgth x 


ч in. (Use with part No. 110-550506-17 for spares in 
lien of part No. 110-550506-13 or 110-550506 -7) 
| 


hing (L ) 
hing - Eng cowl stl . 5641 OD x . 4375 ID х. 062 {1 lgth 


in. 
ng cowl stl . 5646 OD x . 4375 ID x . 062 fl igth 
in. (Use with part No. 110-550506 -19 for spares 
| of part Νο. 110-550506-3) 
Primary cowl ftg 


UNITS] USABLE 


> 


> <> <> ш> £o თ>>9< d 


= 
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Section Π 
Group Assembly Parts List 


GROUP 


FIGURE & 
INDEX 
NUMBER 


PART NUMBER 


AN5H7A 
AN960-516L 


NAS75-5-031 
110-550507 


1318 


POWER PLANT 


MAJOR ASSEMBLY PRIMARY COWL INSTL (cont) 


gine C 


ON 


ft|stl 


წ8ი inued on fig. 375) 


T.O. 1C-119F-4 


TS 


for Air Force 


g ing CHange for Air Force & Navy 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


MODEL DESIGNATION SERIAL NUMBERS 


5/16-24 x 31/32 in. 
Plain stl light ser 5/16 in. boit 


ange for Air Force, Navy & India 


51-2700 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-8064 thru 51-8097 
51-17365 thru 51-17367 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 


52-5922 thru 52-5923 
93-3166 thru 53-7884 
53-8087 thru 53-8156 
IK-443 & Subsequent 


51-2700 thru 51-2704 


51-2705 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3165 

IK-441 thru IK-442 


51-8011 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8030 thru 51-8063 
52-6000 thru 52-6023 
131662 thru 131719 
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FIGURE & LGROUP 


INDEX 
NUMBER | MAJOR ASSEMBLY 


374 
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T.O. 1C-119F-4 


POWER PLANT 
PRIMARY COWL INSTL (cont) 


PART NUMBER 12 3 4 5 6 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


MODEL DESIGNATION 


Section II 
Group Assembly Parts List 


UN ЕТ | USABLE 


SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


91-8035 thru 51-80¢7 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8034 
51-8098А thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


91-2662 thru 51-2716 
51-8016 

51-7968 thru 51-7972 
51-8098A thru 51-8168A 


51-7973 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2700 thru 51-8052 
131662 thru 131719 


51-8053 thru 51-8097 
51-17365 thru 52-5921 
92-5925 thru 53-3165 
93-8069 thru 53-8086 
IK-441 & IK-442 


51-2700 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8086 
IK-441 thru IK-442 
131662 thru 131719 


91-8053 thru 51-8097 


51-17365 & Subsequent 
IK-441 & Subsequent 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


MU [MAJOR ASSEMBLY PRIMARY COWL INSTL (cont) 
| PART NUMBER 


374 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2665 
51-8098A thru 51-8143A 


C-119G 51-2662 thru 51-8097 
91-8144A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


91-2662 thru 51-2699 
91-8098A thru 51-8168A 
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T.O. 1C-119F-4 Section H 


6654 


Figure 375. Primary Cowl Installation 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


*110-550501 
*110-552500 
*110-552500-50 


Nose] Assy |- 
Ngse|Assy 


(Continued from fig. 359) 
ue 


rimary cowl ring 
rimary cowl ring 


Cowl Inst] + Ph შით (See fig. 369) 


l *110-552500-150 Nose Assy |- Hrimary cowl ring (Use for spares conl) 
ATTACHD pagers 
AN310-5 Nut + Aqft castle stl 5/24 
AN960-516L Washer |- abe a stl light ser 5/16 in. bolt 
AN960-516 Washer |- Plain stl reg ser 5/16 in. bolt 
AN5-42 


110-550506-7 
110-550506-13 


110-550506-19 


110-552500-10 
110-552500-70 


110-552500-110 


110-552500-30 
110-552500-90 


110-552500-130 


110-556015 
110-552501 
110-552501-1 


AN365-428 
AN960D416 
AN4-6A 
AN4-10A 
AN4-12A 


110-550506-3 


110-550506-17 


*110-550024-30 
*110-550024-70 
*110-550024-90 
110-313138-25 
110-552504-21 
110-550014-21 
110-550014-25 
110-550014-27 


110-550046 


1322 


Bolt + Acft dn 5/16-24 x 4-11/32 in. 
cowl stl .4365 OD x .3120 ID x .062 fl lgth x .469 i 
B 8896 - ng cowl stl .4365 OD x .3120 ID x .062 fl lgth x .469 


in (Use|for spares in lieu of part No. 110-550506-7) 


B mie - cowl stl .4365 OD x .3120 ID x .062 (1 lgth x .469 


in| (Use| with part No. 110-550506-17)for spares in lieu of 
0. 110-550506-13 or 110-550506-7) 


- Primary cowl (Use with part No. 110-552500-90 


- Primary cowl 
E in lieu of part No. 110-552500-10) 


ns τη < -ᾱ 


ares in lieu of part No. 110-552500-70 or 110- 
55 500-10 
Nose #55V - Primary cowl 
Ndse Assy - Primary cowl (Use with part No. 110-552500-70 


Primary cowl nose ring 
Primary cowl nose ring (Use for spares in lieu 


TS 
locking stl 1/4-28 


Washer |- Plain Al al reg ser 1/4 in. bolt 
Balt ft stl 1/4-28 x 25/32 in. 

Bolt ft stl 1/4-28 x 1-1/32 in. 

Bolt [ ft stl 1/4-28 x 1-9/32 in. 


Bis ng - Eng cowl stl .5641 OD x .4375 ID x .062 fl 
Igth x .375 in. 


lgth x .375 in. (Use with part No. 110-550506-19 
for spares in lieu of part No. 110-550506-3) 

- Primary cowl nose ring 

- Primary cowl nose ring 

- Primary cowl nose ring 

- Primary cowl nose ring outer 


- Primary cowl nose ring (Use for spares in 
lieu of part No. 110-550014-21 or 110-550014-25) 
Locater|- Primary cowl fwd (Use on part No. 110-552500- 


Revised 15 January 1956 


- Primary cowl (Use with part No. 110-552500-130 


ი α-πεσ»νπ-ρὲ 


FIGURE & 
INDEX 


NUMBER 


110-550046-10 
110-550030-17 


110-550503 
110-550503-1 


AN310-5 
AN960-516L 
AN5-24 
110-550506-7 
110-550506-13 


110-550506-19 


110-550506-3 
110-550506-17 
J3408-1 
110-550502 


ΑΝΡΗΤΑ 
AN960-516L 


NAS75-5-031 


+Part used in quid 


& Part used in quitk en 


$Part used in quid 


Revised 15 February 1957 


T.O. 1C-119F-4 


Locater 


Pad - 
Ties Assy E 
Là 

of 
Nut - Acft c 
Bolt 4 Аф btl 
iIBushihg - Eng 
Bushing - по 
(Use for 
Bubhihg | Eng 
(Use it 
Νοι 5505 
ог 110-5 


Bughing 
ს 375i 
1100 0 


Aeft stl 


change 


ne 


Section П 


Group Assembly Parts List 


GROUP = POWER PLANT 
MAJOR ASSEMBLY PRIMARY COWL INSTL (cont) 
PART NUMBER I 23 4 5 6 


| Primary cowl fwd (Use on part No. 110-552500- 


90) (Use for spares in lieu of part No. 110-550046) 
Primary cowl nose ring 

Primary cowl nose ring fwd 

Assy ~ Primary cowl nose ring fwd (Use for spares in lieu 


| arcane HANTS 10-550503) 
as 


le stl 5/16-24 


. + Plain stl light ser 5/16 in. bolt 


5/16-24 x 2-19/32 in. 


cowl stl .4365 OD x .3120 ID x .062 fl Igth x .469 in 
spares in lieu of part No. 110-550506-7) 

cowl stl .4365 OD x .3120 ID x .062 fl lgth x .469 in 
part No. 110-550506-17 for spares in lieu of part 
6-13 for spares in lieu of part No. 110-550506-13 

50506-7) 


Bushing - Eng cowl stl .5641 OD x .4375 ID x .062 fl lgth x 
.375 in. 
ihe cowl stl .5646 OD x .4375 ID x .062 f1 Igth x 


. (Use with part No. 110-550506-19 for spares in 
part No. 110-550506-3) 


Bushing + Eng cowl ftg link (LO) 


Adapter Assy 
Ann PARTS 
t 


Primary cowl ftg 


5/16-24 x 31/32 in. 


Washer 5 Pisis stl light ser 5/16 in. bolt 


Bushihg + Plain press fit stl .4386 OD x .3125 ID x 31/32 in. 


or Air Force 


ne ip Air Force, Navy & India 
ing change 


change tpr Navy only 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2689 


51-8098A thru 51-8168A 
C-119G 51-2700 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-2699 
51-8098A thru 51-8138A 
C-119G 51-2700 thru 51-2716 
51-8016 

51-7968 thru 51-8003 


51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-8003 


51-8098Α thru 51-8111A 


UNITS) USABLE 


1322A 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


FIGURE & | GROUP POWER PLANT 


NADEX საკის ASSEMBLY PRIMARY COWL INSTL 


UN I TS] USABLE 
ON 
CODE 


PART NUMBER 


375 | 


| MODEL DESIGNATION SERIAL NUMBERS 


| C-119G 51-8004 thru 51-8015 
51-2717 

| ® | 51-8017 thru 51-8067 

| | 51-8112A thru 51-8168A 


52-17365 & Subsequent 
| IK-441 & Subsequent 
R4Q2 131662 thru 131719 


|с | C-119G 51-2662 thru 51-8034 

| 51-8068A thru 51-8168A 
| | 51-17365 thru 51-17367 
| | | 52-6000 thru 52-6011 

| R4Q2 131662 thru 131689 


H ' C-119G 51-8035 thru 51-8057 
52-5840 thru 52-5954 
; 52-6012 & Subsequent 
i IK-441 & Subsequent 

R4Q2 131690 thru 131719 


51-17365 thru 51-17367 
| 52-6000 thru 52-6003 


x | | J| C-119G 51-2700 thru 51-8030 


K C-119G 51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
| IK-441 რ Subsequent 
Sn R4Q2 131662 thru 131719 


IL C-119G 51-2662 thru 51-2716 
t d EMEN 51-8016 
| | 51-8098A thru 51-8111A 


M C-119G 51-2717 

51-7568 thru 51-8015 
51-8017 thru 51-8032 
51-8112A thru 51-8168A 
| 3 51-17365 thru 51-17367 
E. 52-6000 thru 52-6003 

i R4Q2 131662 thru 131689 


| N | C-119G 51-8033 thru 51-8097 
| | 92-5840 {һги 52-5954 
l^ du Í wed 52-6004 & Subsequent 
I i _ IK-441 & Subsequent 
E МЕ R4Q2 131650 thru 131719 


ი–-._--__---_-----__. 
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~ 
= 


We 


Figure 376. 
Revised 15 May 1957 


Cowl Flap Installation 


1323 


Section II 


Group Assembly Parts List 


INDEX 
NUMBER 


376 


-12 


-12А 


1324 


FIGURE გ [GROUP 
MAJOR ASSEMBLY 
PART NUMBER 


en Les 


*110-554500 


110-554503-10 
110-554503-10 
110-554503-70 


110-554503-30 
110-554503-110 


110-554503-40 
110-554503-40 
110-554503-120 


110-554503-90 
110-554503-150 


110-554503-50 
110-554503-130 


110-554503-60 
110-554503-140 


AN3-6A 
AN960-10L 
AN310-4 
AN960-416 
AN4-13 


110-554007-23 
110-554007-25 
31551-022-75 
A282-4 
31551-011-75 
A282-1 
31551-015-25 
А282-2 
А282-5 
31551-006-00 
A282-2 
110-553518-11 
110-553518-9 


AN3-4A 
AN960D10 


156DC 
AGB10-5 


AN363C 1032 
AN960C 10L 
AN3C4A 
AN8C11A 
110-554506-3 


A335 


>. 
323595 
Q 


T.O. 1C-119F-4 


POWER PLANT 
COWL FLAP INSTL 


flap (081 fpr асі serial No. 53-8069 thru 53-8156) 


p|Assy |- Cowl 
p|Assy - oa (Use with part No. 110-554503-70) 


5945033410 in tne area of the magneto drain) 
plÀssy |- dowl 

8. Assy |- Cowl (Use for spares in lieu of part No. 110- 
| 5$4503-30) 


pjAssy |- Cowl 
ჩი Assy |- .. (Use with part No. 110-554503-90) 
p|Assy |- Gowl (Use for spares in lieu of part No. 110- 
! ο... 


5 ο... in the area of the magneto drain) 
owl (Use for spares in lieu of part No. 110- 


јар Assy |- 2 
ap Аѕѕу |- Cowl (Use for spares in lieu of part No. 110- 


р'Азву |- Qowl (Use for spares in lieu of part Νο. 110- 
594503 -60) 
CHING PARTS 


Bolt + Acft st] 10-32 x 25/32 in, 


sher|- Plain stl light ser No. 10 bolt 


Nut + Castellated airframe stl 1/4-28 


Bolt - Actt st 


sher|- Ξ stl reg ser 1/4 in. bolt 
1/4-28 x 1-13/32 in. 


მაის ent - Cowl flap screw jack 
hment - Cowl flap screw jack 
үре No. 710A x 22.75 in. 16 (LA) 
2.88 in. lg (LUN) 
aft - Flex e 710A x 11.75 in. lg (LA) 
1.53 in. lg (LUN) 
- Flex type 710A x 15.25 in. lg (LA) 


af 
i - Flex i 38 in. lg (LUN) 


- Flex 42.38 in. lg (LUN) 
aft - Flex type No. 710A x 6.00 in. lg (LA) 


Shaft - Flex 15.38 in. lg (LUN) 


თ თ თ 
ο Ὁ 
EIE 


mi 


8 
რ 
-® 
t 


wliflap act. 


ver οὐ ~|Cowl flap act. 
ARTS 


a - pc 10-32 x 17/32 in. 


lain Al al reg ser No. 10 bolt 


wer ΤΙ - Cow] flap act. (LA) 
it - Cowl flap act. (LUN) 
ING PARTS 
t + Self locking high temp CRES 10-32 
asler|- Plain CRES light ser No. 10 bolt 
- Acft CRES 10-32 x 17/32 in. 
- Acft CRES 10-32 x 1-5/32 in. 
lock - Cowl flap act. 


Power unit (LUN) 


a 
"d 
pi 
-Е 
1 


Instl [ Соз] (See fig. 369) (See fig. 377 for breakdown of cowl 
n 


owl (Use for spares in lieu of (1) part No. 110- 


owl (Use for spares in lieu of (1) part No. 110- 


UN I TS| USABLE 


Huan Z EZ EZ O Z OOZ zm mo 


= UJ Ud > td CO > Ud > J > — — 


ш>» шщ 


თ თ es s 


ου] 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT UNITS} USABLE 
INDEX | MAJOR ASSEMBLY COWL FLAP INSTL (Cont) ON 


NUMBER CODE 
PART NUMBER | 2 3 ს 5 6 


A335-1 a B 
B21501 ` i A 
562L 

K 

562L1 P 

A279-2 B 

AN365-1032 J 

AN960-10L J 

AN3-6A J 

The Lear & Lundy cowl flap mech is completely inter- 
changeable as a complete instl on either the FAD or 
Kaiser built C-119 airplanes. The components of either 
the Lear or Lundy instl are not individually interchange- 
able. 

110-554505-3 i wliflap jack water P 
#110-554504-23 фо Пар jack C 
#110-554504-25 m flap jack D 
H110-554504-27 1 Пар jack (Use for spares in lieu of part No. 110- 

23 or -25) E 
TS 

AN363C 1032 ing high temp CRES 10-32 J 

AN960C10L n CRES light ser No. 10 bolt J 

AN3C6A S 10-32 x 25/32 in. σ 

AN3C6A S 10-32 x 25/32 in. F 

AN3C11A - Acft CRES 10-32 x 1-5/32 in. F 
ή Alternate Parts 


Part used in Quic Change for Air Force, Navy & India 
& Part used in Quic Change for Air Force, Navy & India 
b Part used in Quic Change for Air Force & Navy 
@ Part used in Quic е Change for Air Force & India 


ON 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8097 
51-8098 thru 51-8118 
51-17365 thru 53-7884 
IK-441 & Subsequent 
131662 thru 131719 


51-8119 thru 51-8168 


51-2662 thru 51-8034 
51-8042 thru 52-5876 
52-6000 thru 52-6011 
52-6016 thru 52-6035 
R4Q2 131662 thru 131703 


C-119G 51-8035 thru 51-8041 
52-6012 thru 52-6015 
R4Q2 131704 thru 131719 
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Section II 
Group Assembly Parts List 


FIGURE გ | GROUP 
შესა აა MAJOR ASSEMBLY 
PART NUMBER 


1326 


POWER PLANT 
COWL FLAP INSTL (Cont) 


T.O. 1C-119F-4 


MODEL DESIGNATION 
C-119G 


C-119G 


R4Q2 
C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 
C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


C-119G 


R4Q2 


SERIAL NUMBERS 


52-5877 thru 52-5954 
52-6036 thru 53-7884 
IK-441 & Subsequent 


51-8035 thru 51-8041 
52-5877 thru 52-5954 
52-6012 thru 52-6015 
52-6036 thru 53-7884 
IK-441 & Subsequent 
131704 thru 131719 


91-2662 thru 51-8034 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
IK-441 & Subsequent 


51-2662 thru 53-7884 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8098 thru 51-8118 
51-17365 thru 52-5921 
92-5924 thru 53-3180 
IK-441 thru IK-442 
131662 thru 131719 


92-5922 thru 52-5923 
93-3181 thru 53-7884 
IK-443 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3156 
IK-441 thru IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3157 thru 53-7884 
IK-443 & Subsequent 


51-8035 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 52-5954 
52-6012 thru 53-3156 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3182 thru 53-7884 
IK-443 & Subsequent 


51-2662 thru 51-8118 
91-8169 thru 53-7884 
IK-441 & Subsequent 
131669 thru 131719 


UN I T3] USABLE 
ON 
CODE 
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Figure 377. Cowl Flap Installation 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


| L 
FIGURE & [GROUP POWER PLANT UNITS] USABLE 


Iს [MAJOR ASSEMBLY COWL FLAP INSTL 21. 
PART NUMBER 
377 *110-554500 F T (See fig. 369) (See fig. 376 for breakdown of cowl 
Пар 1ი8(1 for FAD built aircraft 51-2662 thru 53-7884 & K. F. 
builtlaircraft 51-8098 thru 51-8168) Ref | All 
-1 110-554503-10 Flap Assy - cowl &2 A 
- 2 110-554503-70 Flap|Assy |- Cowl &1 
- 3 110-554503-30 Ер Assy |- Cowl &2 J 
110-554503-110 Flap|Assy - Cowl (Use for spares in lieu of part No. 110- 
| 554503 430) &2 K 
- 4 110-554503-40 Flap|Assy |- dum &1 J 
110-554503-120 Flap'Assy i- Cowl (Use for spares in lieu of part No. 110- 
554503-40) &1 K 
- 5 110-554503-90 Flap Assy |- Cowl &1 J 
110-554503-150 Flap|Assy |- Gowl (Use for spares in lieu of part No. 110- 
554503 -90) &1 K 
- 6 | 110-554503-50 Flap|Assy |- Cowl &1 | J 
110-554503-130 Flap|Assy |- Cowl (Use for spares in lieu of part No. 110- 
554503 50) &1| κ 
- 7 |110-554503-60 Flap|Assy |- Cowl &| J 
110-554503-140 FlapiAssy |- Gowl (Use for spares in lieu of part No. 110- 
594503 60) &1 K 
AITACHING ARTS 
- 8 AN3-6A Bolt - Acft st] 10-32 x 25/32 in. &" A 
AN960-10L Washer|- Plain stl light ser No. 10 bolt &7 A 
- 9 | AN310-4 Nut 4 Castell ted airframe stl 1/4-28 &1 А 
AN960-416 Waste - Ys stl reg ser 1/4 in. bolt &2 A 
AN960-4161, WRsher|- Plain stl light ser 1/4 in. bolt &2 A 
AN4-13 Belt - Acft st] 1/4-28 x 1-13/32 in. &1 A 
-10 | 110-554007-23 Attadhnjent - Cowl flap screw jack 1| A 
-11 | 110-554007-25 Atta halon - Cowl flap screw jack 1 A 
-12 A 282-3 Shaft - Flex e 22.12 in. 1g (LUN) &1 С 
A282-5 Shaft - Flex type 22.38 in. 1g (LUN) (Use for spares in lieu of 
| part No) A282-3) &1 D 
-13 A282-1 Shaft - Flex type 11.53 in. lg (LUN) &2 A 
-14 A281-3F Shaft - E type 15. 22 in. lg (LUN) 85 E 
A282-2 Shaft - Flex სა 15.38 in. 1g (LUN) (Use for spares in lieu of 
part Noi A281-3F) &5 
-15 | A281-2F | Shaft - Flex type 22.72 in. lg (LUN) | &1 
A282-4 Shaft - Flex type 22.88 in. 1g (LUN) (Usë for spares in lieu of 
ГЕ No! A281-2F) &1 
«тб G PARTS 
-16 189-6 Clip |- line sup (AP) &1 
754-6-2-8 Clip - Iling sup (AP) &1 
NAS42DD6-24A Spacer t Rivet ΑΙ al .375 OD x . 191 ID x 3/8 in. &1 


-17 110-553518-11 
~17A | 110-553518-9 


C Cowl flap actuator 

Cover -| Cowliflap actuator 
TACHING PARTS 

| Bolt - Acft st] 10-32 x 17/32 in. 

n Alalreg ser No. 10 bolt 


-18 AN3-4A 
AN960D10 


g 
= 
>>, >> > DH >> >>> m OH 


I -19 AGB10-5 Power Unit - Cowl flap act. (LUN) &1 
ATTACHING pakts 

-20 | AN363C1032 Nut 4 Self locking high temp CRES 10-32 &4 

AN960C10L | Was er|- Plain CRES light ser No. 10 bolt &4 

AN3C11A | Bolt + Acft CRES 10-32 x 1-5/32 in. &4 

|) 110-554506-3 ფეის Bldck|- Cowl flap act. &1 


1328 Revised 15 May 1957 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & | GROUP POWER PLANT UNITS| USABLE 


NUMBER MAJOR ASSEMBLY COWL FLAP INSTL (Cont) ON 
PART NUMBER | 2 3 4 5 6 


377 

-21 A335 End Plug 4 Power unit (LUN) Α 

-22 | A335-1 | Α 

-23 | A279-2 A I 

-24 | AN365-1032 | ocking stl 10-32 A 
AN960-10L lain stl light ser No. 10 bolt A 
AN3-6A Acft stl 10-32 x 25/32 in. A 

-25 | 110-554504-27 | | owl flap jack A 

| ARTS 

-26 | AN363C1032 ing high temp CRES 10-32 Α 
AN960C10L | | Ίαμι CRES light ser No. 10 bolt A 
AN3C6A | S 10-32 x 25/32 in. A 
AN3C11A CRES 10-32 x 1-5/32 in. A 


MODEL DESIGNATION SERIAL NUMBERS 
C-119G 53-8069 thru 53-8156 
C-119G 53-8082 thru 53-8156 
C-119G 93-8069 thru 53-8078 
C-119G 53-8079 thru 53-8156 
C-119G 53-8069 thru 53-8087 
C-119G 53-8088 thru 53-8156 
C-119G 53-8069 thru 53-8150 
C-119G 53-8151 thru 53-8156 


C-119G 53-8069 thru 53-8086 


C-119G 53-8087 thru 53-8156 


C-119G 53-8069 thru 53-8081 
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Figure 378, Demountable Power Plant Air Induction System Installation 
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T.O. 119F-4/NAVAER 01-115CCB-4 Section П 
Group Assembly Parts List 


FIGURE ἃ {КООР POWER PLANT 
NUMBER MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT AIR INDUCTION SYSTEM INSTL 
| 2 9 4 5 6 


*110-625501 Air Induction bath Instl - Demountable power plant (See fig. 369) All 
110-625504 Box Assy -| Air ind sys valve (See fig. 379) All 
ATTACHIN HARTS 
AN363C1032 Nut - ae locking high temp CRES 10-32 A 
AN363C1032 Nut -Self locking high temp CRES 10-32 B 
AN363C1032 Nut - ВЕЕ შედა. thin high temp CRES 10-32 B 
AN960C10 Washer lain CRES reg ser No. 10 bolt All 
AN3C4A Bdlt + Aft CRES 10-32 x 17/32 in. A 
AN3C4A чө + Acft|CRES 10-32 x 17/32 in. B 
AN509-10-8 Screw - 1007 flat hd stl 10-32 x 17/32 in. B 
110-625515 8ძი! Assy + Айг ind sys upper All 
110-625521 Seal + Air ind sys boot inner All 
110-625516-30 Stiffener Assy|- Air ind sys boot All 
ATTACHING ARTS 
AN365-428 Nut -|Self 1 ore stl 1/4-28 C 
AN365-428 Nut - 801 ik ing stl 1/4-28 D 
AN365-428 Nut -/Self locking stl 1/4-28 E 
AN364-428 Nut -|Self locking thin stl 1/4-28 E 
AN960-416 зз - Plaih stl reg ser 1/4 in. bolt С 
AN960-416 Washer | Plaih stl reg ser 1/4 in. bolt D 
AN960-416 Washer | Plain stl reg ser 1/4 in. bolt E 
AN960-416L Washer - Plaih stl light ser 1/4 in. bolt E 
АМ4-ТА Bolt + Acft lst1|1/4-28 х 29/32 in. C 
AN4-7A მის Abft 51111/4-28 x 29/32 in. D 
AN4-7A Bolt + Acft stlj1/4-28 x 29/32 in. E 
AN4-6A Bolt 1 A 8L1 1/4-28 x 25/32 in. E 
AN4-11A Ni 4 Acft [stl|1/4-28 x 1-5/32 in. C 
110-625514 Bo t Asay | Air ind sys lower * 
110-625514-10 Bopt Assy 4 Air ind sys lower (Use for spares in lieu of part No. 
110-625514, 110-625516-10 & 110-625517) XX 
110-625516-10 Stiffeher| Азѕу |- Air ind sys boot (For spares гері use part No. 
110-625516-90) * 
110-625516-90 Stiffener Assy|- Air ind sys boot (Use in lieu of part No. 
xp Rr 16-10) F 
110-625517 Pláte - Аіг ind sys * 
ATTACHING BARTS 
AN5H5A вар Atit st1|5/16-24 x 23/32 in. All 
AN960-516L Washer [ Plaih stl light ser 5/16 in. bolt All 
ie Change for Air Force 
+ = Part used in Quick Engine Change for Air Force, Navy & India 
% ~ Part used in Quick MM Change for Air Force & Navy 
SABLE oy 
CODE MODEL DESIGNATION SERIAL NUMBERS 
A C-119G 51-8098 thru 51-8127 
B C-119G 51-2662 thru 51-8097 
51-8128 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 
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Section II T.O. 119F-4/NAVAER 01-115CC8-4 
Group Assembly Parts List i 


GROUP POWER PLANT 


FIGURE & 
NUMBER [MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT AIR INDUCTION SYSTEM INSTL (co 
ა––--___ 


UNITS|USABLE 
0Ν 
CODE 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2716 
51-8016 
51-8098 thru 51-8102 


C-119G 51-7968 thru 51-7982 
51-8103 thru 51-8147 


C-119G 51-7983 thru 51-8015 
51-2717 
51-8017 thru 51-8097 
51-8148 thru 51-8168 
91-17365 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 91-8098 thru 51-8168 
R4Q2 131662 thru 131689 


C-119G 51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131690 thru 131719 


ж Acft without inter ge ο of Bendix and Ceco carburetor 
li 


** Acft with intercha i ndix and Ceco Carburetors 


1332 Revised 1 February 1959 


T.O. 1C-119F-4 Section II 


ON 
<2) 


ა 
| 
| 

” 


NI 
| 
II 
il 
2 


2 
ა 


@ 


რ 


Figure 379. Air Induction System Valve Box Assembly 
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Section II 
Group Assembly Parts List 
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-11A 
-11B 
-12 


-13 
-14 


-18 


MAJOR ASSEMBLY AIR INDUCTION SYSTEM VALVE BOX ASSEMBLY 


PART NUMBER 


110-625504 
#JYLC3670-2 
#JYLC3670-3A 


AN320-3 
AN960-10L 
AN23-32 
AN23-34 
AN320-3 
AN960-10 
AN23-17 


110-625504-30 


110-625505-23 


AN365-428 
AN960-416 
AN4-21 

AN4-16A 


110-625510-5 
110-625510-11 


110-625510-3 
110-625510-7 


110-625502-21 


AN365-428 
AN960-416 
AN4-24 

AN4-24A 


FS109A1512-.974.06 


110-625529-3 
AN960D716 
G-1 

125586 
AN900-10 
110-625508-21 


AN960-416L 
AN394-21 
AN394-23 


110-625509 


AN960-416L 
AN394-35 
AN394-41 
AN394-41 
AN394-35 


784-A-3 


*110-625504-10 


AT 


ING 


asher/- Plain stl light ser No. 10 bolt 
> tl 10-32 x 2-1/32 in. 


Bóx Авву 4 Air ind sys valve (Same as 110-625504 less ac- 
tuator part No. JYLC3670-2 or JYLC3670-3A) 


მაფია: 


TACHI 
Nut + S 
Wasller 
Bolt |- 

Bolt |- 


1 


Washer 
Bulb - 
Bulb] - 


Gasket 
ior 
TACHI 


Washer 
Pin ] F 
Pin} F 


ment, in lieu of part No. JYLC3670-2) 


Bu - Acf 
lt- acth stl 1/4-28 x 1-25/32 in. 


Valve Қор іпа ѕуѕ рох 


| stl 1/4-28 x 2-11/32 in. 


Biting - Fl press fit Al bronze .9393 OD x .75 ID x .06 П 


i - Air ind sys hot air door 


Hhndle L ir ind sys valve box 
TACHING PARTS 


T.O. 1C-119F-4 


ind sys valve (See fig. 378) 
ind sys valve (BCC) 
Air ind sys valve (BCC) (Use for service replace- 


PARTS 


hear 10-32 
n stl reg ser No. 10 bolt 
is წ 10-32 x 1-3/32 in. 


sq 10-32 x 2-5/32 in. 


ir|ind sys valve 

ARTS 

lf locking stl 1/4-28 

- Plain stl reg ser 1/4 in. bolt 
{эп 1/4-28 x 2-5/32 in, 


r T Sys valve box 

| ind sys valve box (Use for spares іп lieu of рагі 
110-625510-5) 

r ind sys valve box 

r ind sys valve box (Use for spares in lieu of part 

o. 110-625510-3) 


G PARTS 
lf locking stl 1/4-28 
- Plain stl reg ser 1/4 in. bolt 


cft st] 1/4-28 x 2-17/32 in. 


th & .97 in. 


hdrm (Spec 21183A) (GFAE) 
rm (GFAE) (WS) 

opper asbestos annular 

iy ind sys valve box 

G PARTS 

- Plain stl light ser 1/4 in. bolt 
lat hd stl 1/4 x 21/32 in. 

lat|hd stl 1/4 x 23/32 in. 


Mmi Al al reg ser 7/16 in. bolt 


lain stl light ser 1/4 in. bolt 
at|hd stl 1/4 x 1-3/32 in. 
lat hd stl 1/4 x 1-9/32 in. 
at|hd stl 1/4 x 1-9/32 in. 
E hd stl 1/4 x 1-3/32 in. 


ს Air ind sys valve 


Revised 15 February 1957 


FIGURE ἆ 
INDEX 


NUMBER [MAJOR ASSEMBLY 


110-625503-23 


AN365-1032 
AN960-10 
AN3-7 
AN3-7 
AN509- 10-13 
AN509-10-15 
AN365-428 
AN960-416 
AN509-416-17 


110-6255 23 


#Alternate Parts 


Revised 15 February 1957 


T.O. 1C-119F-4 


GROUP POWER PLANT 


AIR INDUCTION SYSTEM VALVE BOX ASSEMBLY (cont) 


USAB 


με, Jie sese o | 


27/32 in. 


SERIAL NUMBERS 


51-2662 thru 51-8097 
51-8110А thru 51-8168A 
91-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8@09А 


51-2662 thru 51-2716 
51-8016 


51-7968 thru 51-8015 
51-2717 

51-8017 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-8098A thru 51-8168A 


51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8127A 


51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


Plate |- Air ind sys valve box fwd 
ATTACHING PARTS 
Nut - Self locking stl 10-32 
Washer + Plain stl reg ser No. 10 bolt 
Bolt 4 Acft stl 10-32 x 29/32 in. 
Bolt + Acft stl 10-32 x 29/32 in. 
Screw - შთ. flat hd stl 10-32 x 
зеен – 100” flat hd stl 10-32 x 31/32 in. 
Nut - Self locking stl 1/4-28 
W a + Plain stl reg ser 1/4 in. bolt 
Screw - 100° flat hd stl 1/4-28 x 1-3/32 in. 
Adapter - Air ind sys valve box 
E|ON 
DE MODEL DESIGNA TION 
A C-119G 
R4Q2 
B C-119G 
C C-119G 
D C-119G 
R4Q2 
E C-119G 
F C-119G 
R4Q2 
G C-119G 
H C-119G 
R4Q2 
J C-119G 
R4Q2 


Section H 
Group Assembly Parts List 


UN TS | USABLE 


ON 


ουσ 


CODE 


1335 


Section H 


Group Assembly Parts List 
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|PART NUMBER — — NUMBER 


T.O. 1C-119F-4 


(ИКЕ GNE 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 
R4Q2 


C-119G 


PAGES 1337 AND 1338 DELETED 


51-2662 thru 51-8029 
51-8098A thru 51-8127A 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
51-8128A thru 51-8168A 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2671 
51-8098A thru 51-8168A 


51-2672 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8128А thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 

131662 thru 131719 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
53-8116 thru 53-8156 
IK-441 δι IK-442 
131662 thru 131719 


52-5922 & 52-5923 

52-5927 thru 52-5954 
52-6048 thru 53-7884 
53-8069 thru 53-8115 
IK-443 & Subsequent 


IK-441 & Subsequent 


51-2662 & Subsequent 
131662 thru 131719 


52-5923 

53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 
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T.O. 1C-119F-4 Section H 


Figure 380. Fuel System Installation - Demountable Power Plant 


Revised 1 September 1956 1339 


Section H T.O. 1C-119F-4 
Group Assembly Parts List 


Figure & |9ROUP _ POWER PLANT PE 
II [MAJOR ASSEMBLY FUEL SYSTEM INSTL - DEMOUNTABLE POWER PLA ке жы 
PART NUMBER 12345 6 | 


110-680501° Demountable power plant (See fig. 370) 
110-680501-150 e el sys intake drain 1/2 OD x . 035 x 6. 00 in. 
110-680501-170 ё Fuel sys intake drain 1/2 OD x . 035 х 10. 00 in, 


784-8 
784-17 
AN742D19C 


АМ815-8р 
AN919-10D 
USAF934-12 
AN937D8 $ 
AN6264-4-16. 00 ¢ Assy - Fuel med high press. stl swivel ftg for 1/4 OD 
tubing x 16. 00 in. 

AN6264-4-10. 50 ὁ Assy - Fuel med high press. stl swivel ftg for 1/4 OD 
tubing x 10, 50 in. 

AN6264-4- 18, 00 e Assy - Fuel med high press. stl swivel ftg for 1/4 OD 
tubing x 18, 00 in. 

AN8 23-4 w + Flared tube & pipe thd 45° 

AN822-4 ared tube & pipe thd 90° 

AN912-1 
110-680501-130 
110-680501-190 


184-6 


AN815-6D 
AN6264-6-16. 50 


AN'142-12C 
ÀN'142-38C 


AN823-6 ed tube & pipe thd 45? 
110-680501-110 Fuel pump drain 1/4 OD x . 035 x 19. 00 in. 
PARTS 


784-6 
184-4 
184-4 


AN815-4D i d tube 

AN6264-4-21. 00 ed high press. stl swivel ftg for 1/4 OD tubing 
in, 

AN6264-4.18, 00 el med high press. stl swivel ftg for 1/4 OD 


AN816-4 
ΑΝΘ 264-20D37, 50 


AN816-21 
49F9798-52 
AN815-4D 
AN938D4 
AN924-4D 
78-790031-3 
USAF 934-8 i ΓΟ ring gasoline δι kerosene res 
USAF934-191 i "Ol ring gasoline & kerosene res 


1340 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


. 90 in. АП 
- ed tube & pipe thd 45° All 
110-683069 - d fuel sys All 
9159AAC - (CH) (700 gph power driven fuel) (AN4102-1) АП 
AN6264-20D20. 50 
OD tubing x 20. 50 in. All 
AN6264-4-39. 00 e Аѕѕу + Med high press. stl swivel ftg for 1/4 OD tubing 
x 39.00 m. R 
MS28741 -4-0190 ‘Hose [Assy + Detach. end ftg med press. Q 
AN6264-4-4'1, 00 Hose Assy + ite high press. stl swivel ftg for 1/4 OD tubing 
x 47.00 in. R 
AN822-4 Elbow - Flared tube & pipe thd 90? R 
AN823-4D Elbow - ΕἸ rt tube & pipe thd 45° R 
AN823-4 Elbow - [Flared tube & pipe thd 45° Q 
Elbow - Int|& ext pipe thd 90° Q 
Elbow - [Flared tube & pipe thd 90° Q 


(Continued on figure 381) 


ngine Change for Air, Force, Navy and India 
ngine (Change for Air Force 

hgihe ფაფის for Air Force and India 

ngine Chànge for Air Force and Navy 


Ei CI ΕΙ ΞΙ 


E ON 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-2667 


51-8098A thru 51-8168A 


C-119G 51-2668 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


C C-119G 51-2662 thru 51-2699 
51-8098A thru 51-8168A 


D C-119G 51-2700 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2662 thru 51-8030 
51-8098A thru 51-8122A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


R4Q2 131662 thru 131689 


C-119G 51-8031 thru 51-8097 
51-8123A thru 51-8168A 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 


131690 thru 131719 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 


NUMBER 


1342 


T.O. 1C-119F-4 


GROUP POWER PLANT 


MAJOR_ASSEMBLY 
PART NUMBER 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 
R4Q2 

C-119G 
C-119G 
C-119G 
R4Q2 

C-119G 
C-119G 
R4Q2 

C-119G 


51-2662 thru 51-8097 
51-8121A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8120A 


51-2662 thru 51-8063 
51-8098A thru 51-8148A 
91-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 191119 


51-8149A thru 51-8168A 
51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 
51-8130A thru 51-8168A 
51-17365 & Subsequent 
ІК-441 ἃ Subsequent 
131662 thru 131719 


51-8098A thru 51-8129A 


51-2662 thru 52-5846 
52-6000 thru 52-6027 
131662 thru 131719 


52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 
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UN I TS | USABLE 
ON 


T.O. 1C-119F-4 Section Ἡ 
Group Assembly Parts List 
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Section II T.O. 1C-119F-4 


Figure 981. Demountable Power Plant Fuel System Installation 
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*110-680501 
AN6264-4-15.00 


AN'142-8C 
AN'142-11C 
45B23462-4 
110-680506 
10-2152-1 

AN6 264-6 -24. 00 


AN816-6-2 
AN6 264-6 -22. 00 


4.00 in 


Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


- Demountable power plant (See fig. 370) 
ed high press. stl swivel ftg for 1/4 OD tubing 


type sup. 
type sup. 


fuel press 

(ΑΠ) (Use for service replacement of lieu of part No. 
06 or 45B23462-4) 

Med high press. stl swivel ftg for 3/8 OD tubing 


d tube & pipe thd 
ed high press. stl swivel ftg for 3/8 OD tubing 


x 22.00 in. 

A ARTS 
AN'142-11C Β opitype sup. 
ANT42-8C : type sup. 


AN827-4D red tube | 
AN824-4D de . ube 

AN6264-4-36. 00 ed high press. stl swivel ftg for 1/4 OD tubing 

in. 


AN'142-10 
794-5 -2-8 
MS21919G4 
AN'142-10C 
AN'T42D6C 
184-3-4 


type sup. 


type sup. 
type sup. 


110-680504 


bi $ys rest. 

9552-16-23. 50 3 ) 

TS 

ocking thin stl 5/16-24 
lain stl reg ser 5/16 bolt 


AN364-524 
AN960-516 


FS4311-5 Sket + 3 bolt f1 

AN6289-20 Flared tube univ ftg 

USAF934-27 ing - О" ring gasoline & kerosene res 

AN6291-20 Hyd ftg] gasket back-up 

AN837-20 Flared tube & univ 45 deg. 

USAF 934-20 O"| ring gasoline & kerosene res 

USAF 934-27 O" ring gasoline & kerosene res 

AN924-16D d tube bhd & univ ftg 

AN837-16D d tube & univ 45 deg. 

AN893 -24D w thd reducer 

9107-AIA Fuel flow type J-2 (Range 300 to 3000 gph) 
5-0) (Spec 21265) (ECP) (GFAE) 
9112-14-AIA ἡ Fuel flow type J-4 (Spec MIL-T-5752) (ECP) 


TS 

AN365 -428 ing stl 1/4-28 
AN960-416L lain stl light ser 1/4 in. bolt 
NAS43DD4 -24 ай 1/4-28 x 24/32 in. 
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Section II 


Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


AN4-6A 


AN4-7A 


AN4-3A 


AN4-10A 


1346 


110-680503 
110-680507 -1 
110-680507 -51 


AN363-428 
AN960-416L 
AN960-416 


110-680503 -30 
110-680507 -41 


AN363-428 
AN960-416 


110-683006 -30 


AN363 -428 
AN8013D2 
AN8008D8 


T.O. 1C-119F-4 


POWER PLANT 


| 
ATTACHING PARTS 
Nut 


5 შთ” Assy + Fuel sys flow meter 
τ. Assy + Fuel sys flow meter 


rt Assy + Fuel sys flow meter 
680507 –1 or 110-680503 
-| Self lpcking high temp stl 1/4-28 


{1811 1/4-28 x 29/32 in. 


lt bee 
Su re hs sy - Fuel flow meter 
r 


Su ρέει Assy - Fuel flow meter 


ARTS 


г - Vb ins stop 
r - Vb ins stop 


Balt Ар st] 1/4-28 x 1-1/32 in. 


e for Air Force & India 


ngine Change or Air Force 


qk ng ne CHange or Air Force & Navy 


USABLE O 
сфр MODEL DESIGNATION 
A C-119G 
B C-119G 
R4Q2 
С C-119G 


PAGES 1346A AND 1346B DELETED 


GROUP 


se for service replacement in lieu of part No. 110- 


- Blain stl light ser 1/4 in. bolt 
г |- Plain stl reg ser 1/4 in. bolt 
sd t RE stl) 1/4-28 x 25/32 in. 


Suppart Assy - Fuel flow meter 

ATT CHIN RTS 
Nut -| Self locking high temp stl 1/4-28 
Washer |- Rlain stl reg ser 1/4 in. bolt 
Bolt + Acft|stl 1/4-28 x 15/32 in. 


3 locking high temp stl 1/4-28 


ngine| C ange for Air Force, Navy & India 


SERIAL NUMBERS 


51-2662 thru 51-2716 
51-8016 
51-7968 thru 51-7995 


51-8098A thru 51-8168A 


51-7996 thru 51-8015 
51-2717 

51-8017 thru 52-5891 
52-6000 thru 52-6035 
53-3195 thru 53-7842 
53-8117 thru 53-7156 
IK-443 & Subsequent 
131662 thru 131719 


52-5892 thru 52-5954 
52-6036 thru 53-3194 
53-7843 thru 53-8116 
IK-441 & IK-442 


p 


mom momomox 
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FIGURE & [GROUP _POWER PLANT 
წესი MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT FUEL SYSTEM INSTL (cont) 
L 2 3 4 6 
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T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 
R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


Section П 


Group Assembly Parts List 


51-2662 thru 51-8029 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
51-8154A thru 51-8168A 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8038 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8093 
IK-441 & IK-442 
131662 thru 131719 


52-5922 thru 52-5923 
53-3166 thru 53-7884 
53-8094 thru 53-8156 
IK-443 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-9982 
131662 thru 131719 


52-5922 thru 52-5923 
93-3136 & Subsequent 
IK-441 & Subsequent 


51-8038 thru 51-8097 
52-5840 thru 52-5954 
52-6016 thru 53-3210 
53-8069 thru 53-8130 
IK-441 & IK-445 


93-3211 thru 53-7884 
53-8131 thru 53-8156 
IK-446 & Subsequent 


53-7864 thru 53-7884 
IK-456 & Subsequent 


51-2662 

53-8069 thru 53-8156 
IK-441 thru IK-455 
131662 thru 131719 


UN I TS| USABLE 


1347 


Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
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Figure 382. Demountable Power Plant Oil System Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & GROUP POWER PLANT 


UN I TS USABLE 
AN EN MAJOR ASSEMBLY | DEMOUNTABLE POWER PLANT - OIL SYSTEM INSTL მამ 


PART NUMBER i 2 3 4 5 6 


*110-670501 1 етп 11501 + Demountable power plant (See fig. 370) 
9556-32-26.00 ) სდა 

А ARTS 
AN365-524 lf locking stl 5/16-24 
AN364-524 
AN960-516 2 il- Blain stl reg ser 5/16 in. bolt 


10A950218-32- 
30.00 ) (AQ) 
350A950218-32- 
29.00 (AQ) (Use for spares in lieu of part No. 10A950218-32 
. 00) 
ARTS 

AN365-524 If locking stl 5/16-24 
AN960-516 - Plain stl reg ser 5/16 in. bolt 


950192-16-20.00 AQ) 
110-670501-210 emountable power plant oil sys 1.00 OD x .035 x 


in.| (Use with either Bendix or Ceco carburetor) | 
950192-16D24.69 à 


950192-16D21.69 0) 


950192-16D27.69 AQ) 
AN816-16-12D i Flardd tube & pipe thd 
9556-16-23.00 (Used on LS of eng) (AQ) 
9556-16-29. 50 ded on RS of eng) (AQ) 

TS 

AN5H5 st] 5/16-24 x 23/32 in. 
AN960-516 - Hlain stl reg ser 5/16 in. bolt 
MS 21919G32 Ldop|type sup. 

MS 21919G20 Ldop type sup. 


AN815-16D i Flared tube 
110-670501-190 ву - Demountable power plant oil sys st stl 1.00 OD x 
.085 x 36.00 in. (Use on LS of eng) 
110-670501-250 Sy |- Demountable power plant oil sys st stl 1.00 OD x 
.085 x T 50 in. 
110-670501-200 sy |- Demountable power plant oil sys st stl 1.00 OD x 
. 085 κ 38.00 in. (Use on RS of eng) 
110-670501-270 sy |- Demountable power plant oil sys st stl 1.00 OD x 
39.00 in. 
PARIS 
AN742-18C op|type sup. 
MS21919G16 Lqop type sup. 
AN742-38C Lqgop type sup. 
MS21919G36 | Ідор {уре sup. 


 AN816-4 i Flared tube & pipe thd 
{ AN823-41 Flared tube & pipe thd 45° 

AN6264-4-27, 50 y l- Qil med high press. stl swivel ftgs for 1/4 OD tube 
.90 in. 


110-670501-170 | | p - Oil sys breather line 


TS 
AN742-10C Looe sup. 


AN815-4D Union - Flared tube 
110-670501-10 Tube Assy- Démountable power plant oil sys starter drain line 
| 1/4 ουχ .025 x 19.50 in. 
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Section Π 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 


NUMBER 


MS21919G4 


& Part used in Q 


@ Part used in Q 


1350 


+ Part used in Өш 


T.O. 1C-119F-4/NAVAER 


GROUP POWER PLANT : 


MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT - OIL SYSTEM INSTL (Cont 
PART NUMBER 


ARTS 
p type sup. 


ge for Air Force 
ck Engine Сһапвв for Air Force 


m Engine Chahge for Air Force 


C-119G 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 
C-119G 


R4Q2 


C -119G 


** Acft with inte cheat " αν and Ceco carburetors 


MODEL DESIGNATION 


01-115CCB-4 


UN i TS] USABLE 


АП 


› Navy & India 


& India 


SERIAL NUMBERS 


51-2662 thru 51-2681 


51-2682 & Subsequent 
IK-441 δι Subsequent 
131662 thru 131719 


51-2662 thru 51-2681 
51-8098 thru 51-8129 


51-2682 thru 51-8097 
51-8130 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


91-2662 thru 51-2681 
51-8098 thru 51-8127 


51-2682 thru 51-8097 
51-8128 thru 51-8168 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8034 
91-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


51-2662 & Subsequent 
IK-441 & Subsequent 


131662 thru 131719 


91-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 
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Figure 383. Demountable Power Plant Electrical Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLAN 


UN I TS} USABLE 
PART NUMBER 
*110-741073 ლიონ” I | - Demountable power plant (See fig. 370) AB 
*110-745018 Electrical it - Demountable power plant (See fig. 370) Q 
AN5546-1 Bulb 1 Temp bay. lock type -50° to 300? C (LEN part No. 57B- 
| 10) (GFAIE) 8 
110-740010-835 Cable Assy |- Cowl flap & cyl hd heat temp (See fig, 391) A 
110-744077 Cable| Assy - ο... flap & cyl hd heat temp (See fig. 392) H 
110-744077 Cable Assy |- Cowl flap & cyl hd heat temp (See fig. 392) (Use 
for service гері in lieu of part Νο. 110-744077) J 
110-744077-50 Cable|Assy |- Cowl flap & cyl hd heat temp (See fig. 392) AA 
110-744077-90 Cable|Assy - Cowl flap & cyl hd heat temp (See fig. 392) AE 
#110-740010-705 Cable! Assy i- Ign circuit firewall disc to eng mag (See fig. 391 
& 392 w 
#110-744354-1 Cable Assy |- Ign circuit firewall disc to eng mag (See fig. 392) V 
110-744276-11 Cable Assy |- Eng accessory plate to eng stud AK 
110-740010-902 Cable|Assy - Firewall to prop. heater (See fig. 391) AH 
110-744007-11 CablelAssy|- Firewall to prop. heater (See fig. 392) AK 
110-744273-1 CableiAssy - Prop. circuit reverse lock pin (See fig. 392) AK 
AN3066-6 Nut - [Plain hex conduit coupling AK 
AN3058-6 Conpling|- Conduit straight AK 
AN3066-16 Ми - Plain +. conduit coupling AK 
AN3062-16 Coupling] - Co duit 90° AK |I 
AN3057-6A Adapter + Elec accessory to cable AK 
AN3420-6 . IBushing + Cable AK 
110-740010-913 Cable #98V - AC eng (See fig. 391 & 392) E 
110-744074 (Cable! Assy |- im eng (Use for service repl in lieu of part No. 
11¢-740010-913) (See fig. 391 δι 392) F 
110-744074-10 саре Assy Γ AC eng (See fig. 392) AC 
110-740010-673 CablelAssy |- Gen. starter, water injection & carb air temp (See 
fig; 391 & 392) E 
110-744073 Cable; Assy - Gen. starter, water injection & carb air temp 
(Use for service repl in lieu of part No. 110-740010-673) 
(See fig. 391 & 392) T 
110-744073-10 . eae ASSy |- беп, starter, water injection & carb air temp 
(See fle. 392) U 
110-744073-30 Cable|Assy |- Gen. starter, water injection & carb air temp 
(See fig. |392) AD 
110-744073-50 Caple Assy - Gen. starter, water injection & carb air temp 
(U$ed|with part No. 110-744073-70 & -110 for Spares in 
Ней of part No. 110-744073-10 δι -30) АЕ | 
110-744073 -70 Cable|Assy - Gen. starter, water injection & carb air temp 
[ (See fig. 392) (Used with part No. 110-744073-50 & -110 l 
for spares in lieu of part No. 110-744073-10 & -30) AE 
110-744072-110 Cable|Agsy |- gen starter, & carb air temp (See fig. 392) (Use 
with part No. 110-744073-50 & -70 for spares in lieu of 
part No. }110-744073-10 & -30) AE 
#110-740010-651 Cable'Assy l- Gowl flaps fire detector (See fig. 391 & 392) w 
#110-744353-1 cae Assy |- Cowl flaps fire detector (See fig. 392) V 
4110-740010-945 Cable Assy |- Ign circuit scintilla breaker to firewall (See fig. 
391 & 39b) x 
#110-744370-1 Cable Assy |- Ign circuit scintilla breaker to firewall (See fig. 
392) E V 
N49165-22 ‘Clamp (UC) K 
N49165-22 сш; (UC) R 
110-741073-10 B et Assy + Elec sys АП 
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Section II 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


383 


1354 


PART NUMBER 


GROUP POWER PLANT 
MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT ELECTRICAL INSTL (Cont 


# Alternate Parts 


+ Part used in qui¢k engine 


& Part used in quick ხი ind change ior Air Force 


@ Part used in quitk engine c 


C-119G 


change fbr Air Force, Navy & India 


% Part used in quik on ας tor Air Force and Navy 


ange for Air Force & India 


USABLE ON 
C DE MODEL DESIGNATION 
А C-119G 
R4Q2 


UN I TS| USABLE 


SERIAL NUMBERS 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
131662 thru 131719 


91-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 


51-8030 thru 51-8097 
52-5840 thru 52-5954 
52-6001 thru 53-7863 
53-8069 thru 53-8156 
ІК-441 thru IK-455 
131662 thru 131719 


51-8053 thru 51-8088 
51-17365 thru 51-17367 
52-6000 thru 52-6023 


51-8089 thru 51-8097 
52-5840 thru 52-5921 
52-5924 thru 53-3165 
53-8069 thru 53-8081 
IK-441 thru IK-442 


51-2662 thru 51-8034 
51-17365 thru 51-17367 
92-6000 thru 52-6015 

131662 thru 131719 


53-3211 thru 53-7863 
53-8069 thru 53-8130 
IK-446 thru IK-455 


51-8125 thru 51-8168 


51-8035 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 
51-8128 thru 51-8168 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FIGURE & [GROUP POWER PLANT 
ADEX {MAYOR ASSEMBLY м = POWER PLANT ELECTRICAL INSTL (Cont, 
PART NUMBER 23 4 w sss 6 


C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 
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MODEL DESIGNA TION 


Section Π 


Group Assembly Parts List 


SERIAL NUMBERS 


51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8030 thru 51-8097 
52-5840 thru 52-5888 
52-6001 thru 52-6035 
131662 thru 131719 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 53-3165 
53-8069 thru 53-8093 
IK-441 and IK-442 


52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 
IK-443 & Subsequent 


51-2662 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
IK-441 and IK-442 
131662 thru 131719 


52-5908 thru 22-5954 
52-6043 & Subsequent 
IK-441 & Subsequent 


92-5922 thru 52-5923 
53-3166 thru 53-3210 
53-8082 thru 53-8130 
IK-443 and IK-445 


51-2662 thru 51-8097 
51-8098 thru 51-8124 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


53-7864 thru 53-7884 
IK-456 & Subsequent 


52-5922 thru 52-5923 
53-3166 thru 53-3210 
93-8094 thru 53-8130 
IK-443 thru IK-445 


53-3211 thru 53-7884 
53-8131 & Subsequent 
IK-446 & Subsequent 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & | GROUP POWER PLANT 


ER MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT ELECTRICAL INSTL (Cont. ) 


CODE 
PART NUMBER 


383 USABLE ON 


UN | Τὸ | USABLE 
ON 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 53-3210 
53-8069 thru 53-8130 
IK-441 thru IK-445 

R4Q2 131662 thru 131719 


C-119G 53-7860 thru 53-7884 
IK-458 & Subsequent 


R4Q2 131662 thru 131719 


C-119G 51-2662 & Subsequent 
IK-441 & Subsequent 
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Section II 


Figure 384. Demountable Power Plant Fire Extinguisher Installation 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


POWER PLANT UN I TS] USABLE 


mE MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT FIRE EXTINGUISHER INSTL წა 
| 234 5 6 
384 *110-772124 Fire Extinguisher Instl - Demountable power plant (See fig. 370) Ref 
- 1 AN6271-16-28.00 ' Hose Assy + Hyd & pneu stl swivel ftgs for 1.00 OD tube х 28. 00 
in, @1 С 
390A-16SSW-28 | Нове Assy (AQ) $1 | D 
ATTACHING PARTS 
- 1A |  #M742C22 Clamp -| Loop type sup. @1 G 
- 2 AN6271-4-36.00 Hose Assy + Hyd & pneu stl swivel ftgs for 1/4 OD tube x 36. 00 
| їп | @1 С 
350-4SSW-36 Hose Assy (AQ) $1 D 
- 3 AN6271-5-15.00 Hdse |Assy - Hyd & pneu stl swivel ftgs for 5/16 OD tube x 
15.00 in. @2 ο 
350-5SSW-15 Hase ‘Assy (AQ) $1 | D 
- 4 AN919-3D Reducer’ - pat thd flared tube @2 ο 
AN919-3 | Rdduéer| - Ext thd flared tube $ | p 
- 5 AN815-4D Union - Flared tube &1 Е 
- 6 AN833-4 um -|Flared tube & bhd univ 90° 41 F 
- 7 AN924-4 Nut - Flared tube bhd & univ ftg +1 F 
- 8 AN6290-4 Gasket - ο... thd tube ftg boss +3 
- 8А 110-772123 Ring Assy + Eng fire ext sys +1 
ATT CHING PARTS 
- 9 AN742-10 Clamp -| Loop itype sup. +9 
-10 110-772123-10 Segment| Agsy - Fire ext sys ring +1 
-11 110-772123-30 Segment] Adsy - Fire ext sys ring 1 A 
110-772123-70 Segment| Assy - Fire ext sys ring (Use for spares in lieu of 
part No. 110-772123-30) +1 в 
-12 110-772123-50 Segment Assy - Fire ext sys ring 1 A 
110-772123-90 Segmenti Assy - Fire ext sys ring (Use for spares in lieu of 
part No. 110-772123-50) +1 B 
ATTACHING PARTS 
-13 AN3 63-1032 Nut -|Self locking high temp stl 10-32 +9 
AN960-10 Washer Plain stl reg ser No. 10 bolt +9 
AN3-4A Balt + Arft|stl 10-32 x 17/32 in. +9 
+Parts used in Quick Engine hange|for Air Force, Navy & India 
$Parts used in Quitk Engine Change [for Navy 
&Parts used in Quick Engine Change|for Air Force 
@Parts used in Quick [En ine Change for Air Force & India 
USABLE ON MODEL SPECIFICATION SERIAL NUMBERS 
CODE 
A C-119G 51-2662 thru 51-2695 
B C-119G 51-2696 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 
| 
C | C-119G 51-2662 & Subsequent 
| IK-441 & Subsequent 
| D R4Q2 131662 thru 131719 
Е | C-119G 51-2662 thru 51-2667 
| | 
| 
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Section II T.O, 1C-119F-4 


Group Assembly Parts List 


FIGURE & GROUP POWER PLANT 
სსს [MAJOR ASSEMBLY _ DEMOUNTABLE POWER PLANT FIRE EXTINGUISHER INSTL (cont 
ara 7 ყყ+–””"""ფს"''”ლ“ი“ძ 1 


UN I TS] USABLE 


384 
MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2668 & Subsequent 
IK-441 & Subsequent 
R4Q2 131662 thru 131719 


C-119G 52-5923 
53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 
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T.O. 1C-119F-4 Section II 


Figure 385. Lines Installation - Demountable Power Plant 
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Section II 


Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


1362 


T.O. 1C-119F-4 


GROUP POWER PLANT 


MAJOR ASSEMBLY LINES INSTL - DEMOUNTABLE POWER PLANT 


PART NUMBER 


*110-626500 
AN6264-6-22. 00 


М521919Н11 
110-710403 


USAF934-8 
USAF934-193 
USAF934-193 
USAF934-191 
AN924-6D 
AN833-6D 
AN6264-4-14.00 


AN815-4D 
USAF934-9 
USAF934-191 
AN6264-4-32.00 


MS21919H8 
184-3-10 
AN'142-10C 
AN742D10C 
754-6 -2-8 
754-8-2-8 


AN826-4D 
AN822-4D 
AN5832-2 
AN929-2 
110-710151 
110-626504-3 
AN6227B7 
AN924-4 

No Number 
ST2C 


AN515 -6 -6 
AN960-6 


#No Number 
#М528005 -1 
ST6B 


AN515-6-12 
AN960-6 


No Number 
MS28005-3 
ST4E 


AN515-6-12 
AN960-6 


Li 


> 
-H— 


$HuddzZyuadao.- 


> 
— J 


292933533 = 


- оо power plant іпѕі (See fig. 369) 
y r Fuel med high press. stl swivel ftg for 3/8 OD 
e : 22.00 in. 

ARTS 


Lqop type sup. 


- De 


о 


> "o" 
- "o" 


ountable power plant inst (Made from part No. 
-4) 

ring gasoline or kerosene res 

ring gasoline or kerosene res 

ring gasoline or kerosene res 

ring gasoline or kerosene res 


hred tube bhd & univ ftg 
tube & bhd univ 90 deg. 


uel med high press. stl swivel ftg for 1/4 OD tube 


Flare 


ring gasoline or kerosene res 
ring gasoline or kerosene res 
il med high press. stl swivel ftg for 1/4 OD tube 
n. 
TS 
type sup. 
. (AP) 
type sup. 
type sup. 
sup. (AP) 
sup. (AP) 


T with pipe thd on run 


Ü g ti z t: Ὦ 


red tube & pipe thd 90 deg. | 
88. ga lines bleeder & filler check 


ке = 


press. gà (Made from part No. 43A14984) 
r plant oil press. trans 


Torque meter type D-5 (Spec 21341) (GFAE) 
Torque meter (UG) (GFAE) 
TS 


= = mi m m: > > g O 


stl reg ser No. 6 bolt 


ee ი. Fuel press. type M-1 (Spec 21165A) (GFAE) 
Нег 1 Fuel press. (Spec 5882A) (GFAE) 
Fuel press. (MS28005-4) (UG) (GFAE) 
TS 
chird hd stl 6-32 x 3/4 in. 
in stl reg ser No. 6 bolt 


г – Oil press. type F-3 (Spec 21141A) (GFAE) 
Oil press. (Spec MIL-T-5790A) (GFAE) 
Oil press. (MS28005-3) (UG) (GFAE) 

TS 
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FIGURE ἆ 
INDEX 
NUMBER 


GROUP 
MAJOR ASSEMBLY 


PART NUMBER | 2 3 ს 5 6 


110-710412-30 


AN365 -832 
AN960-8 
AN960-10 
AN8013-1 
AN525 -832-18 


110 -626502-3 
110 -626502-10 


AN'142-28 
FS1714-28 
AN'142-26 
FS1714-26 


AN6264 -4-30.00 


AN'142-8 
AN'42-11C 


110-626501 
110 -626503 
AN902-12 

AN6291-12 


1 Parts used in Q 


&Parts used in Q 


(Parts used іп Q 


@Parts used in Q 
¢Parts used in Q 


#Alternate Parts 
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T.O. 1C-119F-4 


POWER PLANT 
LINES INSTL - DEMOUNTABLE POWER PLANT 


ATTACHING PA 
Clamp - Lqop 


C18 
Clg 
Cila 


Atej - Insti t 
Plate} Assy 


Rack Assy |- 

TACHING PAR 
Nut (>) lock 
w г |- Biaip stl reg ser No. 8 bolt 
Washer |- 
Washer |- ij 
Washer hd stl 8-32 x 1-1/8 in. 


Section П 


Group Assembly Parts List 


uel, oil & torque press. trans 


TS 
ing stl 8-32 


s stop 


ans mtg 


110-026502-3) 


-| Loop 


TS 
type sup. 


- Plain heavy loop type 


type sup. 


+ Plain heavy loop type 


lain stl reg ser No. 10 bolt 


- Inst trans mtg (Use for spares in lieu of part No. 


9030 #55V |- Med high press. stl swivel ftg for 1/4 OD tube x 


ck|Eng 


50. Pal 
Clamp 4 Loop 


ARTS 


type sup. 
type sup. 


Inst lines man. press. rest. 
untable power plant inst lines 


d tube univ ftg 
gasket back-up 


ne Qha ре for Air Force 
bine dha gd for Air Force & Navy 


gine Change for Air Force & India 


ck| Engine Change for India 


gine Cha gd for Air Force, Navy & India 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 


C-119G 


51-8098A thru 51-8168A 
52-5922 thru 52-5923 
52-5927 thru 52-5954 
52-6048 & Subsequent 


51-2662 thru 51-8097 
51-17365 δι Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8168A 


UN | TS| USABLE 


1363 


Section II 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT 


nn MAJOR ASSEMBLY LINES INSTL - DEMOUNTABLE POWER PLANT (cont 
PART NUMBER i234 5 6 


| 


1964 


T.O. 1C-119F-4 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 


C-119G 


R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 
R4Q2 


C-119G 


51-8098A thru 51-8168A 


51-8030 thru 51-8097 
51-8140A thru 51-8168A 
52-5840 thru 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8030 
51-8098A thru 51-8127A 
51-17365 thru 51-17367 
52-6000 thru 52-6003 


51-8031 thru 51-8097 
51-8128A thru 51-8168A 
52-5840 thru 52-5954 
52-6004 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8054 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


51-2662 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8052 
51-8098A thru 51-8168A 
91-8053 

51-17365 thru 51-17367 
52-6000 thru 52-6015 
131662 thru 131719 


51-2662 thru 51-2667 
51-8098A thru 51-8129A 


51-2668 thru 51-8097 
51-8130Α thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 121719 


52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 
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UN | TS| USABLE 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT 


UN I TS| USABLE 
canes MAJOR ASSEMBLY LINES INSTL - DEMOUNTABLE POWER PLANT mea e я 


PART NUMBER –>>>>>---_>_>_–>” 3 4 5 6 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8097 
51-17365 thru 52-5846 
52-6000 thru 52-6027 

R4Q2 131662 thru 131719 


C-119G 52-5847 thru 52-5954 
52-6028 & Subsequent 
IK-441 & Subsequent 


52-5907 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


IK-441 & Subsequent 


51-2662 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-17365 thru 52-5921 
52-5924 thru 52-5926 
52-6000 thru 52-6047 
131662 thru 131719 


51-8054 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 


C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3154 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 


53-3155 & Subsequent 
IK-443 & Subsequent 
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666) 


Figure 386. Demountable Power Plant Engine Controls Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & |9ROUP — ENGINE UNITS| USABLE 
INDEX | MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT ENGINE CONTROLS INSTL ON 


NUMBER CODE 
PART NUMBER 
*110-630501 Controls 11811 ο... power plant eng (500 tig. 370) E 
*110-630566 Controls Instl emountable power plant eng (See fig. 370) F 
110-630501-50 Tube| Assy i conl 1/4 OD x . 028 x 11. 00 in. 0 
110-630501-10 Tube| Agsy ng conl 1⁄4 OD x . 028 x 5. 00 in. B 
110-630566-10 | Tübe| Assy |- fing conl 1/4 OD x . 028 x 11. 00 in. K 
MS28741 -4-104 Hose Adsy |- Detach. end ftg med press. 1/4 OD x 3/16 ID x 
50 in. (Use for spares in lieu of part No. 110-630501- 
50  110-630566–10) H 
AN822-4-4 Elbow -| Flardd tube & pipe thd 90° All 
AN924-4D Nut 4 Flared tube bhd & univ ftg All 
110-630519 | The Supchg tonl rest. B 
110-630579 ttir Supchg conl rest. A 
AN783-4 ube int thd on side A 
AN123862 | >. Α 
ΑΝ199 862 | Ring! ng B 
110-630501-30 - Eng conl 1/4 OD x . 028 x 16. 00 in. J 
110-630566-30 - Eng conl 1⁄4 OD x . 028 x 16. 00 in. K 
MS28741-4-120 | - , end ftg med press. 1⁄4 OD x 3/16 x 12 in. 
| (Use [от spares in lieu of part Νο. 110-630501-30 & 
630566-30) Μ 
AN822-4D | Flàrgd tube & pipe thd 90° С 
AN822-4 | tube & pipe thd 90° D 
AN912-3D educer R 
AN912-3 =>. C 
110-630061 ucer supchg conl 5 
AN924-4D d tube bhd & univ ftg АП 
AN832-4D i гей tube 3/8 bhd δι univ All 
AN123862 i acking E 
#24793 [chs conl (АР) (Use for spares in lieu of part No. 
565) P 
#1359-526565 - Solenoid actuated supchg (PA) Q 
TING PARTS 
AN365-1032 lf locking stl 10-32 All 
AN960-10 her |- Plain stl reg ser No. 10 bolt All 
AN3-7A | st] 10-32 x 29/32 in. All 
AN316-5R | heck stl 5/16-24 R thd (Use with AP valve part Νο. 
793) All 
ING PARTS FOR PART No. 110-630053-50 MIX. PUSH 
HOWWN ON FIGURE 64 
AN3 20-3 | ΤΕ stl 10-32 All 
AN970-3 lat stl No. 10 bolt All 
AN960-10 - Plain stl reg ser No. 10 bolt All 
AN23-19: levis stl 10-32 x 1-7/32 in. AM 
FS106843-. 580 |- Spacer stl . 2490 OD x . 1900 ID x .58 in. All 
ARTS FOR PART NO. 110-630053-70 THROT. PUSH 
WIN ON FIG. 64 (CECO & BENDIX CARB. INSTL) 
AN310-4 | | Halted airframe stl 1/4-28 (Outbd when installed on 
| carb. ) ** 
AN320-4 i Кш shear stl 10-55 (Used on part Νο. 110-630050-21) X# 
110-630501-11 | enjountable power plant eng conl ** 
110-630566-7 E - Deniountable power plant eng conl ** 
AN960-416 Wi - Plain stl reg ser 1/4 in. bolt ** 
AN4-13 i Balt + Acftisti| 1/4-28 x 1-13/32 in. (Bolt installed from inbd 
side ხი CECO instl) ** 
AN24-19 lt + Akft|clevis stl 1/4-28 x 1-7/32 in. (Used on part No. 
| 110-630050-21) ** 
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Section П T.O. 1C-119F-4/NAVAER 01-115ССВ-4 
Group Assembly Parts List 


FIGURE & [GROUP ENGINE 


INDEX 
NUMBER 


UNITS] USABLE 
MAJOR ASSEMBLY _DEMOUNTABLE POWER PLANT ENGINE CONTROLS INSTL (Cont) ON 


PART NUMBER 


CODE 


FS105884-, 12 paper stl , 50 OD x .120 ID x .12 in. 


ATTAC ING PARTS FOR THROT. CONL ROD ASSY TO LEVER 
P Ер О. 1110-630507-21 
f 


** 


AN320-3 DE A δε 51 10-32 * 
AN960-3 Washer |- Plain stl reg ser No. 10 bolt * 
AN23-16 


Bolt F Clevis ptl 10-32 x 1-1/32 in. 


110-630507-21 


ыер -|Eng throt. conl 


110-630050-21 Léver -|Eng throt. conl (When exhausted use part No. 
110-(30 50-23) ** 
110-630050-23 Lever -|Eng throt. 0001 (Use for spares in lieu of part Νο. 


110-630р50-21) 


XX 


# Alternate Parts 


* Parts used in G 


hanges for Air Force, Navy & India 


hanges for Air Force & Navy 
hanges for Air Force 


han es for Air Force & India 


% Parts used in Quidk ngine 


& Parts used in G 


e 
c 
pod. 
zu 
= 
еј 
99. 
κκ 
= 
თ 
оо а 


@ Parts used in Ç 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8097 


51-8128 thru 51-8168 

51-17365 & Subsequent 

IK-441 & Subsequent 
R4Q2 131662 thru 131719 


51-8098 thru 51-8127 


51-2662 thru 51-8029 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 ; 


51-8030 {һги 51-8097 
52-5840 {һги 52-5954 
52-6001 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
131662 thru 131719 


51-8053 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 


51-8098 thru 51-8168 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
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FIGURE გ [GROUP ENGINE 


MAJOR_ASSEMBLY DEMOUNTABLE POWER PLANT ENGINE CONTROLS INSTL (Cont) 


2 3 ს 5 6 


PART NUMBER 


386 


** Acft with intercha 
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C-119G 
R4Q2 


C-119G 
R4Q2 


C-119G 


C-119G 


R4Q2 
C-119G 
R4Q2 


C-119G 


R4Q2 


C-119G 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


IK-441 & Subsequent 
131710 thru 131719 


51-2662 thru 51-8034 
51-8098 thru 51-8168 
131662 thru 131697 


51-17365 thru 51-17367 
92-6000 thru 52-6011 


91-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 δι Subsequent 
IK-441 & Subsequent 

131698 thru 131719 


51-2662 thru 51-8034 
91-8098 thru 51-8168 
51-8055 thru 52-5954 
52-6000 thru 52-6011 
52-6016 & Subsequent 
IK-441 & Subsequent 

131662 thru 131709 


51-8035 thru 51-8054 
52-6012 thru 52-6015 
131710 thru 131719 


51-2662 thru 51-8034 
51-17365 thru 51-17367 
52-6000 thru 52-6011 
131662 thru 131719 


91-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 


BENDIX and CECO Carburetors 


NDIX and CECO Carburetors 


UN | TS] USABLE 
ON 
CODE 


1369 
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У ὦ 
ως 


i BE 
Css. 
SS All 


Figure 387. Demountable Power Plant Water Injection System Installation 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section II 
Group Assembly Parts List 


Figure & 1800р POWER PLANT 


UN I TS] USABLE 
ა. MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT WATER INJECTION SYSTEM INSTL a 


PART NUMBER Jj 2 3 4 5 6 


387 *110-685501 Watey Injection System Instl - Demountable power plant (See fig. 370) 
- 1 AN6264-4-15. 00 Hose Assy + Oil med high press. stl swivel ftg for 1/4 OD tubing 

| x 15. 00 in. 
- 2 MS28741-4-0144 Hose Er + Detach. end ftg for 1/4 OD tubing x 14. 50 in. 
- 2A AN6264-4-9. 00 Hose Assy + Med high press. stl swivel ftg for 1/4 OD tubing x 
9. 00 in. 
MS28741 -4-03 24 Hose As$y + Detach. end ftg for 1/4 OD tubing x 32. 50 in. 
ATTACHING PARTS 


- 2B MS21919G8 Clamp - Lopp type sup. 
- 3 M826 Switch (AEQ) 
- 4 AN823-4 Elbow ~ [Flared tube & pipe thd 45° 
- 5 555-2190 Switch -!(COE 
- 54 М528005-1 Trane - Press. synchro style 
ATTACHING BARTS 
- 5B AN515-6-8 Screw - Rd hd mach stl 6-32 x 1/2 in. 
AN960-6L Washer + Plain stl light ser No. 6 bolt 
- 6 AN823-4 Elbow - [Flared tube & pipe thd 45° 
- 6A AN924-4 Nut - Flared tube bhd & univ ftg 
- 6B AN833-4 Elbow - Flared tube bhd & univ ftg 90? 
- 6C AN815-4 Union|- Flared tube 
- 6D AN6290-4 Gapket - Straight thd tube ftg boss 
- 7 110-685501-10 Support Assy η Water inj sys 
- TA 110-685501-50 Support ism 4 Water inj sys 
ATTACHING PARTS 
- 8 AN742-28 Clàmp - Lopp type sup. 
AN742-27 Clamp - [Lopp ү вир. 
4ΑΝΤ4 5-28 Cham - Lobp type sup. 
#FS1714-28 C1 mp - Р1аіп heavy loop type 
- 9 110-685022-5 Bracket | Water inj sw mtg 
- 9A 110-685513-11 Bracket Assy - Water inj trans mtg 
-10 110-685021-50 Plate |Assy + Water inj sys sw mtg 
110-685021-30 | late |Assy + Water inj sys sw mtg 
-10A 110-685509-1 Plate Assy - Water inj sys sw mtg 
ο. P'ARTS 
-11 AN365-832 ut - Self ien stl 8-32 
NAS43-3-8 басе -|Screw & bolt 5/16 OD x . 049 x 1/8 in. 
AN8013D1 andr + Vb ins stop 
AN8013D1 Washer + Vb ins stop 
AN960-8 Walsher 7 Plain stl reg ser No. 8 bolt 
AN960-8 |. Wakshér 4 Plan stl reg ser No. 8 bolt 
AN525-832-18 Screw - Washer hd stl 8-32 x 1-1/8 in. 
AN525-832-16 Screw - Washer hd stl 8-32 x 1 in. 


) 
) 


-12 950002-12824. 50 Hoge Assy (A 
950002-12830. 00 Hose ssy (А 
-13 110-685511-3 iFitting -|Water inj sys special tee 
-14 AN816-4 Nipple - ი) tube & pipe thd 459 
-15 110-685029-3 Re ee ater inj sys 
-16 MS28741-4-0225 Нове Assy + Detach. end ftg for 1/4 OD tubing x 22. 50 in. 
-17 AN822-4D IE1bow - Flared tube & pipe thd 90° 
-18 AN825-4D Tee - Flar tube with pipe thd on side (Use with CECO carb. 
nly) 
-18A AN917-1D Тее - Did e thd (Use with Bendix carb. only) 
-19 АМ911-1 Ni ple -|Pipe thd (Use with Bendix carb. only) 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Group Assembly Parts List 


FIGURE & [GROUP POWER PLANT 


UNITS] USABLE 
საინ MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT WATER INJECTION SYSTEM meu КЛ 
PART NUMBER I 235 6 , (Cont) 


387 
-20 AN816-4D Flared tube & pipe thd (Use with Bendix carb. only) 7 
-21 110-685024 i A inj pump vent line adapter J 


# Alternate Parts 


pe for Air Force, Navy & India 


pe for Air Force 


for Air Force & Navy 


for Air Force & India 


gages for water injection system 


igages for water injection system 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 52-2888 
52-6000 thru 52-6035 
R4Q2 131662 thru 191719 


C-119G 51-8098 thru 51-8168 


C-119G 51-2662 thru 51-8097 
51-8098 thru 51-8111 
51-17365 thru 52-5888 
52-6000 thru 52-6035 

R4Q2 131662 thru 131719 | 


C-119G 51-8112 thru 51-8168 


C-119G 51-2662 thru 51-8097 
51-8112 thru 51-8168 
51-17365 thru 52-5888 
52-6000 thru 52-6035 
131662 thru 131719 


51-8098 thru 51-8111 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098 thru 51-8131 


51-8004 thru 51-8015 

51-2717 

51-8017 thru 51-8097 

51-8132 thru 51-8168 

51-17365 thru 52-5888 

52-6000 thru 52-6035 
R4Q2 ` 131662 thru 131719 


C-119G » 51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7884 
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FIGURE & [GROUP 


PART NUMBER 


387 
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I 2 3 4 5 6 


USABLE ON 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


POWER PLANT 


სას [MAJOR ASSEMBLY DEMOUNTABLE POWER PLANT WATER INJECTION SYSTEM INSTL 
(Cont) 


CODE 


J (cont) 


K 


AQ 


Section II 


Group Assembly Parts List 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 


R4Q2 
C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


C-119G 


R4Q2 


C-119G 


C-119G 


53-8103 thru 53-8156 
IK-441 & Subsequent 


131662 thru 131719 
51-2662 & Subsequent 


51-2662 thru 51-8052 
51-8098 thru 51-8168 
51-17365 thru 51-17367 
52-6000 ги 52-6015 
131662 thru 131719 


51-8053 thru 51-8097 
52-5840 thru 52-5954 
52-6016 & Subsequent 
IK-441 & Subsequent 


52-5889 thru 52-5954 
52-6036 & Subsequent 
IK-441 & Subsequent 


91-8053 thru 51-8097 
52-5840 thru 52-5888 
52-6016 thru 52-6035 


52-5889 thru 52-5921 
52-5924 thru 52-5954 
52-6036 thru 53-3154 
IK-441 thru IK-442 


52-5922 thru 52-5923 
53-3155 & Subsequent 
IK-443 & Subsequent 


53-7864 thru 53-7884 
IK-456 & Subsequent 


51-2662 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-455 
131662 thru 131719 


52-9889 thru 52-5954 
52-6036 thru 53-7863 
53-8069 thru 53-8156 
IK-441 thru IK-455 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 thru 53-7863 
53-8103 thru 53-8156 
IK-441 thru IK-455 


UN I TS! USABLE 


1373 
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gom DF, 


16 15 14 pa 


T 
(y e ος 


dc 


Figure 388. Pump Installation - Hydraulic System 3000 PSI Engine Driven 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE & 
INDEX 
NUMBER 


*110-730097 Hyd sys 3000 psi eng driven (See fig. 370) 
110-730097-10 - Hyd sys st stl 1/4 OD x .028 x 14.00 in. 
TS 
AN'42-6CB type sup. bonded 
#755-4-2-8 1 ine sup. (AP) | 
#MS21919G4 op type sup. 
784-4 i їпё вир. (AP) 


AN815-4 i d tube 

AN6271-4-25.00 Tiya & pneu stl swivel ftg for 1/4 OD tube x 25.00 in 
AN816-4 еа tube & pipe thd 

155-12 
155-125 


AN365-1032 ing stl 10-32 
AN960-10L n stl light ser No. 10 bolt 
AN520-10-7 ch rd hd stl 10-32 x 7/16 in. 


15081-12 ing -| Half (AQ) 
15584-12 ing - Half (AQ) 
155-25-12 bupling (AQ) 
AN6271-12- k 

34.50 - Hyd & pneu stl swivel ftg for 3/4 OD tube x 34.50in. 
PARTS 
ANT42D10C amp + L000 type sup. 
ANT42D19C ive type sup. 
AN742C19 ор type sup.. 


AN833-12 d tube & bhd univ 90? 
AN833-12D d tube & bhd univ 90? 
AN6289-12 ube univ ftg 
AN6289-12D be univ ftg 

AN6291 -12 
AN6290-12 ight thd tube ftg boss 
155-88 i (AQ) 

155-8 i 
ARTS 

AN365-1032 locking 511 10-32 

AN960-10L - ү stl light ser No. 10 bolt 
AN520-10-7 rd hd stl 10-32 x 7/16 in. 


15051 -θ i Half (AQ) 

15584-8 i Half (AQ) 

155-25-8 ling (AQ) 

AN6292-8-43.75 ‘hyd & pneu high press. (3000 psi) stl swivel ftg 
OD tube x 43.75 in. 

ARTS 

AN742D26C Loop type sup. 

ANT42D17C Loop type sup. 


AN833-8 Fiared tube & bhd univ 90° 
AN833-8D Flared tube & bhd univ 90* 
AN6289-8 Nut + Flared kabe univ ftg 
AN6289-8D t + Flared tube univ ftg 
AN6291-8 1 ftg gasket back-up 
AN6290-8 ight thd tube ftg boss 
AN893-16 i Belew thd reducer 
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Section II 
Group Assembly Parts List 


Fr@uRE & LGROUP POWER PLANT 
PUMP INSTL - HYD SYS 3000 PSI ENG DRIVEN (cont) 


NUMBER 
აეეევეე-– 


INDEX — | MAJOR ASSEMBLY 


388 AN893-16D 
-29 AN6290~-12 
-30 67L300-1 
-31 AN363-524 
AN960-516 
-32 AN4044-1 
+Part used in quick η 
&Part used in quick ehgine 
@Part used in quick engi 
| 
1376 


rew thd reducer 
aight thd tube ftg boss 


locking stl 5/16-24 
г + Plain stl reg ser 5/16 in. bolt 
XI eng accessory drive 


=> tok Air Force, Navy & India 
hangé for Air Force only 
| А, Air Force & India 


MODEL DESIGNATION SERIAL NUMBERS 


T.O. 1C-119F-4 


UN 1 TS] USABLE 


&1 C 
+1 A11 
+1 All 
+4 Al 
44 All 
1 All 


51-2662 thru 51-8097 
51-8102A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-8098A thru 51-8127A 


51-2662 thru 51-2716 
91-8016 
51-8098A thru 51-8168A 


91-7968 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-2716 
51-8016 

51-7968 thru 51-8003 
51-8098A thru 51-8124A 


51-8004 thru 51-8015 
51-2717 

51-8017 thru 51-8097 
51-8125A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 
131662 thru 131719 


51-2662 thru 51-8097 
51-8098A thru 51-8127A 
51-17365 & Subsequent 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


FIGURE ἆ 
INDEX 
NUMBER 


388 | 
MODEL DESIGNATION SERIAL NUMBERS 

C-119G IK-441 & Subsequent 

R4Q2 131662 thru 131719 

C-119G 51-8138A thru 51-8168A 

C-119G 53-3195 thru 53-7884 
53-8117 thru 53-8156 
IK-443 & Subsequent 
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) 

V M 
w 9 
κ 

სს) 
ჭა 
ას | 
Чү 
Nh | | 
ა. 
| 


FIGURE ἆ 
INDEX 
NUMBER 


MAJOR ASSEMBLY 


*110-820000 
18-820133 

110-820012 

110-820012-10 


110-820006 
110-820006-30 


*110-820019 
110-820019-10 
110-820009 
110-820018 

*110-820017 

110-820015 

110-820016 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


GROUP SPECIAL EQUIPMENT 


DUST EXCLUDER INSTL - SPECIAL EQUIP. 


Bag Assy - 
Channel As 


SABLE|ON 
CODE 


A 


C-119G 


Assy - Pitot tube 

Assy - Oil cooler scoop 

Assy - Oil cooler scoop (Use for spares in lieu of 

.| 110-820012) 

Assy - Carb air intake 

Assy - Carb air intake (Use for spares in lieu of 

‚| 110-820006) 

Assy - Main. tail pipe 

- Man. tail pipe 

Assy - Heater compt vents 
t Exclu Assy - Heater exhaust 

Bag et - Dust excluder stow. 

Dust excluder stow. 

$y - Dust excluder stow. 


MODEL DESIGNATION SERIAL NUMBERS 


51-2662 thru 51-8034 
51-8098A thru 51-8168A 
51-17365 thru 51-17367 
52-6000 thru 52-6011 

131662 thru 131689 


51-8035 thru 51-8097 
52-5840 thru 52-5954 
52-6012 & Subsequent 
IK-441 & Subsequent 

131690 thru 131719 


UN I TS] USABLE 


1379 
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NAS 322 R 22-60 


AN 146-80L AN 668-8 


ja G 
AN 667 AN =. 


NAS 303-33-646 AN 155-161. 


— NAS 303-35-465 NAS 303-34-104 


NAS 303-33-317 
LLL CD ee 


чар 


Ix. 
| NAS 303-36-200 | NAS 303-37-173 
ee = 


Wu 


x 
AN 155 AN 669 ПО-310737-7 ПО-310737-3 


= 3e 4p ft 1) 


s] 


Figure 390. (Sheet 1 of 7 Sheets) Control Cable Chart 
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T.O. 1C-119F-4 Section II 


AN 669 XI llO- 310737 - aD 
mm £ Е 
+ C 
@ë—— 668 XI AN 669 
= х ს ο ΞΘ rT 
Ë 7| 
AN 669 ХШ АМ 667 
πη 
ყი 11... c (ees 
G +- 
10-310737-3 | XIV. ΝΟ: 310737-3 


C 
XV 
AN 16! ΑΝ 155 ΑΝ 669 I0-3I0738-7 110-310738-3 


Ні иаи τή 


АМ 669 XVI II0-3I0738-3 
c 
+ С -j 
AN 669 ПО-30749-25 АМ 667 
Шр] — —n ს С ος > 
- С 4 
XVII 
ΒΑ 2258 ΑΝ 664 ΑΝ 669 
Ca ; : ΓΕ πι 
|- С წ) 
| XIX 
II0-3I0749-II0 ΑΝ 155 ПО-310749-130 
as tej mim. s гэ 
- A -| + 8 Ἴ 
G 
xx | 
ΑΝ 145 78- 129073. 78- 729107-3^" 658 
———- = 
ο 


Figure 390. (Sheet 2 of 7 Sheets) Control Cable Chart 
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Section II T.O, 1C-119F-4 


P | 
S AN 145 78-729107-3 78-729107-3 AN 658 
= х= Б у a Sa 
е 
2 668 AN 145 XXI 78-729107-3 AN667 
(Сэ C <t €e an n —— (Co) 
д 
Bm 
AN jus ПО-417031-21 ΑΝ 664 
&— T c 
I | 
„ 664 XIV AN 667 
EE = e + = em. 
ο 
AN 161 ΑΝ 155 XXV 110-422007-10 
С> | | γε — EX E 
Γ ο 
ΑΝ 663 XXVI AN 669 
E Yes 3 £— ——[ —TEj — HN 
. Я 
XXY 
AN 667 105- 630020- 20 AN 667 
Ee 
= Γ Β =| 
G: =| 
AN 667 AN 663 XXVI | ΑΝ 667 
coupe een 3 c LL А 
A -l 
C 
AN 667 AN 663 XXIX AN 663 AN 667 
A -- |. B Ἴ 
C 
xxx 
AN 667 leo 631014-1 АМ 667 
em pese ues -“ το 
— B -| 


- c 


Figure 390. (Sheet 3 of 7 Sheets) Control Cable Chart 
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T.O. 1C-119F-4 Section II 


& ч) 3 Cc გ 
XXXI 
AN 669 FAC 2470-10 AN 669 
Ш LL D c ç 1 у I 
A 
a C А 
XXXII 
A | "> > 
Š | 
AN 664 78-729109 XXXIV. AN 669 


AN 668 1I0-726057 XXXV рд 2487 AN 668 
დ IL alll I == 
[ Š = Ч 
XXXIX 
AN 667 RA 2487 =.” I AN 667 
Ὁ 809001397 | ' 
ы С 
АМ 669 ВА 2487-3 АМ 669 
ыз {ж жор LL. 
| | . 


Figure 390. (Sheet 4 of 7 Sheets) Control Cable Chart 
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ΒΑ 2487| 


I0C-7200!5-50 


ΜΕΝ I0-72000!-30 © 
АМ 155 ΑΝ 669 _ 10-727405-0 AN 669 АМ155 


| 


| IO-720001- 30 


AN 664 


RA 2487 AN 664 AN 664 


s ec 


Figure 390. (Sheet 5 of 7 Sheets) Control Cable Chart 
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T.O. 1C-119F-4 Section II 


L RA 2487 | 


ο 
LI 
78-729107 AN 6 
GN 78-72910 69 
= [——k = “τε πι 
s. 
ο 


LII 


| ° | 78-729107-3 
— 


RA 1547A AN 664 


У -3 10-726234-3 LIV 
EFA 78 fay 


dm 
RA 1547 A -——A—| 


| AN 658 


78-729109 


Figure 390. (Sheet 6 of 7 Sheets) Control Cable Chart 
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RA 4036 


pullo 


C νο s 
ή ΑΝ Ι46 


ep τη sm LL LC. 


G 


LXIII ΑΝ 669 ΑΝ 155 
— 


ПО-729101-7 ΑΝ 664 


5107417081 


MA. > 
E A 


G 


C 
LXIV | 
110-417081 apes 
ΑΝ 669 PC 


Figure 390. (Sheet 7 of 7 Sheets) Control Cable Chart 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


CONTROL CABLE CHART (See figure 390) 


PART NUMBER 


78-311588 


78-313475 


78-724080 - 30 


78-724080-40 


78-724080-50 


78-727269-10 


110-310009-10 


110- 310035 
110-310620 


110-310623-10 


110-310737 


110-310737-30 


110-310737-50 


110-310737-70 


110-310737-90 
110-310738 


110-310738-30 
110-310738-50 


110-310749-10 


110-310749-110 


110-310749-130 


110-310749-150 


110-310749-170 


TYPE 


XII 


XIII 


XIV 
XV 


XVI 


XIII 


XVII 


XIII 


XII 


хш 


хуш 
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CABLE SIZE 


3/32 (7 x T) 
NAS322R22-60 
1/16 (6 x Т) 
1/16 (6 x 7) 


1/16 (6 x 7) 


3/32 (7 хт) 
1/4 (7 x 19) 


3/16 (7 x 19) 
NAS303- 33-646 


1/16 (7 x 7) 


1/16 (7 x 7) 
1/16 (7 x 7) 
1/16 (7 x 7) 


1/16 (7 x 7) 
1/16 (7 x 7) 


1/16 (7 x 7) 
1/16 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 
3/32 (7 x 7) 
1/16 (7 x 7) 


1/16 (7 x 7) 


FITTINGS 


AN664-3 
AN669S3RH 


RA2487-2** 
DQ12* 
AN668-2 
RA2487-2** 
DQ12* 
AN667-2 
RA2487-2** 
DQ12* 
AN667-2 
AN669L3LH 
AN669L3RH 
AN146-80L 
AN668-8 
AN667-6 (2) 
NAS303- 33-317 
NAS303- 34-104 
NAS303-35-465 
AN155-16L 
NAS303-36-200 
ΑΝΙ55-168 
NAS303- 37-173 
110-310737-3 
110-310737-7 
AN669S2LH 
AN161-8RS 
ΑΝΙ55-88 
110-310737-3 
AN669S2RH 
AN668-2 
AN669S2LH 
AN66982RH 
AN667-2 
110-310737-3 (2) 
110-310738-3 
110-310738-7 
АМ155-85 
AN161-8RS 
AN669S2LH 
110-310738-3 
AN669S2RH 
AN669S2RH 
AN667-2 
AN669S3LH 
AN667-3 
110-310749-25 
AN669S3LH 
AN667-3 
AN669S3RH 
AN668-3 
AN667-2 
AN669S2LH 
AN669S2RH 
AN664C2 
RA2258-2** 


Section II 
Group Assembly Parts List 


LENGTH LENGTH LENGTH 
A B C 


35.00 


46.88 


69.50 


19.13 


49.00 


52.00 
39.25 


62.88 


46.00 


144.50 


50.25 


10.00 


22.25 


42.25 
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Section II T.O. 1C-119F-4/NAVAER 01-115CCB-4 


Group Assembly Parts List 


CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER 


110-310749-490 


110-310749-210 


110-310749-230 


110-310749-250 


110-310749-270 


110-310749-470 


110-310749-290 


110-417285-90 


110-417285-110 


110-417285-130 


110-417285-150 


110-417285-210 


110-417285-230 


110-417285-250 


110-417285-270 


110-417285-330 


110-417285-350 


110-420004-30 


110-420004-50 


110-422007 


1388 


TYPE 


XIX 


XIX 


XIX 


XXI 


XXI 


XXII 


XXII 


CABLE SIZE 


1/16 (7 x 7) 
3/32 (7 x 7) 
3/32 (7 x 7) 


3/32 (7 x 7) 


1/16 (7 x.7) 


1/16 (7 x 7) 


3/32 (7 x Т) 


3/32 (7 x 1) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 x 7) 


3/16 (7 x 19) 


FITTINGS 


AN669S2RH 
AN664C2 
ANG669S3LH 
AN667-3 
AN669S3RH 
AN668-3 
110-310749-110 
110-310749-130 
AN155-168 
110-310749-150 
110-310749-170 
АМ155-88 
110-310749-150 
110-310749-490 
АМ155-83 
AN155-16S 
110-310749-230 
110-310749-210 
78-729107-3 (2) 
AN658-3 
AN145-16L 
78-729107-3 (2) 
AN658-3 
AN145-16L 
78-729107-3 (4) 
AN658-3 
AN145-16L 
78-729107-3 (4) 
AN658-3 
AN145-16L 
AN145-16L 
AN658-3 
78-729107-3 (4) 
AN145-16L 
AN658-3 
78-729107-3 (4) 
AN145-16L 
AN658-3 
78-729107-3 (4) 
AN145-16L 
AN658-3 
78-729107-3 (4) 
AN145-16L 
AN668-3 
78-729107-3 (4) 
AN667-3 
AN145-16L 
AN668-3 
78-729107-3 (4) 
AN667-3 
AN664C3 (2) 
110-417031-21 
AN664C3 
AN667-3 
AN155-46S 
AN161-46RS 
110-422007-10 


LENGTH LENGTH LENGTH 


A 


10.00 


22.25 


22.25 


26.12 


12.00 


12.00 


12.00 


12.00 


12.00 


12.00 


12.00 


12.00 


138.50 


138.50 


13.03 


B 


50.25 


42.25 


48. 00 


288.00 


C 
48. 00 
21. 63 


26.12 


345.00 


430.88 


345.00 


430.88 


344.00 


429.88 


344.75 


429.70 


340.75 


426.50 


11.00 


22.81 


16.54 
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PART NUMBER 


110-422007-10 
110-630007-10 
110-630007-30 
110-630022 

110-630504-10 
110-630504- 30 
110-630505-10 
110-630505- 30 
110-630569 

110-630570-10 
110-6305'70- 30 
110-630571-50 
110-630571-70 
110-730572-10 
110-630572-30 
110-630573-10 
110-630573-30 


110-630573-50 
110-630608-11 


110-630608-31 


110-635027 

110-635036-10 
110-635036-30 
110-635040-10 
110-635040-30 
110-720015-10 
110-720015-30 


110-720015-50 


110-720088-11 
110-720088-12 


110-720098-11 


TYPE 


XXVII 


XXVIII 


<4<<<< 


«<44<4<< 


Revised 1 February 1959 


CONTROL CABLE CHART (Continued) (See figure 390) 


CABLE SIZE 


3/16 (7 x 19) 
1/8 (7 x 19) 
1/8 (7 x 19) 
1/8 (7 x 19) 
3/32 (T x 7) 
3/32 (T x 7) 
3/32 (7 x 7) 
3/32 (7 x 7) 
3/32 (7 x 7) 
3/32 (7 x 7) 
3/32 (7 x7) 


3/32 (7 хт) 
3/32 (7 x 7) 


3/32 (7 x 7) 


3/32 (7 х Т) 
3/32 (7 x7) 
3/32 (7 x7) 
3/32 (7 x 7) 
3/32 (T x 7) 
3/32 (7 хт) 
3/32 (T х 7) 


3/32 (7 хт) 


3/16 (7 x 19) 
3/16 (7 x 19) 


3/16 (7 x 19) 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


FITTINGS 


AN669S6LH 
AN663-6 
105-630020-20 
AN667-4 (2) 
105-630020-20 
AN667-4 (2) 
AN663-4 
AN667-4 (2) 
AN669L4LH (2) 
AN669L4LH (2) 
AN669LALH (2) 
AN669L4LH (2) 
AN663C3 (2) 
AN667-3 (2) 
160-631014-1 
AN667-3 (2) 
160-631014-1 
AN667-3 (2) 
RA2487-3 
RA2487-3 
AN669L3LH (2) 
AN669L3LH (2) 
AN669L3LH (2) 
AN669L3LH (2) 
ANG69L3LH (2) 
AN669S3RH 
FAC2470.12 
AN669S3LH 
AN669S3RH 
FAC2470.12 
AN669S3RH 
AN669L3LH 
AN669L3RH 
AN669S3RH 
AN669S3LH 
AN669S3RH 
AN669S3LH 
AN669S3LH 
AN669S3LH 
AN669S3LH 
AN669S3LH 
AN669L3LH 
AN669L3RH 
AN669L3LH 
AN669L3RH 


78-729107 (2) or 


78-729107-3 
AN669L3RH 
AN669L3LH 
110-726217-1 
AN664C6 
AN669L6LH 
AN664C6 
AN669L6LH 
AN669L6LH 
AN668-6 


Section II 


Group Assembly Parts List 


LENGTH LENGTH LENGTH 


A 


375.00 
373.00 


264.00 


328.00 
450.25 


447.00 


13,08 


33.66 


5.31 


B 


328.00 


452.25 


449.00 


C 

13.03 
168.81 
764.06 
805.63 
358.00 
319.00 
363.00 
326.00 
957.00 
919.56 
913.06 

84.75 
116. 00 
210, 80 
174.40 
207, 70 
165, 50 


172. 00 
26.84 


68.82 


84.50 
66.50 
59.50 
22.80 
23.10 
195.00 
202.38 


195.00 


297.75 
297.75 


302.63 
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Section II 


; T.O. 1C-119F-4 
Group Assembly Parts List 


CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER TYPE CABLE SIZE FITTINGS LENGTH LENGTH LENGTH 
A B C 

110-720098-12 XII 3/16 (7 x 19) AN669L6LH 301.38 
AN668-6 

110-720098-31 XII 3/16 (7 x 19) AN669L6LH 314.50 
AN668-6 

110-720098-32 XII 3/16 (7 x 19) AN669L6LH 315.75 
AN668-6 

110-724005-10 XXXIV 3/32 (7 x 7) 78-729109 141.50 
AN664C3 
AN669S3LH 

110-724005-30 XXXIV 3/32 (T x 7) 78-729109 84.50 
AN664C3 
AN669S3LH 

110-724035-10 I 3/32 (7 x 7) AN664C3 345.25 
AN669L3LH 

110-724035-30 I 3/32 (7 x 7) AN664C3 46.25 
AN669S3LH 

110-724035-50 I 3/32 (Π x Т) AN664C3 52.25 
AN669S3LH 

110-724040 XXXV 3/32 (T x 7) AN668-3 (2) 56.13 

110-724066-10 XXXVI 1/8 (7 x 19) AN669S4RH 33.50 111.88 
AN669S4LH 
AN663C4 

110-724066- 30 XXXVI 1/8 (7 x 19) AN669S4RH (2) 28.88 60.63 
AN663C4 

110-724067-10 XII 1/8 (7 x 19) AN668-4 78.50 
AN669S4LH 

110-724067-30 ΧΙΙ 1/8 (7 x 19) AN668-4 65.75 
AN669S4LH | 

110-724067-50 XII 1/8 (7 x 19) AN668-4 56.00 
AN669S4LH 

110-724067-70 XII 1/8 (7 x 19) AN668-4 55.13 
AN66984LH 

110-724067-130 хп 1/8 (7 x 19) AN668-4 59.88 
AN669S4LH 

110-724067-150 XII 1/8 (7 x 19) AN668-4 70.00 
AN669S4LH 

110-724068-10 XXXVII 1/8 (7 x 19) АМ668-4 70.88 98.01 
AN663C4 
AN669S4RH 

110-724068-50 XXXVII 1/8 (7 x 19) AN668-4 32.13 60.88 
AN663C4 
AN669S4RH 

110-726075 XXXVII 83/32 (7x 7) AN668-3 (2) 36.00 88.25 
RA2487-3** 
110-726057 

110-726080-10 ΧΧΧΥΙ 3/32 (7 x 7) AN663C3 272.13 549.13 
AN669L3LH (2) 

110-726080-30 XXXVI 3/32 (7 x T) AN663C3 47.13 94.76 
AN669L3LH (2) 

110-726080-50 XXXVI 3/32 (T x 7) AN663C3 160.25 321.63 
AN669L3LH (2) 

110-726080-70 XXXVI 3/32 (7 x 7) AN663C3 34.88 79.51 
AN669L3RH (2) 

110-726080-110 XXXVI 3/32 (7 x 7) AN663C3 345.50 696.50 
AN669L3LH (2) 

110-726080-130 γ 3/32 (7 x 7) AN669L3RH 34.88 79.51 
AN669L3LH 
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Revised 1 March 1956 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 Section II 


Group Assembly Parts List 


CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER TYPE CABLE SIZE FITTINGS LENGTH LENGTH LENGTH 
A B С 

110-726085-10 XXVIII 3/32 (7 x 7) AN663C3 239.75 353.75 
AN667-3 (2) 

110-726085-30 XXVIII 3/32 (7 x 7) AN663C3 41.63 82.51 
AN667-3 (2) 

110-726085-50 XXVIII 3/32 (7 x 7) AN663C3 37.38 72.88 
AN667-3 (2) 

110-726110-10 XXXIX 3/32 (7 x 7) RA2487-3** 34.25 * 291.81 
AN667-3 (2) 
78-729107-3 or 
78-729107 

110-726110-30 XXXIX 3/32 (7 x 7) RA2487-3** 34.25 * 291.81 
AN667-3 (2) 
78-729107-3 or 
78-729107 

110-726215-10 XL 3/32 (7 x 7) AN669S3LH (2) 15.13 28.75 
RA2487-3** 

110-726215-30 ΧΙ, 3/32 (7 x 7) AN669S3RH (2) 20.50 38.25 
RA2487-3** 

110-726277-50 XL 3/32 (7 x 7) RA2487-3** 14.50 31.88 
AN669S3LH 
AN669S3RH 

110-726277-70 XL 3/32 (7 x 7) RA2487-3** 20.50 42.88 
AN669S3LH 
AN669S3RH 

110-726277-110 XL 3/32 (7 x 7) RA2487-3** 11.88 30.13 
AN669S3LH 
AN669S3RH 

110-726277-130 XL 3/32 (7 x 7) RA2487-3** 21.75 42.38 
AN669S3LH 
AN669S3RH 

110-726277-150 XL 3/32 (7 x 7) RA2487-3 12.50 29.88 
AN669S3LH 
AN669S3RH 

110-726277-170 XL 3/32 (7 x 7) RA2487-3** 21.75 44.13 
AN669S31H 
AN669S3RH 

110-726313-1 XLI 1/16 (7 x 7) RA2487-2 (2)** 3.84 

110-727006-10 V 1/4 (7 x 19) AN669-8RH 312.75 
AN669-8LH 

110-727006- 30 V 1/4 (7 x 19) AN669-8RH 312.75 
AN669-8LH 

110-727006-50 ν 1/4 (7 x 19) AN669-8RH 277.25 
AN669-8LH 

110-727006-70 V 1/4 (7 x 19) AN669-8RH 275.63 

° AN669-8LH 

110-727035-1 XLII 3/32 (7 x 7) AN155-168 195.00 
110-720015-50 

110-727085-50 І 3/16 (7 х 19) AN664C6 257.25 
AN669L6LH 

110-727085-60 I 3/16 (7 x 19) AN664C6 258.13 
AN669L6LH 

110-727085-70 I 3/16 (7 x 19) AN664C6 252.38 
AN669L6LH 

110-727085-80 I 3/16 (7 x 19) AN664C6 251.00 
AN669L6LH 

110-727085-250 I 3/16 (7 x 19) AN664C6 259.63 
AN669L6LH 

110-727085-270 I 3/16 (7 x 19) AN664C6 (1) 309.13 
AN669L6LH 
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Section II T. O. 1C-119F-4/NAVAER 01-115CCB-4 


Group Assembly Parts List 


CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER TYPE CABLE SIZE FITTINGS LENGTH LENGTH LENGTH 
A B C 

110-727085-280 I 3/16 (7 x 19) AN664C6 (1) 309.38 
AN669L6LH 

110-727220-50 у 1/4 (7 x 19) AN669-8RH 224.80 
AN669-8LH 

110-727220-70 ν 1/4 (7 x 19) AN669-8RH 225.18 
AN669-8LH 

110-727245-10 XLIII 1/4 (7 X 19) AN669-8LH 50.88 
RA2494-8** 

110-727245-30 XLVII 1/4 (7 x 19) AN669-8LH 25.13 
RA2494-8** 

110-727245-50 XLIII 1/4 (7 X 19) AN669-8LH 135.50 
RA2494-8** 

110-727245-70 хш 1/4 (7 x 19) AN669-8LH 135.00 
RA2494-8** 

110-727250 XLIV 1/4 (7 x 19) AN668-8 51.00 
RA2494-8** 

110-727255 ν 1/4 (7 x 19) AN669-8RH (2) 57.38 

110-727260-10 XLIV 1/4 (7 x 19) RA2494-8** 211.88 
AN668-8 

110-727260-20 XLIV 1/4 (7 x 19) RA2494-8** 213.50 
AN668-8 

110-727260-30 XLIV 1/4 ( x 19) RA2494-8** 174.75 
AN668-8 

110-727260-40 XLIV 1/4 (7 x 19) RA2494-8** 174.38 
AN668-8 

110-727405 XLV 3/16 (7 x 19) 110-720001-30 (2) 4.00 81.25 
AN155-46L (2) 
110-727405-10 

110-727405-10 XXXV 3/16 (7 x 19) AN663C6 36.63 73.25 
AN669L6LH (2) 

110-727430-30 XLVI 3/16 (7 x 19) AN663C6 184.63 416.88 
AN668-6 (2) 

110-727430-40 XLVI 3/16 (7 x 19) AN668-6 (2) 184.63 416.88 
AN663C6 

110-727430-50 XLVI 3/16 (7 x 19) AN668-6 (2) 225.88 501.63 
AN663C6 

110-727430-60 XLVI 3/16 (7 x 19) AN668-6 (2) 223.38 502.01 
AN663C6 

110-727430-90 XLVII 3/16 (7 x 19) AN668-6 2971.00 
AN663C6 

110-727435-30 XLVII 3/16 (7 x 19) AN663C6 296.25 
AN668-6 

110-727440-10 XXXVI 3/16 (7 x 19) AN663C6 303.63 646.63 
AN669L6LH (2) 

110-727440-20 XXXVI 3/16 (7 x 19) AN663C6 s 304.00 647.38 
AN669L6LH (2) 

110-727440-30 XXXVI 3/16 (7 x 19) AN663C6 348.63 743.16 
AN669L6LH (2) 

110-727440-40 XXXVI 3/16 (7 x 19) AN663C6 350.50 744.63 
AN669L6LH (2) 

110-727440-70 XXXVI 3/16 (7 x 19) AN663C6 348.63 745.26 
AN669L6LH (2) 

110-727440-80 XXXVI 3/16 (7 x 19) AN663C6 350.50 146.13 
AN669L6LH (2) 

110-727630-50 XLVII 3/16 (7 x 19) AN668-6 249. 88 
AN663C6 

110-727630-60 XLVII 3/16 (7 x 19) AN668-6 249, 88 
AN663C6 
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CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER 


110-727630-70 
110-727630-110 
110-727630-170 


110-728602-50 


110-728602-70 


110-728630-10 


110-728630-30 


110-729110-10 


110-729110-30 


110-729110-50 


110-729110-70 


110-729110-90 


110-729110-130 


110-729110-150 


110-729110-170 


110-729115-10 
110-729115-30 


110-730058-250 


TYPE 


XLVII 


XLVII 


XLVII 


XLIII 


XLIX 


LI 


LI 


LI 


LI 


LI 


LI 


LI 


LI 


Revised 1 February 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


CABLE SIZE 


3/16 (T x 19) 
3/16 (7 x 19) 
3/16 (7 x 19) 


3/32 (T x T) 


3/32 (T x 7) 


3/32 (T x T) 


3/32 (7 x 7) 


3/32 (T x 7) 


3/32 (7x7) 


3/32 (7 x 7) 


3/32 (7x7) 


3/32 (Tx 7) 


3/32 (1 x 7) 


3/32 (1 x 7) 


3/32 (7 x 7) 


3/32 (T x Т) 
3/32 (7x7) 


3/32 (7х1) 


FITTINGS 


AN668-6 
AN663C6 
AN668-6 
AN663C6 
AN668-6 
AN663C6 
AN664C3 
AN669L3LH 
RA2487-3** 
AN664C3 (2) 
AN669L3LH 
RA2487-3** 
AN667-3 
RA2487-3** 
AN667-3 
RA2487-3** 
110-729112 
78-729107 
AN669S3LH 
RA2490-3 
110-729112 
78-729107 
AN669S3 LH 
RA2490-3** 
110-729112-3 
178-729107 
AN669S3LH 
RA2490-3 
110-729112-3 
AN669S3LH 
RA2490-3** 
78-729107-3 
718-729107 
110-729112-3 
78-729107-3 
AN66983 LH 
RA2490-3** 
78-729107 
110-729112-3 
78-7291 07-3 
AN669S3LH 
RA2490-3** 
718-729107 
110-729112-3 
78-729107-3 
AN669S3LH 
RA2490-3** 
78-729107 
110-729112-3 
AN669S3LH 
RA2490-3** 
78-729107-3 
78-729107 
AN669S3LH.(2) 
AN667-3 
AN669S3RH 
AN664-3 
AN669S3LH 
RA1547A** 
78-729107-3 


Section II 
Group Assembly Parts List 


LENGTH LENGTH LENGTH 
A 


554. 


84. 


18. 


18. 


18. 


18. 


18. 


18. 


18. 


18. 


80. 


00 


46 


75 


75 


B 


498. 54 


C 


253. 
202. 
201. 


859. 


863. 


407. 
409. 


294, 


233. 


294. 


233. 


278. 


295. 


291. 


229. 


53 


88 


38 


00 


50 


50 


75 


50 


50 


82 


50 


00 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


CONTROL CABLE CHART (Continued) (See figure 390) 


PART NUMBER 


110-730058-270 


110-730058-290 


110-730058-310 
110-730058-350 


110-730058-70 


110-730058-90 
110-771252-1 
110-772002-30 


110-772002-50 
110-790052 


110-796092-10 
110-796092-30 


110-796093-10 
110-796093-30 


110-796240-30 


110-796315 
160-311200-49 


160-511 900..58 


160-729101-11 


TYPE 


LIII 


LIV 


LIII 


LIII 


LII 


LIII 


LV 


LVI 


LVII 
LVIII 


LIX 


LIX 


CABLE SIZE 


3/32 (T x 7) 


3/32 (T x 7) 


3/32 (7 x 7) 


3/32 (T x 7) 


3/32 (1 x 7) 


3/32 (7 x 7) 


1/8 (7 x 19) 


1/16 (7 x 7) 


1/16 (7 x 7) 
3/32 (7 x 19) 


1/4 (7 х 19) 
1/4 (7 x 19) 


1/4 (7 x 19) 


1/4 (7 x 19) 


1/4 (7 x 19) 


1/4 ( x 19) 


1/16 (7 x 7) 


1/16 (7 x 7) 


3/32 (T x 7) 


FITTINGS 


AN664-3 
AN669S3RH 
RA1547A** 
78-729107-3 (2) 
110-726234-3 
AN664-3 
AN669S3RH 
RA1547A** 
AN664-3 
AN66983LH 
RA1547A** 
AN664-3 
AN669S3LH 
RA1547A** 
AN664-3 
AN669S3LH 
RA1547A** 
8-729107 
AN664-3 
AN669S3RH 
RA1547A** 
AN658-4 
RA2482-4** 
AN664C4 
AN668-2 
AN664C2 
18-1C 4 
AN668-2 
78-729109 
AN658-3 
AN664-3 
AN146-80L 
AN668-8 
AN146-80L 
AN668-8 
AN146-80L 
AN664-8 (2) 
AN667-8 
AN146-80L 
AN664-8 (2) 
AN667-8 
RA2490-8 (2)@ 
RA4036 (176)@ 
AN146-80L 
AN667-8 
AN664-8 
AN668-2 
AN155-8S 
AN669S2LH 
AN658-2 
AN669S2RH 
AN668-3 
AN669S3RH 
AN664-3 
110-417081 (2) 
110-729101-7 


LENGTH LENGTH 


EY 


91.06 
91. 06 


330.36 


330.36 


20. 00 


B 


15. 63 


15. 63 


LENGTH 
C 


36. 00 


36. 00 


99, 50 


41. 58 


104. 25 


146. 00 


335. 00 


335. 00 


1025. 00 


335. 00 


21. 75 


35.75 


269, 00 


* (Eclipse-Pioneer) (GFAE) 
# Nicropress-Air Associate 


** American Chain & Cable Co., Adrain, Michigan 
@ Automotive & Aircraft Div., 6-235 General Motors, Detroit, Michigan 
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SSN 


SS 
S 
ს 
Ñ 


AN3054 
АМ ЗООР ΑΝ 31005 
ΑΝ 31025 ΑΝ 2Ι06Ρ 


ΑΝ 3116 ΑΝ 3217 AN5537 


AN5538 AN5539 ARC9I25 


ARC9821 A24904 A25833 A25850 A31882 


Figure 391. (Sheet 1 of 3 Sheets) Electrical Cable Chart 
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САЗІООМР 
3IOOMP 


CLT49067 


M359A 
49192 


COM, 
< 


SS 


PLIA8A 


PL259A 
49195 


UGIO7 B/U UG23C/U 


UG27B/U UG28A/U UG 30/U UGS9A/U UG88B/U 


Figure 391. (Sheet 2 of 3 Sheets) Electrical Cable Chart 
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10-4021 10-40812-3 10-40812-4 10-40824-28 


10-41612 10-71612 
10-41614 10-71614 
10-41662 10-71622 10-7181 


412266 ABH 


78-758535-1 78-758535-2 78-75835-3 97-3106 


Figure 391. (Sheet 3 of 3 Sheets) Electrical Cable Chart 
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PART 
NUMBER 


110-725010-15 
110-725010-17 
110-725010-19 
110-725010-21 


110-725010-23 


110-725010-25 


110-725010-27 
110-725010-37 
110-725010-41 
110-725010-43 
110-725010-55 


110-725010-301 


110-725010-561 


110-725010-563 
110-725010-565 
110-725010-567 
110-725010-571 
110-725010-573 


110-725010-575 


110-725010-581 
110-725010-583 


110-725010-585 


110-725010-587 


110-725010-591 


ELECTRICAL CABLE CHART (C-119F and R4Q-2 Airplanes) 


AN3057-6A (3) 


T.O. 1C-119F-4 


(See figure 391) 


FITTING 


AN3106A28-12P (1) 


АМЗ108А 14868 (1)AN3057-16A (1) 


AN3057-6A (3) 


AN3057-6A (1) 
AN3057-12A (1) 


AN3057-6A (1) 


АМЗ106А14855 (3) 


AN3106A20-278 (1) 


АМЗ106А 14565 (1) 


AN3100A 28-128 (1) AN3057-16A (2) 


AN3057-16A (1) 


А №З106А 148158 (1) 


AN3106A 14855 (1) AN3106A18-1S (1) 


AN3057-16A (2) 
AN3057-12A (1) 


AN3057-12A (1) 


AN3106A28-12P (1) 
АМЗ106А 20-275 (1) 


АМЗ108А 22-145 (1) 


AN3106A 28-12р (1) 


AN3057-16A (2) 


AN3057-10A (1) 


AN3100A 28-128 (1) 


AN3057-10A (2) 
AN3057-10A (2) 


AN3057-10A (2) 


AN3057-16A (1) 


AN3057-6A (1) 


AN3100A 28-1258 (1) 


AN3057-12A (1) 
AN3057-6A (1) 


AN3057-6A (1) 


АМЗ108В14525 (1) 


EB2 (1) 


AN3057-10A (2) 


AN3100A 28-128 (1) 


ÀN3106A18-18 (1) 


AN3106A18-18 (1) 
AN3108A18-1S (1) 


ÀN3106A18-18 (2) 


AN3100A 28-128 (1) 


AN3057-16A (1) 


AN3108A20-118 (1) 
АМЗ108А 14525 (1) 


AN3108B 20-48 (1) 


AN3108B18-128 (2) 


АМЗ108А 14825 (1) 
АМЗ108А 14815 (1) 


АМЗ106А 148555 (1) 


AN3106A28-12P (1) 


AN3106A28-12P (1) 


AN3100A 28-125 (1) 


AN3057-16A (1) 


AN3106A28-12P (1) 


AN3057-16A (1) 


АМЗ108А18-18 (1) 


AN3106A18-18 (1) 


AN3108A14S6S (1) 


AN3057-12A (1) 
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110-725010-593 
110-725010-595 
110-725010-597 
110-725010-685 
110-725010-851 


110-725103 


110-725104 


110-725105 
110-725106 
110-725108 


110-725109-10 


110-725110 
110-725111 
110-725112 
110-740010-3 
110-740010-4 
110-740010-6 
110-740010-8 
110-740010-10 
110-740010-12 
110-740010-16 


110-740010-26 


110-740010-29 


110-740010-31 


110-740010-33 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Аїгр1апев) 
(See figure 391) 


AN3057-12A (2) 
AN3057-12A (2) 
AN3057-12A (2) 
AN3057-12A (2) 
AN3057-12A (2) 


AN3106A18-18 (1) 
AN3057-16A (1) 


AN3108B14S6S (1) 
AN3057-16A (1) 


T.O. 1C-119F-4 


AN3100A20-278 (1) 
AN3108A20-168 (2) 
АМЗ108А 22-145 (2) 
AN3100A 20-278 (1) 
AN3106A20-27P (1) 


AN3057-10A (1) 
АМ№З106А 20-275 (1) 


AN3057-6A (2) 
АМЗ106А 14565 (1) 


AN3100A 28-125 (1) AN3057-16A (1) 


AN3108B22-148 (2) AN3057-12A (2) 


AN3100A 20-275 (1) 


AN3106A 14858 (1) 
AN3057-12A (1) 


AN3106A18-1S (2) 
АМЗ106А 18-15 (2) 
АМЗ106А 18-15 (2) 


AN3115-1 (2) 


AN3057-6A (2) 


AN3057-12A (2) 


AN3057-6A (1) 


AN3057-10A (2) 
AN3057-10A (2) 


AN3057-10A (2) 


ΑΝΘΙ06Α 145.25 (1) 


AN3100A28-12P (1)AN3106A28-21S (1) 


AN3100A28-12P (1)AN3100A24-5S (1) 
AN3057-16A (2) 


AN3100A16818 (1) 
AN3106A14828 (1) 


AN3057-6A (3) 
AN3106A14S58 (2) 


AN3106A20-288S (1) AN3057-12A (1) 


AN3057-16A (2) 
AN305'7-12A (4) 


AN3057-12A (4) 
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AN3106A22-27P (2) 


AN3106A22-27P (2) 


AN3108A20-27S (1) 


AN3106A20-27P (1) 
АМЗ108А 20-275 (1) 


АМЗ100А 28-125 (1) 
AN3057-12A (1) 


АМЗ100А 28-128 (1) 


АМЗ108В20- 275 (1) 


АМЗ106А 20-275 (1) 


АМ№З106А 1452р (1) 


AN3057-16A (2) 
АМЗ108А 14525 (1) 
AN3057-8A (1) 
AN3100A24-7P (1) 
AN3106A 28-125 (1) 
АМ№З106А 22-275 (2) 


AN3106A 22-275 (2) 


Section П 


Group Assembly Parts List 


Usage 
Code 
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110-740010-39 


110-740010-47 


110-740010-49 


110-740010-55 
110-740010-57 


110-740010-59 


110-740010-61 
110-740010-71 
110-740010-73 
110-740010-75 
110-740010-77 
110-740010-79 
110-740010-81 
110-740010-87 
110-740010-89 
110-740010-91 
110-740010-95 
110-740010-97 
110-740010-99 
110-740010-105 
110-740010-109 
110-740010-111 
110-740010-119 
110-740010-129 


110-740010-135 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


(See figure 391) 


AN3102-1681P (1) 


AN3057-12A (2) 
AN5538-1 (3) 


AN3100A22-14P (1) 
AN5538-2 (1) 


AN3106A20-29P (1)AN3057-12A (1) 
ΑΝΟ106Α 16515 (1) AN3057-8A (1) 


AN3057-16A (2) 


AN3100A28-128 (1) 


AN3057-6A (2) 
AN3106A18-1P (1) 


AN3100A20-298 (1) 
AN3106A1482S (2) 


AN3057-10A (1) — AN3106A18-9P (1) 


AN3057-16A (1) — AN3106A24-288 (1) 


AN3057-8A (1) А №З106А16515 (1) 


AN3057-10A (1) — AN3106A18-9P (1) 


AN3057-20A (1) — AN3106A32-7P (1) 


AN3057-10A (2) АМЗ100А18-95 (1) 


AN3057-10A (2) — AN3100A18-98 (2) 


AN3057-12A (1) АМЗ108А20-145 (1) 
AN3057-10A (2) | AN3106A18-9P (2) 
AN3057-10A (2) AN3100A18-9S (2) 


AN3057-4A (1) AN3100A28-12P (1) 
AN3106B32-7S (1) AN3057-20A (1) 


AN3106A22-148 (1) 


' АМЗ108В1 4525 (2) 


AN3057-6A (1) 


AN3106A 28-12P (1) 


AN3057-12A (1) 
AN3057-10A (1) 


AN3106A18-9P (1) 


AN3057-16A (1) 
АМЗ106М 1081.35 (2) 
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Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


(See figure 391) 
PART 
NUMBER 


110-740010-137 | AN3057-4A (2) AN3057-16A (1) AN3106A10SL3 (2) 
.AN3106A 28-125 (1) AN3057-6A (3) AN3106A14S6S (1) 
AN3106A14S2S (1) AN3057-8A (1) AN3106A14S58 (1) 


АМЗ108А 16585 (1) 


110-740010-141 


AN3057-12A (1) — AN3100A20-278 (1) 


110-740010-147 | CA270-8 (1) (CED) 


110-740010-149 


AN3057-10A (2)  AN3100A18-9S (2) 


110-740010-155 | AN3057-16A (1) AN3100A28-12S (1) 


110-740010-157 


AN3057-4A (1) 


110-740010-159 | AN3057-4A (1) АМЗ100А18-15 (1) АМ№З108А 128-35 (1) 
AN3057-10A (2)  AN3106A18-9P (1) AN3057-16A (1) 


AN3106A24-5P (1) 


110-740010-165 | AN3057-6A (1) AN3106A14825 (1) AN3057-16A (1) 


AN3100A 28-125 (1) 


110-740010-167 


110-740010-169 


AN3057-10A (1) — AN3106A18-9P (1) 


110-740010-173 


AN3057-20A (1) АМ3100А32-75 (1) 


110-740010-177 


AN3057-16A (1) — AN3100A28-118 (1) 


110-740010-181 | AN3057-16A (1)  AN3100A28-128 (1) 


110-740010-183 


AN3057-20A (1) — AN3100A32-"7S (1) 


110-740010-185 | AN3057-16A (1) AN3100A28-11S (1) 


110-740010-187 


AN3057-20A (1) — AN3100A32-"S (1) 


110-740010-191 


110-740010-193 


110-740010-195 


110-740010-197 


110-740010-201 


110-740010-203 | AN3057-6A (1) А №З100А 14825 (1) 


110-740010-205 


AN3057-6A (1) АМЗ100А 14525 (1) 


110-740010-207 | AN3057-6A (1) АМЗ106А 16515 (2) AN3057-8A (2) 


АМЗ106А 1452р (1) 


110-740010-211 


AN3057-6A (2) AN3100A14828 (1) AN3106A14S2P (1) 
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110-740010-213 


110-740010-225 


110-740010-229 
110-740010-235 
110-740010-237 
110-740010-241 
110-740010-245 


110-740010-247 


110-740010-253 


110-740010-255 


110-740010-263 
110-740010-265 


110-740010-269 


110-740010-275 
110-740010-279 
110-740010-281 


110-740010-285 


110-740010-287 


110-740010-289 
110-740010-295 


110-740010-299 


110-740010-303 


110-740010-309 


110-740010-319 


T.O. 1C-119F-4 


(See figure 391) 


FITTING 


AN3057-6A (1) AN3100A148258 (1) 


AN3057-24A (1) 
AN3057-12A (1) 


AN3100A36-6S (1) 
AN3100A20-278 (1) 


AN3105-18S1P (1) AN3057-10A (1) 


AN3057-10A (1) AN3100A18-18 (1) 


AN3057-16A (1) — AN3100A28-128 (1) 


AN3057-10A (1) — AN3106A18-1S (1) 
AN3106A28-21P (1)AN3100A 28-128 (1) 


AN3057-16A (1) 
AN3106-10SL3S (1) 


AN3057-4A (1) 


AN3057-20A (2) AN3100A32-7P (1) 


AN3057-16A (2) | AN3100A24-28P (1) 


AN3100A28-12P (1)AN3057-16A (2) 
AN3108A14528 (1) AN3057-4A (1) 


AN3106A 22-145 (1) AN3057-12A (2) 


AN781-1 (1) 


AN3057-16A (2) АМ№З106А18-15 (1) 
АМЗ106А 24-75 (1) AN3100A18-9S (1) 


AN3057-12A (1) — AN3100A20-14P (1) 
AN3106A28-12P (1)AN3057-20A (1) 

AN3057-4A (1) AN3106A10SL4S (1) 
AN3057-4A (1) AN3106A12838 (1) 


AN3106A 28-125 (1) AN3057-16A (1) 
AN3057-4A (2) 


AN3106A 28-128 (1) AN3106A10SL3S (1) 
AN3057-16A (2)  AN3106A20-29P (1) 
AN3057-4A (1) ÀN3100A28-21P (1) 


AN3100A28-12P (1)AN3106A28-218S (1) 


AN3106A12838 (1) 


AN3102-20-29P (1) 


AN305*-16A (2) 


AN3106A24-288 (1) 


AN3106A32-78 (1) 
AN3106A24-288 (1) 


АМЗ106А 28-125 (1) 


AN3100A22-14P (1) 


AN3057-10A (2) 
AN3106A28-11P (1) 


AN3057-16A (1) 
АМ№МЗ106А 32-75 (1) 


АМЗ106А 1051.35 (2) 


AN3057-12A (1) 
АМЗ106А 28-125 (1) 


AN3057-16A (2) 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


Units 


Per 
Ass 


Usage 
Code 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


PART 
NUMBER FITTING 


110-740010-323 | AN3057-20A (2) AN3100A32-7S (1) AN3106B32-7P (1) 
110-740010-329 

110-740010-337 | AN3057-16A (1) AN3106A28-12P (1) 

110-740010-339 | AN3057-12A (1)  AN3106A20-29P (1) 

110-740010-341 

110-740010-343 


110-740010-345 | AN3057-8A (1) AN3100A18-9P (1) AN3057-10A (1) 
AN3100A 16565 (1) 


110-740010-347 
110-740010-355 
110-740010-357 
110-740010-361 
110-740010-367 


110-740010-369 | AN3102-20-298 (1) 


110-740010-371 | BW1/2-3 OHM (1) 


110-740010-373 


110-740010-375 


110-740010-379 
110-740010-385 
110-740010-387 


110-740010-389 


110-740010-391 


110-740010-399 


110-740010-401 
110-740010-403 
110-740010-405 
110-740010-407 


110-740010-409 
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AN3102-20-298 (1) 
110-740010-387 (1) 
101-0250 (BO) (1) 


AN3100A28-118 (1) AN3100A12838 (1) AN3057-16A (1) 
AN3057-4A (1) 


AN3057-16A (2) AN3100A28-12P (1) AN3106A28-12S (1) 


AN3106A28-12P (1)AN3100A24-5S (1) AN3057-6A (1) 
AN3106A14858 (1) 


AN3057-12A (2) #M3100#22-278 (2) 
AN3057-12A (2) АМ3100А22-275 (2) 


AN3100A28-11S (1) AN3100A12838 (1) AN3057-16A (1) 
AN3057-4A (1) 


1397 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


PART 
NUMBER 


110-740010-417 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Usage 
Code 


FITTING Ass 


AN3057-6A (2) AN3106A14S58 (2) AN3057-16A (1) 
AN3100A24-7P (1) 


110-740010-419 | AN3106A28-12P (1)AN3100A24-58 (1) 


110-740010-427 | 3106MP10S2D (2) 


412266H (2) 


CA3106MP12828 (2) 412266A (2) 


110-740010-429 | AN3057-10A (1)  AN3100A18-18 (1) 


110-740010-431 


110-740010-433 | 3106МР10525 (2) 


412266H (2) 


CA3106MP1282S (2) 412266A (2) 


110-740010-435 | AN3057-16A (3) AN3100A28-12P (1) AN3100A 24-285 (2) 2 


110-740010-437 | AN3057-12A (2) АМ3100А20-275 (2) 


110-740010-439 | ΑΝΘΙΟΘΑ14528 (1) AN3057-6A (1) 


110-740010-443 | 35668 (ARP) (8) AN3106A8S1S (8) AN3057-3A (8) 


AN3057-12A (1) 


110-740010-445 | АМЗ106А 8515 (8) 


AN3057-12A (1) 


AN3106A20-27P (1) AN3057-3A (8) 


110-740010-447 


AN3057-8A (1) AN3106A1612P (1) 


110-740010-449 | AN3100A16S1S (2) AN3057-16A (2) AN3057-8A (2) 
AN3106A 14525 (2) AN3106A20-29S (1) AN3057-12A (1) 


AN3106A 28-125 (1) AN3100A24- TP (1) 


110-740010-453 


AN3057-20A (1) ^ AN3100A32-68 (1) 


110-740010-459 


AN3108A20-27P (1)A F3" (1) AN3057-12A (1) 
AN3100A20-278 (1) AN3054-12 (1) 1 


110-740010-461 | AN3057-10A (1) АМЗ106А32-7Р (1) AN3057-20A (2) 


AN3106A32-7S (1) AN3100A18-9S (1) AN3106A18-98 (1) H 


110-740010-467 | AN3057-16A (2)  AN3106A28-11P (1) AN3106A28-115 (1) 1 


110-740010-469 


110-740010-477 | AN3057-20A (1) АМЗ100А32-65 (1) 1 


110-740010-479 


110-740010-481 | AN3057-20A (2) AN3100A32-7P (1) AN3100A32-"S (1) 1 


110-740010-483 


AN781-3 (1) AN3100A28-12P (1) 016A Type A (SPR) 
AN3057-6A (2) AN3100A28-128 (2) (4) 
AN3057-16A (3) 


AN3106A14858 (2) 1 
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Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


PART 
NUMBER 


110-740010-485 


110-740010-487 


110-740010-505 
110-740010-507 


110-740010-515 


110-740010-517 


110-740010-521 


110-740010-531 


110-740010-533 


110-740010-535 
110-740010-537 
110-740010-545 
110-740010-547 


110-740010-559 


110-740010-575 
110-740010-583 
110-740010-597 
110-740010-601 
110-740010-603 
110-740010-605 
110-740010-613 
110-740010-617 


110-740010-621 
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AN3057-16A (2) 


AN3057-8A (1) 


АМЗ106А 16585 (1) 


AN3057-8A (1) 
AN3057-8A (1) 


AN3057-16A (2) 


AN3100A32-68 (1) 


AN3057-16A (1) 


АМ3100А 28-115 (1) 


AN3057-20A (1) 


FITTING 
AN3100A24-28P (1) 


AN3106A20-27P (1) 


AN3106A16S15 (1) 
AN3106A16S18 (1) 


АМЗ106А 24-75 (1) 
AN3057-20A (1) 


AN3100A32-7P (1) 


AN3100A28-12S (1) 


AN3100A32-7P (1) AN3106A24-7S (1) 


AN3057-12A (2) 


AN3100A20-298 (2) 


AN3057-16A (2) 


АМЗ100А 24-75 (2) 


AN3057-4A (2) 


AN3057-12A (1) 


3100MP10S2P (2) 


3100MP10S2P (2) 


AN3057-6A (1) 


AN3108A14S28 (1) 


AN3100A 28-125 (1) 


AN3100A32-7P (1) 


AN3108A12848 (2) 
AN3100A20-16S (1) 
CA3100MP12S2P (2) 
CA3100MP12S82P (2) 


AN3100A28-12P (1) 


11751 (CED) (GFAE) (1) 


AN3057-12A (1) 
AN'181-2 (1) 
AN3057-20A (1) 


AN3057-12A (2) 


AN3106A20-16P (1) 
AN3057-20A (1) 
AN3100A32-68 (1) 


AN3100A22-14P (1) 


Usage 
Code 


АМ3100А 28-125 (1) 


AN3057-12A (1) 


АМЗ100А 28-11р (1) 


AN3057-20A (1) 


AN3057-16A (1) 


AN3057-16A (1) 


AN3057-20A (1) 


AN3057-16A (2) 


AN3100A32-6P (1) 


AN3100A 22-148 (1) 
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1400 


110-740010-625 


110-740010-631 
110-740010-633 
110-740010-635 
110-740010-637 
110-740010-643 
110-740010-651 
110-740010-665 


110-740010-673 


110-740010-693 


110-740010-695 
110-740010-703 


110-740010-705 


110-740010-706 


110-740010-707 


110-740010-711 


110-740010-712 


110-740010-714 


110-740010-716 


110-740010-718 


110-740010-721 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


(See figure 391) 


FITTING 


AN3057-3A (1) ^ AN3057-16A (1) 
AN3106A20-278 (1) AN3057-8A (2) 
AN3106A1681S (1) AN3106A32-6P (1) 
АМ3102-16515 (1) AN3108A24-"S (1) 


‚АМ3106А 8818 (1) 
AN3057-20A (1) 
AN3057-12A (1) 
ΑΝΦ106Α 16585 (1) 


ANT81-1 (4) AN3106A12-38 (1) 
AN3057-4A (3) АМЗ05Т-12А (1) 
AN3106A36-6P (1) AN3108A12S3S (2) 


AN3106A20-27P (1) 
AN3057-24< (1) 


AN3108A10828 (1) AN3108A12338 (1) 
АМ№З108А 14528 (1) AN3106B16-128 (1) 


AN3106A 20-29P (1)AN3057-12A (2) 


ÀN3106A16-12S (1) 
AN3106A32-6P (1) 


AN3100A 22-298 (1) 
AN3106A20-29P (1)AN3057-12A (2) AN3100A 20-298 (1) 


AN3106A14858 (1) AN3106M14S5S (1) 
10-42614-58 (1) 


10-41618-118 (1) 


AN3051-16 (2) or 11-2C16 (2) (BC) 


3100MP10S2P (1) CA3100MP128$2P (1) 
CA3106MP12-28 (1) 


3106мРр10528 (1) 
CA3100MP12S2P (1) CA3106MP1282S (1) 3106мр10525 (1) 
3100МР1082Р (1) 

AN3050-6 (2) or 11-1C6 (2) (BC) 


AN3051-16 (1) or 11-2C16 (1) (BC) 
AN3050-16 (1) or 11-1C16 (1) (BC) 


AN3051-6 (1) or 11-2C6 (1) (BC) 
AN3050-6 (1) or 11-1C6 (2) (BC) 


AN3050-4 (2) or 11-1C4 (2) (BC) 
AN3057-3A (1) 


AN781-1 (1) AN3106A10828 (1) 


Units 


Per 


Ass 


Usage 
Code 


Revised 1 March 1956 


ΡΑΗΤ 
NUMBER 


110-740010-722 
110-740010-724 
110-740010-726 


110-740010-727 


110-740010-731 


110-740010-741 


110-740010-755 


110-740010-773 


110-740010-775 


110-740010-781 


110-740010-799 


110-740010-805 


110-740010-831 


110-740010-833 


110-740010-835 


110-740010-837 


110-740010-841 


110-740010-843 


110-740010-845 


110-740010-855 


Revised 1 March 1956 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


(See figure 391) 


FITTING 
AN3050-4 (2) or 11-1C4 (2) (BO) 
AN3050-6 (2) or 11-1C6 (2) (BC) 
A25833 (1) 


AN3057-8A (1) AN3057-8A (1) 
AN3106A28-12P (1)А №З106А 8815 (1) 


AN3057-3A (1) АМЗ106А 10825 (1) 
AN3057-8A (1) АМ№Т81-1 (2) 
3106МР10525 (2) CA3106MP12828 (2) 


AN3057-16A (1) 
АМЗ100А 32-65 (1) 


AN3106A24-28P (1) 
AN781-1 (1) 

3106MP10S2S (2) . CA3106MP128 (2) 
AN3106A24-7P (1) 


AN3106A1688S (2) 
АМ№З106А 14555 (2) 


AN3057-16A (1) 
АМЗ108А16585 (1) 
AN3057-6A (1) 


AF33 (1) 
AN3100A18-18 (1) 


AN3106A18-1P (1) 


AN3057-4A (1) 
AN3106A12838 (1) 


AN3100A18-18 (1) 
AN3057-16A (1) 


AN3057-4A (1) 
AN5539-1 (2) 
AN3100A14828 (1) 
АМ№З106А 12538 (1) 


AN3057-16A (1) 
AN3057-6A (2) 
АМЗ108А 14556 (1) 
AN3106A28-11P (1) 


AN3057-3A (1) 
АМЗ106А 8515 (1) 


AN3106A28-12P (1) 


AN3057-6A (2) АМ№З106А 14575 (2) 


AN3057-4A (1) 
AN3057-16A (3) 


А М№З100А12535 (1) 
AN3100A24-58 (1) 


AN3057-12A (1) 
‘AN3106A32-78 (1) 


AN3106A32-7P (1) 
AN3106A20-2"S (1) 


AN3057-4A (1) 
АМЗ106А 12538 (1) 


AN3106A24-7P (1) 


Usage 
Code 


АМЗ100А24-75 (1) 
AN3106A16818 (1) 


AN781-1 (1) 


AN3057-20A (1) 


AN781-1 (2) 
AN3057-8A (3) 
3106MP 1082S (2) 


AN3057-10A (1) 


AN3057-10A (1) 
AN3106A24-7P (1) 
AN3108A14S18 (1) 
AN3106A1284S (1) 
AN3057-8A (1) 
АМЗ106А14555 (1) 


AN3057-16A (1) 


AN3106A28-12P (1) 


AN3057-20A (2) 


AN3057-16A (1) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART ren Usage 
NUMBER FITTING Code 


110-740010-859 


AN3 106A 14555 ( AN3057-6A (1) AN3106A24-7P (1) 
AN3108A14S5S (1)  AN3106A16S8S (3) 


110-740010-861 |AN3100A32-6S (1) 


AN3057-20A (1) 


AN3057-16A (1) 
AN781-1 (1) 


AN3106A 24-28P (1) 


110-740010-867 |AN3057-4A (1) 9793-12C (1) 


110-740010-871 | AN781-1 (2) 


3100MP1082P (2) 


110-740010-873 |3100МР10525 (3) 


CA3100MP1282P (1) 


3100MP1082P (1) | CA3106MP12S28S (3) 


110-740010-885 | AN781-1 (2) 


3100МР1082Р (2) 


110-740010-887 |3100МР10525 (3) 


CA3100MP12S2P (1) 


3100MP1082P (1) CA3106MP12828 (3) 


110-740010-891 | AN3057-3A (1) AN3057-16A (1) CA3100A 1284р (1) 
AN3106A28-12P (1) | AN3106A14S5P (1) AN3057-4A (3) 
AN3199A881S (1) AN3108A1688S (1) AN3057-6A (1) 


AN3057-8A (2) AN3106A168S1S (1) 


110-740010- 893 


110-740010-897 |AN3057-10A (1) 


AN3106A32-6P (1) 


110-740010-898 


110-740010-901 | AN3057-16A (2) AN3100A 24-7P (1) AN3100A24-7S (1) 


110-740010-802 | 110-740010-898 (1) AN3106A14S5S (1) | AN3106A 1452р (1) 


110-740010-903 


110-740010-911 | AN3106A14S28 (1) AN3057-3A (1) AN3057-8A (2) 
AN3106A32-6P (1) AN305'1-4A (1) AN3057-20A (1) 


AN3108A 1688S(1) АМЗ106А8515 (1) 10-41614-5P (1) 


110-740010-913 | AN3057-6A (4) 


АМЗ106А 20-29Р (1) 


AN3108A 14525 (2) AN3057-12A (1) 
AN3106A 14525 (1) 


110-740010-915 | AN3057-4A (1) AN3057-16A (1) AN3106A 14578 (2) 
AN3106A32-6S (1) AN3057-6A (2) AN305'7- 20A (1) 
AN3106A 16815 (3) AN3057-8A (3) AN3106A 12538 (1) 


AN3106A 28-12P (1) 


110-740010-917 | AN3106A28-12P (1) AN3057-16A (1) AN3057-8A (1) 


AN3057-6A (6) AN3106A16S1S (1) AN3106A14S28 (6) 


110-740010-921 


AN3057-16A (2) 


AN3100A 28-125 (1) 


AN3106A 28. 12Р (1) 


110-740010-927 | AN3057-16A (2) AN3100A 24-5P (1) АМЗ100А 24-55 (1) 


110-740010-935 


10-71622-188 (1) (SNT) АМ3057-12А (1) 


1402 Revised 1 March 1956 
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ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-740010-937 


AN3057-4A (3) AN3057-12A (1) 10-71614-9S (1) 
10-71814-65 (1) (SNT) AN3057-6A (4) (SNT) 
10-71612-3S (2) (SNT) — 10-71622-18P (1) (SNT) 

10-71814-7S (1) (SNT) АМ3057-10А (1) 

10-71614-5S (1) (SNT) 10-71811-35 (1) (SNT) 

10-71818-18 (1) (SNT) 


110-740010-945 


10-40812-3 (1) (SNT) 10-41612-38 (1) (SNT) 
10-40812-4 (1) (SNT) 10-41662-45 (1) (SNT) 
110-740010-946 (1) 


110-740010-951 | AN3100A28-11S (1) AN3106A28-12P (1) AN3057-4A (1) 
AN3057-4A (1) AN3057-16A (3) AN3100A 24-55 (1) 


AN3057-6A (2) АМЗ106А 14555 (1) АМЗ100А 12535 (1) 


110-740010-955 


AN3057-6A (1) 


AN3106A 14555 (1) 


110-740010-957 | AN3057-6A (1) 


AN3106A 14555 (1) 


110-740010-963 | AN3057-4A (1) AN3057-12A (1) AN3106A.22-14P (1) 
AN3106A 12535 (1) AN3057-8A (1) AN3057-6A (1) 


AN3108A 14578 (1) 


110-740010-965 | AN3108A14S"8 (1) AN3057-4A (1) AN3106A 12535 (1) 
AN3057-16A (2) AN3106A32-7P (1) AN3057-6A (1) 


AN3057-20A (1) AN3106A 24-75 (1) 


110-740010-971 


AN3057-16A (1) AN3 100A 28-215 (1) 


110-740010-973 |AN3102-20-298 (1) — AN3057-3A (1) AN3057-16A (1) 
AN3106A8818 (1) AN3106A20-27S (1) AN3057-8A (2) 
AN3057-20A (1) AN3106A16S1S (1) AN3106A32-6P (1) 


AN3057-12A (1) АМЗ106А 16585 )1) AN3108A24-7S (1) 


110-740010-977 | AF33 (1) 


AN3106A18-1P (1) 


AN3100A 18-15 (1) 
AN3057-10A (1) 


AN3054-10 (1) 


110-740010-983 


110-740010-991 | AF37 (1) 


АМЗ100А 20-275 (1) 


AN3106A20-27P (1) AN3057-12A (1) 
AN3054-12 (1) 


110-740010-993 |AN3057-4A (1) АМЗ100А 20-278 (1) AN3057-10A (1) 
AN3108A 12535 (1) AN305'1-12A (1) AN3106A18-9P (1) 


АМЗ106А 24-55 (1) AN3057-16A (2) АМЗ106А 24-7Р (1) 


110-744000 АМЗ106А 20-278 (1)  AN3057-12A (1) АМЗ106А18-18 (1) 
AN3057-10A (1) 

110-744002 

110-744004 АМЗ100А 16515 (1) — AN3057-8A (1) 


110-744004-10 


AN3100A 16818 (1) AN3057-8A (1) 


110-744008 AN3106A10SL3S (1) _AN3057-4A (1) 
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PART 
NUMBER FITTING 


110-744015-30 


110-744027 
110-744028 
110-744029 


110-744030 


110-744031 


110-744032 


110-744033 


110-744033-10 


110-744034 
110-744064 
110-744066 
110-744067 
110-744068 
110-744069 
110-744070 
110-744071 


110-744072 


110-744072-11 


à 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4G-2 Airplanes) 


AN781-1 (1) 


AN3108B14S28 (1) 
AN3108B 12535 (1) 
110-744066 (1) 
110-744070 (1) 


AN3100A28-21P (1) 
AN3057-12A (1) 
AN3057-4A (1) 


ÀN3100A28-12P (1) 


AN3100A 28-12P (1) 
AN3057-6A (1) 


ÀN3106A10SL3S (3) 
AN3057-16A (2) 
AN3106A 28-12P (1) 
АМ№З106А 14525 (6) 
Type BW1/2 Resistor 33 ohm (4) 


AN3106A 1051.38 (3) 
AN3057-16A (2) 
AN3106A 28-12P (1) 


AN3106A 14525 (6) 
Type BW1/2 Resistor 33 ohm (4) 


11-2C16 (2) (BC) 
11-2C16 (1) (BC) 
11-2C6 (1) (BC) 
11-1C4 (2) (BC) 
11-1C4 (2) (BC) 
11-1C6 (2) (BC) 
AN3108B14S28 (1) 
AN3108B1283S (1) 


110-744066 (1) 
110-744070 (1) 


(See figure 391) 


AN3057-16A (2) 
AN3106A 20- 29Р (1) 


AN3057-16A (2) 


AN3057-16A (2) 
AN3100A 24-55 (1) 


AN3057-6A (8) 
AN3057-4A (3) 
AN3 106A 22-145 (1) 
AN3057-12A (1) 


AN3057-6A (8) 
AN3057-4A (3) 
AN3106A 22-145 (1) 
AN3057-12A (1) 


11-1C16 (1) (BC) 


11-1C16 (1) (BC) 


AN3106A32-6P (1) 
AN3106A 16-125 (1) 
110-744069 (1) 
110-744068 (1) 


AN3106A32-6P (1) 
AN3106A 16-125 (1) 
110-744069 (1) 
110-744068 (1) 


AN3105A 28-125 (1) 
AN3106A 1051.35 (1) 


AN3 106A 28-215 (1) 


AN3108A 14828 (1) 


AN3057-3A (3) 
AN3106-28-12S (1) 
AN3106A 14555 (2) 


AN3057-3A (3) 
ÀN3106-28-128 (1) 
АМЗ106А 14555 (2) 


АМ№З108В10525 )1) 
AN3055- 10-4 (1) 
110-744067 (1) 
110-744071 (1) 


AN3108B10S2S (1) 
AN3055- 10-4 (1) 
110-744067 (1) 
110-744071 (1) 


Units 
ed 


Usage 
Code 


Revised 1 March 1956 


PART 
NUMBER woa 


AN3106-12838 ( AN3057-4A ( AN3106-20-27P ( 
AN3057-12A dr 


110-744073 


110-744074 


110-744080 
110-744081 


110-744114 


AN3106-14828 (1) 
AN3106-20-29P (1) AN3057-12A (1) AN3 108-145 28 (3) 
AN3057-12A (1) j 


AN3100A24-5P (1) 
AN3100A14S58 (1) AN3057-6A (2) АМЗ100А 14555 (1) 


Т.О. 1C-119F-4 


Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


AN3106-36- > (1) AN3108A12S3S ον 


AN3057-12A (3) AN3057-6A (3) 


AN3108-14828 (3) 


AN3057-16A (3) AN3106A24-5P (1) 


110-144 115 


110-744116 
110-744117 


110-744118 


110-744119 


110-744120 


110-744121 


110-744122 


110-744123 


110-744124 


110-744126 


110-744127 


110-744128 


110-744129 
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АМЗ106А 28-12р (1) 
AN3057-6A (2) 


AN3100MP1082P (1) 
AN3057-4A (2) 


AN3100MP10S2P (1) 
AN305'-4A (2) 


AN3106A28-12P (1) 
AN3 106A8S1S(1) AN3057-3A (1) AN3106A 16818 (1) 
AN3057-8A (1) 1 


АМЗ100А32-68 (1) 
AN3057-10A (1) 


AN3106A28-12P (1) 
AN3057-3A (1) 


AN3106A28-12P (1) 


AN3057-3A (1) AN3106A16S1S (1)  AN3057-8A (2) 
AN3108B16S8S (1) 10-41614-5Ρ (1) (SNT) 
AN3057-6A (1) 10-71062-4P (1) (SNT) 


AN3057-4A (1) 


AN3057-4A (1) 
AN3057-3A (1) 10-41614-5P (1) (SNT) 

AN3106A8S1S (1) AN3057-12A (1) AN3057-8A (2) 
#X31086ც16585 (1) 


AN3106A22-14P (1) 
АМЗ108А 14878 (1) 


AN3106A32-7P (1) АМ3057-20А (1) АМЗ108А 14878 (1) 
AN3057-4A (1) 


AN3057-16A (2) 
AN3106A 16515 (1) 


AN3100A 14555 (3) 
AN3057-8A (1) 


AN3057-3A (2) 
AN3106MP 1082S (1) 


CA3100MP1232P (1) 
CA3106MP12828 (1) 


AN3057-3A (2) 
AN3106MP10828 (1) 


CA3100MP12S2P (1) 
CA3106MP1282S (1) 


AN3057-16A (2) AN3100A24-78 (1) 


AN3057-20A (1) AN3106A18-1P (1) 


AN3057-16A (1) AN3106A88158 (1) 


AN3057-16A, (1) AN3106A881S (1) 


10-41062-4P (1) (SNT) 


ΑΝΦ106Α.22-14Ρ (1) 


AN3057-12A (1) 
AN3057-6A (1) 


AN3106A 12535 (1) 
AN3057-4A (1) 


AN3057-6A (1) AN3 106A 24-75 (1) 


Units 
ж? 


Usage 
Code 
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PART 
NUMBER 


110-744129 


110-744130 
110-744131 
110-744132 


110-744133 
110-744134 
110-744134-10 
110-744135 
110-744136 
110-744136-10 
110-744137 
110-744138 
100-744139 
110-744140 
110-744141 
110-744142 
110-744143 


110-744144 


110-744145 


110-744146 
110-744147 
110-744148 
110-744149 
110-744150 
110-744151 


110-744152 


110-744152-10 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


AN3057-16A (1) 


AN3102A32-78 (1) 
AN3100A22-14P (1) 
AN3100A 22-14P (1) 
AN3 102A 22-145 (1) 
AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3102A 20-298 (1) 
AN3102A 20-298 (1) 
AN3 102A 28-125 (1) 
AN3102A 28-125 (1) 
AN3102A 24-78 (1) 
ΑΝ 3102A 24-15 (1) 
AN3102A 24-58 (1) 


AN3100A 28-125 (1) 
AN3057-6A (1) 


AN3100A 20-295 (1) 
AN3057-6A (1) 


АМЗ102А 28-125 (1) 


AN3102A 28-128 (1) 


АМЗ102А22-145 (1) 


АМ№З106А 24-78 (1) 


AN3106A 24-78 (1) 


AN3106A 20-275 (1) 
AN3057-20A (1) 


AN3 106A 20-275 (1) 
AN3057-20A (1) 


AN3057-12A (1) 


AN3057-12A (1) 


AN3057-20A (1) 


AN3057-20A (1) 


AN3057-16A (1) 


AN3057-16A (1) 


AN3057-12A (1) 


AN3057-16A (1) 
AN3057-16A (1) 


AN3057-12A (1) 


AN3057-12A (1) 


AN3106A1482S (1) 


АМЗ106А 14525 (1) 


AN3106A32-7P (1) 


AN3106A32-7P (1) 
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110-744153 
110-744154 
110-744155 


110-744156 


110-744156-10 


110-744157 
110-744158 
110-744159 


110-744160 


110-744161 


110-744161-10 


110-744162 


110-744163 


110-744164 
110-744165 
110-744166 
110-744167 
110-744168 
110-744169 


110-744170 


110-744171 


Revised 1 March 1956 


T.O. 1C-119F -4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


AN3106A28-11P ( 


AN3106A24-7P (1) 
AN3057-10A (1) 


AN3106A24-7P (1) 
AN3057-10A (1) 


AN3100A 14828 (1) 
AN3100A 20-208 (1) 
AN3106A 16888 (2) 


AN3057-8A (3) 
AN3057-6A (2) 


(See figure 391) 


PART 
NUMBER FITTING 


AN3057-16A ( 


AN3106A 18-95 (1) 
AN3 100A 28-115 (1) 


AN3106A 18-95 (1) 
АМЗ100А 28-115 (1) 


AN3057-6A (1) 
AN3057-12A (2) 


AN3106A24-7P (1) 
АМ3108В16585 (1) 


Units 
Per 


Usage 
Code 


AN3057-16A (2) 


AN3057-16A (2) 


AN3 106A 20- 29Р (1) 


AN3057-16A (1) 
АМЗ106А 14555 (2) 


AN3106MP10S2S (2) AN3057-3A (2) 


AN3100A28-21P (1) АМ№3108В14525 (1) 
AN3106M10SL3S (1) AN3100A 24-55 (1) 


AN3057-6A (1) 
АМЗ100А 28-21P (1) 
AN3106M10SL3S (1) 
AN3057-6A (1) 
AN3108B24-78 (1) 
AN3057-12A (1) 
АМЗ106А 16518 (1) 


AN3100A32-6A (1) 
AN3057-10A (1) 


AN3100A 14828 (1) 
AN3102A 18-18 (1) 
AN3102A 18-18 (1) 
AN3102A20-27P (1) 
AN3106A 20-27 (1) 


АМЗ102А 20-275 (1) 


AN3106A 20-27р (1) 
AN3057-8A (1) 
AN3057-6A (1) 


AN3106A 14555 (1) 
AN3057-12A (1) 


AN3057-12A (1) 


AN3108B14828 (1) 
АМЗ100А 24-55 (1) 
AN3057-12A (1) 


AN3057-16A (1) 
AN3106A8S1S (1) 
AN3106A 16585 (1) 


AN3057-20A (1) 


AN3057-6A (1) 


AN3057-12A (1) 


AN3057-12A (1) 
АМ3106А14565 (1) 
AN3057-4A (2) 


AN3057-6A (2) 
AN3106A 14525 (1) 


AN3106A 20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 
AN3106A20-27S (1) 
AN3057-3A (1) 
AN3057-8A (2) 


AN3106A18-1P (1) 


AN3108B16S8S (1) 
AN3106M108L3S (2) 


AN3 106A 20-275 (1) 


1407 


Section H 
Group Assembly Parts List 


1408 


PART 
NUMBER FITTING 


110-744172 
110-744173 
110-744174 
110-744175 
110-744176 
110-744177 
110-744178 
110-744179 
110-744182 


110-744183 
110-744183 


110-744188 


110-744188-10 


110-744188-30 


110-744189 


110-744189-10 


110-744189-30 


110-744190 


110-744191 


110-744192 


110-744193 


110-744194 


110-744195 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


AN3102A18-1P (1) 


АМЗ106А 14555 (2) 


AN3100A 14825 (1) 


AN3102-14828S (1) 


AN3102A 20-278 (1) 


АМЗ106А 20-27Р (1) 


(See figure 391) 


AN3057-6A (2) 
AN3057-12A (1) 
AN3057-12A (1) 


AN3057-6A (2) 


AN3106A 1452р (1) 


Units 
Per Usage 
Assy Code 


AN3 100A 20-298 (1) 


AN3106MP1082S (2) 
AN3057-6A (2) 


AN3106MP 10828 (2) 


AN3057-6A (2) 
AN3 106A 24-7P (1) 


А МЗ106А 20-29P (1) 


А 


А 


#M3108816585 (1) 


АМЗ100А 28-115 (1) 


N3057-8A (1) 


М№З106А 16515 (1) 


N3-57-16A (1) 


АМЗ100А 28-125 (1) 


AN3106A28-12P (1) 


AN3057-12A (2) 
AN3057-3A (2) 


AN3106A 16585 (3) 
AN305'1- 16A (1) 


AN3057-3A (2) 
AN3106A 16585 (3) 
AN3057-16A (1) 


AN3057-12A (1) 
AN 3108814525 (2) 


AN3057-6A (3) 
AN3057-8A (1) 


AN3057-16A (1) 


AN3057-16A (1) 


AN3057-16A (1) 


AN3106A 20-298 (1) 


AN3106- 1485S (1) 
AN3057-8A (4) 
AN3108B14S5S (1) 


AN3106- 14858 (1) 
AN3057-8A (4) 
АМ3108В 14555 (1) 


AN3106A 16818 (1) 
AN3057-6A, (5) 


АМЗ106А 14525 (2) 
AN3106A 28- 12P(1) 


AN3106A 12535 (1) 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
Per Usage 
FITTING Assy Code 


AN3106A28-12P (1) AN3057-16A (1) AN3106A 12535 (1) 
AN3057-4A (1) АМЗ106А 16515 (3) AN3057-8A (3) 
АМЗ106А 14575 (2) AN3057-6A (2) 


PART 
NUMBER 


110-744195 


110-744196 AN3100A24-78 (1) AN3057-16A (1) 


110-744197 AN3057-20A (1) AN3100A32-78 (1) 


110-744197-10 |AN3057-20A (1) AN3100A32-78 (1) 


110-744198 AN3100A28-12S (1) AN3057-16A (2) 


AN3106A20-29P (1) AN3057-12A (1) 


ÀN3106A28-12P (1) 


110-744199 AN3106A 28-125 (1)  AN3057-16A (2) AN3057-6A (1) 
AN3100A24-7P (1) AN3106A 14555 (2) AN3100A16S1S (2) 


AN3057-8A (2) 


110-744201 AN3106A32-7P (1) AN3057-20A (1) AN3100A24-"S (1) 


AN3057-16A (1) 


110-744201-10 


AN3106A32-7P (1) AN3057-20A (1) AN3100A24-"5 (1) 
AN3057-16A (1) 


110-744202 AN3106A24-7P (1) AN3057-16A (1) 


110-744202-10 |AN3106A24-7P (1) AN3057-16A (1) 


110-744 203 AN3106A24-288 (1) AN3057-16A (1) AN3106M10SL358 (1) 


AN3057-4A (1) 


110-744203-10 | АМЗ106А 24-285 (1) AN3057-16A (1) AN3106M10SL3S (1) 


AN3057-4A (1) 


110-744204 АМЗ100А 24- 28р (1) АМ3057-16А (1) AN781-2 (1) 


110-744204-10 |AN3100A24-28P (1) AN3057-16A (1) 


110-744205 AN3100A28-12P (1)  AN3057-16A (1) AN3106A16S1S (1) 


AN3057-8A (1) АМ3108-14525 (1) AN3057-6A (1) 


110-744206 


110-744207 


110-744208 AN3106A22-14P (1) AN3057-12A (1) 


110-744209 AN3100A20-14P (1) AN3057-12A (1) AN3106A28-12P (1) 


AN305'1-16A (1) 


110-744210 АМЗ100А 22-145 (1) AN3057-12A (1) 


110-744211 AN3100A 28-128 (1) AN3057-16A (1) 


110-744212 


AN3102A 20-298 (1) 
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110-744214 


110-744216 


110-744217 
110-744217-10 


110-744218 


110-744219 
110-744220 
110-744221 
110-744222 
110-744224 
110-744225 
110-744226 
110-744227 
110-744227-10 
110-744229 
110-744230 
110-744230-10 
110-744232 
110-744233 
110-744233-10 
110-744234 


110-744238 


110-746057 


110-746057-10 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


AN3106A 24-75 (1) 
AN3106A 14515 (1) 
AN3057-4A (5) 
AN3106A 28-12P (1) 


(See figure 391) 


AN305'1- 18A (4) 
AN3057-6A (9) 
AN3106A 14555 (2) 
AN3106A 22-145 (1) 


BW1/2-33 ohm restrictor (4) 


АМЗ100А 20-275 (1) 
AN3057-10A (3) 


ÀN3106A28-21P (1) 
АМЗ106А 18-15 (1) 


AN3100A 28-218 (1) 


AN3106A18-9P (1) 


АМ№З108В12545 (2) 
AN3102A 28-215 (1) 


AN3102A 28-215 (1) 


AN3100A32-78 (1) 
АМЗ100А32-78 (1) 
AN3100A 20-295 (1) 


AN3106A32-75 (1) 
AN3057-4A (1) 


AN3016A16S1P (1) 
AN3217-1 (2) 


АМЗ106А 1651Р (1) 


AN3057-12A (2) 
АМЗ106А 20-29P (1) 


AN3057-16A (2) 
AN3057-10A (1) 


AN3057-16A (1) 


AN3057-10A (1) 


AN3057-4A (2) 


AN3057-20A (1) 
AN3057-20A (1) 
AN305'1-12A (1) 


AN3057-20A (1) 
AN3 100A 28-12P (1) 


AN3054-6 (2) 
AF32 (1) (SIE) 


BZETRNTN(1) (MCS) 


AN3106A 28-125 (2) 


AN3106M10SL3S (5) 


AN3106A 14525 (6) 
AN3057-12A (1) 


AN3106A 18-15 (2) 
AN3100A 18-95 (1) 


AN3100A 28-125 (1) 


AN3106A10SL38 (1) 
AN3057-16A (1) 


AN3054-8 (1) 
AF25 (2) (SIE) 


Units 
Per 


Usage 
Code 


Revised 1 March 1956 


T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


IVA11 (1) 
AF32 (1) (SIE) 


110-746057-10 


ΒΖΕΊΕΝΤΙ (1) (MCS) 
AF24 (1) (SIE) | 


110-746057-30 | IVA1 (1) BZETRNTN (1) (MCS) 


AF25 (1) (SIE) AF24 (1) (SIE) BZETRNT1 (1) (MCS 


110-746058 AF25 (2) (SIE) AN3217-1 (1) AN3106A 14S5P (1) 
BZETRNTN (1) (MCS) 
110-746059 BZ-R31 (1) HN-RNN-12 (1) AF25 (2) (SIE) 


AN3106A1485P (1) 


110-750010-4 


110-750010-11 


AN3106A1485P (1) AN3057-6A (1) 


110-750010-13 | AN3100A14-5S (1) AN3106828-12P (1) AN3057-16A (1) 
AN3108A18-20S (1) AN3057-6A (1) AN3057-10A (2) 


AN3108A8-308S (1) 


110-750010-15 | AN3057-12A (2) AN3106M22-148 (2) 


110-750010-17 | AN3057-16A (1) 


AN3106M10SL3S (1) 


AN3106M28-128 (1) AN3057-3A (1) 


110-750010-31 | AN3057-20A (1) AN3057-16A (1) АМЗ106А 24-285 (1) 


110-750010-33 | AN3057-20A (1) AN3108A32-7P (1) 


110-750010-35 | AN3106M22-14S (1) 


АМ3106М20-295 (1) AN3057-12A (2) 


110-750010-37 | АМ3102-32-75 (1) 


110-750010-41 


110-750010-43 | AN3057-10A (1) AN3106A 18-15 (1) 


110-750010-51 


110-750010-65 | AN3057-16A (1) AN3106A 28-128 (1) 


110-750010-67 | AN3106A14S5S (2) AN3057-6A (2) 


110-750010-71 


AN305'1-12A (2) 


AN3106A 22-14P (1) AN3106A 22-145 (1) 


110-750010-73 | AN3106A16S1S (1) 


110-750010-103 


AN3057-16A (1) 


110-750010-105 | AN3100A 22-45 (1) AN3057-6A (1) AN3057-12A (1) 


110-750010-107 1 UG21C/U (2) 


110-750010-113 | UG21C/U (1) UG22C/U (1) 


110-750010-115 | UG21C/U (2) 
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PART 
NUMBER 


110-750010-117 


110-750010-123 


110-750010-125 


110-750010-127 
110-750010-131 
110-750010-133 
110-750010-137 
110-750010-141 
110-750010-147 
110-750010-177 
110-750010-181 
110-750010-183 
110-750010-185 


110-750010-187 


110-750010-193 
110-750010-195 
110-750010-235 
110-750010-237 
110-750010-241 
110-750010-243 
110-750010-245 
110-750010-247 


110-750010-253 


110-750010-257 
110-750010-261 
110-750010-263 


110-750010-265 
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T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


UG21C/U (5) 
UG30/U (1) 


UG21C/U (5) 
UG30/U (1) 


PL259A (1) 
PL259A (1) 
PL259A (1) 
PL259A (1) 


PL259A (1) 


PL108 (1) 


PLQ103 (1) 


(See figure 391) 


FITTING 


UG23C/U (1) 


UG23C/U (1) 


M359A (1) 
M359A (1) 
UG21C/U (1) 
UG21C/U (1) 


UG21C/U (1) 


АМЗ108А 168485 (1) AN3057-10S (1) 


AN3057-12A (1) 
AN3057-4A (1) 


PL112 (2) 


78-758535-1 (2) 
78-758535-1 (2) 
PL259A (2) 
M359A (2) 


M359A (1) 
UG21C/U (1) 


M359A (2) 
M359A (2) 
M359A (2) 


78-758535-1 (1) 


AN3108A22-58 (1) 


АМ№З106А 1051.45 (1) 


PL259A (2) 


UG27B/U (1) 


PL259A (2) 
PL259A (2) 


PL259A (2) 


UG107B/U (1) 


UG107B/U (1) 


UG21C/U (1) 


UG21C/U (1) 


UG30/U (1) 


UG30/U (1) 


AN3108A18-38 (1) 


PLQ166 (1) 


PL259A (1) 


Units 


Per 
Ass 


1 


pee 


Usage 
Code 


Revised 1 March 1956 


PART 
NUMBER 


110-750010-267 
110-750010-271 


110-750010-273 


110-750010-307 
110-750010-317 
110-750010-335 
110-750010-337 


110-750010-341 


110-750010-343 
110-750010-345 
110-750010-351 
110-750010-353 
110-750010-355 
110-750010-357 


110-750010-361 


110-750010-365 
110-750010-367 


110-750010-371 


110-750010-413 
110-750010-415 
110-750010-417 


110-750010-421 
110-750010-423 


110-750010-425 


Revised 1 March 1956 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


AN3057-16A (2) 
AN3057-16A (2) 


AN3057-3A (1) 


(See figure 391) 


FITTING 
AN3108A28-168 (2) 
AN3108A 28-28 (2) 


AN3108A8S1P (1) 


AN3106A18-31P (1)AN3108A14S5S (1) 


AN3057-10A (5) 


AN3108A18-1P (1) 


AN3106A18-58 (1) AN3106A18-20P (1) 


PL259A (1) 


M359A (1) 
U10/U (1) 


AN3057-16A (1) 
PL148A (1) 


PL151A (1) 
PL153A (2) 
M359A (1) 
U11/U (1) 
78-758535-1 (1) 
18-158535-3 (2) 


M297 (1) 
MC277 (4) 


78-758535-1 (1) 


AN3057-12A (1) 
AN3057-16A (2) 


U61/U (2) 


AN3057-10A (2) 


UG21C/U (1) 


PL259A (1) 
U7/U (1) 


U16/U (1) 


U15/U (2) 
PL259A (1) 
U12/U (1) 


T8-758535-3 (1) 


PL259A (1) 


78-758535-2 (1) 


AN3106A 20-278 (1) 
AN3106A 28-125 (1) 


AN3108A24-28P (1) 


AN3108A 28-155 (2) AN3108A18-1S (2) 


AN3057-6A (2) 
AN3057-10A (1) 


AN3057-6A (1) 


AN3108A18-9S (1) 
АМЗ106А 14525 (2) 


AN3057-16A (1) 


АМЗ106А 14525 (1) АМЗ106А18-15 (1) 


AN3100A 28-128 (1) 
AN3057-16A (2) 

AN3100A 28-12P (1) 
AN3106A18-30P (1) 


UG21C/U (1) 
U9/U (1) 


AN3100A28-12P (1) 


UG21C/U (1) 


M359A (1) 


АМЗ100А 28-125 (1) 


AN3057-16A (3) 


AN3057-8A (1) 
061/0 (2) 1 


AN3057-10A (1) 
АМЗ106А 28-155 (1) 1 
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Section II Τ.Ο. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART Per Usage 
NUMBER FITTING Ass Code 


110-750010-427 


AN3057-6A (1) AN3057-16A (1) AN3057-10A (1) 
AN3106A 14525 (1) AN3106A18-18 (1) AN3106A 28-155 (1) 1 


110-750010-431 


AN3106-20-27S (1) #M3057-12# (1) 1 


110-750010-433 | AN3057-12A (2) АМЗ106А20-278 (1) AN3100A20-27P (1) 1 
110-750010-435 | AN3057-12A (1)  AN3100A20-27P (1) 1 
110-750010-437 | AN3057-12A (1) AN3100A20-278 (1) 1 
110-750010-441 | AN3057-12A (1)  AN3106A20-27P (1) 1 
110-750010-443 | 1 
110-750010-447 1 
110-750010-451 | AN3102-24-28S (1) AN3102-24-78 (1) 1 


110-750010-501 


AN3057-16A (2) АМ№3108М24-75 (1) AN3106M24-20P (1) 1 
AN3108M24-5P (1) 


110-750010-503 


AN3057-16A (2 AN3108M24-7S (1) AN3108M24-20P (1) 1 


110-750010-505 H 
110-750010-507 | AN3057-16A (1)  AN3108M22-14S (1) AN3108M24-"S (1) 
AN305'1-12A (1) 1 
110-750010-513 | UG21C/U (2) UG27B/U (2) i 
110-750010-531 | UG22C/U (2) 2 
110-750010-645 | M359A (1) PL259A (1) UG22C/U (1) 1 
110-750010-655 | UG59A/U თ) UG22C/U (1) 1 
110-750010-657 | UG59A/U (1) UG22C/U (1) 1 
110-750010-685 | UG21C/U (1) UG22C/U (1) 2 
110-750010-851 | UG21C/U (6) UG27B/U (2) UG28A/U (1) 2 
АМ№З106-1455р (1) AN3057-6A (1) 1 
AN3100A28-12P (1)AN3057-16A (1) АМЗ108А 14555 (1) 
AN3057-6A (1) AN3108A18-1P (1) AN3057-10A (5) 
AN3108A8S1P (1) AN3057-3A (1) AN3106A18-31P (1) 
AN3106A18-20P (1)AN3106A18-30P (1) AN3106A18-5S (1) 1 
110-754032 1 
110-754033 A3188-2 (5)(ARP) 092/0 (1) 110-754033-3 (1) 4 
110-754034 U94/U (1) 110-754034-3 (1) A31882 (6) (ARP) 1 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART ჩაია Usage 
NUMBER FITTING Code 


110-754035 AN3108A 18-18 ( CB3106A24-28S (SNT) 
AN3057-10A a CB3106A 22-14 (SNT) ub 

110-754036 СВЗ106А 24-285 (SNT) (1) 10-40824-28 (SNT) (1) 
10-40211 (SNT) (1) 

110-754037 CB3106A22-14S (SNT) (1) AN3106A 18-15 (2) 
AN3057-10A (2) 

110-754038 AN3106A 24-285 (1) — AN3057-12A (1) AN3057-10A (2) 
AN3057-16A (1) AN3106A 22-145 (1) AN3106A18-1S (1) 

110-754039 AN3106A 24-285 (1)  AN3106A22-14S (1) AN3106A18-1S (2) 
AN3057-16A (1) AN3057-12A (1) AN3057-10A (1) 

110-754040 

110-754041 

110-754042 

110-754043 AN3108A28-21P (1) AN3057-16A (1) 

110-754044 AN3106A18S1S (1) АМ3057-10А (1) 

110-754044 AN3106A18S1S (1) ^ AN3057-10A (1) 

110-754045 

110-754046 AN3108A18-1S (1) — AN3057-10A (1) 

110- 754047 AN3106A16S1S (1) ^ AN3057-8A (1) 

110-754048 AN3106A16S1S (1) ^ AN3057-8A (1) 

110-754049 

110-754050 AN3102A 28-218 (1) 

110-754051 AN3106A16-10S (1)  AN3057-8A (1) 

110-754042 AN3106A16S1S (1) — ANS3057-8A (1) 

110-754053 

110-754054 AN3106A16-10S (1)  AN3057-8A (1) 

110-754055 AN3106A20-27S (1) AN3057-12A (1) 

110-754057 AN3106A20-27S (1) AN3057-12A (10 

110-754058 U15/U (1) P/151A (1) 1015/0 (1) 

110-754059 AN3100A20-27P (1) AN3057-12A (1) 

110-754060 AN3106A20-27S (1) AN3057-12A (1) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART შაი, Usage 
NUMBER FITTING Code 


110-754061 

110-754062 AN3106A20-27S (1) ^ AN3057-12A (1) 

110-754063 ÀN3100A20-27S (1) AN3057-12A (1) 

110-754064 AN3106A20-27P (1) AN3057-12A )1) 

110-754-65 AN3106A 20-275 (1) — AN3057-12A (1) 

110-754066 АМЗ106А 16515 (1) AN3057-8A (1) 

110-754067 АМЗ106А 16515 (1) AN3057-8A (1) 

110-754068 AN3106A16S1P (1) AN3057-8A (2) АМЗ106А 16515 (1) 

110-754069 AN3106-16S1P (1) AN3057-8A (2) AN3106-16S1S (1) 

110-754070 AN3106-16S1P (1) AN3057-8A (1) U94/U (1) 
110-754070-3 (1) 

110-754071 AN3108M22-14S (1) AN3057-12A (1) AN3108M24-7S (1) 
AN3057-16A (1) 

110-754072 (No breakdown) 

110-754073 (No breakdown) 

110-754077 (No breakdown) 

110-754096 


110-754096-10 


110-754098 UG27C/U. (2) UG107B/U (1) UG30B/U (1) 


110-754098-10 (1) 110-754098-30 (1) 


110-754098-10 | UG21C/U (2) 


110-754098-30 | UG21C/U (1) UG23C/U (1) 


110-754099 UG27C/U (2) UG107B/U (1) UG30/U (1) 


110-754099-10 | UG21C/U (1) UG23C/U (1) 


110-754102 UG22C/U (2) AN3100A20-27P (1) AN3057-12A (1) 

110-754103 

110-754104 AN3106A18-31P (1) AN3057-10A (5) АМЗ106А 18-20р (1) 
AN3106A18-30P(1) АМ3106А 18-55 (1) ANS3108B14S5S (1) 
AN3057-6A (1) AN3108B18-1P (1) AN3108B8S1P (1) 
АМЗО57-ЗА (1) AN3100A 28-125 (1) AN3057-16A (1) 
АМЗ106А 20-275 (1) AN3057-12A (1) 

110-754105 АМЗ106М 20-295 (1) AN3106M22-14S (1) 
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NUMBER FITTING 


110-754106 
110-754106-10 
110-754107 


110-754107-10 
110-754149 
110-754154-11 


110-754168-1 


127-725010-101 


127-725010-103 


127-725010-105 


127-725-10-107 


127-725010-109 


127-725010-111 
127-725010-113 


127-725010-115 
127-725010-117 


127-725010-119 


127-725010-121 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


PL259A ( 
PL259A (1) 
AN3108-28-28 (2) 


AN3106A 20-275 (1) 


AN3106A 22-145 (2) 


AN3108B22-58 (1) 
AN3057-10A )1) 


AN3108-14818 (1) 
AN3057-16A (1) 
AN3106-28-12P (1) 


AN3100- 28-128 (1) 
AN3057-6A (1) 


AN3057-16A (1) 
ΑΝ8106- 14-28 (1) 
AN3106- 14828 (1) 


AN3100-28-128 (1) 


AN3108A 22-145 (1) 
AN3057-16A (1) 
AN3100- 28-125 (1) 


AN3100-28-128 (1) 
AN3106- 18-18 (1) 


AN3100-28-128 (1) 
AN3108-20-118 (1) 


AN3057-10A (1) 
ΑΝ3106-18-128 (1) 


AN3100-16S1S (1) 


(See figure 391) 


UG21C/U (1) 
UG21C/U (1) 
AN3057-16A (2) 


AN3057-12A (1) 


AN3057-12A (2) 
AN3057-12A (1) 


AN3106-148658 (1) 
AN3108- 14525 (1) 


AN3106-28-12P (1) 
AN3106-14-25 (1) 
ΑΝ3108- 18-18 (1) 
ΑΝ3106- 14515 (1) 
AN3057-6A (4) 
AN3106-28-12P (1) 


AN3057-12A (1) 


AN3106-28-12P (1) 
AN3057-16A (1) 


AN3057-16A (1) 
AN3057-12A (1) 


AN3106-16S1P (1) 


AN3057-8A (1) 


Units 
Per Usage 
Code 
UG27B/U (1) 


UG27B/U (1) 


AN3108B18-38 (1) 


AN3057-6A (4) 
AN3108-148658 (1) 


AN3057-16A (2) 


AN3057-10A (1) 
AN3106- 14555 (1) 


AN3057-16A (2) 


AN3106-28-12P (1) 


AN3057-16A (1) 
AN3057-10A (1) 


AN3057-8A (1) 


127-725101 AN3100A 28-125 (1) AN3057-16A (1) AN3 106A 14525 (1) 
AN3057-6A (2) AN3108B14S6S (1) 

127-725102 AN3100A 28-125 (1) AN3057-16A (1) 

127-725103 АМЗ106А 18-125 (1) AN3057-10A (1) 

127-725104 

127-744001 

127-744002 

127-744003 AN3057-20A (1) 
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PART 
NUMBER 


127-744004 


127-750001-30 


127-750001-50 

127-750001-70 

127-150001-90 

127-750001-110 
127-750001-130 
127-750001-150 
127-750002-70 

127-750002-90 

127-750002-110 
127-750002-130 
127-750002-150 
127-750002-170 
127-750002-190 
127-750002-210 
127-750002-290 
127-750002-310 
127-750002-330 
127-750002-350 
127-750002-370 
127-750002-390 
127-750002-410 
127-750002-430 
127-750003-10 


127-750003 -30 


Τ.Ο. 1C-119F-4 


(See figure 391) 


FITTING 


AN3108A 24-75 (1) AN3057-16A (1) 
AN3057-12A (1) — AN3106-32-6P (1) 
АМ№З106А 16515 (1) AN3057-3A (1) 
AN3057-8A (2) AN3106A16888 (1) 


UG21C/U (2) UG27B/U (1) 
AN3108M24-5P (1) 

AN3108M24-20P (1) AN3108M24-7S (1) 
АМЗ108М 24-75 (1) AN3108M22-14S (1) 
78-758535-1 (1) 78-758535-3 (1) 


78-758535-3 (2) 


U10/U (1 U9/U (1) 
U12/U (1) U11/U (1) 
AN659-5 (1) AN659-6 (1) 
AN695-5 (1) AN659-6 (1) 
AN659-5 (1) 78-758535-1 (1) 
AN659-5 (1) 18-158535-1 (1) 


18-158535-1 (1) 


78-758535-2 (3) 


U8/U (1) 


PL-112 (2) 


ARC9821 (1) ARC9488 (1) 
AN3108A 20-295 (1) AN3108A22-148 (1) 


AN3106A20-278 (1) 


AN3057-20A (1) 


AN3106A168158 (1) 


UT/U (1) 


AN3057-12A (2) 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 


Units 


Per 
Ass 


Usage 
Code 
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T.O. 1C-119F-4 Section П 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART Per Usage 
NUMBER FITTING Ass Code 


127-750003-70 ARC9821 (1) ARC9488 (1) AN3106A 20-295 (1) 
АМЗ106А 22-145 (1) AN3057-12A (1) 1 

127-750003-90 ARC9821 (1) ARC9488 (1) AN3106A 20-298 (1) 
AN3057-12A (1) 1 

127-750003-110 | ARC9821 (1) ARC9488 (1) AN3057-12A (2) 
AN3108A 20-298 (1) AN3108A 22-145 (1) 1 


127-750003-150 | AN3106A20-295 (1) (GFAE) АМЗ106А 20-2952 (1) (GFAE) 


AN3106A20-298W (1) (GFAE) AN3057-12A (2) 1 
127-'750003-210 


127-150003-230 | AN3057-12A (2) AN3100A20-27S (1) AN3106A20-27P (1) 1 


127-750003-250 | AN3100A20-27S (1) AN3057-12A (2) 1 
127-750003-270 | AN3106A20-27P (1)ARC9821 (1) AN3057-12A (2) 
AN3106A20-298 (1) 1 
127-750003-290 | AN3057-12A (1) AN3106A20-27S (1) 1 
127-750003-310 | AN3057-12A (2)  AN3100A20-27S (2)  ARCO9821 (1) 1 
127-750004-150 | UG21C/U (5) UG23C/U (1) UG107B/U (1) 1 
127-750004-170 | UG21C/U (5) UG23C/U (1) UG107B/U (1) 1 
127-750004-190 | AN3057-10A (2) AN3057-12A (1) AN3108A18-208 (1) 
AN3108A18-30S (1) AN3106A28-12P (1) AN3057-16A (1) 1 
127-150004-210 | АМЗ108А 20-278 (1)AN3057-12A (1) AN3106A28-12P (1) 
AN3057-16A (2) AN3100A28-12S (1) 1 
127-750004-230 | AN3057-10A (5) AN3057-16A (1) AN3057-3A (1) 


AN3106A18-5S (1) AN3106A18-30P (1) | AN3106A18-20P (2) 
AN3100A28-12P (1)AN3108A18-1P (1) АМЗ108А 146555 (1) 


AN3057-6A (1) AN3108A881P (1) H 
127-750004-250 | UG21C/U (1) PL259A (1) 1 
127-750004-270 | UG21C/U (1) PL259A (1) M359A (1) 1 
127-750004-290 | AN3108A20-27S (1) AN3057-12A (1) ÀN3100A28-128 (1) 
AN3057-10A (5) АМ3057-3А (1) AN3106A18-5S (1) 
AN3106A18-30P (1)А №З108А 14555 (1) AN3108A18-1P (1) 
AN3108A8S1P (1) AN3057-6A (1) 1 
127-75005-10 PL259A (1) M359A (1) UG22C/U (1) 1 
127-750005-30 PL259A (1) UG21C/U (1) 1 
127-750005-50 AN3057-10A (1) АМ№З108-18-95 (1) 1 


127-750005-70 
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121-150006-10 
127-750006-30 
127-750006-90 
127-750007-10 
127-750007-30 
127-750007-50 


127-750007-70 


127-750007-90 
127-750007-110 
127-750007-130 
127-750007-150 
127-750008-30 
127-750008-50 
127-750008-70 
127-750008-90 
127-750009-10 
127-750009-50 
127-750009-70 
127-750009-90 


127-750010-10 


127-750010-30 


127-750010-50 


127~750012-10 
127-750012-30 
127-750012-50 
127-750012-70 


127-750011-210 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont).(C-119F and R4Q-2 Airplanes) 
(See figure 391) 


FITTING 
UG59B/U (1) UG22C/U (1) 


UG21C/U (1) UG59B/U (1) 


PL167 (1) 


MC2'' (1) 
M297 (2) 


49192 (1) 


MC320 (2) M297 (1) 


MC320 (2) M297 (2) 
MC320 (2) M297 (2) 


PLQ171 (2) 


АМЗ106А 16515 (1) AN3057-8A (1) 


AN3106A16S1S (1) AN3057-8A (1) 


AN3057-12A (1) 
AN3106A 28-125 (1) 


AN3106A 20-15 (1) 


M359A (2) PL259A (2) 


АМЗ106А 20-1Р (1) AN3100A28-12P (1) 


AN3057-16A (1) АМ3057-12А (2) 


ARC9125 (2) 


CLT49067A (1) CLT49068A (1) 


AN3106M22-14S (1)AN3106M20-29S (2) 


AN3057-16A (1) 


AN3106A20-16P (1) 
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ELECTRICAL CABLE CHART (cont) (C-119F and R4Q-2 Airplanes) 
(See figure 391) 


Units 
PART Per Usage 
NUMBER FITTING Ass Code 


127-750011-330 | AN3106M28-12S (1) AN3106M10SL35 (1) 1 
127-750011-350 | AN3106-14S5S (1) AN3057-6A (1) AN3106M22-14S (2) 1 
127-750011-370 | AN3106A32-7P (1) AN3057-20A (1) AN3106A24-28P (1) 
AN3057-16A (2) AN3101B24-28P (1) 1 
127-750011-390 | AN3106A24-288 (2) AN3057-16A (2) 1 
127-750011-410 1 
127-150011-430 | AN3102A32-7S (1) АМЗ102А24-285 (1) 1 
127-750011-450 1 
127-750011-470 | UG21C/U (1) UG22C/U (1) 1 
127-750011-490 | UG21C/U (2) H 
127-750011-510 | UG21C/U (2) 1 
127-750011-530 | AN3101A20-29P (1) 1 
127-750011-550 | AN3057-16A (1) H 
127-750011-570 | AN3057-6A (1) AN3100A 22-48 (1) AN305* -12A (1) 1 
127-750011-590 | AN3057-16A (1)  AN3106A24-288 (1) 1 
127-750012-50 1 
127-750012-70 CLT49067A (1) CLT49068A (1) 1 
127-750012-90 PL259A (1) 1 
127-750012-110 | ARC9125 (2) 1 
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T.O. 1C-119F-4 Section II 
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Figure 392. (Sheet 1 of 3 Sheets) Electrical Cable Chart 
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Section H T.O. 1C-119F-4 


CLT49067 CLT49068 DPD32-33S 0Р045-335 
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PL258A 
UGIO7B/U UG2IC/U UG2I2A/U UG23C/U 


UG27BU UG?28A/U 


UG536U UG59AU 


Figure 392. (Sheet 2 of 3 Sheets) Electrical Cable Chart 
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Figure 392. (Sheet 3 of 3 Sheets) Electrical Cable Chart 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (C-119G Airplanes) 
(See figure 392) 


PART Usage 
NUMBER FITTING Ass Code 


110-725010-15 


110-725010-17 
110-725010-19 


110-725010-21 


110-725010-23 


AN3057-6A (3) AN3106A28-12P (1) | AN3108A14828 (1) 1 
АМЗ108А14865 (1)  AN3057-16A (1) AN3108A14S18 (1) 


110-725010-25 | AN3057-6A (3) AN3106A14858 (3) 1 


110-725010-27 | AN3057-6A (1) AN3106A20-278 (1) _ AN3106A14S5S (1) 1 


AN3057-12A (1) 


110-725010-37 


AN3057-6A (1) АМ№З106А 14565 (1) AN3106A28-12P (1) 1 
AN3100A28-128 (1) AN3057-16A (1) 


110-725010-41 


AN3057-16A (1) AN3106A14S1S (1) AN3106A28-12P (1) 1 
AN3106A14858 (1) 


110-725010-43 


AN3057-16A (2) AN3106A28-12P (1)  AN3100A28-128 (1) 1 
AN3057-12A (1) · AN3106A20-27S (1) 


110-725010-55 | AN3057-12A (1) AN3108A22-14S (1) AN3057-16A (1) 1 


AN3106A28- 12P (1) 


110-725010- 301 


AN3057-16A (2) AN3100A28-128 (1)  AN3106A28-12P (1) 1 


110-725010- 561 


AN305'1- 10A (1) AN3106A18-18 (1) AN3057-16A (1) 1 
AN3100A28- 128 (1) 


110-725010-563 | AN3057-10A (2) AN3106A18-18 (1) AN3108A18-18 (1) 1 


110-725010-565 | AN3057-10A (2) AN3108A18-18 (1) AN3106A18-18 (1) 1 


110-725010-567 | AN3057-10A (2) AN3106A18-18S (2) 1 


110-725010-571 


110-725010-573 | AN3057-16A (1) AN3100A28-128 (1) 1 


110-725010-575 


AN3057-6A (1) AN3057-16A (1) AN3108A14868 (1) 1 
AN3100A28- 128 (1) 


110-725010-581 | AN3057-12A (1) AN3108A20- 118 (1) 1 


110-725010-583 


AN3057-6A (1) AN3108A14828 (1) 1 


110-725010-585 


AN3057-6A (1) AN3108B20-48S (1) AN3057-12A (1) 1 
AN3108B148S28 (1) 


110-725010-587 | EB2 (1) 


110-725010-591 


AN3057-10A AN3108B18- 128 (2) 1 


110-725010-593 | AN3057-12A (2) AN3100A20-27S (1) AN3108A20-27S (1) 1 


110-725010-595 | AN3057-12A (2) AN3108A20- 168 (2) 1 
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ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 
1 


AN3108A22-145 (2 


110-725010-597 | AN3057-12A (2) 


110-725010-685 | AN3057-12A (2) АМЗ100А20-275 (1) AN3106A20-27P (1) 


110-725010-851 | AN3057-12A (2) AN3106A20-27P (1) AN3108A20-27S (1) 


110-725103 


110-725103-11 


110-725104 


110-725104-11 


110-725105 
110-725105-10 
110-725106 
110-725106-10 
110-725107 
110-725107-10 
110-725107-30 
110-725108 
110-725108-10 


110- 145109-10 


110-725110 
110-725111 
110-725112 


110-725116-1 


110-725117-1 
110-725118-1 
110-725119-1 
110-725120-1 


110-725121-1 


AN3106A18-1S (1) 
AN3057-16A (1) 


AN3106A18-18 (1) 
AN3057-16A (1) 


AN3108B14S6S (1) 
AN3057-16A (1) 


AN3108B145868S (1) 
AN3057-16A (1) 


АМЗ100А28-125 (1) 
AN3100A28-128 (1) 
AN3108B22-14S (2) 
AN3108B22-148 (2) 
AN3106A14858 (3) 
AN3106A14858 (3) 
AN3106A148S58 (3) 
AN3100A20-2'18 (1) 
AN3100A20-2'8 (1) 


AN31064A14858 (1) 
AN3057-12A (1) 


AN3106A18-18S (2) 
AN3106A18-1S (2) 
AN3106A18-1S (2) 


AN3108B1482S (1) 
AN3108B20-48 (1) 


AN3108B20-168 (1) 
AN3108B18-128S (2) 
AN3108B14828 (1) 


AN3108B20-168S (1) 


AN305'1-10A (1) 
AN3106A20-278 (1) 


AN3057-10A (1) 
AN3106A20-278 (1) 


AN3057-6A (2) 
AN3106A14868 (1) 


AN3057-6A (2) 
AN3106A14S6S (1) 


AN3057-16A (1) 
AN3057-16A (1) 
AN3057-12A (2) 
AN3057-12A (2) 
AN3057-6A (3) 
AN3057-6A (3) 
AN3057-6A (3) 


AN3057-12A (2) 


AN3057-12A (2) 


AN3057-6A (1) 


AN3057-10A (2) 
AN3057-10A (2) 
AN3057-10A (2) 


AN3057-6A (1) 


AN3057-12A (1) 
AN3057-10A (2) 
AN3057-6A (1) 


AN3057-12A (1) 


АМ№З100А28-125 (1) 
AN3057-12A (1) 


AN3100A28-128S (1) 
AN305' -12A (1) 


АМ№З100А28-125 (1) 


AN3100A28-128 (1) 


AN3108B20-2'78 (1) 
AN3108B20-278 (1) 


AN3106A20-2"8 (1) 


AN305'1-12A (1) 
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110-725122-1 


110-740010-3 

110-740010-31 
110-740010-33 
110-740010-39 


110-740010-47 


110-740010-49 


110-740010-55 
110-740010-57 


110-740010-59 


110-740010-61 
110-740010-71 
110-740010-73 
110-740010-79 
110-740010-87 
110-740010-89 
110-740010-95 
110-740010-97 
110-740010-99 
110-740010-105 
110-740010-109 
110-740010-111 
110-740010-119 
110-740010-123 
110-740010-129 


110-740010-135 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


T.O. 1C-119F-4 


(See figure 392) 


AN3106A28-12P (1) AN3057-164 (1) 


AN3057-6A (3) 
AN3115-1 (2) 
AN3057-12A (4) 
AN3057-12A (4) 
AN3102-1681P (1) 


AN3057-12A (2) 
AN5538-1 (3) 


AN3106A20-29P (1) 
AN3106A16818 (1) 


AN3057-16A (2) 


AN3057-6A (2) 
AN3106A18-1P (1) 


AN3057-8A (1) 
AN3057-10A (1) 


AN3057-20A (1) 


AN3057-10A (2) 


AN3057-10A (2) 
AN3057-12A (1) 
AN3057-10A (2) 
AN781-1 (1) 

AN3057-10A (2) 


AN305'1-4A (1) 
AN3106B32-7S (1) 


ΑΝΒ108Β14525 (1) 


AN3106A22-27P (2) 


© AN3106A22-27P (2) 


AN3100A22-14P (1) 
AN5538-2 (1) 


AN3057-12A (1) 
AN3057-8A (1) 


AN3100A28-128 (1) 


AN3100A20-295 (1) 
AN3106A14828 (2) 


AN3106A168S18 (1) 


AN3106A18-9P (1) 


AN3106A32-7P (1) 


AN3100A18-98 (1) 


AN3100A18-98 (2) 
AN3106A20-148 (1) 


AN3106A18-9P (2) 


AN3100A18-98 (2) 


AN3100A28-12P (1) 
AN3057-20A (1) 


PART 
NUMBER FITTING 


AN3108B14S18 (1) 
AN3108B14868 (1) 


AN3106A22-27S (2) 


AN3106A22-2'1S (2) 


AN3106A22-148 (1) 


AN3108B14828 (2) 


AN3057-6A (1) 


AN3106A28-12P (1) 


AN3057-12A (1) 
AN3057-10A (1) 


AN3106A18-9P (1) 


AN3057-16A (1) 


AN3106M10SL3S (2) 


Units 
Per 


Usage 
Code 


110-740010-141 
110-740010-149 
110-740010-155 
110-740010-157 


110-740010-159 


110-740010-165 


110-740010-167 
110-740010-169 
110-740010-173 
110-740010-181 
110-740010-183 
110-740010-185 
110-740010-187 
110-740010-235 
110-740010-237 
110-740010-245 


110-740010-247 


110-740010-253 


110-740010-255 


110-740010-263 
110-740010-265 


110-740010-269 


110-740010-275 
110-740010-279 


110-740010-281 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART 
NUMBER | FITTING 


AN3057-12A ( 
AN3057-10A (2) 
AN3057-16A (1) 
AN3057-4A (1) 
AN3057-4A (1) 
AN3057-10A (2) 
AN3106A24-5P (1) 


AN3057-6A (1) 
AN3100A28-128 (1) 


AN3057-10A (1) 
AN3057-20A (1) 
AN3057-16A (1) 
AN3057-20A (1) 
AN3057-16A (1) 


AN3057-20A (1) 


AN3057-16A (1) 


AN3057-10A (1) 
AN3106A28-21P (1) 


AN3057-16A (1) 
AN3106-10SL3S (1) 


AN3057-20A (2) 
AN3057-16A (2) 


AN3100A28-12P (1) 
AN3108A14S25 (1) 


AN3106A22-148 (1) 


AN781-1 (1) 


T.O. 1C-119F -4 


AN3100A20-278 (1) 
AN3100A18-9S (2) 


AN3100A28-128 (1) 


AN3100A18-18 (1) 
AN3106A18-9P (1) 


АМ№З106А14525 (1) 


AN3106A18-9P (1) 
AN3100A32-7S (1) 
AN3100A28-128 (1) 
AN3100A32-78S (1) 
AN3100A28-118 (1) 


AN3100A32-7S (1) 


AN3100A28-128 (1) 


AN3106A18-18 (1) 
AN3100A28-128 (1) 


AN3057-4A (1) 


AN3100A32-7P (1) 
AN3100A24-28P (1) 


AN3057-16A (2) 
AN3057-4A (1) 


AN3057-12A (2) 


Section II 


Group Assembly Parts List 


AN3108A128-38 (1) 
AN3057-16A (1) 


AN3057-16A (1) 


AN3057-16A (2) 


AN3106A24 -285 (1) 


AN3106A32-78 (1) 
ÀN3106A24-288 (1) 


AN3106A28-128 (1) 


AN3100A22-14P (1) 


Usage 
Code 


1427 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-740010-287 | AN3057-12A (1) AN3100A20-14P ( AN3057-16A (1) 
AN3106A28-12P (1) AN3057-20A (1) AN3106A32-7S (1) 


110-740010-289 | AN3057-4A (1) AN3106A108L4S (1) 


110-740010-295 | AN3057-4A (1) AN3106A12835 (1) 


110-740010-303 
110-740010-323 


AN305'1-20A (2) AN3100A32-'1S (1) AN3106B32-7P (1) 


110-740010-329 


110-740010-337 | AN3057-16A (1) AN3106A28-12P (1) 


110-740010-339 | AN3057-12A (1) AN3106A20-29P (1) 


110-740010-343 


110-740010-345 | AN3057-8A (1) 


AN3100A16S6S 


AN3100A18-9P (1) — AN3057-10A (1) 


110-740010-347 
110-740010-355 
110-740010-357 
110-740010-361 
110-740010-367 
110-740010-369 | АМЗ102-20-295 (1) 
110-740010-371 | BW1/2-3 OHM (1) 
110-740010-373 
110-740010-375 
110-740010-379 | AN3102-20-298 (1) 
110-140010-385 110-740010-38' (1) 


110-740010-387 | 101-0250 (1) (BC) 


110-740010-399 | AN3106A28-12P (1) AN3100A24-58 (1) 


AN3106A14S5S (1) 


AN3057-6A (1) 


110-740010-401 
110-740010-403 
110-740010-405 


AN3057-12A (2) AN3100A22-2758 (2) 


110-740010-407 


AN305'1-12A (2) ÀN3100A22-2"S (2) 


1428 


110-740010-419 


110-740010-427 


110-740010-429 
110-740010-431 


110-740010-433 


110-740010-437 


110-740010-439 
110-740010-443 


110-740010-445 


110-740010-447 
110-740010-453 


110-740010-459 


110-740010-461 


110-740010-467 
110-740010-469 
110-740010-477 
110-740010-479 
110-740010-481 


110-740010-483 


110-740010-485 


110-740010-487 


110-740010-505 


110-740010-507 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3106A28-12P ( 


3106MP10S2S (2) 
412266H (MA) (2) 


AN3057-10A (1) 


3106МР10825 (2) 
412266H (2) 


AN3057-12A (2) 


AN3106A14828 (1) 


35668 (ARP) (8) 
AN3057-12A (1) 


AN3106A8SIS (8) 
AN3106A20-27P (1) 


AN3057-8A (1) 
AN3057-20A (1) 


AF37 (1) 
AN3100A20-2'8 (1) 


AN3057-10A (1) 
AN3106A32-78 (1) 


AN3057-16A (2) 


AN3057-20A (1) 


AN3057-20A (2) 


AN781-3 (1) 
AN3100A28-128 (2) 


(See figure 392) 


PART 
NUMBER FITTING 


) AN3100A24-58 (1) 


Units 
Per 


Usage 
Code 


CA3106M P12828 (2) 412266A (MA) (2) 


AN3100A18-18 (1) 


CA3106MP12S28 (2) 


AN3100A20-278 (2) 


АМЗ057-6А (1) 
AN3106A881S (8) 


AN3057-3A (8) 


AN3106A1612P (1) 
AN3100A32-68 (1) 
AN3057-12A (1) 

AN3106A32-7P (1) 
AN3100A18-98 (1) 


AN3106A28-11P (1) 


AN3100A32-68 (1) 


AN3100A32-7P (1) 


AN3100A28-12P (1) 
AN305'1-16A (3) 


016A Type A (SPR) (4) 


AN3057-16A (2) 


AN3057-8A (1) 
AN3106A16888 (1) 


AN3057-8A (1) 


AN3057-8A (1) 


AN3100A24-28P (1) 


AN3106A20-27P (1) 


AN3106A16S1S (1) 


AN3106A16818 (1) 


412266A (2) 


AN3057-3A (8) 


AN3057-12A (1) 


AN3108A20-27P (1) 


AN3057-20A (2) 
AN3106A18-98 (1) 


AN3106A28-118S (1) 


AN3100A32-'1S (1) 


AN3057-6A (2) 
AN3106A14858 (2) 


AN3100A28-128 (1) 


AN3057-12A (1) 


1429 


Section H 
Group Assembly Parts List 


PART 
NUMBER FITTING 


AN3100A28-11P (1) 


1430 


110-740010-515 


110-740010-517 


110-740010-521 


110-740010-531 


110-740010-533 


110-740010-535 
110-740010-537 
110-740010-545 
110-740010-547 
110-740010-575 
110-740010-601 
110-740010-603 
110-740010-605 
110-740010-613 
110-740010-615 
110-740010-617 
110-740010-621 
110-740010-631 
110-740010-633 
110-740010-635 
110-740010-643 
110-740010-651 
110-740010-665 


110-740010-673 


110-740010-695 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3057-16A (2 


AN3100A32- di b 


AN3057-16A (1) 


AN3100A28-118S (1) 


AN305' -20A (1) 


AN3100A32-7P (1) 


AN305'1-12A (2) 


AN3100A20-298 (2) 


AN3057-16A (2) 


AN3100A24-75 (2) 


AN3057-4A (2) 
AN3057-12A (1) 
3100MP10S2P (2) 


3100MP10S2P (2) 


11751 (1) (CED) (GFAE) 


AN3057-12A (1) 
AN781-2 (1) 

AN3057-20A (1) 
AN3057-12A (2) 


AN3057-16A (1) 


AN781-1 (1) 


T.O. 1C-119F-4 


(See figure 392) 


AN3106A24-78 (1) 
AN3057-20A (1) 


AN3100A32-7P (1) 
AN3100A28-128 (1) 
AN3106A24-7S (1) 


AN3100A28-128 (1) 


AN3100A32-7P (1) 


AN3108A12848 (2) 
AN3100A20-168 (1) 
CA3100MP1282P (2) 


CA3100MP12S2P (2) 


AN3106A20-16P (1) 
AN3057-20A (1) 
AN3100A32-68 (1) 
AN3100A22-14P (1) 


AN3106A28-11P (1) 


AN3106A12-38 (1) 


AN3106A20-27P (1) AN3057-12A (1) 


AN3106A36-6P (1) 


AN3108A12838 (2) 


AN3106A20-29P (1) AN3057-12A (2) 


AN3057-20A (1) 


AN3057-16A (1) 


AN305' -16A (1) 


AN3057-20A (1) 


AN3100A32-6P (1) 


AN3100A22-148 (1) 


AN3057-4A (3) 
AN3057-24A (1) 


AN3100A22-298 (1) 


Units 
Per 


Usage 
Code 


110-740010-703 


110-740010-705 


110-740010-707 


110-740010-711 


110-740010-721 
110-740010-726 


110-740010-727 


110-740010-731 
110-740010-755 
110-740010-773 
110-740010-781 


110-740010-799 


110-740010-805 


110-740010-831 


110-740010-833 


110-740010-837 


110-740010-841 


110-740010-845 


110-740010-855 


110-740010-859 


110-740010-867 


110-740010-871 


T.O. 1C-119F-4 


Section H 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


(See figure 392) 


PART 
NUMBER FITTING 


AN3106A20-29P (1) AN3057-12A (2) 


AN3106A14858 (1) 
10-42614-58 (1) 


3100МР1052Р (1) 


CA3106M P12828 (1) 


CA3100M P1282P (1) CA3106MP12828 (1) 


3100MP10S2P (1) 
AN3057-3A (1) 
A25833 (1) 


AN3057-8A (1) 


AN3106M14858 (1) 


CA3100MP12S2P (1) 


AN781-1 (1) 


AN3057-3A (1) 


AN3106A28-12P (1) AN3106A8SI1S (1) 


AN3057-3A (1) 


3106мр10525 (2) 
3106МР10525 (2) 
AN3106A24-7P (1) 


AN3106A16888 (2) 
AN3106A14S58 (2) 


AF33 (1) 
AN3100A18-18 (1) 


AN305'1-4A (1) 
AN3106A24-7P (1) 


AN3057-3A (1) 
AN3106A8818S (1) 


AN3057-6A (2) 


AN3057-12A (1) 
AN3106A32-78 (1) 


AN3057-4A (1) 
AN3106A12838 (1) 


AN3106A14858 (1) 
3106МР10625 (2) 
AN3057-8A (4) 
AN3057-4A (1) 


AN781-1 (2) 


AN3106A10828 (1) 


CA3106M P12828S (2) 


CA3106M 1258 (2) 
AN305'1-16A (1) 


AN3108A165888 (1) 
AN3057-6A (1) 


AN3106A18-1P (1) 


AN3100A18-18 (1) 
AN3057-16A (1) 


 AN3106A28-12P (1) 


AN3106A148"8 (2) 


AN3106A32-7P (1) 
AN3106A20-278 (1) 


AN3106A24-7P (1) 


AN3057-6A (1) 
AN3108A14S5S (1) 


9793-12C (1) 


3100МР1052Р (2) 


AN3100A20-298 (1 


10-41618-118 (1) 


3106MP10528 (1) 


3106МР10525 (1) 


AN3106A10828 (1) 


ΑΝΞ100Α24-15 (1) 
AN3106A16818 (1) 


AN'181-1 (1) 


AN781-1 (2) 
AN3057-8A (3) 
3106MP10S2S (2) 


AN3057-10A (1) 
AN3057-10A (1) 
AN3106A12838 (1) 


AN3057-16A (1) 


AN3057-20A (2) 


AN3057-16A (1) 


AN3106A24-7P (1) 
AN3106A16S8S (3) 


Units 
Per 


Usage 
Code 


1431 


Section H 
Group Assembly Parts List 


PART 
NUMBER 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


FITTING 


1432 


110-740010-873 


110-740010-885 


110-740010-887 


110-740010-891 


110-740010-893 
110-740010-897 
110-740010-901 
110-740010-903 


110-740010-911 


110-740010-913 


110-740010-915 


110-740010-917 


110-740010-921 
110-740010-927 
110-740010-935 


110-740010-937 


110-740010-945 


110-740010-955 


110-740010-957 


3106MP10828 (3) 
CA3100MP12S2P (1) 


AN781-1 (2) 


3106МР10525 (3) 
CA3100MP12S2P (1) 


AN3057-3A (1) 
AN3106A28-12P (1) 
AN3106A8SI1S (1) 
AN3057-8A (2) 


AN3057-10A (1) 


AN3057-16A (2) 


AN3106A14S25 (1) 
AN3106A32-6P (1) 
AN3108A16888 (1) 


AN3057-6A (4) 
AN3106A20-29P (1) 


AN3057-4A (1) 
AN3106A32-68 (1) 
AN3106A16818S (3) 
AN3106A28-12P (1) 


AN3106A28-12P (1) 
AN3057-6A (6) 


AN3057-16A (2) 


AN3057-16A (2) 


10-71622-18S (SNT) (1) 


AN3057-4A (3) 


10-71614-95 (SNT) (1) 


3100MP10S2P (1) 


3100МР1052Р (2) 
3100МР1082Р (1) 
AN3057-16A (1) 
AN3106A1485P (1) 


AN3108A16S85S (1) 
AN3106A16818S (1) 


AN3106A32-6P (1) 


AN3100A24-"7P (1) 


AN3057-3A (1) 
AN3057-4A (1) 
AN3106A8S18 (1) 


AN3108A14S28 (2) 
AN3106A14S2S (1) 


AN3057-16A (1) 


AN3057-6A (2) 
AN3057-8A (3) 


AN3057-16A (1) 
AN3106A16818 (1) 
AN3100A28-128 (1) 


AN3100A24-5P (1) 


АМ3057-12А (1) 


AN3057-12A (1) 


CA3106MP12828 (3) 


CA3106MP12S28 (3) 


CA3100A1284P (1) 
AN3057-4A (3) 
AN3057-6A (1) 


AN3100A24-78 (1) 


AN3057-8A (2) 
AN3057-20A (1) 
10-41614-5P (1) 
AN305' -12A (1) 
AN3106A14878 (2) 


AN3057-20A (1) 
ÀN3106A12838 (1) 


AN3057-8A (1) 
AN3106A148S28 (6) 
AN3106A28-12P (1) 


AN3100A24-5S (1) 


AN3057-6A (4) 


10-71814-6S (SNT) (1) 


AN3057-6A (1) 


10-71612-3S (SNT) (2) 
10-71814-7S (SNT) (1) 
10-71614-5S (SNT) (1) 
10-71818-1S (SNT) (1) 


10-71622-18P (SNT) (1) 
AN3057-10A (1) 
10-71811-38 (SNT) (1) 


10-40812-3 (SNT) (1) 
10-40812-4 (SNT) (1) 
110-740010-946 (1) 


10-41612-38 (SNT) (1) 
10-41662-45 (SNT) (1) 


AN3057-6A (1) AN3106A14S58S (1) 


AN3106A14S58 (1) 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Section II 
Group Assembly Parts List 


PART და Usage 
NUMBER FITTING Assy Code 


110-740010-963 
110-740010-965 
` 110-740010-971 
110-740010-977 
110-740010-983 
110-740010-993 
110-744007 
110-744007-11 


110-744007-110 
110-744007-150 
110-744007-130 
110-744007-170 


110-744010 
110-744010-11 
110-744010-31 
110-744032 


110-744034 
110-744034-10 
110-744034-30 
110-744064 


110-744073 


AN3057-4A ( 
ος (1) 
AN3108A1487S (1) 


AN3057-12A (1) 
AN3057-8A (1) 


ΑΝΟΙ0ΒΑ14515 (1) 
AN3057-16A (2) 
AN3057-20A (1) 


AN3057-4A (1) 
AN3106A32-7P (1) 
AN3106A24-78 (1) 
AN3057-16A (1) — AN3100A28-21S (1) 
AF33 (1) 
AN3106A18-1P (1) 


AN3100A18-18S (1) 
AN3057-10A (1) 


AN3057-4A (1) 
AN3108A12838 (1) 
AN3106A24-5S (1) 


AN3100A20-2'18 (1) 
AN3057-12A (1) 
AN3057-16A (2) 


AN3106A24-12P (1) 
110-744007-130 (1) 


110-744018 (1) 


AN3106A24-12P (1) 
110-744007-170 (1) 


110-744018 (1) 


6515254 (1) (GFAE) 
6515254 (1) (GFAE) 
6515254 (1) (GFAE) 
6515254 (1) (GFAE) 


AN3106A20-27P (1) AN305'1-12A (1) 
AN3106M10SL3S (2) AN3057-3A (2) 


AN3106A20-27P (1) AN3057-12A (1) 
AN3106M10SL3S (2) 


AN3106A20-27P (1) AN3057-12A (1) 
AN3106M10SL3S (2) 


AN3100A28-12P (1) AN3057-16A (2) 
AN3057-6A (1) AN3100A24-58 (1) 


AN3106A12S3S (1) | AN3057-4A (3) 
AN3106A20-27P (1) AN3057-12A (1) 
AN3108A1283S (2) 


AN3106A22-14P ( 
AN3057-6A (1) 


AN3106A12838 (1) 


AN3057-6A (1) 


AN3054-10 (1) 


AN3057-10A (1) 

AN3106A18-9P (1) 
AN3106A24-7P (1) 
110-744007-110 (1) 


110-744007-150 (1) 


ΑΝΘ106Α16588 (1) 


AN3106A16888 (1) 


AN3106A16888 (1) 


AN3108A14S2S (1) 


AN3057-24A (1) 
AN3106A36-6P (1) 


1433 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART pos Usage 
NUMBER FITTING Assy Code 


110-744073-10 | AN3106A1283S (1) AN3106A20-27P (1) AN3106A36-6P (1) 
AN3057-4A (1) AN3057-24A (1) AN3057-12A (1) 
AN3108A1283S (1) 


110-744073-30 | AN3106A12S3S (1) AN3106A20-27P (1)  AN3106A36-6P (1) 
AN3057-4A (1) AN3057-24A (1) AN3057-12A (1) 


ÀN3108A12838 (1) 


110-744073-50 | AN3106A12S3S (1) AN3106A20-27P (1) AN3106A36-6P (1) 
AN3057-4A (1) AN3057-24A (1) AN3057-12A (1) 


ΑΝΘ108Α12538 (1) 


110-744073-70 | AN3106A12S3S (1) AN3106A20-27P (1) AN3106A36-6P (1) 


AN3057-4A (1) AN3057-24A (1) AN3057-12A (1) 
AN3108A12838S (1) 


110-744073-90 | AN3106A12S3S (1) AN3106A20-27P (1) | AN3106A36-6P (1) 


AN3057-4A (1) 


110-744011 AN3100A20-278 (1) AN3057-12A (2) AN3106A22-148 (1) 
AN3100A16S1P (1) AN3057-8A (1) AN3106A18-18S (1) 
AN3057-10A (1) 

110-744012 AN3100A22-14P (1) AN3057-12A (3) AN3100A20-278 (2) 

110-744013 AN3106A16818 (1) AN3057-8A (1) 

110-744014 AN3106A20-27P (1) AN3057-12A (1) AN3100A24-128 (1) 


AN3057-16A (1) 110-744014-110 (1) 110-744014-130 (1) 


110-744014-130 | 36808 (ARP) (1) 


110-744014-110 


36808 (ARP) (1) 


110-744015 CA270-8 (CED) (1) 


110-744015-50 | CA270-8 (CED) (1) 


110-744015-70 


CA270-8 (CED) (1) 


110-744015-150 | CA270-8 (CED) (1) 


110-744015-170 | CA270-8 (CED) (1) 


110-744015-190 | CA270-8 (CED) (1) 


110-744015-230 | CA270-8 (CED) (1) 


110-744015-250 | CA270-8 (CED) (1) 


110-744015-270 | CA270-8 (CED) (1) 


110-744016 AN3106A20-27P (1) AN3057-12A (1) AN3100A24 -128 (1) 


AN3057-16A (1) 110-744016-110 (1) 110-744016-130 (1) 


110-744016-110 | 36808 (ARP) (1) 
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T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-744016-130 
110-744017 
110-744017-10 
110-744019 
110-744023 


110-744024 
110-744025 
110-744026 


110-744027 
110-744027-30 
110-744027-50 
110-744027-70 
110-744029 
110-744030 


110-744031 

110-744031-10 
110-744031-30 
110-744031-50 
110-744031-'70 
110-744031-90 


110-744031-110 
110-744031-130 


110-744031-150 
110-744031-170 
110-744031-190 


110-744074 


36808 (ARP) (1 


AN3106A10SL35 (3) 
AN3057-6A (8) 

AN3106A28-128 (1) 
AN3106A28-12P (1) 


AN3100A28-118 (1) 
AN3100A28-118 (1) 


AN3106A28-128 (1) 
AN3057-6A (2) 
AN3100A24-27P (1) 


AN3100A28-21P (1) 
AN3057-12A (1) 
AN3057-4A (1) 


AN3100A28-12P (1) 
AN3100A28-12P (1) 
AN3100A28-12P (1) 
AN3100A28-12P (1) 
AN3100A28-12P (1) 


AN3100A28-15P (1) 
AN3100A20-7S (1) 
AN3100B28-15P (1) 


AN3100A-12P (1) 


AN3100A28-15P (1) 
AN3100A20-78 (1) 
AN3100B28-15P (1) 


AN3100A28-12P (1) 
AN3100A28-12P (1) 


AN3100A28-12P (1) 
AN3057-24A (1) 


AN3106A14828 (1) 
AN3106A20-29P (1) 
AN3057-12A (1) 


AN3057-3A (3) 
AN3106A14828 (6) 
AN3106A22-148 (1) 


Type BW1/2 Resistor 


AN3057-16A (1) 
AN3057-16A (1) 


AN3057-16A (2) 
AN3106A20-298 (1) 
AN3100A16S18 (2) 


AN3057-16A (2) 
AN3106A20-29P (1) 


AN3057-16A (2) 

AN3106A28-218 (1) 
AN3106A28-218 (1) 
AN3106A28-215 (1) 
AN3106A28-218 (1) 


AN3106A28-215 (1) 
AN3100A20-338 (1) 


AN3106A28-218 (1) 


AN3106A28-218 (1) 
AN3100A20-338 (1) 


ÀN3106A28-218$ (1) 
AN3106A28-215 (1) 


AN3106A28-218 (1) 
AN3057-12A (1) 


AN3057-12A (3) 
AN3057-12A (1) 
АМЗ108А1 4525 (3) 


AN3106A14858 (2) 
AN3057-16A (2) 
AN3057-12A (1) 
33 ohm (4) 


АМЗ106А14558 (2) 
AN3057-12A (1) 
AN3057-8A (2) 


AN3106A28-128 (1) 
AN3106A108L3S (1) 


AN3106A28-218 (1) 
АМЗ057-16А (2) 
AN3057-16A (2) 
AN3057-16A (2) 
AN3057-16A (2) 


AN3057-16A (2) 
AN3057-12A (2) 


AN3057-16A (2) 


AN3057-16A (2) 
AN3057-12A (2) 


AN3057-16A (2) 
AN3057-16A (2) 


AN3057-16A (2) 
AN3108A12838 (1) 


AN3057-6A (3) 
AN3108A14828 (3) 


1435 


Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


PART 
NUMBER 


110-744074-10 


110-744077 


110-744077-10 
110-744077-50 
110-744077-90 


110-744080 
110-744080-10 
110-744080-30 
110-744081 

110-744081-10 
110-744081-30 
110-744114 


110-744114-10 
110-744114-30 
110-744114-50 
110-744114-70 
110-744114-90 


110-744115 
110-744115-10 


110-744115-30 


# Alternate Parts 


1436 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


#M3106#14825 (1) 
AN3106A20-29P (1) 
AN3057-12A (1) 


AN3106A28-11P (1) 
AN3057-4A (1) 
#AN3100E1482S (1) 
#AN3106A12838 (1) 
AN5537-1 (1) 


AN3106A28-11P (1) 
AN3057-4A (1) 
AN3057-6A (2) 
AN3108M14S5S (1) 


AN3106A28-11P (1) 
AN3057-4A (1) 
AN3057-6A (2) 
AN3108M14S5S (1) 


AN3106A28-11P (1) 
AN3057-4A (1) 
AN3057-6A (2) 
AN3108M14S5S (1) 


AN3106A24-5P (1) 
#AN3100E24-5S (1) 


AN3106A24-5P (1) 
#AN3100E24-58 (1) 


AN3106A24-5P (1) 
#AN3100E24-5S (1) 


AN3106A24-5P (1) 
TAN3100E24-58 (1) 


AN3106A24-5P (1) 
TAN3100E24-58S (1) 


AN3106A24-5P (1) 
#AN3100E24-58 (1) 


AN3106A28-12P (1) 
AN3100A1485S (3) 
АМЗ106А16515 (1) 


AN3106A28-12P (1) 
AN3100A1485S (3) 
AN3106A1681S (1) 


AN3106A28-12P (1) 
АМЗ100А1 4558 (3) 
4M3106416515 (1 


FITTING 


AN3057-12A (3) 
AN3057-12A (1) 
AN3108A14S28 (3) 


AN3057-16A (1) 
AN3106M10SL3S (1) 
AN3057-6A (3) 
#АМ3106Е12538 (1) 
AN5539-1 (2) 


AN3057-16A (1) 
AN3106M108SL35S (1) 
АМЗ106М-14575 (1) 
АМЗ106А14875 (1) 


AN3057-16A (1) 
AN3106M10SL3S (1) 
AN3106M-14S7S (1) 
AN3106A14878 (1) 


AN3057-16A (1) 
AN3106M10SL3S (1) 
AN3106M-1487S (1) 
АМЗ106А14875 (1) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 


AN3057-16A (2) 
AN3057-6A (2) 
AN3057-8A (1) 


AN3057-16A (2) 
AN3057-6A (2) 
AN3057-8A (1) 


AN3057-16A (2) 
AN3057-6A (2) 
AN3057-8A (1 


AN3057-6A (3) 
АМЗ108А14525 (3) 


AN3106A12848S (1) 
#АМЗ100А14525 (1) 
AN3108B1482S (1) 
AN3106A148"8 (1) 


ΑΝΦΙΟΘΑ1 2548 (1) 
АМЗ100А14525 (1) 
АМЗ106А12535 (1) 


AN3106A1284S (1) 
АМЗ100А14525 (1) 
АМЗ106А1 2535 (1) 


AN3106A1284S (1) 
ΑΝΘΙΟΟΑΙ 4528 (1) 
AN3106A12838 (1) 


#AN3100A24-58 (1) 
AN3100A14S5S (2) 


#AN3100A24-58 (1) 
AN3100A14858 (2) 


#AN3100A24-5S (1) 
АМЗ100А14555 (2) 


#AN3100A24-58 (1) 
AN3100A148558 (2) 


*AN3100A24-5S (1) 
AN3100A14858 (2) 


#AN3100A24-55 (1) 
АМЗ100А14555 (2) 


#AN3100A24-5S (1) 
#AN3100E24-5S (1) 


*AN3100A24-58 (1) 
TAN3100E24-58 (1) 


#AN3100A24-58 (1) 
#AN3100E24-5S (1) 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-744115-50 | AN3106A28-12P (1) AN3057-16A (2) TAN3100A24-58 (1) 
AN3100A14S5S (3) AN3057-6A (2) #AN3100E24-5S (1) 
AN3106A1681S (1)  AN3057-8A (1) 


AN3106A28-12P (1) AN3057-16A (2) #AN3100A24-55 (1) 
AN3100A14S5S (3) AN3057-6A (2) #AN3100E24-5S (1) 
AN3108A16S1S (1)  AN3057-8A (1) 


AN3106A28-12P (1) AN3057-16A (2) &AN3100A24-58 (1) 
AN3100A1485S (3) AN3057-6A (2) *AN3100E24-58 (1) 
AN3106A1681S (1) | AN3057-8A (1) 


AN3106A28-12P (1) AN3057-16A (2) 3AN3100A24-58 (1) 
AN3100A1485S (3)  AN305'-6A (2) #AN3100E24-5S (1) 
АМЗ106А16515 (1) АМ3057-8А (1) 


110-744115-70 


110-744115-90 


110-744115-110 


110-744116 
110-744116-11 
110-744117 
110-744118 


AN3100MP10S2P (1) AN3057-3A (2) CA3100MP1282P (1) 
AN3057-4A (2) AN3106MP10S28 (1) CA3106MP12S82S (1) 


AN3100MP10S2P (1) AN3057-3A (2) CA3100MP12S2P (1) 
AN3057-4A (2) AN3106MP10828 (1) САЗ106МР12525 (1) 


110-744118-11 


110-744119 AN3100MP10S2P (1) AN3057-3A (2) CA3100MP12S2P (1) 
AN3057-4A (2) AN3106MP10S2S (1)  CA3106MP12828 (1) 

110-744120 

110-744121 

110-744121-11 

110-744122 AN3106A28-12P (1) AN3057-16A (2) AN3106A8818 (1) 


#AN3100A24-75 (1) #АМ№М3100Е24-75 (1) АМ3057-3А (1) 
АМЗ106А16515 (1) | AN3057-8A (1) 


AN3106A28-12P (1) AN3057-16A (2) AN3106A8818 (1) 
#AN3100A24-7S (1) #AN3100E24-7S (1) AN3057-3A (1) 
AN3106A16S1S (1) AN3057-8A (1) 


AN3106A28-12P (1) AN3057-16A (1) AN3106ABSIS (1) 
AN3057-3A (1) 


AN3106A28-12P (1) AN3057-16A (1) АМЗ106А8515 (1) 
AN3057-3A (1) 


AN3106A28-12P (1) AN3057-16A (1) 10-40814-5 (SNTX1) 
AN3106A8S18 (1) АМЗ057-3А (1) AN3106A16818 (1) 
AN3057-8A (2) AN3108B16888 (1) 10-41614-5P (1XSNT) 
AN3057-6A (1) 10-41062-4P (SNT)(1) AN3057-4A (1) 


AN3106A28-12P (1) AN3057-16A (1) 10-40814-5 (SNT)(1) 
AN3106A16S18 (1) AN3057-8A (3) ΑΝΟ1ΙΟΘΒΙ 6985 (1) 

AN3057-6A (1) AN3057-4A (1) AN3106A108148 (1) 
10-41614-5P (1) (SNT) 10-41062-4P (SNT) (1) 


110-744122-11 


110-744124 


110-744124-11 


110-744126 


110-744126-10 


# Alternate Parts 
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Section H 
Group Assembly Parts List 


PART 
NUMBER 


# Alternate Parts 


1438 


110-744126-30 


110-744126-50 


110-744127 


110-744127-10 


110-744127-30 


110-744127-50 


110-744128 
110-744128-11 
110-744128-31 


110-744129 


110-744129-11 


110-744129-31 


110-744130 
110-744131 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


AN3106A28-12P (1) AN3057-16A (1) 
АМЗ106А16515 (1) 


AN3057-6A (1) 


T.O. 1C-119F-4 


FITTING 


AN3057-8A (3) 
AN3057-4A (1) 


10-41614-5P (SNT) (1) 
AN3106A28-12P (1) AN3057-16A (1) 


АМЗ106А16815 (1) 


AN3057-6A (1) 


AN305'1-8A (3) 
AN305'-4A (1) 


10-41614-5P (SNT) (1) 


AN3057-4A (1) 
AN3057-6A (1) 


10-40814-5 (SNT) (1) 
АМ3108В16585 (1) 
AN3106A10SL4S (1) 
10-41062-4P (SNTY1) 


10-40814-5 (SN'T) (1) 
AN3108B16888 (1) 
AN3106A10814S (1) 
10-41062-4P (SNT) (1) 


10-41062-4P (SNT) (1) 


AN3057-3A (1) 


10-40814-5 (SNT) (1) 


AN3057-12A (1) 


AN3108B1 6885 (1) 
AN3106A22-14P (1) 


AN3057-8A (1) 


AN3108-16S85S (1) 


AN3057-4A (2) 


AN3057-8A (1) 


AN3108A16S8S (1) 


AN3057-4A (2) 


AN3057-8A (1) 


AN3108A16888S (1) 


AN3057-4A (2) 


AN3108A14S78 (1) 


AN3106A22-14P (1) 
AN3108A1487S (1) 


AN3106A22-14P (1) 
AN3108A148"8 (1) 


AN3106A32-7P (1) 


AN3057-4A (1) 
AN3057-16A (1) 


AN3106A12838 (1) 
AN3106A32-7P (1) 


AN3057-4A (1) 
AN3057-16A (1) 


AN3106A125S38S (1) 
AN3106A32-7P (1) 


AN3057-4A (1) 
AN3057-16A (1) 


AN3106A12538 (1) 


10-41614-5Р (SNT) (1) 
AN3106A8S18 (1) 


10-40812-4 (SNT) (1) AN3057-8A (2) 


AN3106A22-14P (1) 


AN3057-12A (1) 


AN3106A16818 (1) 
ÀN3106A10S14S (1) 


AN3057-6A (1) 


10-40814-5 (SNT) (1) 
10-40812-4 (SNT) (1) 


10-41614-5Ρ (SNT) (1) 
10-41062-4P (1) (SNT) 


AN3106A22-14P (1) AN3057-12A (1) 


АМЗ106А1 6515 (1) 
АМЗ106А 1051.45 (1) 


AN3057-6A (1) 


10-40814-5 (SNT) (1) 
10-40812-4 (SNT) (1) 


10-41614-5P (SNT) (1) 
10-41062-4P (SNT) (1) 


AN3106A22-14P (1) AN3057-12A (1) 


АМЗ106А1 6515 (1) 
AN3106A10SL4S (1) 


AN3057-6A (1) 


10-40814-5 (SNT) (1) 
10-40812-4 (SNT) (1) 


10-41614-5P (SNT) (1) 
10-41062-4P (SNT) (1) 


AN3106A22-14P (1) AN3057-12A (1) 


AN3057-6A (1) 


AN3057-12A (1) 
AN3057-6A (1) 


AN3057-12A (1) 
AN3057-6A (1) 


AN3057-20A (1) 
AN3057-6A (1) 


#AN3100A24-78 (1) 


AN3057-20A (1) 
AN3057-6A (1) 


#AN3100A24-78 (1) 


AN3057-20A. (1) 
AN3057-6A (1) 


#AN3100A24-78 (1) 


AN3106A12S38 (1) 


AN3057-4A (1) 


AN3106A128S38 (1) 


AN3057-4A (1) 


АМЗ106А12535 (1) 


AN3057-4A (1) 


AN3108A14S"8 (1) 
АМ№З106А24-75 (1) 
#АМЗ100Е24-75 (1) 


AN3108A1487S (1) 
AN3106A24-7S (1) 
#АМ№З100Е24-75 (1) 


AN3108A14S"S (1) 
AN3106A24-75 (1) 
TAN3100E24-"S (1) 


110-744132 
110-744133 
110-744133-11 
110-744134 
110-744134-10 
110-744134-30 
110-744135 
110-744136 
110-744136-10 
110-744136-30 
110-744136-50 
110-744136-70 
110-744136-90 
110-744136-110 
110-744137 
110-744137-10 
110-744138 
110-744138-10 
110-744139 
110-744139-10 
110-744139-30 
110-744139-50 
110-744140 
110-744141 
110-744142 
110-744143 
110-744143-10 
110-744143-30 
110-744144 


110-744144-10 


110-744144-30 


110-744145 


110-744145-10 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3102A32-78 (1) 
AN3102A32-78 (1) 


(See figure 392) 


PART 
NUMBER FITTING 


AN3100A22-14P (1) AN3057-12A (1) 
AN3100A22-14P (1) AN3057-12A (1) 
AN3100A22-14P (1) AN3057-12A (1) 


AN3102A22-148 (1) 
AN3100A32-7P (1) 

AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3100A32-7P (1) 
AN3102A20-298 (1) 
AN3102A 22-145 (1) 
AN3102A20-298 (1) 
AN3102A22-145 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A24-78 (1) 

AN3102A24-"S (1) 

AN3102A24-5 (1) 

AN3102A24-58 (1) 

AN3102A24-58 (1) 


AN3100A28-128 (1) 
AN305'1-6A (1) 


ÀN3100A28-128 (1) 
AN3057-6A (1) 


AN3100A28-128 (1) 
AN3057-6A (1) 


AN3100A20-298 (1) 
AN3057-6A (1) 


АМЗ100А20-295 (1) 
AN3106A14828 (1) 


AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 


AN3057-16A (1) 
AN3057-16A (1) 
AN305'1-16A (1) 
AN3057-6A (1) 

AN3057-12A (1) 


AN3057-12A (1) 


AN3106A14828 (1) 
AN3106A14S28 (1) 
AN3106A14S28 (1) 
AN3106A1487S (1) 
AN3106A14828 (1) 


AN3057-6A (1) 


Units 
Per 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Section H 
Group Assembly Parts List 


Usage 
Code 


1439 


Section II 


Group Assembly Parts List 


PART 
NUMBER FITTING 


110-744145-30 


110-744145-50 


110-744146 
110-744146-11 
110-744147 
110-744147-11 
110-744148 
110-744149 
110-744150 
110-744150-11 
110-744150-31 
110-744151 
110-744151-11 
110-744151-31 
110-744152 


110-744152-10 


110-744152-30 


110-744152-50 


110-744153 
110-744154 
110-744154-10 
110-744155 
110-744155-10 
110-744155-30 
110-744155-70 
110-744156 


110-744156-10 


110-744156-30 


110-744156-50 


110-744156-70 


# Alternate Parts 
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T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3100A20-298 (1) 
АМЗ106А14525 (1) 


АМ№З100А22-145 (1) 
ÀN3106A14S2S (1) 


AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 
AN3102A28-128 (1) 


AN3102A22-14S (1) 
AN3106A24-78 (1) 
AN3106A24-"S (1) 
AN3106A24-78 (1) 
AN3106A24-78 (1) 
AN3106A24-78 (1) 
AN3106A24-78 (1) 


AN3106A20-278 (1) 
AN3057-20A (1) 


AN3106A20-278 (1) 
AN3057-20A (1) 


AN3106A32-7P (1) 
AN3057-10A (1) 


AN3106A32-7P (1) 
AN3057-10A (1) 


(See figure 392) 


AN3057-12A ( 


AN3057-12A (1) 


AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 


AN3057-12A (1) 
#AN3106E32-7P (1) 


AN3057-12A (1) 
#AN3106E32-7P (1) 


AN3057-20A (1) 
AN3106A14S58 (1) 


AN3057-20A (1) 
AN3106A14858 (1) 


#AN3106A28-11P (1) AN3057-16A (1) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


AN3106A18-98 (1) 
AN3057-10A (1) 


AN3106A18-98 (1) 
AN3057-10A (1) 


AN3106A18-98 (1) 
AN3057-10A (1) 


AN3106A18-9S (1) 
AN3057-10A (1) 


AN3106A18-98 (1) 
AN3057-10A (1) 


Units 
Per 


AN3057-6A ( 


AN3057-6A (1) 


Usage 
Code 


აწი πὶ სა πὶ “ა πὶ πὶ სა სასა jb απ πὰ 


#AN3106A32-7P (1) 


#AN3106A32-7P (1) 


ÀN3106A18-8S (1) 
AN3057-6A (1) 


AN3106A18-8S (1) 
AN3057-6A (1) 


#AN3106E28-11P (1) 


= ы = = ы = = = 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
AN3100A28-11S (1) 


PART 
NUMBER FITTING 


110-744156-90 
110-744156-110 
110-744156-130 


110-744157 
110-744159 
110-744159-11 
110-744159-31 
110-7441 60 


110-744160-11 


110-744161 

110-744161-30 
110-744161-50 
110-744161-70 
110-744161-90 


110-744161-110 


| AN3100A20-7S (1) 


110-744161-130 


110-744161-150 


# Alternate Parts 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


#AN3106A24-7P ( 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) 


#AN3106A24-7P (1) 
AN3057-16A (2) . 


AN3100A 20-298 (1) 
AN3100A 20-298 (1) 
AN3100A20-298 (1) 


#AN3106A16S8S (2) 
AN3057-16A (1) 
#AN3108B1688S (1) 
AN3057-6A (2) 
AN3057-3A (2) 


#AN3106A16S8S (2) 
AN3057-16A (1) 
#АМ3108В16585 (1) 
AN3057-6A (2) 
AN3057-3A (2) 


AN3100A28-21P (1) 


(See figure 392) 


) AN3106A18-98 (1 
AN3057-10A νι 


AN3106A18-98 (1) 
AN3057-10A (1) 


AN3106A18-98 (1) 
AN3057-10A (1) 


AN3057-12A (2) 
AN3057-12A (2) 
AN3057-12A (2) 


AN3106A24-7P (1) 
AN3057-8A (1) 
3106A14558 (2) 
3106МР10525 (2) 


AN3106A24-7P (1) 
AN3057-8A (3) 
3106Α14555 (2) 
3106МР10525 (2) 


AN3108B14S2S (1) 


AN3106M10SL3S (1) AN3100A24-5S (1) 


AN3057-6A (1) 


AN3100A28-21P (1) 
AN3106M108L3S (1) AN3100A24-58 (1) 


AN3057-6A (1) 
AN3100A28-21P (1) 


AN3057-12A (1) 
AN3108B14S28 (1) 


AN3057-12A (1) 
AN3108B1 4525 (1) 


AN3106M10SL3S (1) АМЗ100А24-55 (1) 


AN3057-6A (1) 


AN3100A28-21P (1) 
AN3106M108L3S 
AN3057-6A (1) 


AN3057-12A (1) 


AN3108B14828 (1) 
AN3100A24-5S (1) 
AN3057-12A (1) 


AN3100A28-21P (1) AN3108B14S2S (1) 
AN3106M108L3S (1) AN3100A24-5S (1) 
AN3057-6A (1) AN3057-12A (1) 


AN3100A28-21P (1) AN3108B14S2S (1) 
AN3106M10SL3S (1) AN3100A24-5S (1) 
AN3057-6A (1) AN3057-12A (1) 
AN3057-12A (1) 


AN3100A28-21P (1) AN3108B14S2S (1) 
AN3106M10SL3S (1) AN3100A24-5S (1) 
AN3057-6A (1) AN3057-12A (1) 


AN3100A28-21P (1) AN3108B14S28 (1) 
AN3106M10SL3S (1) AN3100A24-58 (1) 
AN3057-6A (1) AN3057-12A (1) 
AN3100A20-7S (1)  AN3057-12A (1) 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
AN3100A28-118 (1) 


#AN3106E24-7P (1) 
АМЗ100А28-115 (1) 


AN3106A20-29P (1) 
AN3106A20-29P (1) 
AN3106A20-29P (1) 


#AN3106E16S8S (2) 
#АМ№З108Е1 6585 (1) 
#АМ№З106Е1 4555 (2) 
#AN3106A1455S (2) 


#АМ3106Е16585 (2) 
#AN3108E1 6888 (1) 
#АМ3106Е14558 (2) 
#AN3106A14S56 (2) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4< (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29F (1) 
AN3057-16A (2) 
АМЗ057-4А (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


AN3106A20-29P (1) 
AN3057-16A (2) 
AN3057-4A (1) 


Units 
Per 


Usage 
Code 


1441 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-744161-190| AN3100A28-21P (1) AN3108B14828 (1) AN3106A20-29P (1) 
AN3106M10SL3S (1) AN3100A24-5S (1) . AN3057-16A (2) 
AN3057-6A (1) AN3057-12A (1) AN3057-4A (1) 


AN3100A28-21P (1) AN3108B14S28 (1) AN3106A20-29P (1) 
AN3106M108L38 (1) AN3100A24-58 (1) AN3057-16A (2) 


110-744161-210 


AN3057-6A (1) AN3057-12A (1) ΑΝΦΟΡΤ-4Α (1) 
110-744162 AN3108B24-7S (1) AN3057-16A (1) AN3106A20-278 (1) 
AN3057-12A (1) АМ3106А8515 (1) AN3057-3A (1) 
AN3106A1681S (1) АМ3057-8А (2) АМ3106А16585 (1) 
110-744162-11 | AN3108B24-7S (1) АМ3057-16А (1) AN3106A20-27S (1) 
AN3057-12A (1) — AN3106A8818 (1) AN3057-3A (1) 
ANS106A16S1S (1) АМ3057-8А (2) АМ3106А16585 (1) 
110-744162-31 | AN3108B24-7S (1) АМЗ057-16А (1) AN3106A20-278 (1) 
AN3057-12A (1) AN3106A8S1S (1) — AN3057-3A (1) 
АМЗ106А16518 (1)  AN3057-8A (2) AN3106A16888 (1) 
110-744162-41 | AN3108B24-7S (1) AN3057-16A (1) АМЗ106А20-275 (1) 
AN3057-12A (1) AN3106A8S1S (1) — AN3057-3A (1) 
AN3106A16S1S (1) AN3057-8A (2) AN3106A1688S (1) 
110-744181 #AN3106A20-29P (1) AN3057-12A (2) #AN3106E20-29P (1) 
AN3100A20-278 (1) AN3057-10A (1) AN3106A18-1S (1) 
110-744181-11 | 4AN3106A20-29P (1) AN3057-12A (2) JAN3106E20-29P (1 
AN3100A20-27S (1) AN3057-10A (1) AN3106A18-1S (1) 
110-744182 AN3100A20-298 (1) AN3057-12A (2) AN3106A20-298 (1) 
110-744182-11 | AN3100A20-29S (1) AN3057-12A (2) AN3106A20-29S (1) 
110-744182-31 | AN3100A20-29S (1) AN3057-12A (2) AN3106A20-29S (1) 
110-744183 AN3106MP10S2S (2) AN3057-3A (2) #AN3106A14858 (1) 
AN3057-6A (2) #AN3106A16S8S (3) АМ3057-8А (4) 
AN3106A24-7P (1) AN3057-16A (1) #АМ3108В14555 (1) 


#AN3108B16S8S (1) #AN3108E14S5S (1) — 4AN3106E16S8S (2) 
#AN3108E16S8S (1) #AN3106E16S8S (1)  4AN3106E14S5S (1) 


AN3106MP1082S (2) AN3057-3A (2) #АМЗ106А14555 (1) 
AN3057-6A (2) #AN3106A16S8S (3)  AN3057-8A (4) 

AN3106A24-7P (1)  AN3057-16A (1) *AN3108B14S858 (1) 
*AN3108B16S8S (1) #AN3108E14S5S (1) #AN3106F16888 (2) 
#АМЗ108Е16585 (1) #AN3106E16S8S (1) #АМ№3106Е14555 (1) 


110-744183-11 


110-744184 AN3102A20-2"S (1) 

110-744185 AN3102A20-27S (1) AN3057-12A (1) 

110-744186 AN3106A20-27P (1) AN3057-12A (1) 110-744186-110 (1) 
AN3100A24-128 (1) AN3057-16A (1) 110-744186-130 (1) 


110-744186-11 | AN3106A20-27P (1) AN3057-12A (1) 110-744186-110 (1) 


AN3100A24-12S (1) AN3057-16A (1) 110-744186-130 (1) 


AN3106A20-27P (1) AN3057-12A (1) 110-744186-110 (1) 
AN3100A24-128 (1) AN3057-16A (1) 110-744186-130 (1) 
AN3100A14S"7S (1) AN3057-4B (1) 


36808 (ARP) (1) 
36808 (ARP) (1) 


110-744186-31 


110-744186-110 
110-744186-130 


# Alternate Parts 
1442 


PART 
NUMBER FITTING 


110-744187 
110-744187-11 
110-744187-31 
110-744187-110 
110-744187-130 
110-744188 
110-744189 
110-744190 
110-744190-11 


110-744190-31 
110-744191 


110-744191-10 


110-744191-30 


110-744192 


110-744192-10 


110-744192-30 


110-744192-50 


110-744193 
110-744194 
110-744194-11 
110-744195 


110-744195-11 


$ Alternate Parts 


T.O. 1С-119Е-4 


Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3106A20-27P ( 
AN3100A24A128 uU 


AN3106A20-27P (1) 
AN3100A24A128 (1) 


AN3106A20-27P (1) 
AN3057-16A (1) 
AN3100A14S"S (1) 


36808 (ARP) (1) 
36808 (ARP) (1) 


AN3106A20-29P (1) 
AN3057-8A (1) 
AN3106A14828 (3) 


AN3106A20-29P (1) 
AN3057-8A (1) 
AN3106A14828 (3) 


AN3106A20-29P (1) 
AN3057-8A (1) 
AN3106A14S28S (3) 


AN3106A14S28 (1) 
AN3106A16818 (1) 
AN3057-16A (1) 


AN3106A14S828 (1) 
АМЗ106А16515 (1) 
AN3057-16A (1) 


ΑΝΦΙ06Α14525 (1) 
AN3106A16818 (1) 
AN3057-16A (1) 


AN3106A14828 (1) 
АМ3106А16515 (1) 
AN3057-16A (1) 


(See figure · 392) 


AN3057-12A (1) 
AN3057-16A (1) 


AN3057-12A (1) 
AN3057-16A (1) 


AN3057-12A (1) 
110-744187-110 (1) 
AN3057-4B (1) 


AN3057-12A (1) 
AN3108B14828 (2) 


AN3057-12A (1) 
АМ3108В14525 (2) 
AN3106A22-14P (1) 


AN3057-12A (1) 
AN3108B14S828 (2) 
AN3106A22-14P (1) 


AN3057-6A (3) 
AN3057-8A (1) 


AN3057-6A (3) 
AN3057-8A (1) 


AN3057-6A (3) 
AN3057-8A (1) 


AN3057-6A (3) 
AN3057-8A (1) 


*AN3100A28-128 (1) AN3057-16A (1) 
#AN3100A28-11S (1) AN3057-16A (1) 
*AN3100A28-118 (1) AN3057-16A (1) 
#AN3106A28-12P (1) AN3057-16A (1) 


AN3057-4A (1) 
AN3106A14878 (2) 


AN3106A16818 (3) 
AN3057-6A (2) 


#AN3106A28-12P (1) AN3057-16A (1) 


AN3057-4A (1) 
AN3106A14S7S (2) 


AN3106A16818 (3) 
AN3057-6A (2) 


110-744187-110 (1) 
110-744187-130 (1) 


110-744187-110 (1) 
110-744187-130 (1) 


АМЗ100А24А125 (1) 
110-744187-130 (1) 


AN3106A16818S (1) 
AN3057-6A (5) 


AN3106A16818 (1) 
AN3057-6A (5) 


AN3106A16818 (1) 
AN3057-6A (5) 


AN3106A1482S (2) 
AN3106A28-12P (1) 


AN3106A14828 (2) 
AN3106A28-12P (1) 


AN3106A14S28 (2) 
AN3106A28-12P (1) 


AN3106A14825 (2) 
AN3106A28-12P (1) 


#AN3100E28-128 (1) 
TAN3100E28-118 (1) 
*AN3100E28-118 (1) 


AN3106A12828 (1) 
AN3057-8A (3) 
#AN3106E28-12P (1 


AN3106A12838 (1) 
AN3057-8A (3) 
#AN3106E28-12P (1) 


Units 
Per 


== mM = πὶ or = = = 


Usage 
Code 


1443 


Section II 


Group Assembly Parts List 


PART 
NUMBER 


110-744196 
110-744196-11 
110-744196-31 
110-744197 
110-744197-10 
110-744197-30 
110-744199 


110-744199-10 


110-744199-50 


110-744199-70 


110-744200 

110-744200-10 
110-744200-30 
110-744200-50 
110-744200-70 
110-744201 

110-744201-10 
110-744201-30 
110-744201-50 


110-744202 
110-744202-10 
110-744202-30 
110-744203 


110-744203-10 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


#AN3100A24-7S (1) 
#AN3100A24-78 (1) 
#AN3100A24-78 (1) 
AN3057-20A (1) 
AN3057-20A (1) 
AN3057-20A (1) 


AN3106A28-128 (1) 
AN3100A24-7P (1) 
AN3057-8A (2) 


AN3106A28-128 (1) 
AN3100A24-7P (1) 
AN3057-8A (2) 


AN3106A 28-125 (1) 
AN3100A24-7P (1) 
AN3057-8A (2) 


AN3106A28-128 (1) 
AN3100A24-7P (1) 
AN3057-8A (2) 


AN3100A28-128 (1) 
AN3106A20-29P (1) 


АМЗ100А28-125 (1) 
AN3106A20-29P (1) 


AN3100A28-128 (1) 
AN3106A20-29P (1) 


AN3100A28-12S (1) 
AN3106A20-29P (1) 


AN3100A28-128 (1) 
AN3106A20-29P (1) 


AN3106A32-7P (1) 
AN3057-16A (1) 


AN3106A32-7P (1) 
AN3057-16A (1) 


AN3106A32-7P (1) 
AN3057-16A (1) 


AN3106A32-7P (1) 
AN3057-16A (1) 


AN3106A24-7P (1) 
AN3106A24-7P (1) 
AN3106A24-7P (1) 


AN3106A24-288 (1) 
AN3057-4A (1) 


AN3106A24-285 (1) 
AN3057-4A (1) 


# Alternate Parts 


1444 


AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3100A32-78 (1) 
AN3100A32-"S (1) 
AN3100A32-78 (1) 


AN3057-16A (2) 
AN3106A14S5S (2) 


AN3057-16A (2) 
AN3106A14S5S (2) 


AN3057-16A (2) 
AN3106A14S5S (2) 


AN3057-16A (2) 
AN3106A14S58 (2) 


AN3057-16A (2) 
AN3057-12A (1) 


AN3057-16A (2) 
AN3057-12A (1) 


AN3057-16A (2) 
AN3057-12A (1) 


AN3057-16A (2) 
AN3057-12A (1) 


AN3057-16A (2) 
AN3057-12A (1) 
AN3057-20A (1) 
AN3057-20A (1) 
АМЗ100А24-75 (1) 


AN3100A24-7S (1) 


AN3057-16A (1) 
AN305'1-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 


AN3057-16A (1) 


#АМ3100Е24-75 (1) 
#АМ3100Е24-75 (1) 
#АМ3100Е24-75 (1) 


AN3057-6A (1) 
АМЗ100А16515 (2) 


AN3057-6A (1) 
AN3100A16S1S (2) 


AN3057-6A (1) 
АМЗ100А16515 (2) 


AN3057-6A (1) 
AN3100A1681S (2) 


AN3106A28-12P (1) 


AN3106A28-12P (1) 


AN3106A28-12P (1) 


AN3106A28-12P (1) 


AN3106A28-12P (1) 


AN3100A24-78 (1) 


AN3100A24-7S (1) 


AN3057-20A (1) 


AN3057-20A (1) 


AN3106M10SL3S (1) 


AN3106M10SL3S (1) 


Units 
Per 
Assy 


Usage 
Code 


T.O. 1C-119F-4 Section H 
Group Assembly. Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


NUMBER FITTING Assy Code 


110-744203-30 | AN3106A24-28S (1) AN3057-16A ( AN3106M10SL35 ( 
AN3057-4A (1) 


AN3106A24-28S (1) AN3057-16A (1) AN3106M10SL38 (1) 
AN3057-4A (1) 


110-744203-50 


110-744204 AN3100A24-28P (1) AN305'7-16A (1) 1 
110-744204-10 |` AN3100A24-28P (1) AN3057-16A (1) ANT81-2 (1) 1 
110-744204-30 | AN3100A24-28P (1) AN3057-16A (1) AN781-2 (1) 1 
110-744204-50 | AN3100A24-28P (1) AN3057-16A (1) АМТ81-2 (1) 1 
110-744204-70 | AN3100A24-28P (1) AN3057-16A (1) AN781-2 (1) 1 
110-744204-90 | AN3100A24-28P (1) AN3057-16A (1) AN'181-2 (1) 1 
110-744204-110| AN3100A24-28P (1) AN3057-16A (1) АМТ81-2 (1) 1 
110-744205 AN3100A28-12P (1) AN3057-16A (1) AN3106A16818S (1) 1 
AN3057-8A (1) AN3108-14S28 (1) AN3057-6A (1) 
110-744205-10 | AN3100A28-12P (1) AN3057-16A (1) AN3106A16S158 (1) 
AN3057-8A (1) AN3108-14828S (1) AN3057-6A (1) 
110-744205-30 | AN3100A28-12P (1) AN3057-16A (1) AN3106A16818 (1) 
AN3057-8A (1) AN3108-14828 (1) АМ3057-6А (1) 
110-744205-50 | AN3100A28-12P (1) AN3057-16A (1) АМЗ106А16515 (1) 
AN3057-8A (1) AN3108-14828 (1) AN3057-6A (1) 
110-744205-70 | AN3100A28-12P (1) AN3057-16A (1) AN3106A16818 (1) 
AN3057-8A (1) AN3108-145828 (1) AN3057-6A (1) 
110-744205-90 | AN3100A28-12P (1) AN3057-16A (1) AN3106A16818 (1) 
AN3057-8A (1) AN3108-14828 (1) AN3057-6A (1) 
110-744205-110| AN3100A28-12P (1) AN3057-16A (1) AN3106A16818 (1) 


AN3057-8A (1) AN3108-14828 (1) AN3057-6A (1) 


110-744206 

110-744207 

110-744207-10 

110-744208 #AN3106A22-14P (1) AN3057-12A (1) #AN3106E22-14P (1 

110-744209 AN3100A20-14P (1) AN3057-12A (1) #AN3106A28-12P (1 
AN3057-16A (1) #AN3106E28-12P (1) 


110-744209-11 | AN3100A20-14P (1) AN3057-12A (1) #AN3106A28-12P (1) 


AN3057-16A (1) #AN3106E28-12P (1) 


110-744210 #AN3100A22-14S (1) AN3057-12A (1) #AN3100E22-14S (1) 
110-744211 #AN3100A28-12S (1) AN3057-16A (1) *AN3100E28-128 (1) 
110-744213 AN3102A20-29S (1) 


110-744213-10 
110-744213-70 
110-4421 4-10 


AN3102A 20-298 (1) 
AN3102A 20-298 (1) 


AN3106A24-7S (1) АМЗ106А14555 (2) AN3057-16A (4) 
ÀN3106A14S28 (6) AN3106A28-128 (2) | AN3106A28-12P (1) 
AN3106A14S18 (1)- AN3106A22-148 (1) АМ3057-6А (9) 
AN3057-12A (1) AN3106M10SL3S (5) AN3057-4A (5) 


4 Alternate Parts 


1445 


Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART τος სარი 
NUMBER Assy 


110-744214-30 AN3106A24-78 (1 AN3106A14S58 (2) AN3057-16A (4) 
ÀN3106A14S28 (6 AN3106A28-12S (2)  AN3106A28-12P (1) 
AN3106A14S1S n AN3106A22-148 (1) AN3057-6A (9) 
AN3057-12A (1) AN3106M10SL3S (5) AN3057-4A (5) 
AN3157-2 (3) BW1/2-33 ohm Resistor (4) 

AN3157-3 (3) AN3157-4 (2) AN3157-6 (7) 
AN3121-313 (14) 


АМЗ106А 24-75 (1) ^ AN3106A1485S (2) AN3057-16A (4) 
AN3106A14S2S (6) AN3106A28-128 (2) AN3106A28-12P (1) 
AN3106A14S1S (1) AN3106A22-148 (1) АМЗ057-6А (9) 
AN3057-12A (1) AN3106M10SL3S (5) AN3057-4A (5) 
BW1/2-3 ohm Resistor (4) AN3157-2 (2) 
AN3157-3 (3) AN3157-4 (2) AN3157-6 (7) 
AN3121-313 (14) 


AN3106A24-7S (1) #M3106#14958 (2) AN3057-16A (4) 
AN3106A14S2S (6) AN3106A28-12S (2) AN3106A28-12P (1) 
AN3106A14S1S (1) АМЗ106А22-148 (1) AN3S3057-6A (9) 
AN3057-12A (1) AN3106M10SL3S (ნ) AN3057-4A (5) 
BW1/2-33 ohm Resistor (4) AN3157-2 (2) 
AN3157-3 (3) AN3157-4 (2) AN3157-6 (7) 
AN3121-313 (14) 


AN3106A24-7S (1) ^ AN3106A14S5S (2) AN3057-16A (4) 
AN3106A14S2S (6) AN3106428-128 (2) AN3106A28-12P (1) 
AN3106A1451S (1) AN3106A22-148 (1)  AN3057-6A (9) 
AN3057-12A (1) AN3106M10SL38 (5) AN3057-4A (5) 
BW1/2-33 ohm Resistor (4) AN3157-2 (2) 
AN3157-3 (3) AN315'7-4 (2) AN3157-6 (7) 
AN3121-313 (14) 


AN3106A24-7S (1) AN3106A1485S (2) AN3057-16A (4) 
AN3106A1482S (6) AN3106A28-125 (2)  AN3106A28-12P (1) 
AN3106A14S1S (1) AN3106A22-148 (1)  AN3057-6A (1) 
AN3057-12A (1) AN3106M10SL3S (ნ) ANS057-4A (5) 
BW1/2-33 ohm Resistor (4) AN3157-2 (2) 
AN3157-3 (3) AN3157-4 (2) AN3157-6 (7) 
AN3121-313 (14) 


110-744214-'70 


110-744214-110 


110-744214-130 


110-744214-150 


110-744217 

110-744217-30 

110-744217-50 

110-744218 #AN3106A28-21P (1) AN3057-16A (2) АМЗ100А28-125 (1) 
AN3106A18-1S (1) АМ№3057-10А (1) #AN3106E28-21P (1 


110-744218-10 | #AN3106A28-21P (1) AN3057-16A (2) AN3057-10A (1) 
AN3100A28-128 (1) AN3106A18-18 (1) AN3106A14S7S (1) 


AN3057-6A (1) *AN3106E28-21P (1) 


#AN3106A28-21P (1) AN3057-16A (2) AN3057-10A (1) 
AN3100A28-128 (1) AN3106A18-18S (1) AN3057-8A (1) 
AN3106A16S1S (1) АМЗ106А14575 (1) AN3057-6A (1) 
#AN3106E28-21P (1) 


#AN3106A28-21P (1) AN3057-16A (2) AN3057-10A (1) 
AN3100A28-128 (1) AN3106A18-1S (1)  AN3057-8A (1) 
ANS106A1681S (1) AN3106A14S7S (1) AN3057-6A (1) 
#AN3106E28-21P (1) 


110-744218-30 


110-744218-50 


# Alternate Parts 
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T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


(See figure 392) 


PART 
NUMBER FITTING 


110-74421 8-70 


110-74421 8-90 


110-744218-110 


110-744218-130 


110-744218-150 


110-744219 

110-744219-10 
110-744219-30 
110-744219-50 
110-744219-70 
110-744219-90 
110-744219-110 
110-744219-130 
110-744220 

110-744221 

110-744222 

110-744224 

110-744224-10 
110-744224-30 
110-744224-50 
110-744225 

110-744225-10 

110-744225-30 
110-744225-50 
110-744225-70 
110-744225-90 
110-744225-110 
110-744225-130 


# Alternate Parts 


#AN3106A28-21P (1) AN3057-16A (2) 
AN3100A28-12S (1) AN3106A18-18 (1) 
AN3106A1681S (1) 


#AN3106A28-21P (1) AN3057-16A (2) 
AN3100A28-12S (1) АМЗ106А18-15 (1) 
AN3106A1681S (1) AN3106A14S7S (1) 
#АМ3106Е28-21Р (1) 


#AN3106A28-21P (1) AN3057-16A (2) 
AN3100A28-128 (1) AN3106A18-18 (1) 
AN3106A16818 (1) АМЗ106А14575 (1) 
#AN3106E28-21P (1) 


#AN3106A28-21P (1) AN3057-16A (2) 
AN3100A28-12S (1) AN3106A18-18 (1) 
AN3106A1681S (1) AN3106A14S75 (1) 
#AN3106E28-21P (1) 


#AN3106A28-21P (1) AN3057-16A (2) 
AN3100A28-12S (1) AN3106A18-1S (1) 
AN3106A16SiS (1) AN3106A14S7S (1) 
#AN3106E28-21P (1) 


#AN3100A28-21S (1) AN3057-16A (1) 
#AN3100A28-21S (1) AN3057-16A (1) 
#AN3100A 28-218 (1) AN3057-16A (1) 
#AN3100A28-21S (1) AN3057-16A (1) 
#AN3100A28-21S (1) AN3057-16A (1) 
#AN3100A28-21S (1) AN3057-16A (1) 
#AN3100A28-21S (1) AN3057-16A (1) 
3AN3100A28-218 (1) AN3057-16A (1) 
AN3106A18-9P (1) АМ3057-10А (1) 


#AN3106E28-21P (1) 


AN3057-10A (1) 
AN3057-8A (1) 


AN3057-10A (1) 
AN3057-8A (1) 
AN3057-6A (1) 


AN3057-10A (1) 
AN3057-8A (1) 
AN3057-6A (1) 


AN3057-10A (1) 
AN3057-8A (1) 
AN3057-6A (1) 


AN3057-10A (1) 
AN3057-8A (1) 
AN3057-6A (1) 


#АМ№3100Е28-215 (1) 
JTAN3100E28-218 (1) 
#AN3100E28-218 (1) 
#AN3100E28-218 (1 
TAN3100E28-218 (1) 
#AN3100E28-21S (1) 
1AN3100E28-218 (1) 
#AN3100E28-218 (1 


— 


nd 


Units 
Per 


Usage 
Code 
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Section II 
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PART 
NUMBER FITTING 


110-744225-150 
110-744225-170 
110-744225-190 
110-744225-210 
110-744226 
110-744226-10 
110-744226-30 
110-744228 
110-744228-10 
110-744228-30 
110-744228-50 
110-744228-70 
110-744228-90 
110-744228-110 
110-744228-130 
110-744229 
110-744231 
110-744231-10 
110-744231-30 
110-744231-50 
110-744231-70 
110-744232-1 
110-744233 
110-744233-10 
110-744235 
110-744238 


110-744238-11 


110-744238-31 


110-744238-51 


110-744238-71 


110-744239 
110-744239-30 
110-744239-50 
110-744240 


# Alternate Parts 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
AN3106A28-21P (1) 
АМ3108В1 2545 (2) 

AN3102A28-218 (1) 
AN3102A28-218 (1) 
AN3102A28-218 (1) 
AN3102A28-218 (1) 
AN3102A28-218 (1) 


AN3100A32-78 (1) 


#AN3100A32-78S (1). 


T.O. 1C-119F-4 


(See figure 392) 


AN3057-16A. (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-4A (2) 


AN3057-20A (1) 
AN3057-20A (1) 


#4N3100A20-298 (1) AN3057-12A (1) 


AN3106A32-7S (1) 
AN3057-4A (1) 


AN3106A32-75 (1) 
AN3057-4A (1) 


AN3106A32-78 (1) 
AN3057-4A (1) 


AN3106A32-7S (1) 
AN3057-4A (1) 


AN3106A32-'7S (1) 
AN3057-4A (1) 


AN3102A20-298 (1) 
AN3102A20-298 (1) 
AN3102A20-298 (1) 
АМЗ106А14575 (1) 


AN3057-20A (1) 
AN3100A28-12P (1) 


AN3057-20A (1) 
AN3100A28-12P (1) 


AN3057-20A (1) 
AN3100A28-12P (1) 


AN3057-20A (1) 
AN3100A28-12P (1) 


AN3057-20A (1) 
AN3100A28-12P (1) 


AN3057-6A (1) 


Units 
Per 


Usage 
Code 


AN3100E32-78 (1) 
TAN3100E20-29S (L) 


AN3106A10SL3S (1) 
AN3057-16A (1) 


AN3106A10SL3S (1) 
AN3057-16A (1) 


AN3106A10SL3S (1) 
AN3057-16A (1) 


AN3106A10SL3S (1) 
AN3057-16A (1) 


AN3106A10SL3S (1) 
AN3057-16A (1) 


110 - 144241 
110-744242 


110-744242-10 


110-744243-1 


110-744243-11 


110-744244-1 


110-744245-1 
110-744246-1 
110-744247-1 


110-744247-11 
110-744248-1 


110-744249-1 
110-744250-1 
110-744251-1 
110-744273-1 
110-744275-1 


110-744300-1 
110-744301-1 
110-744301-11 
110-744301-31 
110-744302-1 
110-744303-1 
110-744304-1 
110-744305-1 
110-744305-11 
110-744305-31 
110-744306-1 
110-744307-1 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3100A36-68 (1) 
AN3057-12A (1) 


AN3100A36-68 (1) 
AN3057-12A (1) 


(See figure 392) 


PART 
NUMBER FITTING 


AN3057-24A (1) 
AN3057-4A (1) 


AN3057-24A (1) 
AN3057-4A (1) 


Units 
Per Usage 
Assy Code 


AN3100A20-278 (1) 
AN3106A12838 (1) 


AN3100A20-2'IS (1) 


10-69614-55 (SNT) (1) 
10-69614-98 (SNT) (1) 
10-71811-3S (SNT) (1) 
10-71818-1S (SNT) (1) 
10-71622-6P (SNT) (1) 


10-71614-58 (SNT) (1) 
10-71614-9S (SNT) (1) 
10-71811-3S (SNT) (1) 
10-71818-1S (SNT) (1) 
10-71622-18P (SNT) (1) 


AN3102A16S1P (1) AN3157-3 (3) 
AN3157-2 (1) 


AN3121-313 (2) 
AN3157-2 (1) 


AN3157-6 (1) 
AN3106A20-16P (1) 


AN3157-6 (1)' 


AN3157-3 (1) 
AN3121-313 (2) 


AN3157-7 (1) 
AN3057-12A (1) 


AN3121-313 (2) 


AN3106A12838 (1) 


10-69612-38 (SNT) (1) 
10-71814-6S (SNT) (1) 
10-71814-78 (SNT) (1) 
10-71612-3S (SNT) (1) 


10-71612-3S (SNT) (1) 
10-71814-68 (SNT) (1) 
10-71814-"7S (SNT) (1) 
10-71612-38 (SNT) (1) 


AN3121-313 (4) 


AN3151-2 (1) 
AN3157-3 (1) 
AN3121-313 (2) 


AN3157-7 (1) 


AN3106A28-11P (1) 
AN3121-313 (1) 


AN3157-6 (1) 
AN3157-6 (1) 
AN3157-6 (1) 
AN3106A12-5P (1) 


AN3157-4 (1) 


AN3157-7 (1) 
AN3157-7 (1) 
AN3157-7 (1) 
110-744275 (1) 


AN3057-16A (1) 


AN3121-313 (2) 
AN3121-313 (2) 
AN3121-313 (2) 
110-756235-3 (1) 


11-1C6 (BC) (1) 118-22С6 (BC) (1) 


AN3106A22-27P (2) 
AN3106A22-27P (2) 
AN3106A22-27P (2) 
AN3100A22-14P (1) 


AN3057-12A (4) 
AN3057-12A (4) 
AN3057-12A (4) 
AN3057-12A (2) 


AN3106A16S1S (1) 
AN3106A20-148 (1) 
AN3106A20-148 (1) 
AN3106A20-148 (1) 
AN3100A18-9S (2) 
AN3100A20-27S (1) 


AN3057-8A (1) 

AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-10A (2) 
АМ3057-12А (1) 


10-40952-133 (BX) 
(1) 


AN3106A22-278 (2) 
AN3106A22-278 (2) 
#XM3106#22-278 (2) 
AN3106A22-148 (1) 
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110-744307-11 
110-744308-1 
110-744309-1 


110-744310 
110-744311-1 
110-744311-11 
110-744311-31 
110-744312-1 


110-744313-1 
110-744314-1 
110-744315-1 
110-744316-1 
110-744317-1 
110-744318-1 
110-744319-1 
110-744320-1 
110-744321-1 


110-744321-11 


110-744322-1 
110-744323-1 
110-744324-1 
110-744325-1 
110-744326-1 
110-744327-1 
110-744328-1 
110-744329-1 
110-744330-1 
110-744331-1 
110-744332-1 
110-744333-1 
110-744333-11 
110-744334-1 


# Alternate Parts 


Т.О. 1C-119F -4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) ; 


FITTING 


AN3100A20-278 (1) 
AN3100A18-9S (2) 


AN3106A24-5P (1) 
AN3057-10A (2) 
АМЗ100А18-15 (1) 


AN3106A14878 (2) 

AN3106A22-27P (1) 
AN3106A22-27P (1) AN3057-12A (3) 
AN3106A22-27P (1) AN3057-12A (3) 


#AN3100A28-12S (1) AN3057-16A (1) 
AN3057-6A (1) *AN3100E28-12S (1) 


AN3057-12A (1) 
AN3057-10A (2) 


AN3057-16A (1) 
AN3108B1 2838 (1) 


AN3106A18-9P (1) 
AN3057-4A (1) 


AN3057-6A (2) 

AN3057-12A (3) AN3106A22-278 (1) 
AN3106A22-278 (2) 
AN3106A22-275 (2) 


АМ№З106А14525 (1) 


AN3106A18-9P (1) AN3057-10A (1) 


AN3106A10SL4S (1) AN3057-4A (1) 
3AN3106A28-12P (1) AN3057-16A (1) 


AN3100A18-9P (1)  AN3057-10A (1) 
AN3100A16S6S (1) 


AN3100A18-9P (1) AN3057-10A (1) 
AN3100A16S68 (1) 


#AN3106E28-12P(1) 
AN3057-8A (1) 


AN3057-8A (1) 


BW-1/2 (3 ohms) (1) 


110-744331-1 (1) 


AN3100A22-278 (2) AN3057-12A (2) 
AN3100A22-27S (2) AN3057-12A (2) 
ÀN3100A22-278 (2) AN3057-12A (2) 


412266A (2) 412266H (2) 


CA3106MP12828 (HRW) (2) 3106MP10S2S (HRW) (2) 


1 
1 
1 
1 
1 
1 
1 
1 
1 
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ELECTRICAL πε CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-744335-1 CA3106MP12828 (HRW) (2) 4122664 (2) 
3106МР10528 (HRW) (2) 412266H (2) 

110-744336-1 AB3100A20-278 (2) AN3057-12A (2) 

110-744337-1 AN3106A-14828 (1) AN3057-6A (1) 

110-744338-1 AN3106A8818 (1) AN3057-3A (1) AN3106A20-27P (1) 


AN3057-12A (1) 


110-744338-11 AN3106A8818 (1) AN3057-3A (1) AN3106A20-27P (1) 
AN3057-12A (1) 


110-744339-1 АМ3106А8516 (8) ^ AN3057-3A (8) AN3106A20-27P (1) 
AN3057-12A (1) x 


110-744339-11 AN3106A8818 (8) AN3057-3A (8) AN3106A20-27P (1) 
AN3057-12A (1) 


110-744340-1 AN3108B20-27P (1) AN3057-12A (1) АМЗ100А20-275 (1) 
AF37 (SIE) (1) 


110-744341-1 
110-744342-1 


110-744343-1 AN3106A20-27P (1) AN3057-12A (1) #M31064#165858 (1) 
AN3057-8A (1) 
110-744343-11 AN3106A20-27P (1) AN3057-12A (1) AN3106A16888 (1) 


AN3057-8A (1) 
110-744344-1 
110-744345-1 
110-744346-1 AN3057-8A (1) AN3106A16818 (1) 
110-744347-1 AN3106A16S1S (1) AN3057-8A (1) 
110-744348-1 AN3100A20-16S (1) AN3057-12A (1) 
110-744348-11 AN3100A16S1S (1) AN3057-8A (1) 
110-744349-1 
110-744350-1 
110-744350-11 
110-744350-31 
110-744351-1 
110-744351-11 
110-744352-1 
110-744353-1 
110-744354-1 110-744355-1 (1) АМЗ108М18-118 (1) AN3106M14S5S (1) 
110-744355-1 A-25833 (1) 425850 (1) А-24904 (1) 


110-744356-1 CA3100MP12S2P (HRW) (1) CA3106MP12828 (HRW) (1) 
3100MP10S2P (HRW) (1) 3190MP108S28 (HRW) (1) 


110-744357-1 CA3100MP12S2P (HRW) (1) CA3106MP12828 (HRW) (1) 
3106MP10S2S (HRW) (1) 3100MP10S2P (HRW) (1) 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


mM om ку Ņ e kun 
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110-744358-1 


110-744359-1 


110-744360-1 


110-744361-1 
110-744362-1 
110-744363-1 


110-744364-1 


| 110-744365-1 


1452 


110-744366-1 
110-744367-1 
110-744368-1 
110-744369-1 
110-744370-1 


110-744371-1 


110-744372-1 
110-744373-1 
110-744374-1 


110-744375-1 
110-744376-1 
110-744377-1 
110-746057-10 
110-746057-30 


110-746058 
110-746058 


110-746059 


110-750010-11 


# Alternate Parts 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART 
NUMBER FITTING 


AN3106A18-1P (1) 


AF33 (SIE) (1) 


AN3106A24-7P (1) 
AN3106A12838 (1) 


#AN3106A24-7P (1) AN3057-16A (1) 
AN3106A12838 (1) 


3100MP10S2P (HRW) (2) 


CA3100MP1282P (HRW) (1) 
CA3106MP12828 (HRW) (3) 


T.O. 1C-119F-4 


AN3057-10A (1) 


AN3057-16A (1) 
AN3100A18-18 (1) 


#AN3106E24-7P (1) 


3100MP1082P (HRW) (1) 


CA3100MP12S2P (HRW) (1) 
CA3106MP12828 (HRW) (3) 
3106MP10S2S (HRW) (2) 


AN3100A24-7P (1) 
AN3100A24-5P (1) 


AN3057-10A (2) 
AN3057-16A (2) 


10-71622-18S (SNT) (1) 


10-41662-4S (SNT) (1) 
110-744371-1 (1) 


10-40720-121 (SNT) (2) 


10-40518-4 (SNT) (1) 


AN3106A14S58 (1) 
AN3106A14S58 (1) 
AN3106A18-1P (1) 


AF33 (SIE) (1) 


AN3106A24-7P (1) 


AN3057-4A (1) 


ÀN3106A18-9P (1) 


1VA11 (1) 
AF24 (SIE) (1) 


1VA1 (1) 
AF25 (1) (SIE) 


AF25 (SIE) (2) 
AF25 (SIE) (2) 


AN3106A1681P (1) 


AN3057-6A (1) 


AN3057-10A (1) 


AN3057-16A (2) 
AN3106A24-5S (1) 
АМЗ100А20-275 (1) 


ΒΖΕΤΗΝΤΝ (MCS) (1) 
ΒΖΕΊΕΝΤΙ (MCS) (1) 


AÀN3106A14S5P (1) 


AF24 (SIE) (1) 
AN3217-1 (1) 


AN3106A14S5P (1) 


BZETRNTN (MCS) (1) 


BZ-R31 (MCS) (1) 


AF25 (SIE) (2) 


AN3106A14S5P (1) 


HN-RNN-12 (MCS) (1) 
AN3106A14S5P (1) 


AN3057-6A (1) 


BZETRNTN (MCS) (1) 
ΒΖΕΤΗΝΤΙ (MCS) (1) AF 32 (SIE) (1) 


AN3100A18-18 (1) 


AN3057-4A (1) 


AN3057-10A (1) 


AN3057-4A (1) 


3100МР1052р (HRW) (1) 
3106МР10525 (HRW) (3) 


3100MP10S2P (HRW) (1) 
3106МР10528 (HRW) (1) 


АМЗ100А24-78 (1) 
AN3100A24-58 (1) 


10-41612-35 (SNT) (1) 


10-40988-4 (SNT) (1) 


AN3057-6A (1) 


AN3100A18-18S (1) 


AN3108B12838 (1) 
AN3057-10A (1) 
AN3057-12A (1) 


Units 
Per 


Usage 
Code 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART 
NUMBER FITTING 


110-750010-13 


110-750010-15 
110-750010-17 


110-750010-31 
110-750010-33 
110-750010-35 
110-750010-37 
110-750010-41 
110-750010-43 
110-750010-51 
110-750010-65 
110-750010-71 
110-750010-73 
110-750010-103 
110-750010-105 
110-750010-107 
110-750010-113 
110-750010-115 
110-750010-117 
110-750010-123 


110-750010-125 


110-750010-127 
110-750010-131 
110-750010-133 
110-750010-147 
110-750010-177 
110-750010-181 
110-750010-183 
110-750010-185 
| 110-750010-187 


110-750010-193 
110-750010-195 
110-750010-235 
110-750010-237 


AN3100A14-5S (1) AN3106A28-12P ( 
AN3108A18-208 (1) AN3057-6A (1) 
AN3108A8-308 (1) 


AN3057-124A (2) 


AN3057-16A (1) 
AN3106M10SL3S (1) 


AN3057-20A (1) 
AN3057-20A (1) 
AN3106M22-148 (1) 
AN3102-32-75 (1) 


AN3057-16A (1) 
AN3057-10A (2) 


AN3106M22-14S (2) 


AN3106M28-128 (1) AN3057-3A (1) 


AN3057-16A (1) 
AN3108A32-7P (1) 
AN3106M20-295 (1) 


AN3106A24-288 (1) 


AN3057-12A (2) 


AN3057-10A (1) 


AN3106A18-18 (1) 


AN3057-16A (1) 
AN3057-12A (2) 

AN3106A1681S (1) 
AN3057-16A (1) 

AN3100A22-4S (1) 
UG21C/U (2) 
UG21C/U (1) 
UG21C/U (2) 


AN3106A28-128 (1) 


AN3106A22-14P (1)  AN3106A22-148 (1) 


AN3057-6A (1) AN3057-12A (1) 


UG22C/U (1) 


UG21C/U (5) UG23C/U (1) UG107B/U (1) 


UG30/U (1) 

UG21C/U (5) UG23C/U (1) UG107B/U (1) 
UG30/U (1) 

PL259A (1) M359A (1) UG21C/U (1) 
PL259A (1) M359A (1) UG21C/U (1) 


PL259A (1) UG21C/U (1) 


PL108 (1) 


PLQ103 (1) 


AN3108A16848 (1) 
AN3057-12A (1) 


AN3057-4A (1) 
PL112 (2) 


AN3057-10A (1) 
AN3108A22-58 (1) 


AN3106A10SL4S (1) 


AN3108A18-38 (1) 


PLQ166 (1) 


Units 
Per 
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Code 
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Section II 


Group Assembly Parts List 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART 
NUMBER FITTING 


1454 


110-750010-241 
110-750010-243 
110-750010-245 
110-750010-247 


110-750010-253 


110-750010-257 
110-750010-261 
110-750010-263 
110-750010-265 
110-750010-267 
110-750010-271 
110-750010-307 
110-750010-317 
110-750010-335 
110-750010-337 


110-750010-351 


110-750010-343 
110-750010-345 
110-750010-351 
110-750010-353 
110-750010-355 
110-750010-357 


110-750010-361 


110-750010-365 
110-750010-367 


110-750010-371 


78-758535-1 (2) 


78-758535-1 (2) 


PL259A (2) 


M359A (2) PL259A (2) 


M359A (1) UG27B/U (1) PL259A (1) 
UG21C/U 


M3594A (2) PL259A (2) 


M359A (2) PL259A (2) 


M359A (2) PL259A (2) 


78-758535-1 (1) 


AN3057-16A (2) AN3108A28-16S (2) 


AN3057-16A (2) AN3108A28-28 (2) 


PL2594 (1) UG21C/U (1) 


МЗ59А (1) PL259A (1) UG21C/U (1) 


010/0 (1) U7/U (1) U9/U (1) 


AN3057-16A (1) 
PL148A (1) 


U16/U (1) AN3100A28 -12P (1) 


PL1514A (1) 


U15/U (2) 


PL153A (2) 


M359A (1) PL259A (1) UG21C/U (1) 


U11/U (1) U12/U (1) 


78-758535-1 (1) 78-758535-3 (1) 


78-758535-3 (2) 


M29" (1) PL259A (1) M359A (1) 
MC277 (1) 


78-758535-1 (1) 18-158535-2 (1) 


AN305" -12A (1) AN3106A20-27S (1) | AN3100A28-128 (1) 
AN3057-16A (2) АМЗ106А28-125 (1) 


Units 
Per 
Assy 


Section II 


Group Assembly Parts List 


Usage 
Code 


T.O. 1C-119F-4 


Section II 


Group Assembly Parts List 


ELECTRICAL дш CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART oe Usage 
NUMBER FITTING Assy Code 


110-750010-413 
110-750010-415 
110-750010-417 


110-750010-421 


110-750010-423 


110-750010-425 


110-750010-427 


110-750010-431 
110-750010-433 
110-750010-435 
110-750010-437 
110-75001 0-441 
110-750010-443 
110-750010-447 
110-750010-451 


110-750010-501 


110-750010-503 
110-750010-505 


110-750010-507 


110-750010-513 
110-750010-531 
110-750010-645 
110-750010-655 
110-750010-657 


110-750010-685 


U61/U (2) 


AN3057-10A (2) 
AN3108A28-15S (2) 


AN3108A24-28P (1) 
AN3108A18-1S (2) 


AN3057-16A (3) 


AN3057-6A (2) AN3108A18-98 (1) AN3057-8A (1) 
AN3057-10A (1) AN3106A14828 (2) U61/U (2) 


AN3057-6A (1) AN3057-16A (1) AN3057-10A (1) 
AN3106A14S2S (1) AN3106A18-18 (1) AN3106A28 -158 (1) 


AN3057-6A (1) AN3057-16A (1) AN3057-10A (1) 
AN3106A14S2S (1) АМЗ106А18-15 (1) AN3106A28-158 (1) 


AN3106-20-2"78 (1) 


AN3057-12A (1) 


AN305' -12A (2) AN3106A20-27S (1) | AN3100A20-27P (1) 


AN3057-12A (1) 


AN3100A20-27P (1) 


AN3057-12A (1) AN3100A20-27S (1) 


AN3057-12A (1) 


AN3106A20-27P (1) 


AN3102-24-288 (1) 


AN3102-24-78 (1) 


AN3057-16A(2) AN3108M24-7S(1) ^ AN3106M24-20P (1) 
AN3108M24-5P (1) 


AN3057-16A (2) AN3108M24-"8 (1) AN3108M24-20P (1) 


AN3057-16A (1) AN3108M22-148 (1) #M3108M24-75 (1) 
AN3057-12A (1) 


UG21C/U (2) 


UG27B/U (2) 
UG22C/U (2) 


M359A (1) PL259A (1) UG22C/U (1) 


UG59A/U (1) UG22C/U (1) 


UG59A/U (1) UG22C/U (1) 


UG21C/U (1) UG22C/U (1) 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-750010-851 | UG21C/U (6) UG27B/U (2) UG28A/U (1) 


110-754019-30 | AN3106A14S5P (1) АМ3057-6А (1) 


110-754019-70 | AN3106A14S5P (1) АМ№3057-6А (1) 


110-754019-90 


110-754031 AN3100A28-12P (1) AN3057-164A (1) AN3108A14S58 (1) 
AN305' -6A (1) AN3108A18-1P (1) 4M3057 -10A (5) 
AN3108A8S1P (1) АМЗ057-3А (1) AN3106A18-31P (1) 
AN3106A18-20P (1) AN3106A18-30P (1) AN3106A18-5S (1) 

110-754032 

110-754033 431882 (ARP) (5) 1092/0 (1) 110-754033-3 (1) 


110-754033-11 


31889 (ARP) (1) U92/U (1) 110-754033-3 (1) 
431882 (5) 


110-754034 U94/U (1) 110-754034-3 (1) 431882 (ARP) (6) 


110-754034-11 


U94/U (1) 110-754034-3 (1) A31882 (ARP) (6) 
31889 (ARP) (1) 


110-754035 AN3108A18-1S (1)  CB3106A24-28S (SNT) (1) 


AN3057 -10A (1) CB3106A22-14 (SNT) (1) 


110-754035-10 | АМ3108А18-15 (1) CB3106A24-28S (SNT) (1) 


AN305' -10A (1) CB3106A22-14 (SNT) (1) 


110-754035-30 | AN3108A18-1S (1) СВЗ106А24-285 (SNT) (1) 


AN3057 -10A (1) CB3106A22-14 (SNT) (1) 


110-754036 CB3106A24-288 (1) (SNT) 10-40211 (SNT) (1) 


10-40824-28 (SNT) (1) 


110-754036-10 | CB3106A24-28S (SNT) (1) 10-40824-28 (SNT) (1) 


10-40211 (SNT) (1) 


110-754036 -30 


110-754037 CB3106A22-148 (SNT) (1) AN3106A18-18 (2) 


AN3057-10A (2) 


110-754037-10 | AN3108A18-1S (2) AN3057-10A (2) СВЗ106А22-145 (SNT)(1) 


110-754037-30 | AN3108A18-1S (2) АМ3057-10А (2) CB3106A22-14S (SNT)(1) 


110-754037 -50 


АМЗ108А18-15 (2) АМ№3057-10А (2) CB3106A22-14S (SNT)(1) 


110-754038 AN3106A24-28S (1) AN3057-12A (1) AN3057-10A (2) 


AN3057-16A (1) AN3106A22-148 (1) AN3106A18-1S (1) 


110-754038-10 | AN3106A24-28S (1) AN3057-12A (1) AN3057-10A (2) 


AN3057-16A (1) AN3106A22-T4S (1) — AN3106A18-18 (1) 
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T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


(See figure 392) 


PART ee Usage 
NUMBER Assy Code 


110-754038-30 | AN3106A24-288 (1) 
AN3057-16A (1) 

110-754039 AN3106A24-288 (1) 
AN3057-16A (1) 

110-754039-10 | АМ3106А24-285 (1) 
AN3057-16A (1) 

110-754040 

110-754041 

110-754042 

110-754043 AN3108A28-21P (1) 

110-754043-10 | AN3108A28-21P (1) 

110-754043-30 | AN3108A28-21P (1) 

110-754043-50 | AN3108A28-21P (1) 

110-754044 AN3106A1815 (1) 

110-754045 

110-754045-10 

110-754046 AN3108A18-18 (1) 

110-754047 AN3106A16S1S (1) 

110-754048 AN3106A16818 (1) 

110-754049 


110-754049-10 
110-754049-30 
110-754049-50 
110-754049-70 
110-754049-90 
110-754049-110 
110-754049-150 
110-754050 
110-754050-10 


110-754050-50 


AN3102A28-218 (1) 


AN3102A28-218 (1) 


AN3102A28-2158 (1) 


AN305' -12A (1) 


АМ№3106А22-145 (1) 


AN3106A22-148 (1) 


AN3057-12A (1) 


AN3106A22-148 (1) 


AN3057-12A (1) 


AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 
AN3057-16A (1) 


AN3057-10A (1) 


AN3057-10A (1) 
AN3057-8A (1) 


AN3057-8A (1) 


AN3057-10A (2) 
AN3106A18-18S (1) 


AN3106A18-18 (2) 
AN3057-10A (1) 


AN3106A18-18 (2) 
AN3057-10A (1) 
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T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART pos Usage 
NUMBER Assy Code 
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110-754051 
110-754052 
110-754053 
110-754053-10 
110-754054 
110-754055 
110-754055 -30 
110-754055 -50 
110-754055-70 
110-754055-10 
110-754057 
110-754057-10 
110-754058 
110-754059 
110-754059-10 
110-754059-30 
110-754068 
110-754068-30 
110-754069 
110-754069-30 


110-754070 


110-754071 


110-754071-10 


110-754071-30 


110-754071-50 


110-754072 


AN3106A16-108 ( 


AN3106 A16S18S (1) 


АМЗ106А16-105 (1) 
AN3106 A20-278 (1) 
AN3106 A20-2"1S (1) 
AN3106 A20-278 (1) 
AN3106A20-278 (1) 
AN3106A20-2'8 (1) 
AN3106A20-2"8 (1) 
AN3106A20-2"S (1) 
U15/U (1) 
AN3100A20-27P (1) 
AN3100A20-27P (1) 
AN3100A20-27P (1) 
AN3106A16S1P (1) 
AN3106A16S1P (1) 
AN3106-16S1P (1) 
AN3106-16S1P (1) 


AN3106 -1681P (1) 
110-754070-3 (1) 


AN3108M22-148 (1) 
AN3057-16A (1) 


AN3108M22-148 (1) 
AN3057-16A (1) 


AN3057-12A (3) 
AN3108M22-14S (1) 


AN3108M22-148 (1) 
AN3057-16A (1) 


AN3057-8A (1) 


“ (1) 


AN305'1-8A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
Р/151А (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-12A (1) 
AN3057-8A (2) 
AN3057-8A (2) 
AN3057-8A (2) 
AN3057-8A (2) 


AN3057-8A (1) 

AN3057-12A (1) 
AN3057-12A (1) 
AN3057-16A (1) 


AN3106A22-14P (1) 


AN3057-12A (1) 


U15/U (1) 


AN3106A16818 (1) 
AN3106A16S15 (1) 
AN3106 -16818 (1) 
АМЗ106-16515 (1) 


U94/U (1) 

AN3108M24-7S (1) 
AN3108M24-7S (1) 
AN3108M22-7S (1) 


AN3106A22-148 (1) 


AN3108M24-'78 (1) 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


T.O. 1C-119F-4 


(See figure 392) 


Section II 
Group Assembly Parts List 


NUMBER FITTING Assy Code 


110-754072-11 
110-754072-31 
110-754073 
110-754073-10 
110-754073-30 
110-754073-50 
110-754077 
110-754077-10 
110-754080 
110-754082 


110-754083 


110-754083-10 


110-754083-30 


110-754084 
110-754085 
110-754086 


110-754087 


110-75408'" -10 


110-754088 


110-754088-10 


110-754088-30 


110-754090 


110-754090-11 


# Alternate Parts 


AN3121-313 (1) 


78-758535-1 (2) 


AN3108A22-148 (1) 
#AN3057-12B (2) 


AN3108A22-148 (1) 
AN3108 420-275 (1) 


AN3108A22-148 (1) 
АМ№3108А20-275 (1) 


UG88B/U (2) 


UG59A/U (2) 


AN3157-8 (1) 


110-754083-110 (1) 
AN3108A20-278 (1) 


#AN3057-12A (1) 
110-754083-130 (1) 


#AN3057-12A (1) 
110-754083-130 (1) 


UG212A/U (2) 


#AN3057-12A (2) 
#AN3057-12B (2) 
110-754083-110 (1) 


#AN3057-12B (2) 
110-754083-110 (1) 


#AN3106E28-11S (1) #AN3106M28-11S (1) #4N3057-20A (1) 


#AN3057-12B (1) 


#AN3106E28-11S (1) #АМ3106М28-115 (1) 4AN3057-20A (1) 


#AN3057-12B (1) 


AN3106A22-148 (1) 
110-754088-110 (1) 


AN3106A22-148 (1) 
110-754088-110 (1) 


AN3106A22-148 (1) 
AN3106A 14858 (1) 
110-754088-130 (1) 
AN3106A24-118 (1) 


AN3106A24-118 (1) 


3AN30571-12A (1) 


#AN3057-12A (1) 
110-754088-130 (1) 


#AN3057-12A (1) 
AN3057-6A (1) 
AN3057-16A (1) 


AN3057-16A (1) 


#AN3057-12B (1) 


#AN3057-12B (1) 


#AN3057-12B (1) 
110-754088-110 (1) 


1459 


Section II 
Group Assembly Parts List 


1460 


110-754091 


110-754092 
110-754093 
110-754094 
110-754094-10 
110-754094-30 
110-754094-50 
110-754094-70 
110-754096 
110-754096-10 


110-754098 


110-754098-10 
110-754098-30 
110-754099 
110-754099-10 
110-754102 
110-754103 


110-754104 


110-754104-10 


110-754104-30 


110-754104-50 


110-754105 


110-754105-10 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
. (See figure 392) 


PART 
NUMBER FITTING 


AN3106A16-98 (1) 


АМЗ106М8515 (1) 


UG27C/U (2) 
110-754098-10 (1) 


UG21C/U (2) 
UG21C/U (1) 
UG27C/U (2) 
UG21C/U (1) 
UG22C/U (2) 
AN3100A20-27P (1) 
AN3106A18-31P (1) 
AN3106A18-30P (1) 
AN3057-6A (1) 

AN3057-3A (1) 

AN3106A20-278 (1) 


ÀN3106 A18 -31P (1) 
AN3106A18-30P (1) 


AN3106A18-31P (1) 
AN3106A18-30P (1) 
AN3106A18-58 (1) 


AN3106A18-31P (1) 
AN3106A18-30P (1) 


T.O. 1C-119F-4 


AN3057-8A (1) 


97-3106-28-426P (1) 97-3106-28-42655 (1) 


UG107B/U (1) 


UG23C/U (1) 
UG107B/U (1) 


UG23C/U (1) 


AN3057-12A (1) 


AN3057-10A (5) 


AN3106A18-5S (1) 
AN3108B18-1P (1) 
AN3100A28-125 (1) 


AN3057-12A (1) 


AN3057-10A (4) 


AN3057-10A (4) 
AN3057-16A (1) 


AN3057-10A (4) 


AN3106A18-58 (1) 


110-754098-30 (1) 


AN3106A18-58 (1) 


AN305'1 -16A (2) 


UG30B/U (1) 


UG30/U (1) 


AN3106A18-20P (1) 
AN3108B14858 (1) 
AN3108B8S1P (1) 
AN3057-16A (1) 


AN3106A18-20P (1) 


AN3106A18-20P (1) 
AN3100A28 -128 (1) 


AN3106A18-20P (1) 


AN3106M20- 298 (1) 


AN3106M20-298 (1) 


AN3106M22-148 (1) 


AN3106M22-148 (1) 


PART Per 
NUMBER FITTING Assy 


110-754105-30 


110-754106 


‘| 110-754106-10 


110-754106-30 


110-754107 


110-754107-10 


110-754107-30 


110-754108 


110-754109 


110-754110 


110-754110-10 


110-754110-30 


110-754111 


110-754112 
110-754113 
110-754114 
110-754115 
110-754116 
110-754117 
110-754118 
110-754119 
110-754120 
110-754121 
110-754122 
110-754123 


110-754124 


T.O. 1C-119F-4 


Section II 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


AN3106M20-29S (1) 
PL259A (1) 
PL2594A (1) 


PL259A (1) 
M359A (1) 


AN3108-28-28 (2) 
АМ3108-28-25 (2) 
AN3106A20-278 (1) 
AN3106A24-288 (1) 


08/0 (1) 
ΑΝΟ106Α22-145 (1) 


AN3106A28-128 (1) 
AN3106A28-128 (1) 
AN3106A28-128 (1) 
AN3106A28-12P (1) 
AN3057-10A (2) 
AN3100A14858 (1) 
UG262A/U (1) 
UG262A/U (1) 


UG260A/U (2) 


UG260A/U (2) 


UG260A/U (2) 

AN3108B28-15P (1) 
AN3108B28-15P (1) 
AN3100A20-27S (1) 
AN3100A20-29P (1) 
ΑΝ8108Β20-298 (1) 
AN3106A20-27S (1) 
AN3106A20-118 (1) 


AN3106A16S1P (1) 


(See figure 392) 


UG21C/U (1) 
UG21C/U (1) 


UG21C/U (1) 


AN3057-16A (2) 
AN3057-16A (2) 
AN3057-12A (1) 
AN305' -16A (2) 


AN3106 A22-14P (1) 


AN3057-16A (1) 
AN3057-16A (1) 
АМ3057-16А (1) 
AN3057-16A (1) 
AN3108B18-30S (1) 
UG260A/U (1) 


UG260A/U (1) 


AN3100A28-158 (1) 
АМЗ100А28-155 (1) 
AN3057-12A (1) 

AN3106 А20-295 (1) 
AN3100A20-29P (1) 
AN3100A20-27P (1) 
AN3108B20-11P (1) 


#M3108816515 (1) 


Units 


Usage 
Code 


UG27B/U (1) 
UG27B/U (1) 


UG27B/U (1) 


AN3057-12A (2) 


AN3108B18-208 (1) 
AN3057-6A (1) 


AN3057-16A (2) 


AN3057-16A (2) 


AN3057-12A (2) 
АМЗ057-12А (2) 
АМЗ057-12А (2) 
AN3057-12A (2) 


AN3057-8A (2) 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART 
NUMBER 


FITTING 


110-754125 AN3106M10SL3S (1) AN3106M10S28 (1 АМЗ100М16515 (1 
110-754126 PLQ166 (1) 

110-754132 UG22C/U (1) UG59B/U (1) 

110-754133 UG21C/U (1) UG59B/U (1) 

110-754134 AN3100A18-9S (1) | AN3057-10A (1) 


110-754134-11 
110-754134-31 
110-754138 
110-754140 
110-754144-1 


110-754145-1 


110-754145-11 


110-754145-31 


110-754145-51 


110-754145-61 


110-754146-1 
110-754147-1 
110-754148-1 
110-754148-31 
110-754148-41 
110-754149 


110-754151-1 


110-754154-1 
110-754154-11 


110-754159-1 
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АМЗ100А18-95 (1) 


АМЗ100А18-95 (1) 


AN3106A24-288 (2) 
AN3108B32-128 (1) 


ÀN3108B28-88 (1) 
AN3057-16A (1) 


ÀN3108B28-88 (1) 
AN3057-16A (1) 


ÀN3108B28-88 (1) 
MRE14H (1) 


AN3108B28-88 (1) 
AN3057-16A (1) 


AN3108B28-88 (1) 
AN3057-16A (1) 


UG88B/U (2) 


UG88B/U (2) 


UG88B/U (2) 
UG88B/U (1) 
UG88B/U (1) 


АМЗ106А422-145 (1) 
AN3057-6A (1) 


AN3108B28-168 (2) 
AN3106A22-148 (2) 


АМЗ106М22-145 (1) 


AN3057-10A (1) 


AN3057-104A (1) 


AN3057-16A (2) 
AN305' -20A (2) 


MRE14$-G (1) 


МВЕ148-С (1) 


AN3057-16A (1) 


MRE14S-G (1) 


MREI14S-G (1) 


AN3106A14-38 (1) 


AN3106A14-35 (1) 


AN3057-12A (1) 


AN3057-16A (2) 
AN3057~-12A (2) 
AN3057-6A (1) 


AN3108B32-12P (1) 


MRE14H (1) 


MRE14H (1) 


MRE14SG (1) 


MRE14H (1) 


MRE14H (1) 


AN3057-6A (1) 


AN3057-6A (1) 


AN3106A1485P (1) 


Units 
Per 


Usage 
Code 


T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


Units 
PART Per Usage 
NUMBER FITTING Assy Code 


110-754160-1 #AN3106M22-148 (2) #AN3106A14-28 (2) AN3057-6A (2) 


110-754161-1 


110-754162-1 110-754162-110 (1) 


110-754162-130 (1) 


AN3106A24-288 (1) AN3057-164A (1) 
AN3106A22-14P (1) AN3057-12A (1) 
110-754168-1 


AN3108B22-5S (1) AN3057-12A (1) AN3108B18-38 (1) 


110-754169-1 


110-754170-1 


110-754171-1 
110-754171-11 
110-754171-41 
110-754172-1 
110-754172-11 
110-754172-31 
110-754173-1 
110-754174-1 
110-754174-11 
110-754174-31 
110-754174-41 
110-754175-1 
110-754176-1 
110-754177-1 
110-754178-1 
110-754179-1 
110-754181-1 
110-754182-1 
110-754183-1 
110-754184-1 
110-754185-1 


# Alternate Parta 


AN3057-10A (1) 


AN3106M22-14S (2) AN3057-12A (2) 


AN3106M28-128 (1) AN3057- 16A (1) 


AN3106M10SL3S (1) 


AN3108B32-7P (1) 
AN3108B32-7P (1) 
AN3108B32-7P (1) 
AN3102A32-78 (1) 
АМЗ102А32-75 (1) 


AN3102A32-'S (1) 


АМЗ106А16518 (1) 
AN3106A16818 (1) 
AN3106 16818 (1) 
AN3106 A1681S (1) 
ррр45-335 (1) 
AN3100A22-48 (1) 
UG21C/U (2) 
UG21C/U (1) 
DPD-32-3382 (1) 
M359A (2) 
PL258A (1) 
МЗ59А (2) 

M3594 (2) 


M3594 (2) 


AN3057-20A (1) 
AN3057-20A (1) 


AN3057-20A (1) 


AN3057-8A (1) 
AN3057-8A (1) 
AN3057-8A (1) 
AN3057-8A (1) 
AN3057-16 (1) 


AN3057-12A (1) 
UG22C/U (1) 


PL259A (2) 
PL259A (1) 
PL259A (2) 
PL259A (2) 


PL259A (2) 


AN3057-4A (1) 


AN3057-6A (1) 


M359A (2) 
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Section II 
Group Assembly Parts List 
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PART 
NUMBER FITTING 


110-754186-1 
110-754187-1 
110-754188-1 


110-754189-1 


110-754190-1 
110-754191-1 
110-754192-1 
110-754193-1 
110-754194-1 
110-754194-11 
110-754195-1 
110-754196-1 


110-754197-1 


110-754197-11 


110-754198-1 
110-754198-11 
110-754198-31 


110-754200-1 


110-754200-11 


110-754200-31 
110-754200-41 
110-754200-51 
110-754200-71 
110-754200-81 
110-754201-1 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 


PL259A (1) 


PL259A (1) 


T.O. 1C-119F-4 


(See figure 392) 


UG21C/U (1) 


M359A (1) 


AN3100A28-12P (1) AN3057-16A (1) 


PL148A (1) 
PL153A (2) 


PL259A (1) 


M359A (1) 


AN3108M24-5P (1) AN3108M24-5S (1) 


AN3108M24-78 (1) 


UG21C/U (2) 
UG21C/U (1) 
UG22C/U (1) 


UG21C/U (6) 


AN3108M24-20P (1) 


UG27B/U (2) 


PL259A (1) 


CB3106A22-14S (1) AN3106M22-14S (2) 


10-40755-22 (1) 


CB3106A22-148 (1) AN3106M22-14S (2) 
10-40755-22 (1) 


AN3106A18-18 (1) 


UG21C/U (1) 


U-16/U (1) 


UG21C/U (1) 


M359A (1) 


10-40822-14 (1) 


10-40822-14 (1) 


AN3057-10A (1) CB3106A24-288 (SNT) (1) 


CB3106A22-148 (SNT) (1) 10-40824-28 (SNT) (1) 


10-40822-14 (SNT) (1) 
10-40755-22 (SNT) (1) 


10-40211 (SNT) (1) 


Units 
Per 


Usage 
Code 


T.O. 1C-119F-4 Section II 


Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


PART > Usage 
NUMBER FITTING Assy Code 


110-754202-1 
110-754203-1 


110-754204 -1 


110-754205-1 
110-754206-1 
110-754206-11 
110-754206-31 
110-754207-1 
110-754208-1 


110-754208-1 


110-754210-1 
110-754211-1 
110-754214-1 
110-754215-1 


110-754216-1 


110-754217-1 
110-754227-1 
110-754228-1 
110-754229-1 
110-754230-1 
110-754231-1 
110-754232-1 
110-754233-1 


110-754234-1 


110-754235-1 


110-754236-1 


# Alternate Parts 


AN3106A16S-1S (1) AN3057-8A (1) 


CB3106A-22-148 (SNT) (1) 
AN3057-10A (2) 


AN3106A18-18 (1) 
AN3108A18-18 (1) 


AN3106A16S1S (1)  AN3057-84A (1) 
AN3108A28-21P (1) AN3057-164A (1) 


AN3108A28-21P (1) AN3057-16A (1) 


AN3108A28-21P (1) AN3057-16A (1) 


#AN3106A16S-1S (1) AN3057-84A (1) #AN3108A16S-158 (1) 


CB3106A24-28S (SNT) (1) 
10-40211 (SNT) (1) 


10-40824-28 (SNT) (1) 


AN3108A18-1S (1) АМ3057-1 (1) 


AN3102M20-278 (1) 


AN3108B14828 (1) 
AN3057-12A (2) 


AN3057-6A (1) 
AN3100M22-14S (1) 


AN3106A22-148 (1) 


UG21C/U (1) UG27C/U (1) 
AN3100A24-28P (1) AN3057-16A (1) 
371-0012-00 (CR) (1) — AN3106A20-27P (1) 
AN3102A20-275 (1) 
PL259A (2) M359A (2) 
UG290/U (1) 
АМЗ106А414555 (2)  AN3057-6A (2) 
AN3100A20-27P (1) AN3057-12A (1) 


АМЗ106А18-15 (1) 
AN3057-12A (1) 


АМЗ057 -10А (1) AN3106A20-278 (1) 
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Section П T.O. 1C-119F-4 
Group Assembly Parts List 


ELECTRICAL CABLE CHART (cont) (C-119G Airplanes) 
(See figure 392) 


110-754237-1 371-0012-00 (CR) (1) 
110-754238-1 UG88B/U (2) 

110-754239-1 UG21C/U (1) PL259A (1) 
110-754240-1 UG88B/U (1) UG536/U (1) 


110-754241-1 UG88B/U (1) UG536/U (1) 
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Figure 393. Aileron Control System Installation 


INDEX NOMENCLATURE FIGURE 
1 Main Aileron - Inboard Mechanism 21 
Arm Assembly Main Aileron Mechanism - Outboard L.H. 21 
Cable Assembly Main Aileron - Outer Panel 21 
Cable Assembly Main Aileron - Outer Panel 21 
Center Section Surface Control Installation 21 
2 Surface Control - Automatic Pilot Installation 228 
3 Surface Control - Fuselage Station 115 Bracket Installation 223 
4 Aileron Surface Control Column Assembly 216 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 394. Elevator Control System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Bellcrank and Push Pull Rod Installation 27 
2 Pulley Bracket Installation Fuselage 223 
3 Control Column Assembly 216 
4 Surface Control - Center Section 46 
5 Empennage Mechanism 338 
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T.O. 1C-119F-4 Section Π 
Group Assembly Parts List 


Figure 395. (Sheet 1 of 2 Sheets) Rudder Control System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Pedal Installation 219 
2 Bracket Assembly 220 
3 Bracket Installation 214 

Bracket Assembly 214 

4 Guard Installation 221 
5 Cable Assembly 213 
6 Bracket Assembly 222 
1 Bracket Assembly 223 
8 Torque Box Assembly 218 
9 Surface Control Installation 46 
10 Bracket Installation 47 
11 Bracket Installation 49 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 395, (Sheet 2 of 2 Sheets) Rudder Control System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 

1 Cable Assembly 334 
2 Bracket Assembly 335 
3 Bracket Installation 337 
4 Mechanism Assembly 338 
5 Cable Assembly 339 

Bracket Assembly 339 

Bracket Assembly 339 
6 Torque Tube Assembly 340 
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INDEX ΝΟ. 


1 


T.O. 1C-119F-4 


Figure 396. Flap Control System Installation 


NOMENCLATURE 


Outer Wing Assembly 
Outboard Wing Panel Trailing Edge Assembly 


Center Wing Assembly 
Wing Center Section Flap Lever Support Installation 
Center Wing Section Trailing Edge Assembly 


Pedestal Radio Control Panel Installation 
Pilot's Instrument Panel Assembly 


Hydraulic System Power Unit Installation 


Flap Mechanism Installation 

Main Control System Flap Mechanism Installation 
Main Flap Control Mechanism Installation 

Main Flap Control Mechanism Installation 


Section II 


Group Assembly Parts List 


FIGURE NO. 


4 
20 


50 
59 
69 


239 
313 


290 


308 
309 
310 
311 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 397, Trim Tab Control System Installation 


INDEX NOMENCLATURE FIGURE 

1 Control Switch - Aileron Trim Tab 239 

Control Switch - Rudder Trim Tab 239 
2 Drum-Control Cable - Elevator Trim Tab 213 
3 Pulley Bracket Installation 223 
4 Elevator Trim Tab Control Installation 34 
5 Rudder Trim Tab Control Installation : 91 
6 Aileron Trim Tab Control Installation 7 
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T.O. 1C-119F-4 Section IL 
Group Assembly Parts List 


Figure 398. Surface Control Lock System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 

1 Main Aileron Mechanism - Inboard 22 
2 Lock Cable Assembly - Boom 333 
3 Lock Cable Assembly Outer Panel L.H. 21 
4 Lock Cable Assembly Wing Center Section 46 
5 Lock Cable Assembly Fuselage 

6 Rudder Control Lock Mechanism 339 
7 Lock Installation Surface Control - Elevator L.H. 341 
8 Surface Control Fuselage Station 115 Bracket Installation 223 
9 Cockpit Surface Control Lock Mechanism Assembly 217 
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Section IL 


Group Assembly Parts List 
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INDEX NO. 


AO нь с к e 


Т.О. 1C-119F-4 


Figure 399. Engine Control System Installation 


NOMENCLATURE 


Engine controls lower torque tubes 
Pedestal installation, engine controls 
Pedestal Installation, engine controls 
Engine controls, fuselage 

Engine controls center wing section 
Engine controls outer wing section 
Engine controls, power plant 


FIGURE NO. 


251 
233 
231 
229 

60 

62 
386 


T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


Figure 400. Propeller Control System Installation 


INDEX NO. ს NOMENCLATURE FIGURE NO. 
1 Propeller control panel 238 
2 Propeller synchronizer assembly 233 
3 Propeller installation 369 
4 Propeller synchronizer installation 229 
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Section II 
Group Assembly Parts List 


T.O. 1C-119F-4 


INDEX NO. 


1 
2 
3 


en 
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Figure 401. Fuel System Installation 


NOMENCLATURE 


Auxiliary Power Plant 

Magnetic Valve Auxiliary Fuel Line 
Auxiliary Power Plant Fuel System 
Fuel Valve 

Strainer Assembly 

Fuel Pump 

Fuel Pump 

Fuel Flow Meter 

Fuel Filler Cap 


6676 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure 402. Oil System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Center Wing Section Oil System Installation 85 
2 Oil System Cooler Installation 87 
3 Demountable Power Plant Oil System Installation 382 
4 Wing Center Section Oil Tank Installation 88 
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Section Π T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 403. Fire Extinguisher System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Extinguisher Installation Cockpit Portable Fire 319 
2 Cylinder Installation Fire Extinguisher System 320 
3 Heater Fire Extinguisher System Tubing Installation 307 
4 Demountable Power Plant Fire Extinguisher Installation 384 
5 Container Installation Fire Extinguisher System 52 
6 Heater Fire Extinguisher Cylinder and Lines Installation 324 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure 404. (Sheet 1 of 4 Sheets) Electrical System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 

1 Propeller Conduit Box 383 
Bulb E 383 

Cable - Demountable Power Plant 383 

2 Transmitter 385 
3 Switch 387 
4 Transmitter 381 
5 Actuator 379 
6 Junction Box 79 
7 Liquidometer Transmitter 88 
8 Pump 388 
9 Valve 12 
Strainer Assembly πο 

10 Thermostat 85 
11 Vibrator 76 
Light 76 

Jump Signal Box 76 

Switch 76 

12 Actuator Motor 92 
13 Actuator 87 
14 Switch 362 
Cable - Main Landing Gear Down-Lock 362 

15 Switch 363 
Cable - Main Landing Gear Up-Lock 363 

16 Cable - Center Wing Section πη 
17 Switch 353 
Cable - Nose Landing Gear Up-Lock 353 

18 Switch 352 
Cable - Nose Landing Gear Down-Lock 352 

19 Switch 351 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 404. (Sheet 2 of 4 Sheets) Electrical System Installation 


3 


INDEX МО. NOMENCLATURE FIGURE NO. 
1 Cable - Aft Boom and Rudder 342 
2 Actuator Assembly 31 
3 Bulb Assembly 33 
Lamp Assembly 33 
Cable - Stabilizer 33 
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T.O. 1C-119F-4 Section II 
Group Assembly Parts List 


Figure 404, (Sheet 3 of 4 Sheets) Electrical System Installation 


INDEX NO. NOMENCLATURE . FIGURE NO. 
1 Jump Signal 111 
2 External Power Relay 105 

Junction Box 105 
Dome Light 105 
3 Spare Lamp Box 112 
4 Panel Assembly 124 
Junction Box 124 
Dome Lights 124 
5 Power Unit 125 
Junction Box 125 
Inverter 125 
Fire Detector 125 
Timer 125 
Control Box 125 
6 Junction Box 130 
7 Power Plant 255 
8 Regulator 157 
Light 157 
Junction Box 157 
Inverter 157 
Amplifier Adapter 157 
9 Junction Box 162 
10 Junction Box 158 
Amplifier 158 
Light 158 
Inverter 158 
Lamp 158 
Cable 158 
Battery 158 
Timer 158 

11 Cable - Fuselage Rear Section 165-167 
12 Switch 129 
13 Switch 353 
14 Switch 352 
15 Cable - Fuselage Forward Section 106 
16 Cable - Fuselage Center Section 126 


1481 


Section H T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 404. (Sheet 4 of 4 Sheets) Electrical System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Actuator 93 
2 Transmitter 73 
3 Actuator Motor 67 
4 Cable - Center Wing Section "1 
5 Fuel Pump | 10 

Transmitter 10 
6 Actuator 7 
7 Antenna 17 
Cable - Outer Wing 17 
Transmitter 17 
Bulb 17 
Lamp 17 
Light 17 
8 Cable - Wing Tip 4 
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6680 


Figure 405, (Sheet 1 of 2 Sheets) Hydraulic System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 

1 Hydraulic System Master Cylinder Tubing Installation 261 

2 Hydraulic System Pressure Reservoir Installation 262 

3 Nose Wheel Steering Mechanism Installation 351 

4 Hydraulic System Nose Gear Steering Lines Installation 263 

5 Nose Landing Gear Hydraulic Actuator Down-Lock Assembly 352 

6 Hydraulic Actuated Nose Landing Gear Installation 346 

vi Nose Landing Gear Actuator Hydraulic System Tubing Installation 283 

8 Hydraulic System Brake Accumulator Installation 268 

9 Hydraulic System Brake Lines Installation 265-267 
10 Hydraulic System Emergency Parking Brake Assembly 269 
11 Nose Landing Gear Hydraulic Actuator Up-Lock Installation 353 
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Section H T.Q 1C-119F-4 
Group Assembly Parts List 


Figure 405. (Sheet 2 of 2 Sheets) Hydraulic System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Power Unit Installation - 3000 PSI 284 thru 290 
2 Tubing Installation - Fuselage 270 thru 274 
3 Tubing Installation - Main Landing Gear Hydraulic 357 
4 Tubing Installation Wing and Nacelle 81, 82, & 91 
5 Main Landing Gear Safety Down- Lock Assembly 362 
6 Main Landing Gear Hydraulic System 3000 PSITubing Assembly 364, 355 
T Main Landing Gear Up-Lock Assembly 363 
8 Flap Mechanism Installation 210 thru 274 
9 Power Plant Assembly - Engine Driven Pump 388 

10 Main Landing Gear Installation - Hydraulic Actuator 355 
11 Hydraulic Gust Lock Tube Installation 344 
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Figure 406. Instrument Lines System Installation 


NOMENCLATURE 


Pilots Instrument Panel Tubing Installation 

Pitot System Installation 

Fuselage Instrument Lines Installation 

Center Wing Section Instrument Lines Installation 
Demountable Power Plant Instrument Lines Installation 


Section II 
Group Assembly Parts List 


FIGURE NO. 


267 
101 
140 

52 
385 
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Section II T.O. 1C-119F-4 
Group Assembly Parts List 


Figure 407. Oxygen System Installation 


INDEX NO. NOMENCLATURE FIGURE NO. 
1 Wheel Well Section Oxygen System Installation 317 
2 Oxygen System Crew Chief Regulator Assembly 318 
3 Fuselage Oxygen System Installation 314 
4 Fuselage Oxygen System Installation 316 
5 Filler Valve Installation Oxygen System 316 
6 Nacelle and Boom Oxygen System Installation 83 
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B 
M 
«7 
Е 6683 
Figure 408. Heating, Ventilation and De-Icing System Installation 
INDEX NO. NOMENCLATURE FIGURE NO. 

1 Fuselage and Cockpit Installation 295 
2 Valve Installation 299 
3 Shut-Off Valve 300 
4 Fuselage and Cockpit 296 
5 Fuel System 303 
6 Fuselage and Cockpit 298 
T Anti-Icing System - Boom 342 
8 Fuselage 92 
9 Fuel System 302 
10 Fuselage and Cockpit 297 
11 Valve Installation 301 
Fuselage 50 

12 Fuel System 305 
13 Fuel System 306 
14 Fuselage and Cockpit 292 
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FS 97552- 0607 FS975IF0605 FS97525-0609 FS97526-O609 
A B ς D 


————— -- 
Figure 409. Rubber Extrusions used on C-119F, C-119G and R4Q-2 Model Aircraft 
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T.O. 1C-119F-4 Section H 
Group Assembly Parts List 


FIGURE & [GROUP 


ος MAJOR ASSEMBLY 
PART NUMBER 123 4 5 6 


*110-310001 Door |Assy - Fus front ent (See fig. 94) 

*110-310001-10  |Ddor|Assy r Flus front ent (See fig. 94) 

*110-310001-30 |раог [Азу - Flus front ent (See fig. 94) 
110-310001 –75 Seal | Ribter extrusion (Е897552 -0607 x 38. 00 in.) 
110-310001-81 Seal + Rubber jextrusion (FS97552-0607 x 170. 00 in.) 
110-310806 -1 Ddor |Азву |- Cargo paratroop fus (See fig. 204) 
110-310806-30  |Ddor|Assy |- Cargo paratroop fus (See fig. 204) 
110-310806-50 | ძი» peed - Cargo paratroop fus (See fig. 204) 
110-310806 -2 Door |Азву |- ү o paratroop fus (See fig. 204) 
110-310806 -40 a ASBy - ar paragroop fus (See fig. 204) 
110 -310806 -60 or|Assy É argo paratroop 1ს8 (See fig. 204) 
110-310806-103 508) + R. Het extrusion (FS97511-0605 x 170.00 in.) 

*110-311106-50 |Framje asy ή Nse wheel sect. fus 

*110-311121-1 Frame Assy -J Nose wheel sect. 
110-311106-15 Seal + Ru erjextrusion (FS97511-0605 x 32.00 in.) 
110-310801-10 ог ტანა i cargo fus (See fig. 99) 

8 


ке ке 


Q m G Q m > P, J O G 


2 
C 


110-310801-20 cargo fus (See fig. 99) 

No Number ub extrusion (FS97526 -0609 x 36 ft) 
110-310801-48 en b extrusion (FS97525-0609 x 358.00 in.) 
110-310801-56 eg bber|extrusion (FS97525-0609 x 152.00 in.) 
110 -410801 -46 еа ათ extrusion (. 375 x .13 x 74.00 in.) 


110-310801-52 еа1 - Rubber|extrusion (FS97526-0609 x 74.00 in.) 
No Number еа в erlextrusion (FS97526-0609 x 24. 00 ft) 
ul 


110-310801-47 ubber} extrusion (FS97525-0609 x 214. 00 in.) 


110 -310801-57 ber extrusion (FS97525-0609 x 152.00 in.) 


110-310801-51 ub extrusion (FS97526-0609 x 74. 00 in.) 

110-310801-61 ubi extrusion (FS97525-0609 x 262.00 in.) 
*110 -502081 Мас bottom 

110-502081-23 5 ubber| extrusion (FS97511-0605 x 62.00 in.) 
*110-502089 c bottom 

110 -502089-5 Rub mbr escape (FS97511-0605 x 60. 50 in.) 


HOP bi p> IJ p> i ti >> P: P; eae 


110-310801-45 ga τω extrustion (. 315 x .13 x 14.00 in.) 


110-313880-1 - Emer escape hatch (See fig. 185) 
110-313880-2 mer escape hatch (See fig. 185) 
18-318851-11 extrusion (FS97552-0607 x 130. 00 in.) 
*110-551508 y cowl panel 
*110-551508 -30 ary cowl panel 
*110-551508-50 imary cowl panel 
*110-551508-"70 . imary cowl panel 
*110-551508-130 imary cowl panel 
*110-551508-110 rimary cowl panel 
110-551508-7 ubber extrusion (FS97525-0609 x 63.00 in.) (Use on 
р aber 110-551508) 
e 
al 


110-551508 -7 ub extrusion (FS97525-0609 x 63.00 in.) (Use on 
part 110-551508-50) 

110-551508-51 ubber extrusion (FS97525-0609 x 61. 20 in.) (Use on 
rie 110-551508-30) 

110-551508-75 ub οὐ extrusion (FS97525-0609 x 5.00 in.) (Use on 

rt No. 110-551508-70) 

110-551508-77 - Rubber extrusion (FS97525-0609 x 56.00 in.) (Use on 
рагі №; 110-551508-70) 

110-551508-81 - ο extrusion (FS97525-0609 x 63.00 in.) (Use on 

p 


Q > > r FF σε aarre 


tiNo. 110-551508) 

ubber extrusion (Е597525 -0609 x 63.00 in.) (Use on 

, | part No. 110-551508) 

110-551508-91 5081 – Rubber extrusion (FS97525-0609 x 63. 00 in.) (Use on 
p&ërt|No. 110-551508-130) 


110-551508 -81 - 
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croup RUBBER EXTRUSIONS USED ON С-119Е, G & R4Q-2 MODEL AIRCRAFT (cont) 


UN I TS| USABLE 
NuMBER [MAJOR ASSEMBLY lay: one 
part weer Jisas ““ 


409 110-551508-83 e 
Чо.| 110-551508-70) K 
110-551508 -89 h extrusion (FS97525-0609 x 56.00 in.) (Use on 
.| 110-551508-110) C 
110-551508 -85 : extrusion (897525 -0609 x 5.00 in.) (Use on 
‚| 110-551508-70) 1 K 
*110-310102 Ë (See fig. 136) Ref | All 
-12 110-310102-3 А extrusion (FS9'1525 -0609 x 46. 75 іп.) 2 Α 
110-310102-31 : extrusion (FS97525-0609 x 46. 75 in.) 2 B 
-13 110-310102-5 Β extrusion (FS97525-0609 κ 27.60 in.) 1 À 
110-310102-33 Β extrusion (FS97525-0609 x 27.60 in.) 1 B 
-14 110-310102-7 а extrusion (Е897525 -0609 х 31. 75 in.) 1 А 
110-310102-35 H extrusion (FS97525-0609 x 31.75 in.) 1 B 
*110-310711 pit NP | All 
-15 110-310711-25 : extrusion (FS97525-0609 x 98.00 in.) 1 A 
110-310711-31 n extrusion (FS97526-0609 x 98.00 in.) 1 B 
*110-310726 i gch nism Assy - Fus top rear sect. life raft ejection 
ig. 188) Ref | All 
-16 110-310726 -5 Β er|extrusion (FS97552-0607 x 138.00 in.) 1 АП 
110-310330-1 tainer front bottom sect. (LH) (See fig. 190) Ref | All 
-17 110-310330-75 Β extrusion (FS97526-0609 x 72.50 in.) (Use on 


o. 110-310330-11) 


Ë 


MODEL DESIGNATION SERIAL NUMBERS 


C-119G 51-2662 thru 51-8023 
51-8098A thru 51-8107A 


C-119G 51-8024 thru 51-8097 
51-8108A thru 51-8168A 
51-17365 & Subsequent 
IK-441 & Subsequent 

R4Q2 131662 thru 131719 


C-119G 51-8030 thru 51-8063 
51-17365 thru 51-17367 
52-6000 thru 52-6023 

R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
53-3136 & Subsequent 
IK-443 & Subsequent 


C-119G 51-8024 thru 51-8097 
51-8108A thru 51-8168A 
91-17365 thru 52-5921 
52-5924 thru 52-5926 
IK-441 thru IK-442 

R4Q2 131662 thru 131719 


C-119G 52-5922 thru 52-5923 
52-5927 & Subsequent 
IK-443 & Subsequent 


1490 Revised 15 February 1957 


T.O. 1C-119F-4 Section II 
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Figure & [GROUP RUBBER EXTRUSIONS USED ON C-119F, G & R4Q-2 MODEL AIRCRAFT (cont) 
μμ MAJOR ASSEMBLY 


MODEL DESIGNATION SERIAL NUMBERS 
G C-119G 51-2662 thru 51-8097 
51-8128A thru 51-8168A 
51-17365 thru 52-5921 
52-5924 thru 52-9982 
გ IK-441 thru IK-442 
R4Q2 131662 thru 131719 
H C-119G 51-8098A thru 51-8127A 
J C-119G 51-2668 thru 51-8029 
51-8108A thru 51-8168A 
51-8064 thru 51-8097 
52-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 
K C-119G 51-8024 thru 51-8029 
51-8064 thru 51-8097 
92-5840 thru 52-5954 
52-6024 & Subsequent 
IK-441 & Subsequent 
L C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8168A 
M C-119G 51-2662 thru 52-5921 
52-5924 thru 53-3156 
53-8069 thru 53-8095 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
N C-119G 52-5922 thru 52-5923 
53-8157 thru 53-7884 
53-8096 thru 53-8156 
IK-443 & Subsequent 
P C-119G 51-2662 thru 51-2667 
51-8098A thru 51-8143A 
Q C-119G 51-2668 thru 51-8097 
51-8144A thru 51-8168A 
92-5840 thru 52-5921 
52-5924 thru 53-3157 
53-8069 & Subseuqnet 
IK-441 thru IK-442 
R4Q2 131662 thru 131719 
R C-119G 52-5922 thru 52-5923 
53-3158 thru 53-7884 
IK-443 & Subseuqnet 
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Figure 410. Weights and Cubage of Parts for Air Transport 
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SECTION Ill 


NUMERICAL INDEX 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


6103—6685-527-7777 
2620-277-4818 
2620-174-1754 

2805-313-3566 


5826-538-0840 
2314-6620-561-4710 
2314-6620-561-4710 
2314-6620-561-4710 
2314-6620-561-4710 
5325-489—-3075 
5325-489—-3075 
5325-489-3075 
5325-489-3075 
5325-489-3075 
6025-6610-514-5612 


5945=295-6775 


5905-188-8679 


9320-202-3631 
9320-202-3631 
6143-6620-526-7891 


6143~6620~526~7918 


2620-640-32986 

2620~269~7699 
6210-299-6529 
4248-A426 
5340-290-4692 


4519-1560-306-4761 
5306-180-0545 

5826-512-9066 

3110-516-5487 

3110-516-5487 

4519-1680-516-8505 
4519-1680-516-8486 
4519-1680 “5235-8749 
4519-1680-307-5887 
4519-1680-307-5887 
4519-1680-307-5887 
4519-1680 3307-5887 
4510-1680-184-7655 
4510-1680—-474-1042 


5826-253-9700 
3110-143-53008 
3110-143-3008 
5840—254- 7119 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
CODE 


PART NUMBER 


BULB 

CASING 9450 X 16 
CASING 15,50 X 20 
COMM-CLAMP 
COUPLER (WIT 6077) 
COUPLING (MC203) 
COUPLING (MC203A) 
COVER (CWl41/ARN) 
GAGE (Ε-6) 

GAGE (Ε-δ) 

GAGE (Ε-6) 

GAGE (E-6) 
GROMMET 

GROMMET 

GROMMET 

GROMMET 

GROMMET 

INDICATOR (M1A) 
METER (LM) 

PANEL (C996A/ARN) 
RELAY (M2) 
RESISTOR 
RESISTOR 

RESISTOR 
RESISTOR 
RESISTOR 
RESISTOR 
RESISTOR 
RESISTOR 
RESISTOR 
RESISTOR 

RESISTOR 
RESISTOR 

RIVET 

SEAL 

SEAL 

TRANSMITTER (0-5) 
TRANSMITTER (F-3) 
TRANSMITTER (M-1) 
TRANSMITTER (MB1) 
TRANSMITTER (MB1) 
TUBE 9,50 X 16 
TUBE 18.50 X 20 
А-&255А 

A-426 

Α-508 

A-532 

AAF 373500 
AAF87-15 

AA75691 

AB4A 

АВАА 

ACA1142-8 
ACA1142C9 

ACA1680 

ACA1716 

ACA1716 

ACA1716 

ACA1716 

AC200247 

AC201430 

AC3438 

AC3439 

AD75656 

AES 

AEG 

AF2A203-225 
AF2A264-313B 


STOCK NUMBER 


FIGURE TOTAL | MICRO 


AND QTY 
INDEX NO. 


85-38 
350-7 
354-4 
256-2 
171-23 
108-4 
109-4 
42-31 
53A24 
53818 
291-12A 
291-13A 
79-19 
80-19 
131-46 
162-6 
163-14 
102-14 
172-29 
240-37A 
131-15 
125-21 
150-12 
150-13 
150-14 
150-15 
154-10 
154-7 
154-8 
154-9 
164-3 
164-4 
164-5 
350-45 
409-5 
409-6 
385-13 
385-15 
385-14 
15-31 
17-15 
350-8 
354-5 
232-30 
205A21 
205A5 
205422 
182-19 
59-7 
132-23 
20-17A 
20-22A 
40-6 
40-12 
38-154 
190-2 
192-13 
193-22 
194-16 
204-11 
38-38 
38-37 
58-38 
132-26 
20-17A 
20--22Α 
41-1 
41-3 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


3110-151-9142 
4310-600-8671 
4310-600-8671 
6125-600-1609 
6125-600-1609 
5975-296-2884 
5975-280-5775 
5975-296-2950 
4730-489-0029 
5310-167-0727 
5310-167-0727 
5310-167-0728 
5310-167-0728 
5310-167-0728 
5310~167-0728 


5910-248-4909 
5320-038-3274 
5320-038-3274 
5320-038-327& 
5320-038-3274 
4508-1680 -485-3609 
4508-1680-485-3609 


4508-1680-474-0280 
4508-1680-474—0280 
4508—-1680-474—0281 
4508-1680—-474-0281 
4508-1680-526-1633 
4508-1680-485-3612 
4508-1680—-485—-3613 
4508-5305—-485-3614 
4508-5305-485-3614 
4508-1680-304-5817 
4508-1680-304—-5818 
4508-1680-485-3615 
4508-1680-485-3615 
4508-5310-485-3616 
4508-5310—-485-3616 
4508-1680-394-2006 
4508-1680-394-2007 
4508-1680-485-3618 
4508-1680-485-3618 
4508-1680—-485-3619 


4508-1680-485-3620 
4508-1680—-485-3621 
4508-5305-485-3623 
4508-1680 -517-9004 
4508-1680-517-9004 
4508-5315-597-5581 
4508—-1680—-485-3624 
4508-1680 -485-3624 
4508-1680—-485-3625 
4508-1680-485-3625 
4508-5985—-556-0847 
4508-1680-485-3627 
4508-1680—-394-2008 


4508-1680-180-6667 
4508-1680-485-3628 
4508-5310-205-9184 
4508-5310-205-9184 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


AF216-3-24 
AF216C2-16 
AF216C2-16 
AF25 

AF25 

AF28 

AF36 

AF38 
AF905-10 
AF955-6 
AF955-6 
AF955-7 
AF955-7 
АҒ955-7 
AF955-7 
AGB10-5 
AGB10-5 
AG451 
ALPPH=T6~8 
ALPPH-T6-8 
ALPPH-T6-8 
ALPPH-T6-8 
AL476 
AL476 
AL481 
#L481 
AL4B2 

А| 482 

AL 483 
#L483 
#L486 
AL487 
#L488 
AL4B9 
AL489 
AL490 
#L491 
#L492 
AL492 
AL493 
AL493 
AL494=1 

А 494-2 
AL495 
AL495 
AL496 
AL497 
AL499 
AL501 
AL508 
AL512 
AL512 
AL513 
#L514 
AL514 
AL515 
AL515 
AL516 
AL519 
AL519-1 
AL526 
AL527 
AL528 
AL529 
AL530 
AL530 
AL531 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


341-28 
373-3 
374-4 
362-5 
363-5 
197-33 
253-5 
253-4 
290-8 
11-3 
73-30 
11-10 
11-7 
73-23 
73-25 
376-11 
377-19 
125-22 


26-20B 
26-268 
31-178 


31-88 
236-7 
237-6 
233-3 
234-1 
233-4 
235-1 
233-5 
234-4 
236-23 
236-40 
236-25 
236-10 
237-9 
236-44 
236-27 
236-16 
237-15 
236-13 
237-12 
236-30 
236-31 
236-14 
237-13 
236-24 
236 
236-48 
236-50 
236-43 
236-18 
237-17 
236-49 
236-22 
236-38 
236-21 
237-21 
236-37 
236=8 
237-7 
237-22 
236-51 
213-19 
236-39 
236-12 
2317-11 
236-3 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 


CODE FIGURE 


AF CLASS CODE NAVY 


OR PART NUMBER STOCK NUMBER 


STOCK NUMBERS 


4508-1680-662-4225 
4508”1680-485-3629 
4508”-1680-485-3629 
4508-1680 3232-7810 
4508-1680-332-7810 
1600-5821-201-9676 
1600-5831-224-6175 
1660-5841-347-7215 
1600-5826-254-2147 
5910-248-4908 
5910~248-4908 
5910-248-4908 
5826-347-7178 


5306-151-1456 
4004-1610-346-3985 
1600-5821-149-0878 
5306-514-9252 
4030-132-9153 
5306-151-1554 


5306-282-3270 
5330-242-6638 
5330-263-8014 
5340=205-6001 
5340-184-4487 
5340-184—-4487 
5340—-184-4448 
5340-662-9816 
5340—184—-4447 
5340-184-4446 
5340-184-4474 
6590-300600-285 
6540-300600-315 
5340—-244-8598 
5340~257-3770 
5340-257-4070 
5340-244-9232 
5340-244—-9230 
5306-292-5238 
5306-292-52538 
5306—-292-5237 


5306-292-5240 
5306-292-5235 
5306-292-5209 


5306-180—-0525 


5306-285-2523 
5306~180-0420 


5306-282-0866 
3110-142-4&461 
3110-142-4466 
3110-142-4470 
3110-142-4319 
3110-142-4312 
3110-142-4514 
3110-142-4317 
3110-142-4280 
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AL531 

AL 532 
AL568 

AL 568 
AL641 
AL641 

AML 53D 
AM142/AIC 
AM291/APN22 
AM300/AIC 
AM454 
AM454 
AM454 
AM608/ARA25 
AN=M8 
AN10-16A 
AN10-34 
AN100008 
AN1048 
AN106028 
AN115-16 
AN12-14 
AN12-21A 
AN12H17 
AN123862 
AN123874 
AN147-8S 
AN150-16L 
AN155-16L 
AN155-16S 
AN155-325 
AN155-32L 
AN155-46L 
AN155—-80L 
AN161-16LS 
AN161-16RS 
AN161-22LL 
AN161-22RL 
AN161-32LS 
AN161-46RL 
AN161-80RL 
AN165-16L 
AN165-16RL 
ΑΝΙό5-165 
AN165~163RH 
AN165~175RL 
AN165-22RL 
AN165-32S 
AN176-22AÀ 
AN176-25A 
AN176-26A 
ΑΝΙ7δ-Δ5 
AN177—25A 
AN178—36A 
ΑΝΙΤΟ-33Α 
AN18H17 
AN180-22 
AN182—34A 
AN182CH24A 
AN200KP4 
AN200KP5 
AN200KP6 
AN200KS10 
AN200KS3L 
AN200KS4 
AN200KS6 
AN200K3 


AND 
INDEX NO 


237-2A 
237-19 
236-6 
237-5 
236-1 
237-1 
96-2Α 
113-10 
169-15 
132-27 
124-24 
125-20 
158-29 
133-1 
325-21 
354-7 
197-12 
369-68 
96-6 
369-17 
41-18 
320-11 
24-20 
37-57 
386+5 
85-5 
137-5А 
158-43 
21-9 
21-14A 
39-21 
60-3 
208-1 
21-3 
203-5 
21-12 
228-13 
228-12 
39-22 
208-2 
46-21 
46-22 
61-4 
225-20 
226-20 
356-3 
60-4 
39-20 
19-11 
19-10 
19-9 
53-9 
19-4 
59-4 
19-3 
37-57 
350-37 
19-2 
351-11 
63-50 
3-18 
8-9 
189-5 
26-36 
26-16 
251-7 
226-28 


Eoo p + PF ოა O ΡΟ N IS თ > πὲ; თ em S IS + RS P кә = = πόμα 


bet O სა სა 
+ O O σι 


N 
N 


= = o m 
ΝΟ Ur თ OM IM tS EU 


W 


N N ი + + + ააა r) Q, O ОО + WY 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE NAVY ში FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS INDEX NO 


3110-142-4277 AN200K3L 6-5 
3110-142-4284 AN200K5 22-14 
3110-142-4286 AN200K6 22-11 
3110-142-4476 AN201KP10A : 63-38A 
3110-142-4493 AN201KP12A 48-13 4 
3110-142-4294 АМ201К12А 214-21 
3110-142-4296 AN201K16A 216-22 
3110-142-4281 AN201K4A 22-18 
3110-142-4283 AN201K5A 30-5 
3110-142-4285 AN201K6A 141-11 
3110-142-4287 AN201K8A 338-5 
3110-142-4485 AN202KP21B 338-14 
3110-142-4488 AN202KP29B 340-16 
5110-142-4491 AN202KP47B 340-35 
3110-142-4299 AN202K23B 251-35 
3110-142-4302 AN202K33B 224=%А 
3110-198-0337 AN206DSP5 347-15 
3110-142-4494 АМ206058 33-10 
3110-142-4435 AN207DP5 84-17 
3110-142-4428 AN207D5 26-15 
3110-142-4429 AN207D6 309-25 
5306-282-0035 AN21=30A 252-31 
3020-528-0490 АМ210-1А 43-24 
3020-200-1276 AN210~1B 43-28 
3020—-528-0489 AN210~2A 34-3 
3020-528-0508 AN210-2B 65-19 
3020-528—-0512 AN210=3A 335-15 
3020-528-0486 AN210—4A 336-2 
3020-277-1128 AN210-4B 231-15 
3020-528-0484 АМ№210=5А 47-11 
3020-277-1126 AN210-5B 215-17 
3020-528-0488 AN210-6A 21-17 
3020-277-1130 AN210-—6B 215-14 
5306-151-0517 AN22-12 236-33 
AN22-14 42-2 
5306-282-0036 AN22-14A 41-13 
3020-528-0513 AN221-1 208-22 


ee 
m + ოა ს Q S N N + FORM NE ΡΝ 


3020-287-9662 AN221-2 208-7 
3020-200-1537 AN221-3 255-39 
5325-174-2882 AN221-22L 323-21 
5306-151-1962 AN23-10 61-7 
5306-150-9906 AN23-10A 10-15 
5306-151-1963 AN23-11 228-6 
5306-150-9907 ΑΝ23-11Α 182-36 
5306-151-1964 AN23-12 43-10 
5306-151-1965 AN23=13 43-23 
5306-150-9909 AN23-13A 182-32 
5306-151-1966 AN23-14 3-7 
5306-150-9910 AN23-14A 143-3 
5306-151-1967 AN23-15 43-12 
5306-150-9911 AN23-15A 143-9B 
6306-151-1968 AN23-16 186-10 
5306-150-9912 ΑΝ23-16Α 28-11A 
5306-151-1969 AN23-17 3-7 
5306-150-9913 AN23-17A 180-26 
5306-151-1970 AN23-18 219-25 
5306-150-9914 ΑΝ23-18Α 28-1Α 
§306-151+1971 AN23-19 20-5 
5306-150-9915 AN23-19A 183-2 
5306-150-9916 AN23=20A 253-30 
5306-150-9917 ΑΝ23-21Α 180-26 
5306-156-2525 AN23-23A 38-19 
5306-156-2526 AN23-24AÀ 38-21 
5306-156-2402 АМ23-26А 28-21А 
5306-151-2306 AN23-27 219-19 
5306-151-2311 AN23-32 379-2 
5306-151-2312 AN23-34 379-2 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


І SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


5306-150-9923 L Е 

5306 7159-2520 AN23- 86A 222-28 
5306-156-2398 ΑΝ23-8Α 51-12 
5306-150-0905 AN23-9A 41-19 
5306—-156-2388 ÀN24-12A 143-2 1 
5306-150-9803 AN24—123A 143-2 2 
5306-156-2698 AN24-14 191-16 2 
5306-156-2283 AN24-14A 143-2 3 
5306-156-2699 АМ№24-15 191-24 & 
5306-156-2284 AN24=15A 143-5 1 
5306-156-2285 AN24-16A 26-9 & 
5306-156-2701 АМ2А-17 363-18 2 
5306-156-2286 ΑΝ24-17Α 143-5 1 
5306-156-2287 AN24-18A 26-9 6 
5306-156-2703 AN24-19 353-24 3 
5306-156-2704 ÀN24-20 325-3 3 
5306-151-0523 AN24-21 62-24 8 
5306-156-2290 AN24-21A 26-9 2 
5306-151-0005 AN24=22A 251-2 10 
5306-151-0525 AN24~23 215-2 8 
5306-144-4071 AN24-25A 28-40A 4 
5306-144-4074 ΑΝ24-28Α 347-20 3 
5306-151-0531 АМ24-29 341-25 2 
5306-151-0534 AN24~32 361-10A 4 
5306-151-0535 AN24=34 95-13 10 
5306-151-0537 АМ24-38 211-48 8 
5306-156-2294 AN24- 44A 178-17A 3 
5306~151=3321 AN24-—-52 63-57 2 
5306-151-3322 АМ24- 54 63-47 2 
5306-151-0008 ΑΝ24--56Α 180-24 1 
5306-144-3850 AN25-14 208-3 n 
5306-144-3856 AN25=20 208-23 4 
5306-144-3859 ΑΝ25-23 207-48 2 
5306-144-3860 AN25-24 3-13 10 
5306-151-3539 AN25-28A 341-2 1 
5306-144-3866 AN25-30 191-2 1 
5306-144-3867 AN25-31 310-8 4 
5306-144-3868 AN25-32 139-14 15 
5306-144-3870 AN25=36 215-2 2 
5306-144-3871 AN25-38 215-2 2 
5306-151-3545 АМ25-38А 26-14 2 
5306-144-3872 #M25=40 361-26А n 
5206-144-3873 AN25-42 191-3 1 
5935-665-7625 АМ2552-3А 104-10 1 
5306-156-2829 AN26-17 361-33 8 
5306~156~2832 AN26-20 360-51 6 
5306-151-3110 AN26-26 361-33 n 
5306-151-3114 AN26=30 362-13 2 
5306-156-2225 ΑΝ26-32 202-5 2 
5306-151-2652 AN26-40 361-8 2 
5306-151-0944 AN27-40 311-2 4 
5306-151-1701 ΑΝ27-52 362-10 2 
5306-151-1702 AN27-54 362-10 2 
5306-151-3662 AN28-18A 208-17 2 
5306-151-0811 AN28=22 356-2 8 
5306-151-0813 AN28-24 208-9 4 
5306~151-0432 AN28-38 308-2 10 
5306-151-0433 ΑΝ28-40 310-2 6 
5306-151-0435 AN28-44 100-32 5 
5306-151-0656 AN28-54 362-15 2 
5306-151-0657 АМ28-56 362-15 2 
4730-540-1005 Ам286-1 135-9 8 
5306-150-9425 AN29=31 277-64 2 
5306-150-9428 ΑΝ29--36 277-63 3 
5306-1&4-3649 ΑΝ2-10 6-2 
5306-151-0784 AN3-10A 27-2 
5306--144--3650 ΑΝ3-11 22-19Α 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


ч SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS NAVY INDEX NO. 


5306-151-0783- AN3-11A 63-41 
5306-144-3651 AN3-12 185-13 
5306-151-0782 AN3-12A 15-38 
5306-151-0781 AN3-13A 47-6 
5306-—-144—-3653 AN3-14 185-16 
5306-151-0780 AN3-14A 134-10 
5306-144-3654 AN3-15 144-11 
5306-151-0779 AN3-15A 63-38 
5306-151-0778 AN3-16A 284-9 
5306-144-3656 AN3-17 203-16 
5306-151-0777 AN3-17A 39-9 
5306-151-0776 ΑΝ3-20Α 97-7 
5306-151-0775 AN3~21A 222-15 
5306-151-0774 AN3-224 251-26 
5306-144-3660 AN3-23 282-31 
5306-144-3660 АМ3-23А 1454-45 
5306-150-9875 AN3-26A 251-20 
5306-150-9876 AN3-27A 374-5 
5306-150-9221 AN3-3A 53-37 
5306-150-9878 ΑΝ3-31Α 207-38 
5306=150-9880 AN3-33A 285-8 
5306-144-3679 AN3-35 235-50 
5306-151-2153 AN3-35A 225=25 
5306-145-7701 AN3-37A 208-39 
5306-151-0788 AN3—4A 7-7А 
5306-144- 3645 AN3-5 144-4 
5306-151-0787 AN3-5A 6-4 
5306-499-2836 ΑΝ3-6Α 6-8 
5306-144-3648 AN3-7 26-33 
5306-144-3648 AN3-7A 31-10A 
5306-182-1858 AN3C11A 370-22 
5306-156-2336 AN3C3A 370-18 
5306-515-7096 AN3C&A 376-12 
5306-156-2327 AN3C6A 376-16 
5306-151-1661 AN3DD4 18-33 
5306-182-1918 AN3H17 93-2 
5306-182-2056 AN3H3A 291-9 
5306-182-2058 AN3H5A 3-15 
5306-151-0288 ΑΝ30-40 96-16 
5306-151-0267 AN3015 124-21 
5930-232-6528 AN3021-1 150-8 
5930-525-1746 AN3021-10 113-98 
5930—-050-2672 AN3021-2 104-5 
5930-274-5114 AN3021-3 111-2 
5930-520-2004 AN3021-6 150-3Α 
5930-231-1518 AN3021-7 104-15A 
5930—-242-8426 AN3021-8 150-21 
5930-504-6891 AN3022-2 105-1 
5930-239-3104 AN3022-2B 256-4] 
5930-501-3896 AN3022-4B 239-16 
5930-224-5096 AN3022-7 132-37 
5930-636-1249 AN3023-1 238-7 
5930-636-0466 АМЗО23-3 325-40 
5930-112-5068 AN3023-7 239-26 
5945-474~4110 AN3025-1 79-13 
5930-228-2946 AN3027-1 151-7 
5930-258-9746 AN3027-2 105-39 
5930-050-2699 AN3027-3 150-7 
5930-112-5126 AN3027-7 151-1 
5930-265-7155 AN3028-1 111-1 
5930-636-2711 AN3028-3 313-7A 
6220-144-8063A AN3030=5 17-5 
6220-299-4759A AN3030-9A 17-7 
6220-283-9335A AN3033-10 4-2 
6220-142-5109A AN3033-7 6-1 
6220-299-6804A AN3033-8 4-6 
|6220-284-0427A AN3040-1B 17-8A 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


6220-151-7539A 
6220-151-7538A 
6230-299-5918 
6220~299-7343A 
5975-295-9329 
5975-296-9941 
5975-301-5916 
5935-501-7467 
5935~666~4860 
5935-280-2195 
5975-284-9249 
5975-280-9560 
5975-548-8993 
5975-280-6079 
5975-240-2646 
5975-296-0534 
6220-536-0759A 
6220-166~9789A 
6220-299-3982Α 
5310-167-1291 
5310-167-1292 
5310-167-1294 
5310-167-1284 
5310-167-1285 
5310- 67-1286 
5310-167-1287 
5310-167-1289 
5310-167-1290 
5310-268-1313 


5935-500-9871 
5935-251-7668 
6220—-512-6647A 
6220-284-0426A 
5935-534-7857 
6240-155-8714 
6240-155-7830 
6240-155-7784 
6240-155-7787 
6240-283-9598 
6240-155-7775 
6240-155-7848 
6240-155-7932 
6240-155-7966 
6240-155-7863 
6240~155~7836 
6240—-155-7947 
6240~196-4518 
5310-167-1343 
4904~6140-328-3840 
5905-259—6203 
5905-295-3761 
5905-295-3760 
5905-295~3808 
5905-259-6202 
6210-299-6508 
6210--299--6507 
6210-283-9264 
6210-500-4833 
6210-264-2029 
6210-264-7030 
6220-295-0338 A 
6220—-299-4746A 


5310-268-6054 


1500 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


AN3042=3 
AN3042-4 
ÀN3047—1A 
AN3049-1 
AN3054=10 
AN3054=16 
AN3054-6 
AN3057-4 
AN3057-6 
AN3057-6A 
AN3058-6 
AN3062-16 
AN3064-10 
AN3066-10 
AN3066~16 
AN3066-6 
AN3089-8 
AN3099-1 
AN3099-6 
AN310-10 
AN310-12 
AN310-16 
AN310-3 
AN310-4 
ΑΝ310-5 
ΑΝ310-6 
AN310-8 
AN310-9 
AN310C8 
AN3102-14S5p 
AN3106~14S5P 
AN3106A14S5p 
AN3106A24—5p 
AN3110-1A 
AN3110-2A 
AN3117-1 
AN3121-313 
AN3122-1524 
AN3124=307 
AN3124SB307 
AN3130-4559 
AN3130-4560 
AN3131-303 
AN3133R311 
AN313358311 
AN3136R323 
AN3140-327 
AN3141-301 
AN3144-4502 
AN315-3R 
AN3150-A 
AN3155-25-100 
AN3155-25-50 
AN3155-50-25 
AN3155-50-50 
AN3155-50-75 
AN3157-2 
AN3157=3 
AN3157-4 
AN3157-6 
AN3157-7 
AN3157-8 
AN3158-1 
AN3158-2 
AN3158-3A 
AN316-10R 
AN316-4 


NAVY 
STOCK NUMBER 


197-32 
124-10 
161-16 
191-5 
362-44 
383-10 
253-14 
253-12 
383-9 
383-7 
124-1 
158-22 
157-1 
2519 
100-22 
2-16 
6-2 
22-18 
50-11 
3-11 
2-23 
84-11 
369-17 
369-24 
362-3 
362-3 
253-1 
342-51 
342—51 
15-38B 
17-8 
4-3#4 
112—5 
105-4 
17-12 
17-12 
157-2 
112-19 
112-18 
112-4 
112-2 
112-3 
17-9 
219-22 
158-8 
104-2 
124-4 
150-17 
172-24 
114-19 
111-7 
111-6 
132-35 
76-18 
76-19 
169-31 
342-48 
342-48 
342-50 
308-5 
92-8 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


5310-208-7589 
5310-167-1298 


5310-167-1300 
5310-167-1302 
5925-244-4410 
5925-271-8658 
5925-153-4504 
5925-153-4505 
5925~153-4506 
5925—-240—3423 
5925-254-2666 
5925-254-2683 
5925-254-2673 
5925-270-9424 
5925-518-5284 
5925-518-5280 
5925-254-2675 
5925-271-8825 
5925-254-2679 
5930—-243-2381 
5930—-636-4883 
5930-296-9613 
6220—-283-9334A 
5306-156-2753 
5306~156-2763 
5310-176-8114 
5310-176-8115 
5310-176-8116 
5310-176-8106 
5310-176-8107 
5310-176-8108 
5310-176-8109 
5310-176-8110 
5310-176-8111 
5310-176-8112 
5310-176-8113 
2303-6625—-553-8314 
2303-6625-512-1189 
2303-6625-649-4189 
2319-6625-649—-4183 
5930-242-9970 
3360-073113-150 
5930-253-8804 
5930-265-6271 
5355-667-6472 
5355-667-9469 
9905-634-6193 
5930-232-6551 
5930-519-6114 
5930-636-2286 
5930-112-5129 
5930-636-0498 
5930-519-9459 
5930-253-8799 
5930-253-8796 
5935-201-8430 
5935-201-8429 
5945-258-1695 
5945-254-1345 
5945-258-3411 
5945-254-1346 
5945-257-0313 
5945-258-3424 
5945-258-3423 
5945-295-6702 
5945-257-0317 
5945-180-8325 
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AN216-4R 
AN316-5R 
AN316-6R 
AN316-7R 
AN3160-10 
AN3160-15 
AN3160-20 
AN3160-25 
AN3160-35 
AN3160~-5 
AN3160-50 
AN3161-10 
AN3161P10 
AN3161P15 
AN3161P20 
AN3161P25 
AN3161P35 
AN3161P5 
AN3161P50 
AN3167-1 
AN3168-2 
AN3169-1 
AN3177-9 
AN32-58 
AN32-78 
AN320-10 
AN320-12 
AN320-14 
AN320-2 
AN320-3 
AN320-4 
AN320~5 
ΑΝ320-6 
AN320-7 
AN320-8 
AN320-9 
AN3200-250 
AN3200-300 
AN3202-1 
AN3203V30 
AN3210-1 
AN3211-1 
AN3216-1 
AN3217-1 
AN3219-1 
AN3220-2 


:AN3221-1 


AN3226-2 
AN3226-3 
AN3227-1 
AN3227-3 
АМ3227-~5 
AN3228-1 
AN3233-1 
AN3234-1 
AN3249-1 
AN3249-2 
AN3303-1 
AN3306-1 
AN3307=1 
AN3308-1 
AN3316-1 
AN3320-1 
AN3339-1 
AN3350-1 
AN3350-2 
AN3352-1 


NAVY 


STOCK NUMBER 


SOURCE 
CODE 
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FIGURE 


13-20 
3-9 23 
22-28 41 
62-25 28 
79-11 

159-11A 

57-1 

79-10 

79-9 

79-7 

159-10 

115-6 

115-6А 

117-9 

116-4 

116-7 

118-7 

115-3 

116-8 

158-48 

199-24 

251-3 

157-3 

355-3 

355-2A 

96-16 

350-16 


158-47 
313-8 
253-33 
352-3 
172-43 
104-1 
313-17 
150-10 
151-13 
150-9 
172-20 
124-16 
104-15 
161-14 
158-35 
170-11 
170-12 
114-88 
105-12 
115-9 
105-12А 
79-5 
79-4 
105-29 
79-3 
159-34 
159-3 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


5945-258-5744 
5945-180-8329 
5945—-258-5745 
5945~180-8326 
5945-258-2767 


5310-176-8133 
6220-299-7431A 


6220-512-66484À 
5310-596-8400 
5340-141-6946 


6150~548-1734 
6150-263-0654 
6150-263—0658 
6150-284-0371 
5940-549-8999 


5940-549-7523 
5940~500-7918 
5940-549-—-9451 
5940-178-0127 
5940+642-1553 
5940~504~3186 
5940~504~-3188 
5940-504~3189 
5940-500-8033 
59&0-54&9-9583 
5940-500-8036 
5940-500-8018 
5940-549-9465 
5940-5499443 
5940--263- 7889 
5940-500-7915 
5940-—-500-8031 
5940=549-9320 
5940-549— 7525 
5940-341-8526 
5940-341-8528 
5310-176-8138 
4202--6125-635-4094 


4272—-6125-539-995] 
5310-262-5593 
5310-176-8186 
5310-176-8188 
5310-176-8191 
5310-285-7082 
5310-515-8772 
5310-515-8770 
5310-263-2862 
4220—6115-635-8599 


5310~550-3549 
5310-595-7475 


5310-227- 1139 
5310-595-7474 


5310-207-7719 
5310-515-7597 
5310-227- 7138 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


AN3353-1 
AN3362-1 
AN3370-1 
AN3371-1 
ΑΝ3380-1 
AN3380-2 
AN3381-1 
AN340—6 
АМ3400-2 
AN3400=4 
AN341—-416 
AN3420-6 
AN3432-624~26 
AN3433~2-13 
AN3433-2-2 
AN34233-2-3 
AN3433-2-4 
AN3433-2-5 
AN3435-6A-3 
AN3435-6A8 
AN3436-1-19 
AN3436-10-3 
AN3436-10—8 
AN3436-2-10 
AN3436-2-13 
AN3436-2-16 
AN3436-2-19 
AN3436-2-20 
AN3436-2-5 
AN3436-2-6 
AN3436-2-1 
AN3436-2-8 
AN3436=3-13 
AN3436-3-16 
AN3436-3-8 
AN3436-4-2 
AN3436-4-4 
AN3436-4-—6 
AN3436-4—9 
AN3437-3~-4 
#M3437-3-7 
AN345~10 
AN3499~1 
AN3515-1 
AN3533-1 
AN355-6 
AN360~3 
AN360-5 
AN360=8 
AN363-1032 
AN363-428 
AN363-524 
AN363C1032 
AN3633-1 
AN364-1018 
AN364~1032 
AN364~1216 
ΑΝ3δ4- 1414 
AN364-1614 
АМ364~1812 
ΑΝ264-428 
#M366-428C 
ΑΝ264- 524 
AN364-624 
AN364-640 
AN364-820 
AN364-836 


1502 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


115-5 
115-6 
104-20 
79-16 
79-1 
80-14 
160-7 
199-5 
124-9 
124-9 
41-44 
383=12 
160-12 
122-26 
113-60 
116-25 
116-23 
242-37 
160-12 
80-17 
117-29 
159-13 
80-17 
172-7A 
117-30 
114A5 
116-24 
113-6Ε 
244-44 
113-4A 
113-4A 
172-47 
158-26 
130-25 
125-16 
169-14 
124-14 
160-12 
160-26 
160-12 
163-30 
253-21 
125-12 
157-21 
157-19 
256-4 
256-11 
256-7 
256-18 
63-52 
90-4 
388-31 
63-52 
370-7 
350-444 
10-15 
19-2 
205A27 
354-10 
10-20 
10-24 
90-12 
22-13Α 
22-10Α 
252-31 
95-18 
253-43 
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Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE ΝΑΝΥ CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


AN364-918 350-9C 
AN364C1032 378-2 
AN364D832 373-13A 
AN365-1018 354-7 
5310-275-1994 ΑΝ365-1032 6-4 
AN365-1216 19-2 
AN365-428 7-20 
5310-285-7085 AN365-440 171-24 
5310-515-9365 AN365-524 24-22A 
AN365—-624 19-11 
AN365-632 41-21 
ΑΝ365--720 19-4 
5310-275-2048 AN365~-820 20-30 
5310-192-2284 AN365-832 42-30 
AN365~836 41-13 
AN365-918 19-3 
AN365B428 15-31A 
AN365C1032 295-21 
5310-197-2318 AN365D428 235-53 
5310-197-2317 AN365D524 85-49 
5310-197-2275 AN365D632 319-32 4 
5310-550-3548 AN365D820 191-15 2 
5315-252-5989 AN380-2-2 148-9 14 
5315-017-9095 AN380-8-16 368-32 8 
5315-200-3970 AN380CA-7 192-2 4 
5315-298-1017 AN386-1-13A 24-7 2 
5315-198-8095 AN386-1-8A 63-36 2 
5315-198-8112 AN386-2-13A 251-27 6 
AN386~7-9 360-36 4 
#M386-8-42 360-32 4 
$315-235-1156 AN392-13 188-5 2 
5315-235-1155 AN392-15 203-1 2 
5315-235-1154 AN392-17 182-8 1 
5315-235-1153 AN392~19 300-6 8 
5315-235-1152 AN392-21 93-6 4 
5315-235-1151 AN392-23 203-3 4 
5315-235-1146 AN392-33 188-13 6 
5315-235-1145 AN392-35 300-2 8 
5315-235-1145 AN392-41 188-14 2 
5315-235-1136 AN392-49 96-11B 1 
5315-235-1130 AN392-59 217-25 4 
5315-235-1133 AN392-65 13-6 4 
5315—-235-1158 AN392-9 188-6 4 
5315-235-1203 AN393-11 43-2 24 
5315-235-1202 AN393-13 141-14 4 
5315-235-1201 AN393-15 203-8 5 
5315-235-1200 AN393-17 137-78 3 
5315-199-5790 AN393-19 137-78 4 
5315-235-1224 AN393-21 148-9 4 
5315-235-1206 AN393-23 148-9 3 
5315-235-1205 AN393-25 148-9 6 
5315-235-1185 AN393-27 148-9 3 
5315-235-1199 AN393-29 148-9 13 
5315-235-1187 AN393-31 11-5 8 
5315-235-1188 AN393-33 203-18 3 
§315=235-1169 AN393—-37 124-31 1 
5315-235-1238 AN393-43 187-11 2 
5315-235-1235 AN393-49 203-27 2 
5315-141-6599 ΑΝ393-67 208-6 8 
5315-235-1222 AN393-77 252-24 1 
5315-235-1182 AN394-15 269--20 2 
5315=235-1180 #M394-19 178-16A 3 
5315-235-1179 AN394-21 379-15 8 
5315-235-1178 AN394-23 379-15 8 
5315-235-1177 AN394—-25 351-25 1 
5315-235-1175 ΑΝ294-29 187-11 10 
5315-256-2587 АМ394-35 379-17 8 
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Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy| INDEX NO. 


AN394—41 182-13 9 
AN394~71 143-11 2 
ÀN394—85 348-31 1 
5315-235-1243 AN395-19 348-2 1 
5315-235-1249 AN395~31 27-12 12 
5315-290-4846 AN396-103 366-4 1 
5315-235-1294 AN396-17 202-10 5 
5315-235-1287 AN396-43 341-18 8 
5315—-250-4512 AN396-71 53-6 2 
ÀN397-65 190-16 2 
AN397-67 190-9 8 
AN397-69 189-2Α 12 
5306-144-3707 AN4~10 87-6 3 
5306-151-1424 AN4-10A 27-20 
5306-144—-3708 ANA4-11 22-18 
5306-151-1423 AN4-11A 8-5 
5306-144-3709 AN4-12 22-6A 
5306-151-1422 АМ&-12А 8-5 
5306-144-3710 AN4—13 22-1B 
5306-151-1421 АМ&-13А 34-12 
5306-151-2667 AN4-14 3-5 
5306-151-1420 ΑΝά-14Α 60-21 
5306-151-2666 АМ4-15 22-18 
Β306-151-1419 AN&=15A ` 59-13 
5306-151-2665 AN4~16 22-18 2 
§306-151-1418 ΑΝ4-1δΑ 60-22 4 
5306-174-4193 AN4-17 62~9 6 
5306-151-1417 ANA-17A 33-12 16 
5306-151-1416 AN4=20A 60=19 8 
5306-151-1004 ΑΝά-21 379-6 2 
5306-151-1415 AN4=21A 34-12 5 
5306-151-1003 АМ&-22 3-5 4 
5306-151-1414 AN4=22A 22-17A 4 
5306-151-1413 АМ&-23А 67-2 13 
53061511001 AN4—24 22--68 6 
5306-151-1412 ANA-24A 87-2 10 
5306-151-1411 ΑΝ4-25Α 62-3 8 
5306-151-1410 ANA4-26A 191-17 3 
5306—-151-1409 ANA4-27AÀ 49-4 15 
5306-151-1401 AN4—-3À 381-29 4 
5306-151-1141 AN4—30 216-40 2 
5306—-151-1408 ΑΝά-30Α 286-16 2 
5306-151~1407 AN4=314 359-24A 8 
5306-151-1406 AN4—32A 287-55 6 
5306-151-1138 AN4-33 100-4 4 
5306-151-1405 ΑΝ4--33Α 191-36 15 
5306—-151-1404 АМА ЗАА 31-31A 5 
5306-151-1136 АМ4-35 287-46 2 
5306-151-1403 AN4-35A 225-30 1 
5306-151-1402 AN4—36A 205A17 9 
5306-151-1134 ΑΝ4--37 62-31 2 
5306-144-3703 AN4-4 88-12 4 
5306-150-9105 АМА-4А 20-7 28 
5206-151-0450 AN4 40A 53-3В 1 
5306-151-0457 AN4=41A 348-231 2 
5306-151-0455 AN4=43A 53-13 7 
5306-151-0453 АМ&-&5А 348-10 1 
5306-144-3704 AN4=5 88-12 
5306-151-1427 ANA4—5A 20-7 
5306-144-3705 АМ&-6 88-27 
5306-151-1426 АМ4-бА 6-15 
5306-151-1425 ΑΝά--7Α 5-6 
5306-151-1433 AN&DD35A 235-53 
5306-151-1641 ANADD5A 15-31А 
§306~182-1965 АМАН1ТА 12-29 
5306-182-1966 ANA4H20A 210-2 
5306-182-2014 АМАНЗА 352-30 
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ΑΕ CLASS CODE 


OR 


STOCK NUMBERS 


5306-182-2015 
5306-182-2016 
5306-182-2017 
5306-182-1957 
2920-741-5353 


4804-5330-202-2272 


2990-394-1893 


4B804—2935-554=1473 


5315-194-2456 
5315-194-2455 
5315-223-6113 


4202-6125-512-6650 


5306-260- 7574 
5306-271-6847 
5306-260-7578 
5306-141-5169 
5306-141-5171 


5306-263-7800 
5340-257-3768 
5340-257-3767 
5306-151-1722 
5306-151-1721 
5306-150-9103 
5306-151-1720 
5306-151-2627 
5306-151-1718 
5306-151-1284 
5306-151-1717 
5306-151-1716 
5306-151-2625 
5306-151-2624 
5306-151-1713 
5306-151-0919 
5306-151-2621 
5306-151-0918 
5309-151-0917 
5306-151-0915 
5306-151-2616 
5306-151-2615 
5306-151-0910 
5306-150-9235 
§306-150-9234 
5306-151-0905 
5306-151-1324 
5306-151-1306 
5306-151-1157 
5306-150-9391 
5306-150-9388 
5306-151-1309 
5306-151-1608 
5306-150-9102 
5306-182-1851 
5306-182-2025 
5306-182-2026 
5305-151-0356 
5305-151-0355 
5305-144-0899 
5305-151-0380 
5305-156-2265 
5305-150-9731 
5305-156-2718 
5305-637-9292 
5305-150-9719 
5305-150-9718 
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AN4H4A 
ANA4H5A 


ANSH6A 
AN4H7A 
AN4044-—1 
AN4059=1 
AN4116R6 
AN4123-2 
AN4143-1 
AN415-1-1 
AN415-2 
AN416-1 
AN4181=2 
AN42-710 
AN42-6A 
ΑΝά 2-5 
ΑΝά2-5Α 
AN4S3~6A 
AN43-7 
AN46-14A 
AN48-16 
АМА86-3 
ANA48674 
AN5-10 
AN5-11 
AN5-11A 
AN5-12 
AN5-12A 
AN5-14 
ΑΝ5-14Α 
AN5-15 
AN5-16 
ΑΝ5-16Α 
АМ5-1ТА 
АМ5-21 
AN5-22 
АМ5-22А 
AN5=23 
AN5-24 
AN5-26 
AN5-27A 
AN5-30A 
AN5-33 
AN5~-36A 
AN5-37A 
AN5=40 
AN5-41 
AN5-42 
AN5-44A 
AN5-47 
ΑΝ5-52 
AN5-64 
AN5-67 
AN5-7AÀ 
AN5H5 
ΑΝΡΗΡΑ 
ΑΝΒΗΤΑ 
AN500A10-10 
AN500A10-8 
AN500A416-10 
AN5004A6-24 
AN501-416-7 
AN501-516-12 
AN501A10-5 
AN501A10-8 
AN501A516-10 
AN501A516-12 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Section III 
Numerical Index 


MICRO 
FILM 


FIGURE TOTAL 


AND QTY 
INDEX NO. 


10-28 
10-8 
58-11 
13-3 
388-32 
87-12 
370-9 
10-31 
72-4 
205-1A 
93-2 
178-42 
76-6 
178-14A 
321-17 
341-9 
363-13 
363-13 
363-10 
202-7 
211-42 
180-19 
141-16 
66-32A 
66-30A 
85-49 
24=22A 
94-16 
66-30С 
65-8 
3-13 
311-18 
190-3 
190-3 
59-8 
59-2 
356-7 
374-2 
374-19 
374-2 
341-39 
209-52 
22-13A 
205A8 
205A8 
353-8 
353-8 
375-1 
356-6 
311-15 
311-15 
350-21 
350-21 
198-20 
382-10 
85-35 
178-37 
216-17 
216-17 
256-24 
353-2 
359-26 
354-19 
234-62 
236-45 
71-7 
360-27 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
ΑΡ CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS Navy | INDEX NO. 


5305~150~9211 AN502-10-10 41-5 1 
5305-150-9214 AN502-10-4 291-9 
5305-150-9213 AN502-10-6 96-60 
5305-150-9212 AN502-10-8 41-5 
5305-150-9463 AN502-8-12 228-31 
4904 -2095--307--6209 АМ5025=1 369--δΑ 
5305-145-7023 АМ503=10-14 63-38 
5305-150-9265 AN503-416-16 312-6 
5305-292-7768 AN503-6-4 300-11 
5305~150-9467 ΑΝΡΟ3”-6-6 300-11 
5305-638-8491 AN503-8-8 44-5 
5305-151-2598 AN505~4=10 17-6 
5305-150-9758 AN505-8—-10 42-28 
AN5058-6 383-8 
AN507-10-12 18-26 
AN507-10-6 66-19 
5305-180-0032 AN507-1032-14 136-5 
5305-281-9738 AN507-1032-6 10-44 
5305-282-4814 AN507-1032-7 26-5 
5305-282-4815 AN507-1032-8 142-8 
5305-151-0253 AN507-1032R10 18-9 
5305-151-0252 AN507~1032R12 182-11A 
5305-151-0251 AN507-1032R14 186-12 
5305-150-9740 AN507~1032R18 182-198 
5305-151-0256 AN507-1032R6 58-23 
5305-151-0255 AN507-1032R7 2-9 
5305-151-0254 AN507-1032R8 134-14 
AN507=1032R9 182-11A 
ΑΝΡΟ7-420-5 361-14 
5305~156-2563 AN507~420R5 361-14 
5305-114-1168 AN507-632-6 238-2 8 
5305-174-1169 AN507~632-8 233-14A 2 
5305-144-3956 AN507~632R16 233-14A 2 
5305-282-3817 AN507-832-10 196-17 2 
5305-282-9158 ΑΝΡΟ7- 8622-14 42-30 8 
5305--514--9579 ΑΝ5ΟΘ- 10-10 131-10 46 
5305-286--3246 AN509-10-11 164-16 4 
5305—-282-4802 AN509~10-12 374-5 18 
5305-282-4803 AN509-10-13 379-20 4 
5305-208-8218 AN509-10-15 2-9 14 
AN509-10-19 207-72 4 
5305-208-0760 AN509-10-22 353-11 2 
AN509-10-8 374-5 28 
AN509-10-9 63-190 1 
5305-151-1549 AN509-10R10 207-61 
5305-151-2524 AN509-10R12 73-13 
5305-151-2525 AN509-10R13 67-13 
5305-151-2521 AN509-10R15 207-61 
5305~180~0254 AN509=10R9 67-13A 
5305-282-4801 AN509-—-416-12 10-24 
5305-174-1182 AN509—-416-17 379-21 
5305-180-1436 AN509~8R8 373-13A 
5305-151-3367 AN510-10-12 142-6 
5305-167-3682 #M510-10-44 104-11 
5305~151-3687 AN510-416-12 17-14 
5305-151-3688 AN510~416-14 17-14 
5305-151-2752 AN515-10-10 41-7 
5305-281-9369 AN515-10-6 200-20 
5305-151-2751 AN515-10-8 130-33 
5305-206-0548 AN515-4=10 197-17 
5305-151-3578 AN515-4-6 145-4 
5305-206-0553 АМ515-4-7 290-48 
5305-151-3580 AN515-4—-8 171-24 
5305-151-1850 ΑΝΒ15-6-10 104-17 
5305-206-0543 AN515-6-12 385-14A 
5305-206-0544 AN515-6-14 41-21 
5305-206-0551 AN515-6-16 199-5 


1506 Revised 1 December 1959 
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OR 


STOCK NUMBERS 


5305-151-2105 
5305-282-4236 


5305-151-2107 
5305-206-0515 
5305-151-2196 
5305-527-4418 
5305~206-0513 
5305-298-7936 
5305-151-1848 
5305-206-0512 
5305-151-1564 
5305-151-1565 
5305-151-1573 
5305-206-0540 
5305-151-15376 
5305-151-1885 
5305-151-0630 
5305-151-2887 
5305-161-3762 


5305-151-2768 
5305-151-2769 
5305-151-3147 


5305-151-3149 
5305-151-2775 
5305-151-2764 
5305-151-2765 
5305-151-2766 
5305-151-2767 
5305~145~6897 
5305-145-6898 
5305-527-3540 
5305-151-0199 
5305-167-3890 
5305-167-3891 
5305-167-3892 
5305-167-3893 
5305-167-3894 
5305-167-3895 
5305-167~3897 
5305-167-3886 
5305-167-3887 
5305-167-3888 
5305-167-3889 
5305-180-0013 
5305-180-0014 
5305-180-3326 
5305-180-0009 
5305-180—-0010 
5305-167-3633 
5305-167-3634 
5305-167-3635 
5305-167-3653 
5305-167-3655 
5305-285-5309 
5305-292-5922 
5305-282-0167 
5305-281-8883 
5305-180-0006 
5305-151-3388 
5305-151-3386 
5305-151-2782 
5305-151-2233 
5305-244-3603 
5305-144-3605 
5305-151-0685 
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AN515-6-18 
AN515-6-22 


AN515-6-24 
AN515-6-4 
AN515-6-40 
AN515-6-48 
AN515-6-5 
AN515-6-6 
AN515-6-7 
AN515-6-8 
AN515-8-10 
AN515-8-12 
AN515-8-40 
AN515-8-6 
AN515-8-7 
AN515-8-8 
AN515B6-4 
AN515B8-16 
АМ515006-12 
АМ515088-12 
AN520-10-10 
ΑΝ520-10-12 
AN520-10-18 
AN520-10-20 
ΑΝ520-10-22 
ΑΝ520-10-32 
AN520-10-5 
AN520~10~6 
AN520710-7 
AN520-10-8 
AN520-416-14 
AN520-416-16 
AN520B10R9 
AN520B416-18 
АМ525-10-10 
AN525-10-11 
AN525-10-12 
AN525-10-14 
AN525-10-16 
AN525-10-18 
AN525-10-22 
AN525-10-6 
AN525~10=7 
AN525-10-8 
AN525-10-9 
AN525-10R11 
AN525~10R12 
AN525~10R16 
AN525-10R7 
AN525~10R8 
AN525-415-10 
AN525-416-11 
AN525-416-12 
AN525-8-7 
AN525-8-8 
AN525-832-10 
AN525-832-12 
AN525-832-16 
ΑΝ525-832-18 
AN525-832-8 
ΑΝΒ25010-10 
ΑΝ525010-8 
AN526-1032-8 
АМ526-103288 
ΑΝ526-420-6 
AN526-6-8 
ΑΝ526-632-10 


: SOURCE 
NAVY CODE 


STOCK NUMBER 


FIGURE 
AND 
INDEX NO 


124-23 
259-36 
353-2 
95-2 
191-7 
253-34 
105-20 
131-8 
305-15 
161-9 
130-14 
197-35 
363-2 
172-6 
200-4 
17-11 
53-32 
172-9 
319-32 
291-14 
41-23 
130-35 
196-19 
133-7 
132-9 
219-22 
265-6 
193-2 
42-32 
96-3Α 
193-4 
131-37 
15-36 
41-44 
12-20 
18-10 
2-2 
2-2 
2-2 
31-13 
274-36 
10-2 
13-13 
2-6 
3-2 
141-15 
96-35 
45-5 
8-3 
97-2 
207-54 
66-12 
41-32 
187-8 
7-18 
172-4 
95-4 
387-11 
385-18 
41-118 
15-33 
15-30 
26-5 
236-2 
105-37 
320-3 
318-8 
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Section HI 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


5305-151-0839 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
CODE 


PART NUMBER 


AN526-632-32 


5305-151-0689 ΑΝ526-832--6 
5305-120-5624 AN526-832-8 
5305-207-1886 AN530-10-12 
5305-207-1889 AN530- 10-8 
5305-167-2941 ΑΝ530-6-8 
5305-167-2328 AN530-8-10 
5305-167-2327 AN530~8-8 
5305”-167-2306 AN530-8R10 
5305-167-2305 AN530-8R8 
5305-167-2351 AN531-6-6 
5305-175-3234 #M535-4-4 
АМ5546-1 
AN5547-2 
5305-285-3182 AN565A1032H3 
5305-256-2663 AN565A8H4 
5305-282-3394 AN565D8H3 
AN5730T2B 
6252-6605-223-7061 AN5738-1 
6201-6605-099-4044. AN5738-2 
AN5743T1A 
6025-6685--526-6078 AN5760-4A 
6025-6610-251-0366 AN5760T24A 
AN5760T4A 
AN5763-73 
6203-6605-557~0 333 AN5766-3 
2343-6685-514-6051 AN5771T4B 
2343..6685--663- 8823 АМ5771Т7А 
2303-6610-550-6913 AN5786-1 
4502-1680-394- 1894 AN5800-1 
5340-321-3980 AN5808-1 
6003-6610-526-7849 AN5813-1 
6054—6610-515-5847 AN5819T4 
AN5823=1 
6080-6610-530-0028 AN5825-7 
AN5825T6 
6103-4820-287-2869 AN5832-2 
6043—-6610-526-8357 AN5861W2 
AN6-10A 
AN6-11A 
AN6-12À 
5306-174-4159 AN6~13A 
5306-151-1337 AN6-14 
AN6-14A 
5306-281-8482 AN6-15A 
5306-151-1335 AN6~16 
5306-151-1334 AN6-17 
AN6-—-17A 
5306-167-3687 AN6-21 
AN6=21A 
AN6-23A 
ΑΝδ-25Α 
5306-167-3692 AN6-26 
5306~167~3693 AN6-27 
ΑΝδ-27Α 
5306-167-3694 AN6-30 
5306-167-3697 AN6-33 
5306-167-3699 AN6-35 
5306-167-3706 #M6-64 
5306-167-3707 AN6-45 
5306-167-3708 AN6-46 
§306-167-3712 ΑΝό-52 
5306-167-3718 ΑΝ6-60 
5306-282-2638 AN6H10 
AN6H26A 
5306-281-9999 AN6H30 
AN6003-4A 
1508 


STOCK NUMBER 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


362-2 
66-1B 
92-15 

2-2 

333-6 

157-4 

201-15 

105-35 

200-18 
53-3 

3-17 

144-54 

383-1 

370-10A 

210-38 

362-9 

216-9 

172-10 

325-20 

180-10 

313-37 

313-19 

313-19 

313-19 

326-1 

319-31 

313-35 
53-31 

161-8 

114-20D 
53426 

101-5 

313-38 

149=2 

313-20A 
313-20A 

385-10 

313-23 

184-2 
45-230 

208-17 

205A1 

309-31 
94-12 
45-30 

3-11 
50-12 
94-12 

198-7 
94-17A 
65-21 

312-6 
59-10 
59-10 
65-18 
22-20A 
22-10A 

208-11 

352-22 

353-30 

352-22 
49-8 
49-8 
11-3 
10-13 
73-11 

317-50 
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Revised 1 December 1959 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
COE FIGURE | TOTAL | MICRO 
AND QTY | FILM 


AF CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


PART NUMBER 


5509—-1660—-692-3940 AN6003=6A 317-55 2 

AN6024-6 316-12 1 

AN6025AA96 53824 1 
5509-6680-526-64&20 AN6029-1 317-38 5 
5509-1660-507-5460 AN6036-1 83-25 2 
5509-1660-541-7021 AN6039—5-32400 317-1 4 
5509—-1660—-348-4500 AN6041-1 314-8 7 

AN6045-147 319-25 3 
5306-151-1336 AN615 24-22А 4 
4804-1650-540-4108 AN6200-6AB 282-10 1 
4119-1630-483-8410 AN6204=1 265-8 3 
4119-1630-483-8411 AN6204-2 309-5 4 
4804-1650-529-3638 AN6201-6 263-13B 9 
4831-1650-529-3166 AN6207-8 268-31 4 
4804-4730=203-0316 AN6221-6 357-27 8 
4804—-1610-394-2338 AN6222-6 357-26 8 
4804-—-4730-203-0238 AN6224-8 357-25 8 
5330-171-8068 ΑΝ6227-15 210-18 1 
5330-196-5379 AN6227-16 210-24 1 

AN6227-25 210-26 1 

AN6227-9 210-21 1 
5330-196-5372 AN6227B10 E 279-14 1 
5330-641-0642 #M6227813 279-9 1 
5330-196-5379 AN6227816 58-4 2 
5330—196-5382 AN6227819 81-15 4 
5330-641-0038 AN6227B21 279-12 8 
5330-196-5387 AN6227822 8949 2 
5330-196-5385 AN6227B23 341-33 2 
5330-290—-8402 AN6227B25 341-31 2 
5330-196-5308 AN6227B28 309-21 1 
5330-196-5316 AN6227B29 290-5 1 

AN6227B31 88-18 6 
5330-196~5323 AN6227B37 309-12 1 
5330-641-3753 AN6227849 350-49 H 
5330-260-9311 AN622785 90-15 5 
5330-196-5339 AN6227B54 360-52 2 
5330-473-3808 AN6227B60 350-57 1 
5330-196-5349 AN6227B63 350-55 1 
5330-196-5351 AN6227B65 360-43 2 
5330-186-2742 AN6227867 360-41 2 
5330-171-8265 AN6227B7 10-13 4 

AN6230-10 309-15 1 
5330-231-325& AN6230-4 88-18 8 
4808-1650-640-8555 AN6231A1 279-19 1 
4608-1650—640-8869 AN6231A11 341-358 2 
4608-1620=516-8243 AN6231A17 309-19 1 
4608-1650-640-8562 AN6231A49 350-51 1 
4608-1650-516-8236 AN6231A54 360-38 2 
8305-663-8147 AN6232C2 279-15 1 

AN6234-2 263-9 2 
4804—-1650-513-4943 AN6235-2A 263-10A 3 

ΑΝδ235-4Α 284-7# 1 
4330-024-9665 AN6237-1 275-22A 2 

AN6240-1 275-22 1 

AN6243-6 357-24 2 
5330—-186-4943 AN6244-10 309-14 2 
4804-1650~540-3977 AN6245AB4 268-34 1 
4804-1650-540-3977 AN6245AB&-3800 288-5 1 
4804-1650-540-3977 AN6245B4-3750 288-5 1 
5330~186~4120 AN6246-28 309-20 2 
5330-186-4129 AN6246-37 309-11 2 
5330—-186-1329 AN6246-—-54 360-53 2 
5330-186-1335 AN6246-60 350-56 2 
5330-186-4113 AN6246~63 350-54 1 
5330—-186-4116 AN6246-65 360-44 2 
5330-186-4927 AN6246-67 360-40 2 
4804-1650-541-6954 AN6248-2 287-54 1 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
ΑΕ CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS NAvy| INDEX NO. 


&80&-4&820-497-4653 


1510 


AN6249-4 


285-39 2 

4804-1650-529—-3201 AN6249~6 281-12 8 
&804&—-1650-529-3200 AN6249=8 274-11 2 
4720-289-3521 ΑΝδ2δ4--12026 00 55-17 2 
ΑΝΘ2δά-12033.00 55-27 1 

#M6264-12041.00 55-23 1 

AN6264-20013,00 72-25 2 

AN6264-20015,00 72-8 2 

4720-289-2750 AN6264~20D020 250 380-36 2 
4720~289~6299 AN6264-20D37,50 380-24 2 
ÀN6264—4—-10,50 380-8 2 

4720-289-5127 AN6264—4—14400 303-24 3 
4720~289-5233 АМ6264-4-15.00 303-27 5 
4720-289-6335 АМб264-4—~16,.00 303-28 3 
AN6264=4-17.00 303-25 1 

AN6264—4-18400 380-9 4 

AN6264—4—-194,00 303-26 2 

4720-289-5126 АМ№6264-4-21.00 380-22 2 
4720-289—-4492 AN6264—4-25,00 254-1 1 
4720-289-4493 AN6264-4—26, 00 303-29 2 
4720-289-5587 AN6264—4—-274,00 254-1 1 
4720-289-6339 AN6264—-4—-274,50 382-17 2 
АМ6264-4-28,00 254-20 1 

AN6264-—4-30400 385-21 2 

4720~289-3552 AN6264—4-324,00 385-7 2 
4720-289-3551 АМб6264&-4%-32»50 380-32 2 
AN6264—-4—-36400 381-9 2 

4720-289-3565 AN6264—4-39.00 380-37 2 
4720-203-0900 AN6264—4—4 7.00 380-38 2 
4720-289-5130 AN6264—4-9,400 387--2Α 2 
4720-289-3554 AN6264—6-16450 380-16 2 
4720-289-2301 AN6264~6~22 200 381-6 2 
4720-293-7773 ΑΝ6264--δ--24.00 381-4 2 
4720-200-0425 AN6270-4-12400 102-12 5 
4720-289-6163 AN6270-4~-23 00 258-17 1 
4720-289-2976 ΑΝ6270-4-24 00 170-16 1 
&720-203-0911 AN6270-4~25 00 258-15 2 
4720-289-6164 AN6270—4-26400 257-9 1 
4720-289-5587 AN6270-4-27.200 258-13 2 
AN6270-4-28400 140-12 2 

AN6270—4—304.00 101-4 3 

4720-595-2437 АМ6270-4-32,00 257-4 4 
AN6270=4=34 a 00 257-16 4 

4720-289-2973 AN6270—4-50,00 133-8 2 
AN6271~-10~32 600 260-21 1 

AN6271-10-35,00 260-21 1 

AN6271=-12—31.00 82-23 1 

4720-289-20170 AN6271-12-34,50 388-11 2 
AN6271=12-36 200 82-23 1 

AN6271-16-28.00 384-1 2 

&720-289-6337 AN6271-4-19 200 283-32 4 
4720-289-2741 AN6271-4—24 200 257-12 6 
4720-289-4492 AN6271-4—25,00 283-10 3 
4720-289-2744 AN6271~4~—28 2.00 364-26 2 
АМ6271-4-36,.00 384-2 2 

4720-289-2746 AN6271-4—-94,25 72-20 2 
AN6271—-5-15,00 384-3 4 

4720-289-4818 AN6271-6-10.00 50-32 2 
4120-289-4457 AN6271-6-17.00 364-2 2 
AN6271-6=32 400 82-24 1 

ΑΝ6271-6-52.00 50-35 2 

4720-289-3526 ΑΝ6271-6-60.00 357-10 8 
AN6271-6-7400 50-32 1 

AN6271-6-77450 50-32 2 

AN62171-6-84,50 50-32 3 

4804—1650-554-7633 | AN6277-6 209-48 3 
4804—-1650-289-4140 | AN6279-12CD 286-17 1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΠΙ 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


AF |NAVY 


4804—-1650-287-4675 AN6279=6CD 281-26 1 
4804—-1650-554—-2419 AN6281-8-20 259-22 2 
4804 —-4820«098-5882 AN6287-1 53-19 9 
5310-282-9758 AN6289-10 266-5 1 
5310-282-1954 AN6289-12 274-51 3 
АМ6289-120 266-11 6 
5310-282-4609 AN6289-20 381-14 2 
5310-282-4608 AN6289=4 53A14 10 
AN6289-4D 268-11 6 
AN6289-5D 267-3 2 
5310-282-4612 AN6289-6 81-20 37 
M#M6289-60 263-8A 14 
5310—-282-1953 AN6289-8 270-34 4 
AN6289-8D 266-18 13 
5310-208-5195 AN6289D4 72-17 20 
5310-208-3748 AN6289D5 261-10 4 
5310-208-5196 AN6289D6 263-32 32 
5310-208-5186 AN6289D8 263-5А 9 
5310-208-5198 AN6289D12 81-9 2 
5310-282-4614 AN6289D20 71-2 1 
5330-285-9842 AN6290-10 265-12 
5330-251-8839 AN6290-12 81-11 
5330—-285-9843 AN6290~16 50-40 
5330-285-9844 AN6290~20 52~26 
5330-285-9847 AN6290-32 85-31 
5330~285-9838 AN6290=4 53-29 
5330-285-9839 AN6290-5 261-12 
5330-285~9840 AN6290-6 50-34 
5330-285-9841 AN6290-8 53-11 
5340-186-1381 AN5291-10 266-6 
5340~186-1296 AN6291-12 81-10 
5330-641-4149 AN6291-20 71-4 
5330-186-4947 AN6291-4 53416 
5330-186-1294 AN6291-5 261-13 
5340-186-1295 AN6291-6 81-23 
5340—186-1380 AN6291-8 263-508 
47120-289-3214 AN6292-74-14400 278-16 2 
4720-289~3231 AN6292~6~12250 209-1 3 
4720-289-6180 AN6292-6—-13,50 364-24 2 
4120-289-6183 AN6292-6-15.00 82-30 ` 6 
4720~289-6169 AN6292-6-16400 82-30 4 
4720-289-6171 AN6292-6-17400 364-3 1 
4720-289-6173 AN6292-6-18400 82-30 7 
4720-289-6150 ΑΝό292-6-19.00 364-3 1 
4120-289-6146 AN6292-6-21400 364-1 1 
4120—-289-6166 AN6292-6-23400 283-18 3 
4720-289-6185 AN6292-6~25 200 271-66 4 
4720~289-6186 AN6292~6~27 200 82-25 5 
4720-289-5793 AN6292-8-15400 82-31 2 
4720-289-5791 AN6292-8-—-16400 82-31 2 
4720-289-5004 AN6292-8-22400 82-26 2 
4720-289-3251 AN6292-8—-43, 75 388-22 2 
5340=205-5717 #M665-21ჩ 144-5 3 
4030-132-9183 AN668-2 137-1A 2 
5306-156-2649 AN7-13 355-6 24 
АМ7-20А 361-4 8 
5306-156-2649 AN7T-34 211-38 2 
AN7H22 11-7 4 
5306~282-4463 ΑΝΤΗΖά 73-25 2 
#M79244 11-10 
5306-145-6952 #M73-4 81-14 
5306-145-7085 АМ7ЗА10 60-25 
5306-145-6982 AN73A21 256-14 
5306-145-7088 AN73A5 60-25 
5306-145—7086 #M73#7 60-25 
5340-193-0126 AN735012 290—4A 
5340-193-0127 AN735014 53-2 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS INDEX NO. 


5340-194-4265 AN735D16 
5340-193-0138 AN735D4 
4730-278-9117 AN737~-58 
4730-278-9115 ΑΝΤ27-66 
4730~278-9116 AN737-74 
4730-278-9114 АМ737-82 
4730-278~9124 AN737-107 
4730-278-9123 AN737-114 
5306-151-1080 AN74-10 
5306-151-1079 AN74~11 
5306-151-1078 AN74~12 
5306-151-0730 AN74-14 
5306-151-0729 AN74-15 
5306-151-0727 AN74—-17 
5306-282-0943 ANT4-32 
5306-151-0716 AN74—-33 
5306-151-0711 ΑΝ74-35 
5306~151-0710 АМ74-36 
5306-151-1083 AN74=5 
5306-151-1082 #M74-6 
5306-151-1081 ANTA-7 
5306~151-0418 AN74A10 
5306-151-0417 АМТАА11 
5306-151-0423 АМ?&АЗ 
5306-151-04&21 AN74A5 
5306-151-0420 ANT74A6 
5340—298-7057 AN741D8 
5340—598-0362 АМТ&1Т11Р 
ΑΝΤΦΊΤΙ6 
AN741T16P 
AN742—10 
AN742-10C 
5340-664-2391 AN742-11C 
5340—-597-53]14 АМ7&2-12С 
5340-664~7788 #M742-13C 
5340-598-0319 #M742-14C 
5340--598-0262 AN742-18C 
5340-598-0263 AN742=19C 
5340-598-0245 #M742-20C 
53&0-598-0246 #M742-22C 
5340-598-4131 AN742—22CB 
5340-664—-2416 AN742=24C 
5340-598-0225 ΑΝ742-26 
5340-664-7789 ΑΝΤάΖ-26ς 
ΑΝΤΑ 2-27 
53&0-598-0224 #M742-28 
5340-200-3018 AN742~38C 
5340-298-9475 AN742-4 
5340-598-0228 AN742-40 
AN742-42 
5340—598-0518 AN742~43 372-11 
5340-664-7784 AN742-6C 77-37 
5340-298-9388 AN742-6CB 388-2 
5340~257-0050 ΑΝΤά2-8 385-22 
5340-664-7786 AN742-8C 297-20 
5340-597-7439 AN742D10C 357A3 
AN742C19 388-12 
5340-298-9397 #M7#2019C 380-2 6 
5340-200-4799 AN742C22 384—-1A 2 
5340—-664-24]4 AN742D13C 372-5 3 
5340-598-0473 AN742D17C 388-23 4 
5340—-298-9397 AN742D20C 372-5 2 
5340-598-0467 AN7T42D22C 372-5 1 
5340-598-9796 AN742D26C 357A4 6 
5340~598-9809 AN742D28C 372-5 5 
5340~598-0238 AN742D32C 372-5 3 
5340-598-0269 AN742D34C 372-5 24 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5340—598-0235 
5340-598-0236 


5340-664&-7780 
5340-285-7010 
5340-351-3600 
5340-598-8251 
4730-278-9110 
4130-218-9134 
6150-186-4028 
6306--150-9296 
6150-642-1658 
6150-194~7607 
4202-1670-180-5309 
4130-289-0786 
4730-289-0790 
4730-277-2589 
5306-150-9855 
4730-289-6122 
4730-289-6116 
4730-202-8770 
4730-202-8770 
5330-171-6945 
5330-599-9351 
5306-286-2325 
4130-278-0374 
4730-277-9757 
5975-250-6871 
4730-278-8407 
4730-277-5131 


5306-150-9999 


5306-151-0154 
5306-151-0160 
5306-151-0165 
5306-282-9617 
5340-526-9556 
5340-298-9481 
5340-200-7607 
4502-1680-180-6757 
5310-167-0892 
5310-167-0889 
5310-167-0890 
5310-167-0891 
4502-1680-347-0706 
4502-4730-595-1749 
4502-1680-699-0148 


4730-278-9385 
4730-278-9384 
4730-278-0606 
4730-278-9385 
4730-279-0857 
4730-278-4996 
4730-287-0110 
4730-287-0112 
2640-222-4525 
4730-278-8806 
4730-200-0580 
4730-287-0095 
4730-287-0094 
4730-287-0093 
4730-287-0103 
4730-278-8802 
4730-287-0105 
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PART NUMBER 


AN7&2D37C 
АМ?&2038С 


#ტM742054C 
ΑΝ74206 
AN742D6C 
AN743-12 
AN748~58 
AN748-—82 
АМ749-3-6 
АМ75=10 
AN751-2=7 
АМ751=3=6 
AN7516-1 
#M756024 
AN756032 
АМ759-32 


᾿ΑΝ76-6 


AN760D20 
AN761D20-24 
AN761D32 
AN762D20-24 
ANT763-24 
AN763-32 
AN?775-4 
AN775~6D 
#M776-4 
АМ781-3 
AN783-4 
AN783~6D 
ΑΝ8-15Α 
AN8-16A 
AN8=24A 
AN8-21 
AN8—34A 
ΑΝ8-34 
AN8-42 
AN8-47 
AN8C26 
AN8008D6 
AN8008D8 
AN8008D13 
ANBOl1-1 
AN8013-1 
AN8013D1 
AN8013D2 
AN8013D3 
AN8018-1 
AN8019-1 
AN8021-1 
АМ804~4 
ANBO4-4D 
AN804-6 
AN804—6D 
AN804D4 
AN804D8 
AN806-16 
AN806D4 
AN806D6 
ΑΝ813-18 
ANB14-12D 
AN814-16DL 
ANB14-3Dl. 
AN814=4D 
AN814=4DL 
AN814-6 
AN814-6D 
АМ81 4-8 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Section III 
Numerical Index 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


312-5 
372-5 


372-5 
17-4 
37-39 
85-36 
10-10 
37-44 

350-32 

371-58 

135-7 

190-23 

178-2 
72-11 
37-51 
37-53 

350-4 
72-32 
72-13 
85-50 
72-14 
72-12 
37-52 

283-2 

357-22 

283-1 

296-7 

386-4B 

275-7 

208-8 

255-40 

198-17 
99-8B 
65-23 

310-30 

310-31 

350-64 

369-17 

326-8 

381-31 

312-10 

319-21 

385-18 

387-11 

326-5 

312-6 

204-15 

323-17 

204-16 

306-6 

284-50 
81-27 

344-10 
57-17 

260-2 

307-16 

262-22 

272-18E 

350-8А 

267-1 
85-55 
72-16 

263-16 
72-23 

282-8 

26&=13F 

350-64 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE NAVY ο. FIGURE 
OR PART NUMBER STOCK NUMBER AND 
STOCK NUMBERS INDEX NO 


TOTAL | MICRO 
QTY | FILM 
29 


4730-287-0352 AN815-10D 52-14 
4730-186-983] AN815-12D 9-5 54 
4730-278-3238 AN815-16 50-38 4 
4730-186-9832 ΑΝ815-160 50-38 31 
4730—-186-9833 AN815-20D 37-4 
4730-278-3242 AN815-4 53-27 
4730—-186-9811 ANB15-4D 17-26 
4730-186-9819 ANB15-5D 71-26 
4730-187-0486 AN815-6 50-36 
&730-186-9826 AN815-6D 50-36 
4730~187-0487 AN815-8 82-2 
4730-287—-0353 AN815-8D 56-11 
4730-186-9826 AN815D6 275-35 
4730-186-9495 AN816-16-12D 382-7 
4730-194-1118 AN816-21 380-25 
4730-187-0840 ANB16-4 9-26 
AN816-—4-4 254-15 
4730—-187-0087 AN816-4—4D 56-14 
4730-240-5905 AN816-4D 37-46 
4730-196-9585 AN816-5-4D 83-26 9 
4730~187-0088 AN816-5D 317-56 1 
4730-194-1121 AN816-6 72-2 12 
4730-187-0843 AN816-6-2 50-31 δ 
&730-240-5904 AN816-6-2D 50-31 6 
4730-196-9582 AN816-7D 56-13 2 
4730-194-1114 AN816-8 56-20 1 
4730-194—-1047 AN821-20D 37-11 1 
4730-194-1041 AN821-4D 56-34 2 
4730-194-1042 AN821-50 262-8 1 
4730-287—-1027 AN822—-12D 9-4 4 
4730-231-4009 AN822-4 303-20 24 
4730-231-4010 ΑΝΒ22-4-4 386-2 2 
4730-278-3681 ΑΝΒ22-40 37-31 
4730-278-3678 AN822-5D 317-40 
4730-231-4013 AN822=6 72-3A 
4130-231-4012 AN822-6-2 303-39 
4730-186-9964 AN822-6-6D 255-19 
4730-231-3960 AN823-4 380-10 
4730-287-1376 АМ823-40 12-23 3 
&730-287-1375 AN823-5D 317-39 4, 
4730-231-3961 AN823-6 297-6 16 
4730-279-0874 AN824-12D 272-15A 2 
4730-279-0869 AN824-16 307-13 2 
&730-287-0668 AN824-16D 85-11 2 
4730-279-0876 AN824—20D 72-29 4 
4730-278-9376 AN82 4-4 53-17 5 
&730-279-0872 AN824-&D 37-30 13 
4730-279-0871 АМ824~50 83-28 20 
&730-279-0862 АМ824-6 276-47 7 
4730-278-9375 AN824-6D 272-5 3 
4730-279-0873 АМ824-80 276-21 2 
4730-277-9305 AN825-4 254-16 8 
4730—-279-0456 AN825-4D 257-14 4 
4730-277-5104 АМ825-6 50-33 4 
4730-277-5037 AN826-4 254-16 1 
4730-278-5126 AN826-74D 57-21 4 
4730-278-5127 АМ826- 50 317-47 2 
AN826-6 305-21 2 
AN827-4D 102-25 4 
4730—-256-2296 AN827-5D 83-27 1 
47130-256-2295 AN827-6D 263-27 2 
4730-277-6440 ΑΝ832-10 305-18 2 
4730-277-6437 AN832-10D 52-16 20 
730-277-6435 АМ832-12 179-53 1 
730-277-6418 AN832-12D 9-58 14. 
4730-277-6441 AN832-16 52-23 2 
4730-277-6442 AN832-16D 52-23 12 


1514 Revised 1 December 1959 


T.O, 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS Navy | INDEX NO. 


4730-277-624 AN832-32 85-52 

AN832-325 86-56 
4730-277-6458 АМ832-4 53-26 
4730-277-6445 AN832-4D 17-25 
4730-277-6446 AN832-5D 261-4 
4730-278-8344 ΑΝΒ22-6 71-31 
4730-277-6836 AN832-6D 71-28 
4730-277-6438 ΑΝΒ22-8 81-31 
730-277-6439 AN832-8D 71-52 
4130-197-2918 ΑΝΒ33-100 56-5 
Α730-231-3031 ΑΝΒ33-12 388-13 
4730-197-2919 AN833-120 81-6 
4730-197-2920 AN833-16D 85-3 
4730-197-2921 АМ833-200 37-7 

AN833-4 53A13 

АМ833-40 102-8 

AN833=5D 261-5 

AN833-6 72-3A 
4730-197-2916 ΑΝΘ23-60 263-58 
4730-231-3029 AN833-8 81-2 
4730-279-0113 ΑΝ833-80 56-18 
4730-279-0846 AN834-10 296-19 2 
4730-277-5110 AN834-12D 85-11 2 
4730-278-9473 AN834-20D 71-5 1 
4730-211-5107 АМ834-40 258-1 1 
*730-277-5109 AN834—5D 262-13 5 
4730-278-9392 #M834-6 287-19 1 
4730-217-5162 AN834—-6D 71-28A 4 
4730-271-5163 AN834-8D 268-25 1 
4130-278-3122 AN837-10D 52-17 6 
4730-231-3020 AN837-12 297-14 2 
4730-194-1081 AN837-12D 55-11 5 
4730-279-0122 ΑΝΒ37-160 85-2 4 
4730~278~3633 AN837-20 381-17 2 
4730-194-1086 AN837-32D 85-30 4 
4730-278-3126 AN837-4D 54-27 14 
4730-278-3632 AN837-5D 261-6 6 
4730-231-3946 АМ837-6 82-11 17 
4730-287-3121 AN837-6D 209-23 8 
Α730-278-3630 AN837-8D 82-13 4 
&730-231-5635 АМ840-210 37-25 2 
4730-187-0861 АМ840-40 10-5 10 
&730-277-7101 AN893-1 268-15 2 
4730-231-1324 AN893-1D 357A59 8 
4730-231-1331 AN893-121D 357-16 1? 
4730-277-7105 AN893-13 274-49 1 
4730-613-5574 AN893-14 50-37 2 
4730-186-9509 AN893-14D 50-37 2 
4730-186-9511 AN893-151D 265-11 5 
4730-188-8016 AN893-16 388-28 2 
4130-186-9512 AN893-16D 388-28 2 
4730-186-9500 AN893-24D 381-22 2 
4730-188-8020 AN894-6-4 272-46 7 
4730-186-9507 AN894D12-10 268-19A 1 
4730-277-4748 АМ894012-6 85-12 2 
4730-277-4741 AN894D16-6 85-12 2 
4730-279-9488 AN894D5-4 261-7 5 
4730-188-8029 AN894D6-4 263-13C 3 
4130-186-9503 AN894D6-5 357-28 12 
5306-151-3019 AN9-35 346-14 1 
5306-151-3020 AN9-36 346-14 1 
5306-151-3021 AN9-37 3456-14 1 
5330-514-3289 AN900-10 85-39 4 
5330-514-3289 AN900-16 85-37 2 
5330-199-5888 AN900-24 85-45 2 
5330-514-6119 ANQO1=4A 282-3 2 

AN901-5A 357-29 20 
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Section III 
Numerical Index 


AF CLASS CODE 


OR 


STOCK NUMBERS 


PART NUMBER 


5330-223-3316 


5330-5217-7399 
4730-223-9257 
4730-287-3745 
4730-278-8451 
4730-277-9386 
4730-194~0215 
4730~194-0205 
4730-322-7641 
4130-287-2180 
4730-221-2137 
4730-231-5605 
4130-230-8739 
4730-203-0920 
4730-194-1074 
4730-287-3699 
4730-287-3700 
4730-287-3694 
4730-256-4216 
4730-235-1501 
4730-188-8027 
4730-235-1503 
4730-187-3585 
4730-235-1505 
4730-235-1506 
4730-187-3588 
4730-187-3589 
4730-187-3591 
4730-187-3592 
4730-235-1511 
4730-187-3593 
4730-235-1513 
4730-187-3596 
4730-222-1803 
4730-235-1494 
4730-235-1499 
4730-187-3571 
4730-187-3600 
4730-187-3580 
4730-609-0136 
5310-282-7822 
5310-282-7834 
5310-282-7831 
5310-282-7833 
5310-282-7830 
5310-208-4112 
5310-208-4135 
5310-282-7826 
5310-208-4132 


5310-282-7819 
5310-282-7823 
5310-282-7832 
5310-282-7817 
5310-282-7832 
5310-208-6874 
5310-282-7835 
4730-277-5148 
4720-277-5153 
4730-230-8734 
4730-189-3011 
4730-333-9828 
4730-221-2130 


ΑΝΘΟΙ-6Α 
AN901-8C 
AN902-12 
AN902-16 
AN902-4 
AN902B4 
AN910-1D 
AN911-1 
AN911-1D 
AN912-1 
AN912-3 
AN912-3D 
AN913-1D 
AN913-2 
ΑΝΘ13-25 
ΑΝΘ14--1 
ΑΝΘ1 4-10 
ΑΝΘ] 4-15 
АМ915-~60 
AN917-1D 
ΑΝΘΙ7-20 
AN917-4D 
AN918-1D 
AN919-10 
AN919-10D 
AN919-12 
AN919-12D 
AN919-14 
AN919-15 
AN919-15D 
AN919-16D 
AN919-18D 
AN919-19D 
AN919-20 
AN919-20D 
AN919-22 
AN919-23D 
AN919-26 
AN919-26D 
AN919-3 
AN919-3D 
AN919-6 
AN919-6D 
AN919-7D 
AN924-10 
ANS24-10D 
АМ924-12 
AN924-120 
AN924-16 
AN924~16D 
AN924-20D 
AN924—-32 
AN924-32D 
#M924-325 
#M924-4 
AN924-4D 
AN924-5D 
AN924-6 
AN924—6D 
AN924—-8 
AN924-8D 
AN926-10D 
AN926-16 
АМ927-40 
АМ927-60 
AN929-2 
AN929-20 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


STOCK NUMBER 


1516 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 


NAVY INDEX NO. 


357-23 
350-65 
385-25 
307-7 
257-21 
102-9 
56-32 
254-12 
56-31 
254-13 
386-8 
386-8 
12-2% 
83-29 
303-238 
305-23 
56-25 
380-42 
9-3 
254-11 
56-15 
302-32 
56-27 
53-10Α 
53-10 
209-33 
260-7 
271-30 
274-59 
268-18 
268-37 
264-138 
268-18 
274-44 
55224 
307-5 
270-434 
52-25 
52-25 
384-4 
261-8 
9-22 
209-38 
71-25 
296-20 
52-15 
272-20 
9-5A 
52-22 
52-22 
31-5 
85-51 
85-29 
86-55 
53-25 21 
52-8 98 
261-9 18 
71-29 79 
71-27 54 
81-1 4 
56-17 17 
357-17 4 
307-8 2 
72-22 2 
2 
2 
1 
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85-21 
385-11 
71-1 
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ΑΕ CLASS CODE 


OR 


STOCK NUMBERS 


ა 
4730-278-5007 
4730-277-6539 
5325-276-6343 


5325-510-8889 
5325-282-2133 
5325-290-6164 
4730-278-2980 
4730—-278-2980 


5310-167-0664 
5310-012-0380 
5310-209-3991 
5310-167-0661 
5310-167-0678 
5310-184-8970 
5310-167-0719 
5310-550-3460 
5310-167-0869 
5310-167-0866 
5310-167-0868 
4730-278-8468 
4730-278-5025 
4730-278-5024 
4730-278-8470 
4730-278-869 
4730-278-5024 
4730-278-8470 
4730-289-6098 
4730-278-2779 
4730-277-5151 
4730-278-2786 
4730-277-5022 
4730-278-2785 
4730-278-2784 
4730-278-2780 
4730-277-5157 
4730-278-2782 
4730-277-5026 
4730-278-2788 
4730-278-2786 
4730-277-5157 
4730-277-5026 
4730-278-2788 
4730-277-1925 
4730-277-1923 
4730-277-1914 
4730-277-1925 
4730-277-1924 
4730-278-9307 
5310-167-0818 
5310-167-0834 
5310-167-0825 
5310-167-0841 
5310-167-0826 
5310-167-0842 
5310-167-0827 
5310-167-0828 
5310-167-0829 
5310-187-2329 
5310-167-0846 
5310-205-7997 
5310-167-0657 
5310-167-0815 
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PART NUMBER 


АМ929~4 
AN929-5 
AN929-6 
AN929-8D 
AN931-16-22 
ΑΝΘ31-16522 
ΑΝΘ31--20-38 
ΑΝΘ31-24528 
AN931-9=13 
ΑΝΘ33-10 
ΑΝΘ3 351. 
ΑΝΘ34-191 
ΑΝΘΦ4-193 
#ტM935-10 
AN935-416 
AN935-6 
AN935-8 
AN935-816 
AN935B416 
AN936A416 
AN936A6 
AN936B10 
AN936B4 
AN936B8 
АМ937-4 
АМ937-6 
АМ937-60 
AN937-8D 
AN937D4 
AN937D6 
AN937D8 
AN938-10 
AN938-10D 
AN938-12 
AN938- 12D 
AN938-16 
AN938-16D 
AN938-20D 
ΑΝΘ38-4 
AN938-4D 
AN938-6 
AN938-6D 
AN938-8D 
AN938D12 
AN938D4 
AN938D6 
AN938D8 
AN939-120 
AN939-6 
AN939-8 
AN939D12 
AN939D6 
ΑΝΘ41-6 
AN960~10 
AN960-10L 
AN960-1016 
AN960-1016L 
AN960-1216 
AN960-1216L 
AN960-1416 
ΑΝΟδΟ” 1616 
AN960-1716 
AN960-2116 
AN960-2116L 
AN960-2616 
AN960-3 
AN960-4 


'NAVY 


STOCK NUMBER 


SOURCE 
CODE 


AF 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


NAVY INDEX NO. 


101-17 
314-9A 
263-26 
276-25 
72-42 
75-11 
113-6F 
11446 
72-43 
9-26A 
10-25 
302-30 
72-3B 
265-7 
255-15 
199-5 
42-30 
211-42 
21-64 
359-27 
95-2 
182-16 
145-4 
197-35 
53-30 
285-48 
288-21 
284-12 
102-11 
280-33 
281-43 
271-33 
265-13 
274-54 
265-28 
50-39 
50-39 
212-158 
72-400 
287-13А 
71-32 
263-36 
263-4 
268-39 
380-28 
264-46 
268-29 
270-44 
364-34 
270-36 
85-15 
275-36 
209-8 
6-2 
3-7 
185-11 
96-16 
19-2 
276-23 
205A27 
354-10 
55-12 
75-14 
354-10 
354-23 
235-50 
13-6 
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Section HI 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5310-550-3502 AN960-416 


5310-167-0835 AN960~416L 
5310-167-0820 AN960~516 
5310~167-0836 AN960-516L 
5310-167-0857 AN960-6 
5310-167-0832 AN960-6L 
5310-167-0821 AN960-616 
5310-167-0837 AN960-616L 
5310-167-0822 AN960-716 
5310-167-0838 AN960-716L 
5310-550-0091 AN960-8 
5310-167-0833 AN960-8L 
5310-167-0823 AN960-816 
5310-167-0839 AN960-816L 
5310-167-0824 AN960-916 
5310-167—-0840 AN960-916L 
5310-167-0777 AN960A10 
5310-167-0760 AN960A10L 
5310”-184-8981 AN960A1716 
5310-613-5691 AN960A416 
5310-167-0761 AN960A416L 
5310-167-0775 AN960A6 
5310—-167-0758 AN960A6L 
5310-167-0780 AN960A616 
5310-167-0708 AN960A816L 
5310-167-0702 AN960B416 
5310-167-0801 AN960C10 
AN960C10L 
AN960C416 
AN960CA416L 
5310-167-0806 AN960C816 
5310-167-1723 AN960D10 
· [5310-167-0752 AN960D10L 
AN960D1016 
AN960D1216 
AN960D1216L 
5310-167-0746 #M96001416 
5310-167-0737 AN960D4 
5310-167—-0740 AN960D416 
5310-167-0754 AN960D416L 
5310-167-1724 AN960D516 
5310-167-0738 AN960D6 
5310-167-1726 AN960D616 
5310-167-0741 AN960D716 
5310-167-0739 AN960D8 
5310-184—-8987 AN960D8L 
5310-167-0742 АМ9600816 
5310-184~9408 AN960D816L 
5310~167-0743 AN960D916 
5310-187-2354 AN960PD416 
5310-187-2399 AN960PD516 
5310-760-1709 AN970-3 
5310-167-0766 AN970-4 
5310-167-0685 AN975-3 
5310-167-0882 AN975-9 
5340-257-0201 AN996~40 
6150-6 36-8737 AQ120 
| ARC6151X210,00 
3110-157-0639 AR12 
AR14 
3110-157-0638 АКВ 
3110-157-0638 ARB 
3110-198-1058 АКВ-ОН 
3110-198-1058 ΑΒ8-ΟΗ 
9340--294-6483 AR83-8-24 
5340-489-5205 AR87—-6-140 


5930-296-7190 ASA13-1-5 


1518 


PART NUMBER 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


FIGURE 
AND 


INDEX NO. 


197-35 
53-3 
262-12 
308-2 
276-44 
347-20 
209-51 
25-8 
347-168 
24-7Α 
360-31 
210-46 
12-31 
174-44 
363-21 
359-2 
309-28 
310-32 
309-28 
310-32 
141-2 
196-16 
295-28 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1600-5826-112-9047 


1660-5841-285-0 174 
1660-5841-285-0774 


1600-5826-285-07T72 
5895-212-7089A 

1600—-5826-284-8310 
1600—-5985-254-7119 


1600-5821-2553-1676 
4519-1680-449-1485 
4519-1680-485-4839 
3110-108-7419 
3110-108-7419 
3110-108-7419 
3110-108-7422 
3110-108-7423 
3110-108-7423 
2343--6685-514-6051 
2343-6685-514-6051 
2343—6685-663-8823 
6043—-6610-663-8713 
6143-6685-514-5234 
6660-395-9988 
2234--6615-503-0248 
5310-360-8063 
6244~6645 —515~6516 
6134-6620-515-6404 


4513-1680-219-4854 
4513-5306-219-4855 
4210-595-0889 

6101-6685-526-8573 
4299-1680-345-4479 


4299-1680-092-6231 
4299-1680-092-6231 
4299-1680-092-6232 
4299-1680-092-6232 
4299-16802092-6232 


4299-1680-092-6233 
4299-1680-092-6233 
4299-16804307-4864 
4299-1680-307-4864 
5340-693-2348 
5340-693-2348 
5340-693-2348 
5340-693-2348 
5340 693-2348 
5340-693-2348 
5340-693-2348 
5340-693-2348 
1ARD-1560~306=4761 


5340-488-6667 
5340-488-6666 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


AS133/APX 
AS215/ARN 


AS215/ARN 
AS313B/ARN6 
AS313B/ARN6 
AS333/AP 
AS333/AP 
AS5570 
AS5570 
AS578/ARA25 
AS7570 
AT-234/APX 
AT141A/ARC 
AT172/ARN14 
AT172/ARN14 
AT225/ARN 
AT225A/APN 
AT256/ARC 
AT301 

AT302 

AT4SA 

АТАЅА 

АТАЅА 
ATTSDA 
AT8SDA 
AT8SDA 
AW1-7/8-17CN13 
AW1-7/8-17CN13 
AW1-7/8-17C26 
AW2-3/4—-16B16 
AW2-31B2 
AYLF2199-3 
Al 

А1125 

А1ЗА 

А15 

A17363 
A17478 
Α17479 
#17624 
А20-0-51 
A261B 
A279-2 
A281-2F 
A281-3F 
A282-1 
A282-1 
A282-2 
Α282-2 
Α282-2 
A282-3 
A282-4 
A282-4 
A282-5 
A282-5 
A2927-11 
A2927—11 
A2927-11 
A2927-11 
A2927-11 
A2927-11 
A2927-11 
A2927-11 
A3A 

A304 
A3122-14-59 
A3122-12-59 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


42-29 
41-9 
42-13 
41-3 
42-33 

192-20 

196-23 

113-3 

114-5C 

193-3 

114-4 

192-22 

190-31 
41-6 
42-34 
41-1 
17-13 

190-31 

323-8 

323-9 
22-2А 
22-ТА 

215-10A 

351-40 

308-4 

310-4 

268-1 

291-13 

291-12 

313-23 

313-25 

145-3 

157-17 
37-54 

313-37 

313-30 

147-12 

147-7 

147-6 

147-5 

319-25 

319-41 

377-23 

377-15 

371-14 

376-8 

371-13 

376-10 

376-9 

311-14 

377-12 

376-7 

377-15 

376-9 

311-12 

115-14 

117-34 

118-32 

119-37 

120-38 

121-35 

122-30 

123-33 

182-19 

310-22A 
15-39 
15-40 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


FIGURE 
AND 
INDEX NO. 


NAVY 
STOCK NUMBER 


TOTAL | MICRO 


PART NUMBER QTY FILM 


5340-488-6666 


A3122-12-59 


196-2 4 

5340-488-6667 A3122-14-59 71-55 2 
5340-488—6668 A3122-16-59 56-10 2 
4130-595-2585 A3122-18-59 9-17? 8 
4730-595-2585 A3122-18-59 71-40 12 
5340-488-6672 A3122-28-59 85-41 1 
5340-488-6672 A3122-28=59 86-45 1 
A317 370-22A 2 

4299~4730-202~9373 A335 376-12A 2 
4299-4730-202-9373 A335 377-21 2 
4299-1680-337-4463 A335-1 376-128 2 
4299-1680-337-4463 A335-1 3717-22 2 
4246-6105-635-6581 A35A8974 296-6 2 
6220-283-9887A A3TT5-2-321 104-8 2 
6220-283~9887A АЗ775-2-327 149-11 16 
6220-283-9887A A37175-2-327 151-6 22 
6220-283-9887A A3715-2-327 153-19 9 
6220-283-9887A A3775-2-321 153-32 8 
6220~283-9887A A3775-2-327 154-14 7 
6220-283-~9887A А3775-2-327 155-14 9 
6220-283-9887A A3775-2-327 155-22 9 
6220~283-9887A A3715-2-2327 155-6 9 
6220-283-9887A A3775-2-327 156-12 9 
6220-283-9887A A3775-2-327 156-5 9 
6220-283-9887A A3175—-2-327 172-19 1 
6220-283-9887A A3775-2-327 231-37 2 
6220—283-9887А #3775-2-327 238-1 2 
6220-283-9887A A3775-2-327 239-12 5 
6220-283—-9887A A3715-2-327 239-31 4 
6220—-283-9887A A3775~-2=327 240-12 5 
6220~283-9887A A3775-2-327 240-33 4 
6220-283-9887A A3775-2-327 242-12 5 
6220-283-9887A A3775-2-327 242-33 4 
6220-283-9887A A3775-2-327 244-12 5 
6220—-283-9887A A3175-2-327 244233 4 
6220~283-9887A АЗ775=2=327 245-12 5 
6220—-283-9887A A3T15-2-327 245-33 4 
6220-283-9887A A3715-2-321 246-12 5 
6220-2583-9887Α A37175-2-321 246-33 4 
6220—-283-9887A A3775-2-321 247-12 5 
6220-283-9887A A3775-2-327 247-33 4 
6220-283-9887A #3775-2-327 2&8-12 5 
6220~283~9B887A A3775-2-327 248-33 4 
6220—-283—-0887A A3775-2-327 249-12 5 
6220-283-9887A A3775-2-327 249-33 4 
6220-283-9887A A3775—-2-327 250-12 5 
6220-283-9887A A3775-2-327 250-33 4 
6220-283-9887A A3175-2-321 250-37 1 
6530-501600-219 A407 207-45 2 
A413 321-18F 4 

6530-501600~233 A417 354-160 2 
5340-200~3708 A421 202-14 2, 
5905-390-9954 A4241 104-3 1 
5905-395-9956 A4245 104—6 2 
5950=482—3740 А4250 104-7 1 
6210-299-6529 A4255A 103-3 4 
6220—-635—-4775AÀ A4265-3-307 158-32 2 
6220-635-4776A #4265-4-307 158-31 2 
5905-173-8091 A4627 104-4 2 
5325-285-3406 A5T23 368-16 В 
1680-438-2481 A5222 144-33 1 
1680-438-2481 A5222 186-5 1 
A5222-1360 371-22C 4 

2920-485-4100 A55A00 295-20 8 
4919-2995-328-3899 A5506 186-2 7 
5340-313-6846 A5934-51 196-10Α 2 
5325-285-3305 A6T16 368-24 64 


1520 Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5325—-285-3308 
5325-285-3300 


5325-285-3299 
5325-285-3301 
5325-285-3303 
5325-285-3302 
5325-285-3304 
5325-285-3390 
5325-285-3388 
5325-285-3296 
4593—-1680-485-5190 
4593—-1680-485-5190 
4593—-1680—-485-5190 
4593-1680-485-5190 
4593—-1680-485-5190 
5310-433-1343 
4919-5310-308-3634 
4002~1610-516-8774 
5310-297-4155 
5310-596-0254 


5945~474-4110 
5945~474-4110 


5340-141-6164 
5340-448-4928 
5340-448-4928 
536&0-250-8447 
5340-473-9021 
4730~492-4375 


5930-549-0198 


6134-6620-526-5387 
6220-295-1110A 
3020-528-0497 
3020~528-0497 
3020-528-0497 
3020-528-0497 
3020—-528-0497 
3020-528-0497 
3020-528-0497 
3020-528-0497 
1600-5821-519-7019 
1600-5826-180-3465 
3110-117-1352 


4846-2915-028-0211 
48456-2915-4028-0211 
4846-2915-028-0211 
4846-2915~028=0211 
4846-2915-028-0211 
'5930~242~9970 
5930~669-7730 
5930-143-1016 
5930-143-1016 
5930-143-1016 
5930-265-6271 
5930-265—-6271 
5930~549-0749 
5930--549-0749 


5930-260-4386 
5930-260-4386 
5935-5390153 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


A6T17 
A6T20 


A6T21 

A6T22 

A6T23 

A6T24 

A6T25 

ΑδΤ33 

Α6Τ38 

Α6Τ9 

ΑδΟ1 3-79 
A6013-79 
A6013-79 
A6013-79 
A6013-79 
A6236-1023 
A6338 
A644FNC2 
A6483-1023 
Α6939-632-062 
A6983~-900 
Α7ΟΟΑ 

A700A 
ΑΤ516-1 
#756-4-2-8 
AT55-14-2-8 
A755-14~2-8 
Α755-20-2-8 
А766-14 
#ტ784-4 
#784-8 
A785~4-2-8 


BH2216-0H 
BJ1000A1 
BJ1000A1 
BJ1000A1 
BJ1000A1 
BJ1000A1 
867.831 
872-2001104 
BZE7RNTN 
BZE7RNTN 
BZE7RNTN 
ΒΖΕΊΒΝΤΙ 
BZE7RNT1 
BZE7RQSTN 
BZE7RQ9TN 
823RLTO4 
BZ3RW22T 
BZ 3RW22T 
B111745X 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


368-17 
368-15 


368-22 
368-18 
368-23 
368-20 
368-14 
368-21 
368-13 
368-19 
292A21 
292A24 
292A27 
292A28 
293-144 
316-9 
371-22A 
369-9 
171-10 
172-11 
371-22B 
80-11 
131-33 
178-28 
371-22 
196-6 
196-9 
71-13 
196-9 
268-9 
57-11 
371-22 
216-8 
351-118 
313-29 
232-31 
60-16 
60-23 
61-16 
61-21 
62-6 
63-5 
229-32 
230-29 
114-21 
132-2 
31-32 
31-32 
10-6 
12-3 
73-2 
74-11 
297-18 
363-7 
232-33 
352-3 
353-3 
362-7 
352-3 
353-3 
191-6 
351-1 
199-21 
124-32 
199-4 
15-38A 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


5935+539~0153 
5935—539-0153 
5915-504-7769 
5915-504-7769 
5915-5047769 
5915-504-7769 
3110-120-3097 


4513-1680-547-7710 
4531-1680-532-2501 
4513-5915-041-3774 
4513-1680-024—-6208 
4227-1680-474—-1259 
3110-120-3075 
6054-6610-515-5847 
6220-295-1110A 
6220-295-11094A 
δ220-295-1109Α 
3110-142-4330 
4919-2995-545-0551 
4516-1660-449-1410 
5826-565-8648 
1600-5821-378-4789 
1600-5821-378-4789 
1600—-5821-378-4789 
1600-5821-378-4789 


5910-649-1568 
5910-649~1568 
6204-6605-663-5621 


5910-126-9566 
3110-198-1135 
6150-265-6456 


1ARD-1560—-376-5913 


223&-6615=693-7192 
2234-6615-693-7192 
2234-6615-693-7192 
2234-6615~693-7192 
2234-6615-693-7192 
2234-6615-693-7192 
2234—6615-693-7192 
2234-6615—-693-7192 
2234-6615-693-7192 
2234-6615-6953-7192 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


В111745Х 
B111745X 

B120 

B120 

8120 

8120 

81212 
81239825-1 
81239823-1 
B1412 

81412 

81412 

81412 

81412X 

B1412X 

B1412X 
B17315-38 
B17315-39 
817320 

817791 

B21501 

B36. 

B4BE 

B4235A 
B4235A2 
B4235A2 

B541 

B5416 

B65A87 
C=512/ARN-14 
C-628/ARC-27 
C-628/ARC-27 
C-628/ARC-27 
C—-628/ARC-271 
C-866/ARN-21A 
C~866/ARN=21A 
C-866/ARN=21A 
ς-θ66/ΑβΝ-21Α 
С-866/АЕМ-21А 
C-866/ARN-21A 
C-866/ARN-21A 
CA275X 

СА275Х 
(Β2100--3 
(Ε-21-ς-δ016 
CE31C601G 
CE31C6016 
CE31C6016G 
CE31C601G 
CE63C500G 
CF10F1 

CF6F 

CKB10121 
CM100737 
CQ21-0 

CQ22A1 

CQ22A1 

CQ22A1 

CQ22A1 

CQ22A1 

CQ22A1 

CQ22A1 

C022A1 

CQ22A1 

CQ22A1 
CR1A/AR 
CR1A/AR 


STOCK NUMBER 


SOURCE 
CODE 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO 


15-388 
66-258 
124-23 
125-24 
158-28 
199-7 
220-9 
15-318 
17-15A 
135-10 
135-12 
135-17 
135-20 
135-10 
135-12 
135-20 
147-13 
147=13A 
157-8 
147-14 
376-12A 
217-24 
313-38 
103-9 
103-1 
103-4 
351-35 
144-21 
306-34 
239-38 
239-34 
244-36 
246-36 
248-36 
239-40 
240-48 
242-49 
244-410 
245-50 
246-45 
248-45 
125-23 
157-12 
319-31 
79-2 
80-1 
131-40 
157-20 
169-12 
117-6 
63-48 
370-20A 
172-30 
255-3 
250-25 
239-23 
240-25 
242-25 
244-25 
245-25 
246-25 
241-25 
248-25 
249-25 
250-25A 
132-14 
170-21 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1660-5985-032-1706 
1600-5821-303-8059 
1600-5821-303-8059 
5826-521-0571 
5826-521-0571 
5826-521-0571 
5826-521-0571 
1660-5826-507-7864 
5895-332-7223A 
5826-538-0840 


4259-6105-031-2550 
4259-1660-313-0723 
5826~373-1902 
6234~6605~336-3038 
5930-221-8952 
5930-221-8952 
5930-221-8952 
5930-221-8952 
5930-636-1193 


6137-6685~263~1767 
5826-505-3246 
5840-248-722 
3020-326-5188 
5826-565-8649 
5826-565-8649 
5826-565-8649 
5826—-565-8649 
5826—-565-8649 
5826—565-8649 
5826-565-8649 
5826~565-8649 
5826-565-8649 
5821-373-1905 
5821-373-1905 
5821-373-1905 
5821-373-1905 
5821-373-1905 
5821-373-1905 
5821-373-1905 
1600-5821-544—4791 
1600-5821-544-4791 
1600-5821-544-4791 
1600-5821-544—4791 
1600-5821-544-4791 
5826-505-0836 
6034—-6610-360-2713 
6034-6615-514-6168 
А919-2995=545-0553 
4919-2995545-0553 
1600-5821 -505-1200 
1600-5821-505-1200 
1600-5821-378-4789 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


CS10 
C510 


CS10 

CS10 

C510 

ς510 

CS10 

C510 

CS12 

C512 
CU145/ARC21 
CU308/U 
CU32/ART13A 
CU32/ART13A 
CU65 /АВМ6 
CU65/ARN6 
CU65 /АВМ6 
CU65/ARN6 
CU92 /APN 
CV-279/ARN 
CW141/ARN 
CW2/ARR2 
CYL22597-1 
CYL22597-2 
CY1409A/ARN22 


C100H3-4 
C10355-3-1/16 
C11343-2-11/16 
C13B 
C169A/APN12 
C170/APN12 
C1825 
C403A/A 
C403A/A 
C403A/A 
САОЗА/А 
C403A/A 
C403A/A 
C403A/A 
C403A/A 
C403A/A 
C404A/A 
C404A/AÀ 
C404A/A 
C404A/A 
C404A/A 
C404A/A 
C404A/A 
C405A/A 
C405A/A 
C405A/A 
C405A/A 
C405A/A 
C455/ARC21 
C5B 

C5C 
С5440-3 
С5440-3 
C626/ARC27 
C626/ARC27 
C628/ARC27 
C633/A1C8 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


INDEX NO. 


181-1 
187-5 
204-14 
207-32 
323-12 
323-14 
323-16A 
323-18A 
181-1 
187-5 
132-9A 
96-2B 
132-3 
171-17 
41-20 
41-20A 
42-11 
&2—44 
113-17 
113-27 
41-4 
170-28 
125-7 
125-7 
169-18 
133-17 
150-4 
153-31 
154-13 
313-13 
216-7 
371-5 
371-5 
145-2 
113-7 
113-8 
216-33 
114-10 
172-3 
239-33 
240-38 
242-39 
244235 
245-40 
246-35 
248-35 
239-35 
240-40 
242241 
244-737 
245-42 
246-31 
248-37 
239-36 
240-41 
242-42 
245-43 
246-38 
113-174 
313-41 
313-41 
144-25 
144-34 
132-5 
171-15 
250-38 
113-19 
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Section ΙΠ 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


1δ00-5821--505-2595 
5826-256-9166 
5826-256-9166 
5826-256-9166 
5826-256-9166 
5826-256-9166 
5826-505-0947 
5826-505-0947 
5826-505-0947 
5826-505-0947 
5826-505-0969 
5826-505-0969 
5826-505-0969 
5826-505-0969 


4919-2995-326- 7444 
4919-20995—-219-4955 
4916-1680-333-0100 
1600-6110—-504-0578 


4919-2995-219-4958 
4919-2995-219-4959 
1600-5831-248-7225 
1600-5831-248-7225 
1600-5831-248-7225 
1600-5831-538-4250 
1600-5831 -538-4250 
1600-5831—-538-4250 
1600-5821 --536-4250 
1600-5831 -240-0885 
1600-5831-240-0885 
1600-5831-240-0885 
1600-5831-240-0885 


5840-905-0758 

1600-5826-505-1675 
1600-5826-505-1675 
1600-6125-504-0326 
2234—-6615-222-4543 
2234-6615-515-6527 
2234-6615-481-0515 
2234—-6615-481—-0515 
2234—-6615-481-0515 
5965-038-1546 

4579-1660-536- 7916 
48456-1650-373-4140 
48456-1650-302-4386 


1600-6125-254-8423 
1600-6125-254-8423 


1600-6125-511- 7884 
2910-251-8947 

1600-6125-635-5482 
1600-6125-265-3765 
1600-6125-4507-3792 
1600-6125-265-3240 
1600-6125-265-3240 
1600-6125-635-8802 
1600-6125-635-8802 
1600-6125-265-3240 
1600-6125~265=3240 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


C633/A1C8 
C733/ARR15 
C744/ARC5 
C760A 
C760A 
C760A 
C760A 
C760A 
C760A/A 
C760A/A 
C760A/A 
C760A/A 
C760B/AÀ 
CT60B/A 
C760B/A 
C760B/A 
C761/AIC5B 
ς761/ΑΙς58 
C762/A1C5B 
C7673-3 
C7673-4 
C7744-24 
C790/ARA26 
C790/ARC26 
C8168-1 
C8168-2 
C823/AIC10 
C823/A1IC10 
C823/AIC10 
C824/AIC1O 
C824/AIC10 
C824/AIC10 
C824/A1C10 
C826/A1C10 
C826/AIC10 
C826/AIC10 
C826/AIC10 
C865/ARC1 


C972/APN12A 


C996()/A 
C996()/A 
DM32A 
0012 
001281 
DR10 
DR18 
DR18 

055 
DYLZ35 
0VL73691 
DYLZ4476 


DY11/ART13A 
DY12/ART13A 
DY17/ART13A 
DY17/ART13A 


DY2 
DY2A 
DY 2B 


DY21/ARC3 
DY 22/ARC3 
DY50/ARC21 


DY 66A/ARNI4 
DY66A/ARN14 
DY66B/ARN14 
DY66B/ARN14 


DY66/ARN14 
DY66/ARN14 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


AF |NAVY 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


| 


250-51 
250-39 
Revised 1 December 1959 


240-43 
242-44 
244-40 
245-45 
250-42 
242-44 
244-40 
245-45 
250-42 
242-54 
244-40 
245-45 
250-42 
172-16 
201-24 
172-26 
371-5 
371-15 
371-5 
114-42 
113-18 
371-25 
371-26 
132-38 
169-29 
200-19 
113-20 
113-54 
114-9 
114-9A 
113-21 
113-58 
114-8 
114-8A 
250-43 
113-9A 
246-40 
248-40 
170-26 
228-28A 
228-2BA 
157-16 
158-9 
160-1 
340-13 
370-228 
370-21 
294-19 
170-13 
170-13 
133-4 
170-13 
170-26 
170-26 
170-26 
133-58 
133-54 
114-31 
132-21 
170-35 
132-21 
170-35 
132-21 
170-35 


H 
1 
1 
1 
i 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
1 
1 
2 
2 
1 
2 
1 
1 
2 
1 
1 
1 
2 
1 
2 
1 
1 
1 
1 
1 
3 
3 
1 
1 
1 
5 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


1600-6125=373~1916 DY76/AIC10 
1600-6125-373-1917 DY7T/AICI1O 
4513—-1680-213-6792 D16955-20R 
2540-211-4577 017167 
4215-6105-513-0941 D17193 
D17333 
4513—-1680-528-8028 017438-18 
4513-1680-219-4857 D17500-9 
4513—-168024620-2229 D17562-22 
5826-390-5744 D18200-2 
5826-390-5744 018200-2 
2261-6615-320-9526 D278 
6252-6605-223-7061 D500 
6201-6605-099-4044 D502 
5850-505-1229 05705-8 
4516-1660 -485-4178 D60A43 
5925-502-2285 D6751-1-5 
5925-502-2285 D6751-1-5 
D8 
4642—-1650-308-1214 D8928 
2327-6680-526-4446 EA100ANH-126 
2327-6680-527-7427 EA100ANH111 
2327—-6680-526-4446 EA100ANH126 
2327-6680—-663-8455 ΕΑΙΟΟΑΝΗΘΤ 
2327-6680-515-5325 EA584A1361 
2327-6680-090-1824 EA584A852L 
2321-6680-090-1824 EA584A852L 
2327-6680-090-1824 EA584A852L 
2327~6680~090-1824 EAS84A852L 
2327-6680-090-1825 EA584A852R 
2327--6680-090”1825 EA584A852R 
2327-6680-090-1825 EA584A852R 
2327~6680~090~1825 EA584A852R 
5310-488-9137 68048 
5310-488-9137 ΕΒΟΦ8 
5310-488-9137 EBO48 
5310-488-9137 68048 
5310-297-3723 EB054 
5310-297-3756 EBO64 
5310-297-3722 EBO70 
5310-297-3722 EBO70 
5310-297-3721 EBO80 
5310-297-3721 EBOBO 
5310-297-3721 EBOBO 
5310-297-3721 EBOBO 
5310-297-3721 L8080 
5310-297-3720 EB126 
5310-297-3720 ЕВ126 
5310-297-3720 ЕВ126 
5310-297-3715 68144 
&259-1680-370-4886 EYLC2596-4 
4259~-1680=474-0441 EYLC2844 
4259—-1680-474-0441 EYLC2844 
E15505-0 
5945-258—-2780 E2 
5945-258-2780 E2 
6119~6680-526~6632 E31 
2314-6620-561-4710 E6 
2314-6620-561-4710 E6 
4884-1650-395-2613 FAC6451—11 
FAB5F1 
FA85G61 
FCA26820 
FC826819-1 
FCB26819-2 
FCC19266 
FCC19266 


Revised 1 December 1959 


STOCK NUMBER 


SOURCE 
CODE 


Section ΙΠ 
Numerical Index 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


132-29 
132-31 
147-15 
1457-10 
147-11 
313-48 
147-1 
147-4 
147-2 
114-15 
313-11 
210-35 
325-20 
180-10 
124-1 
295-19 
149-12 
155-4 
198-18 
351-11A 
313-3A 
313-31 
313-31A 
313-31 
58-25 
88-1 
8941 
89A1 
8981 
88-1 
89-1 
89А1 
89В1 
100-36 
207-57 
207-71 
211-18 
211-5 
45-33 
2-9 
45=30 
24-10 
207-71 
346-8 
350-90 
350-9E 
45-29 
45-32 
360-24 
360-19 
299-32 
233-32 
234-61 
170-15 
131-31 
158-5 
313-26 
268-1A 
313-36 
264--16ς 
367-1 
367-1 
88-34 
88-35 
88-36 
11-24 
73-38 


Pu 


+ 


= 


zz = 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index Я 


SOURCE 
AF CLASS CODE : МАУҮ CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS AF |NAVY INDEX NO 


l1ARD-1560-4560-9155 
1ΑΒΌ-1560-560-9155 
1ΑΒΌ-15δ0-560-5137 
14RD-1560-570—-7067 


1ARD-1560-570-7071 


14RD-1560-570-7075 
14RD-1560-570-7076 
14RD-1560—-570-7077 
14RD-1560-570-7086 
1ARD-1560=570-7087 
1ARD-1560-560-5138 


14RD-1560-570-7088 


14RD-1560-560-5139 
14RD-1560-570-7089 


1ARD-1560-516-8732 
LARD~1560~516~8732 
1ARD-1560-516-6993 
1ARD~1560~516-6993 


1ARD-1560-211-0940 
1ARD-1560-211-0941 
1A4R0-1560-211-0942 
1ARD-1560-211-0943 
1ARD-1560-211-0944 
1ARD-1560-211-0945 
14RD—-1560-211-0943 
LARD-1560=211-0947 
14RD-1560-211-0948 
1ARD~1560"211-0949 
14RD-1560-211-0950 
1ARD-1560-211-0951 
1ARD-1560-211-0952 
1ARD-1560-211-0953 
1ARD-1560-211-0954 
1ARD-1560-211-0955 
14RD-1560-211-0956 
1ARD-1560-211-0957 
1ARD-1560-211-0958 
1ARD-1560-211-0959 
LARD~1560~211-0960 
lARD-1560-211-0961 


3110-143-2994 
3110-143-2994 
3110-143-2994 
3110-143-2997 
3110-143-2997 
3110-143-2997 
3110-143-2997 
1ARB-1560—-525-8283 


1526 


FCC19772 
FCC19772 
FCD19265-1-1 
FCD19265-1-2 
FCD19265-10-1 
FCD19265-10-2 
FCD19265-11-1 
FCD19265-11-2 
FCD19265-2-1 
FCD19265-2-2 
FCD19265-3-1 
FCD19265-73-2 
FCD19265-4-1 
FCD19265-4-2 
FCD19265-5-1 
FCD19265-5-2 
FCD19265-6-1 
FCD19265-6-2 
FCD19265-7-1 
FCD19265-7-2 
FCD19265-8-1 
FCD19265-8-2 
FCD19265-9=1 
FCD19265-9-2 
FCD19944 
FCD19944 
FCD25082 
FCD25082 
FCD26805 
FCD26805 
FCD26806 
FCD26806 
FCD29153 
FCD29153 
FCD29154 
FCD29154 
FCE19791 
FCE19792 
FCE19793 
FCE19794 
FCE19795 
FCE19796 
FCE19797 
FCE19798 
FCE19799 
FCE19800 
FCE19801 
FCE19802 
FCE19803 
FCE19804 
FCE19805 
FCE19806 
FCE19807 
FCE19808 
FCE19809 
FCE19810 
FCE19811 
FCE19812 
FL3C3 

FL3C3 

FL3C3 

FL3C3 

FL3C6 

FL3C6 

FL3C6 

FL3C6 


Е510342322-,.437 


11-21 
73-35 
73-39 
73-39 
11-26 
11-26 
11-26 
11-26 
73-40 
73-40 
73-41 
73-41 
11-25 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-26 
11-23 
73-36 
11-22 
73-37 
88-32 
89Α24 
88-32 
89A24 
89-43 
89829 
89-43 
89829 
73-32 
73-32 
73-33 
73-33 
73-34 
73-34 
11-13 
11-13 
11-14 
11-14 
11-15 
11-15 
11-16 
11-16 
11-17 
11-17 
11-18 
11-18 
11-19 
11-19 
11-20 
11-20 
44-19 
335-6 
337-6 
366-128 
69-14 
214-4 
335-10 
337-10 
252-36 


= 


ww 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARB-3120-545-5093 
1ARB-3120-516-0390 


1ARB-3120-234-7741 
14RB-3120-234-5469 


1ARB-1560-516-0588 


14RB-3120-662-1134 
1ARB-3120-4525-1423 
1ARB-1560-516-0587 
14RB-31202234-4098 
1ARB-3120-234-4098 
1A4R8-3120-234-4099 
l1ARB-3120-234-4099 
14RB-3120-234—7745 


14RB-3120-234- 1747 
14RB-1560-613-0666 
1ARB-1560-613-0666 
14RB-1560-613-0666 
1ARB-1560-613-0666 


1ARB-3120-525-1441 
1ARB-31204545- 5099 


1ARB-3120-525-8285 
14RB-3120-525^1440 


1ARB-15604618-9826 
1ARB-1560-618-9826 
1ARB-1560-618—-9826 
1ARB-1560-618-9826 
1A4RB-1560-618—9826 
1A4RB-1560-618-9826 
1ΑΒΒ-1560-618-9826 
1ΑΒΒ-1560-618-9826 
1ARB-1560-618-9826 
1ARB-1560-585-5135 
1ARB-1560-585-5135 
1ΑΒΒ-3120-241-1931 


LARB~3120=241=1926 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


FS103A65~2560 
FS103A65-,680 


Ε5103Α96- 26 
Ε5103Α96- 00 
FS103A97-62 
Р5103043-1 «135 
FS103D53-,79 
Р510351514=2,75 
F51035158-,037 
FS1035158-4,37 
FS10352322-4437 
FS103542-,250 
FS103543-4,250 
Ε5103554-.140 
F5103563-4687 
Ε5103574-- 78 
Ε5103575- 3443 
Р5103575-,343 
FS103S85-.,281 
FS103585-,281 
FS103S87~0648 
FS103587-34,00 
FS5104D123-1,18 
FS104D208-4248 
FS1045-10 
FS1045-10 
Ε51045-10 
FS1045=10 
FS105~0076™.63 
Ε5105-53-1 37 
FS105D128-4,900 
FS105D146-4380 
FS105D148-4,220 
FS105D158-4,406 
FS105D2422-,30 
FS105D2422-«47T 
FS105D2422-1410 
FS105D2422-1,28 
FS10502422-1,53 
FS105D2422-34,563 
Р5105032=,30 
FS105D32-4425 
FS105D32-4425 
Е5105032-,.498 
Ε5105032- 498 
Ε5105δ43- 09 
FS105D43-409 
FS105043~2093 
FS105043—044 
FS105043~050 
Е5105043-,50 
FS105D43-,620 
Ε5Ι05042-.70 
ჩ5105043-ა75 
Р5105043-,75 
FS105D43-4,750 
Е5105043-,78 
FS105D43-,81 
FS105D43-,81 
FS105D43-,82 
FS105D43-490 
FS105D43-.94 
FS105D43-,95 
FS105D43-04,21 
FS105D43-14,09 
FS105D43-14175 
Р5105043-1,72 


SOURCE 


NAVY CODE 
STOCK NUMBER 


Section HI 
Numerical Index 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


238A 
23-3 
137-20 
137-19 
298-38 
38-22 
263-19 
29-5 
309-29 
310-33 
251-34 
183-6 
180-27 
161-7 
205-14 
225-31 
8-6 
50-18 
20-12 
69=13А 
29=12 
29-7 
187-9 
20-27 
26=1 
31-5 
84-18 
312-14 
346-26 
141-12 
219-2 
223-4 
219-6 
183-3 
251-37 
252-44 
252-394 
251-38 
252-38 
252-39 
225-12 
225-13 
225-37 
69-15 
225-34 
248-8A 
249-9A 
228-29 
134-144 
251-10 
252-11 
218-114 


№ NO + 19 OO о O0 r> O) J IO = RR INL S + £ + = NN 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF 


SOURCE 
AF CLASS CODE | ΝΑΝΥ CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS INDEX NO. 


NAVY 


F5105D43-1472 252-25 1 
FS105D43-1475 104-11 2 
1ARB-15604529-8033 Е5105043-2 21 374-6 12 
FS105D43-24605 229-10 4 
1ARB-1560-516-0591 FS105D43-2462 230-8 4 
1A4RB-3120-525-1443 FS105043-2,81 229-22 8 
l1ARB-3120-525-1443 FS105D43-24,81 230-19 8 
FS105D43-221 373-22A 12 
FS105D43-34,39 229-13 4 
Ε51055Ρ43-3 439 230-10 4 
FS105053=23 301-10 2 
FS105053-297 44-20 H 
F5105D53-4420 231-14 2 
FS105D053-44,20 232-11 2 
FS105D54—4,156 232-14 6 
FS105054-.188 231-16 2 
FS105D054—4188 232-13 2 
FS105D54-4,216 231-18 2 
Е5105054-,216 232-15 2 
1ARB-3120-525-1445 FS105D54—,230 229-25 4 
14RB-3120-525-1445 FS105D54-4,230 230-22 4 
FS105054-4410 229-24 4 
Е5105054-~.410 230-21 4 
FS105D54—- 0426 231-18 2 
FS105D54-4426 232-16 2 
FS105D54-1492 229-23 2 
წ5105054-1ა92 230-20 2 
FS105D65-1453 252-19 1 
FS105D73-,100 193-41 1 
Ε51Ι05073-.100 225-35 4 
1ARB-3120-241-1933 Р5105083-,06 253-34 6 
1ARB-3120-241-1935 FS105D83-4,310 253-34 6 
14RB-3120-241-1936 FS105D84-1400 12-29 60 
1ARB-3120-241-1936 FS105084-1400 12-37 24 
1ΑΒΒ-3120-241-1936 FS105D84~1 00 12-9 12 
LARB~3120=241-1936 FS105D84-1400 74-18 12 
1ARB~3120~241-1936 FS105084-1400 74-26 12 
14RB-3120-241-1936 F5105D84-1,00 74-3 12 
Ε5105084-1 61 98-8 8 
FS105D84-1,63 98-13 8 
1ARB-3120-241-1937 FS105084-24231 12-29 6 
14RB-3120-241-1938 FS105D84-24,63 12-29 6 
FS105585-,109 229-12 2 
Е5105085-,109 229-15 2 
Е5105085-,711 229-16 2 
FS105D85-14,58 189-214 1 
FS105D85-2600 189-20 4 
FS105086~121 47-14 2 
FS105D86-47 47-13 2 
1ARB-3120-525-8288 FS105D93-,18 98-22 i 
1A4RB-3120-241-1939 FS105D96-,310 253-45 3 
1ARB-3120-525-1447 F51055104-1,03 225-30A 2 
FS51055126-38 202-8 2 
1ARB-3120-662-5454 FS105S543-4,26 217-8 2 
Ε5105543- 631 184-12 2 
1ARB-1560-662-7284 FS105S543-4,51 217-20 2 
1ΑΒΡΒ”: 2120-5255 1448 FS105S43—1624 136A23 2 
FS105S43-1450 217-14 2 
FS105554-1,4,43 95-14 4 
FS105S554—-14.443 139-8 4 
LARB=3220-241-1941 5105554-25 43-30 1 
FS105S73-,13 321-17A 1 
FS105573-,310 253-30 1 
1ARB-3120-525-8289 FS105$75-,38 217-13 1 
FS105S76~269 233-54 1 
Е5105576-,69 234-55 1 
1A4RB-3120-662-6840 FS105583-1403 225-25A 2 


1528 


Revised 1 December 1959 


АЕ CLASS CODE 
OR 
STOCK NUMBERS 


14RB-3120-241-1943 
1A4RB-3120-693-6875 


1ARB-3120-525-8290 


1ARB-3120-693-6876 


1ARB-1560—-580-9659 
1ΑΒΒ--1560-580-9659 
1ΑΒΒ-1560-580-9659 


1ΑΒΒ-3120 5533-3736 


1ტ08-3120-545-5097 
14RB-3120-241-6935 
1A4RB-3120-029-3519 
1ΑΒΒ--3120-029-3520 


1ΑΒΒ-3120--029-3522 
1ARB-3120-029-3522 
1A4RB-3120-029-3522 
1AR8-3120-241-6934 
1ARB-3120-24146932 
1ARB-3120-241-6932 


14RB-3120-4525-1454 


1ARB-3120-241-6930 


1ARB-3120-510-2747 
1A4RB-3120-238-6322 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


F5105584-4.122 
F$105585-4,062 


FS106-126-,37 
FS106A-53-178 
FS106A64—2 6420 
FS106A64~—2 06812 
FS106586-24510 
FS106596-24937 
F5107D43-1400D 
FS107D43-1400D 
F5107D63-.30 
FS107D63—056 
FS108A1816-14,250 
FS108D53-,195 
Е5108543-2.00 
Ε5108543-2 400 
Ε5108543-2 00 
FS108543-2432 
FS108543-2432 
Ε5108543--2 032 
Ε5108576-.500 
Е5108576-,.500 
FS109A1512-.97-,06 
FS109D53-17,093 
წ5109064–ა10 
FS109D64-410 
FS109D64-410-4,062 
F51095108-450-4,062 
Е51095108-,749-.062 
F$109$108-4809-4,062 
Ε51095108-531- 4062 


F$10951612-14.,4735-,10 


FS109$43-.,062—-4031 
FS$109543-1455—-.125 
FS109$43-1455-4250 
FS109553-4,120-4031 
F$1098553-4120—-4,031 
F5109553-,120—-4031 
FS109554—-,156-4.060 
FS5109554—-,156-4060 
FS109$54-4.156—-4060 
FS109$54-4,187—-4120 
FS109554—-4,312-4120 
FS109554-4,312-4120 
FS109554—-4375—4060 
F$109554—4,375—-4060 
FS109554—4,375-4060 
F$109554-4375-4060 
Ε510θ554-- 375-060 
FS109S54~ 6375-2060 
FS109S54&-4375-, 060 
FS109554-4,375-4,060 
FS109$54-4,315—4060 
FS109554—-,375—-6.060 
Е5109564~ 2024-0062 
Е5109564-~ 050-206 
FS109564-4,187-4062 
FS109564-.21-.062 
FS109564—-4250—-4340 
F5109564-.,300-406 
Е5109564~ 2460 
Ғ5109564-~0 024-0062 
Е5109564-~0 624-2062 
FS109S$64-0450—-4060 
Ε5109564-050-06 
Е5109574= 029 
Ε51095 76-25-0653 
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ΝΑΥΥ 
STOCK NUMBER 


SOURCE 


А 


CODE 


Е | NAVY 


VUVEZTVVGVIVIVVVUVG 


= 


09 5 992 92 9 9 0 92 739 29 9 >0 0.0 


FIGURE 
AND 


22-4 
30-1 
93-10 
232-38 
100-2 
100-12 
100-3 
100-11 
28-26 
28-7 
219-20 
219-21 
220-24 
99-12A 
176-108 
176-22 
177-11 
176-10A 
176-21 
177-10 
190-5 
192-12 
379-11 
219-26 
347-11C 
347-160 
348-14 
158-32 
183-14 
183-13 
148-26 
220-6 
161-12 
161-2 
161-3 
6-20 


205-10 
180-2 
180-23 
176-27 
177-27 
178-188 
180-30 
216-27 
143-8 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


о Ov N £ N + + + + T+ > + ror 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


14RB-15604614—-2953 
1ΑΒΒ-5306-638-1989 


1ARB~5306-638~1989 
14RB-5306-589-2752 
1ARB-5306-207-6191 
1ARB-5306-545-0240 
1A4RB-5306-286-9233 
14RB-5306*-478-2716 
14RB-5310-515-9505 
1ARB-5306-286-9231 
14RB-5306-286-9231 


1ARD—-5306-680-6062 


14RB-5306-478-2 123 
1ARB-5306-478-2725 
14RB-5315-200-4919 
1ARB-5315-282-3636 
14RB-5315—-664-2107 


14RB-3120-662-1239 
1A4RB-3120-234-5476 


14RB-1560-662-5608 


14RB-3120-661-9690 
1ARB-3120-662-1239 


14RB-15607198-7379 
1A4RB-1560-198-7379 
1ΑΒΒ-1560-198-7379 
1ARB-1560-198-7379 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
CODE 


AF |NAVY 


PART NUMBER 


FS109598-,125-4062 
FS144-20 
FS$144-24 
FS145-20 
FS145-24 
FS145-28 
FS146-27 
Ε5146-29 
Е5147-35 
FS147-45 
FS1470-3 
Ε5148-35 
Ε5148-35 
FS148-37 
FS148~63 
FS148-66 
FS148A62 
FS148A64 
FS150-37 
Ε5150-42 
Ε51539-16Η166 
FS1539-6-,53 
FS1539-6-1,31 
FS1714-26 
FS1714-28 
FS1714-28 
FS1714-28 
FS1714-40 
FS1714-43 
FS22295$119-,38 
FS2229585-,062-,14 
FS2221553-4150 
FS2221553-4160 
FS2221553-4,160 
FS2221553-,18 
FS2221575-,28 
Е52221575-.60 
FS22295119-,38 
FS2229553-03-,15 
FS2229585-4062-,18 
FS2491-3-4 
FS2491-3-4 
Е52491-3-4 
FS2491-3-4 
FS2491-3-4 
FS2491-4-2 
FS2491-4-2 
F52491-4-4 
FS2491-4-4 
FS2491-6-2 
Ες2491-6-2 
Е52491-6-2 
FS2491-6-2 
FS2491-6-4 
FS2491-6-4 
FS2491-6-4 
FS2491-6-4 
F52491-8-2 
FS2491-8-2 
FS2491-8-4 
F52491-8-4 
FS2491J3-2 
FS2491J3-2 
FS2491J3-2 
FS2491J3-2 
FS2603-3-14 
FS2603-3-16 


NAVY 
STOCK NUMBER 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


253-36 
333-25 
59-12 
65-12 
333-21 
65-11 
333-16 
333-17 
24-9 
136-27 
321-17 
24-10 
346-8 
346-8 
309-27 
309-27 
309-27 
309-27 
45-32 
45-29 
354-168 
180-18 
180-17 
385-20 
372-11 
385-20 
387-8 
372-11 
372-11 
204-3 
374-17 
6-20 
6-23 
7-25A 
31-26 
373-8 
340-24 
204-5 
31-26 
374-17 
46-26 
61-6 
213-10 
221-5 
334-6 
60-6 
228-11 
60-5 
228-10 
212-7 
213-6 
334-11 
334-17 
212-8 
213-7 
334-12 
334-18 
46-23 
212-11 
46-24 
212-12 
46-25 
61-5 
213-11 
334-5 
183-16 
20-34 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARB-1560-530-0831 


1ARB-5330-147-0897 
14RB-5330-147—-0897 
LARB~5330~147-0897 
1A4RB-5330-147-0897 
1ARB-1560-320-6458 


3110-159-9554 
5820-224-6955 


1660-5841-698~6048 


4259-1680=370-4898 


5821-536-0244 
5821-536-0244 


3020-094-2606 
3020-094-2606 
3020-094-2606 


3120-661-7522 
3120-661-3451 
3120-661-3451 


5509-6685-244-9117 
5509—-6685-244-9117 


5325-141-4002 

5325-141-4004 

4259-1680-370-4903 
4259-1680-535-8636 
4259-1680-516-8189 
4259—-1680-323-2385 
5555—-1660-536-8084 
6103-6685-527-7T11 
6103-6685-5217-77T1 
6103~6685=527~7777 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


FS2603-3-4 
FS2603-3-4 
FS2603-3-4 
FS2603-3-4 
FS2603-3-8 
FS2603-4-14 
FS2603-4-4 
FS2603-4—-4 
F52701-450-,064 
FS2701-450-*,064 
FS2701-450-,064 
FS2701-450-4,064 
FS2701-450-,064 
Ε52701-1.00”-.051 
FS2701-63— 0064 
FS2901-1 
FS3509-90H 
FS3707-2 
FS4311-5 
FS4423-616-22 
FS4800 

FS4800 

FS4800 

FS4800 
FS6228-25-672 
F57130-31-840 
FT154B 

FT3 

ΕΤάΟδΑ 

FT&09 

FT&16A 

FT&16C 

FT&&6A 

ЕТ&АТА 

FT470 

FT4&70 
FYLC2595-4 
FZT6BL 

F1 

F10A 

F10A 

F103M 

F160 

F160 

F160 

F20-4 

F44-14 

F710-1 

F710-1 

F90/AIC 
F90/AIC 
F90/AIC 
F90/AIC 
F90/A1C 

6Α154Α 

бА15А 

GB68 

GH5 

GH6 

GYLC3678 
GYLC3878 
CVLC4163 
GYLC617 

Gi 

61 

61 

G1 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 
INDEX NO 


143-3 
143-6 
143-9A 
143-98 
31-12 
183-17 
143-2 
143-5 
233-29 
234-21 
234-38 
235-16 
235-33 
274-36 
87-% 
234-23 
311-6 
133-18 
381-13 
369-25 
88-3 
89-3 
89A3 
8983 
362-6 
362-6 
114-22 
253-29 
113-9 
113-13 
114-5 
114-5 
171-22 
171-20 
41-28 
42-19 
299-31 
112-8 
351-30 
41-29 
42-20 
116-5 
43.5 
187=10 
214-23 
157-19 
87-5 
67-10 
68-10 
113-22 
113-5 
114-6A 
241-37 
114-6 
317-37 
317-44 
210-5 
368-25 
368-26 
92-6 
370-22А 
298-31 
92-7A 
83-30 
85-38 
86-42 
319-12 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


2332-6680-240-5463 
2332-6680-240-5463 
2332-6680-240-5461 
2332-6680-240-546] 
2332-6680-240-5462 
2332-6680-240-5462 
42245-2925-201-4011 
4224-2925-327-9854 
4611-1650-513-4742 
4611-1650-513-4742 
4611-1650-180-4875 
4611-1650-180-6160 
4611-1650—-485-7690 
4803-1650-328-2242 
4803-1650-4516-6911 
5930-243-2385 

5826-373-1902 

3120-698-0161 

5965-295-7160 


5965-256-1197 
5965-256-1197 
5340-489-5430 
5340-489-5430 
5340-489-5435 


5965-284-5856 
5965-284-5856 
5965-284-5856 
5965-284-5856 
5965-284-5856 


1660-5826-254-8139 
1660-5895-505-0587 
1660-5895-260-4228 


1600-5826-505-3092 


5826-505-2222 
5826-505-2222 
1600-5826-505-3093 
1600—-6605-234-4788 
1600-6605-234-47B88 
1660-5841-566-6402 


1600-5995—223-5320 
1600-5995-223-5320 


5826-536-4243 
5930-636-2862 

5930-636-2862 

5930-327-7913 

4579-1660-536- 7912 
4579-1660—-340-0103 
4579-1660-340-0103 
4579—-1660-697-0939 
4579-1660-697-2643 
4579-1660-536-7915 
2332-6680-527-7423 
2332-6680-527- 7422 
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G1098C10 
G1098C10 
G1098C14 
G1098C14 
61098ς9 
G1098C9 
G129-195 
6300-48 
HC2133M2 
HC3000M4 
HC4138 
HC4142 
HC4697 
HC5000 
HC5172M1 
HN-RNN12 
HOUSING 
HSB140H 
HS33A 
H4/AR 
H4/AR 
H46A/UR 
H46A/UR 
H4600~040-040 
H4600-040~040 


H5000—-4040-4,081 


H5000-032-164 
H78/AIC 
H78/AIC 
H78/AIC 
H78/A1C 
H78/AIC 
ID-307/ARN-21 
ID14A/ARN1 
ID169A/APN12 
ID169B/APN12 
10169/APN12 
ID249B/ARN14 
ID249/A/ARN14 
ID250/A 
10250/ARN 
1D250/ARN 
ID250/ARN14 
10251/ARN 
ID251/ARN 
ID257/APN22 
ID310/ARN-21 
ID351A/ARN14 
ID351/ARN14 
10387/А 
1068/ΑΡΝά 
1Ё%30=320-15 
IF430-320-15 
IK257A/APN22 
IP58/APN70 
IVA1 

IVA1 
IVA11 
IV40-210 
Iv40-213 
Ιν40-213 
IV40-301 
IV40-550 
IV40-750 
Ј67019А12 
J67019A13 
J67019A16 


PART NUMBER 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


10-26 
12-33 
73-14 
74-13 
10-27 
12-32 

370-6A 

370-7 

351-10 

263-18 

351-118 

351-12 

351-11А 

284-8 

263-23 

363-6 

169-18 

361-25 

200-1 

172-41 

201-1 

113-1 

114-5А 
94-2А 

139-17 

373=1А 

316-11A 

113-2 

114-58 

132-41 

169-25 

200-2А 

132-45 

313-46 

113-12 

113-12 

113-12 

313-45 

313-45 

313-11 

114-15 

172-8 

313-11 

114-14 

172-12 

313-47A 

313-54 

313-45 

313-45 

313-45 

171-21 

128-24 

173-35 

313-47A 

113-16A 

158-46 

353-3Α 

352-4 

134-12 

293-16 

294-2 

312-15 

299-26 

301-2 

313-33 

313-34 

313-34 


TOTAL | MICRO 
QTY | FILM 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΤΠ 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS INDEX NO 


J67019A17 
4224-2925-141-9748 JH17115R 
5935-194—3081 JK26 
5935-194-3081 JK26 
5930-241-8256 JVI 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-241-8256 JV1 
5930-504-6855 Jv5 
JYLC3670-2 
4259-1680-516-8275 JYLC3670-34A 
5935-549-4578 J139/AIC 
J16/ARC5 
J16/ARC5 
J22B/ARC5 
4911~2995=449=2373 J3408-1 
4911-2995-211-5295 J3408-5 
5B05~534~6346 J37 
1600-5821-538-7929 J68/ARC3 


= Pe DO PO + DO PO P9 PO ჩა PO PO. PO PO PO 2 = ror 


3110—-142-4491 

3110-142-4312 
1600-5821-240-0506 KY65/ARA26 
3110-142-4294 К12А 
4849-2915-032-8120 K1270B1 
4849-2915-032-8120 K1270B1 
4849—-2915-032-8120 K1270B1 
4849—-2915-032-8120 
4833—-2915-202-5608 
4833-2915-202-5608 
4849-2935-141-9090 
4849—2935-14]1-9090 
6230-519-2109 


3110-142-4279 
3110-142-4281 
4849—-2935-032-8140 
4849-2935-032-8140 


4846-1650-697-2785 
5320-489-4823 
5320~489~4823 
5320-489-4823 
5320-489-4823 


სა NJ ასა ES ру PO i EOD PO HA. # OS IS += ES S СО დ № = CO. о NP 


5965-636-4230 LS184/A1C10 
5965-636-4230 LS184/AIC10 


4291-2910-328-0733 


4846~1650-697-2785 
MC124 X 100,00 
MC124 X 107.00 
MC124 X 36450 
1600-5975-212-7219 MC163B 
1600-5975-212-7219 MC163B 
MC203 
1600—-5821-093-6619 ME57 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy| INDEX NO. 


1600-5821-093-6619 ME57 170-18 1 
4519-1660=694-7433 MF112 297-17A 2 
4841-1650-540-0148 MF 36-3909=30ZE2 209-49 1 
7831-248-7225 MI24823 132-38 1 
7831-248-7225 MI24823 169-29 2 
5831-538-4250 MI24824 113-5A 2 
5831-538-4250 MI24824 114-9A H 
5831-240-0885 MI24826 113-5B 2 
5831-240-0885 MI24826 114-8A 1 
5965-636-4230 MI 24827 113-4 2 
5965-636-4230 MI24827 132-24 1 
1600-6125 -373-1917 MI24828 132-31 1 
1600~6125=373~1916 MI24829 132-29 1 
5965-284-5856 MI24831A 113-2 3 
5965-284-5856 МІ 24831A 114-58 1 
5965-284-5856 MI24831A 132-41 1 
5965-284-5856 М124831А 169-25 1 
1600-δ125-305-1029 ΜΙ 24888 132-30 1 
1600-5821-4505-1855 MI25100 114-29 1 
1600-6125-507-3792 MI25102 114-31 1 
5826-505-0836 ΜΙ 25105 113-17A 1 
1600-5985-296-9463 MI25108 132-9A 1 
1600—-5975-338-3974 MI25109 114-30 1 
1600-5975-338-1636 MI25110 114-32 1 
5945-349-9665 MI 25112 352-58 1 
1600-5975-330-3561 M125114 132-9B 2 
1600-5821—-332-3864 MN92B 95-1 H 
4911-5970-303-9763 MR43-18 369-20 

4911-2995-373-5843 MR43-18A 369-20 

4911-2995-091-3488 MRA43FSA 369-19 

4911-2995-037-1909 MR43SA 369-19 

2303-6625-544-5897 MSB201 130-34 H 
2303-6625—-544-5897 MSB201 131-35 1 
4730”-050-4203 М515001-1 347-16 2 
4730-172-0049 MS15006-1 135-9 2 
5310-149-9132 MS20002-4 207-71 4 
5310-149-9132 MS 200024 211-20 & 
5310-596-1766 M520002C4 207-71 4 
5310-596-1766 MS20002C& 211-19 4 
5306-206-1353 MS20004-10 207-57 12 
5306-638-3157 MS20004-12 211-21 4 
5306-638-3157 MS20004-12 371-1A 4 
5306-208-7388 MS20004-16 100-36 4 
5306--208-7388 Μ52000 4-16 207-71 4 
5306-638-7737 MS 20004=20 207-71 4 
5306-207-1070 MS20005-16 211=5 & 
5306-206-9651 MS20008-24 350-9D 2 
5340-598-0242 М521919616 116-12 2 
5340-598-0242 М521919616 117-13 2 
5340-598-0242 М521919616 118-11 2 
5340-598-0242 M521919C16 119-13 2 
5340—598-0242 MS21919616 120-13 2 
5340~598-0242 М521919616 121-12 2 
5340—598-0242 MS21919616 122-9 2 
5340-598-0242 М521919616 123-12 2 
5340-598-0242 М521919616 307-10 2 
5340-598-0242 М521919616 382-14 8 
5340-598-8056 MS219196G20 382-10A 2 
5340—664-—-2382 М521919632 382-10Α 2 
5340-531-6805 М521919636 382-14 8 
5340-286-9440 M52191964 371-22 4 
5340-286-9440 М52191964 381-10 2 
5340--286-94 40 М52191964 382-21 4 
5340—-286-9440 MS2191964 388-2 4 
5340-291-5342 MS2191968 387-2B 8 
5340~597-9399 MS21919H11 385-1A 2 
5340-291-5349 MS21919H8 385-8 2 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


5925-174-8805 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925—-174-8807 
6220-2853-9841B 
6220—-283-9841B 
6220-283-9841B 
6220-283-9841B 
5925-174-8807 
5925-174-8807 
5925-174-8807 
5925-174-8807 
2303-6610-557-3176 
2303-6610-557-3176 
2303-6610=557-3176 
2303-6610-557-3176 
2303-6610-557-3176 
2303—6610—-557-3176 
2303-6610-557-3176 
2302-6610 -551-3176 
23032--6610-551-3610 
2303-6610-551-3610 
2303-6610-551-3610 
2303—-6610-551-3610 
2303—-6610-551-3610 
2303-6610-551-3610 
2303--6610--551-3610 
2303-6610-551”-3610 
6103-6685-557-0371 
6103-6685—553-8988 
6103—-6685-553-8988 
6103-6585-553-8986 
6103-6685-557-0370 
6103-6685-—-557-03T70 
6103-6620-557-0830 
6103-6620-557-0830 
6134-6685-515-4594 
6270-6605-515-4766 
4804-1650-593-5105 
6143-6685-514-5233 


4720-289-4871 
4720-289-5128 
4720-202-8172 


4720-289-6337 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


MS 25005~25 
MS25005=5 


M$25005-5 
MS25005-5 
MS25005-5 
MS25005-5 
MS25005-5 
MS25005-5 
MS25005-5 
М525005-5 
MS25005-5 
MS25005-5 
MS25005-5 
MS25005-5 
MS25010-3 
MS25010-3 
MS25010-3 
MS25010-3 
Μ525010-3 
MS25010-3 
M$25010-3 
MS25010-3 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-1 
MS28002-3 
M528002-3 
MS28002-3 
MS28002-3 
MS28002-3 
MS28002-3 
MS28002-3 
MS28002-3 
MS28004-1 
MS28005-1 
MS28005-1 
MS28005-3 
MS28009-1 
MS28009-1 
М528010-1 

MS 28010-1 
MS28010-3 
MS28012-73 

MS 28016AB4 

MS 28018-1 

MS 28741-10-234 
MS28741-10015,00 
MS28741-10D25,50 
MS 28741-12016,50 
M$28741-12025,50 
MS 28741-16-0220 
MS 28741-20~15450 
MS28741-32-0310 
MS 28741~32~0370 
MS28741-32-0550 
MS28741—-4—-0104 
MS28741-4—0120 
MS28741-4=0144 
MS 28741-4-0145 
MS28741-4—-0190 
MS28741—4—-0225 
М528741-4=0242 
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NAVY 
STOCK NUMBER 


ον FIGURE 
AND 


122-4A 
116=30 


117-3 
117-37 
118-36 
118-7A 
119-40 
119-8A 
120-3 
120-39 
121-3 
121-36 
122-31 
123-3 
114-38 
239-43 
240-46 
242-47 
244-41B 
245-48 
246-43 
248-43 
239-28 
240-30 
242-30 
244-30 
245-30 
246-30 
248-30 
250-30 
239-27 
240-29 
242-29 
244-29 
245-29 
246-29 
248-29 
250-29 
313-24 
385-14 
387-54 
385-15 
313-27 


313-63 
313-32A 
313-3C 
313-28 
326-1 
280-48 
313-25 
358-2 
55-29 
55-25 
55-26 
55-30 
274-24A 
71-34 
85-54B 
85-54B 
86-34 
386-1 
386-6 
387-2 
387-2 
380-37A 
387-16 
357A2 


Section IIT 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS INDEX NO. 


AF |NAVY 


4720-595-2378 MS28741-4-0324 387-2A 2 

MS28741—-4-0343 357A18 2 

4720-274-9267 MS28741—-4-0374 84-37 2 

MS28741—4—-0414 84-38 2 

М528741-4—24,.00 364-25 1 

М5 28741-4-24,00 365-25 1 

М528741-4=245 358-1 2 

MS$28741—-4-271 357A44 2 

MS28741—-4-277 358-34 2 

MS 28741~4~28 600 364-26 1 

MS 28741-—4=28 600 365-26 1 

M528741-4-287 357#43 2 

M528741-4-287 358-33 2 

MS28741-4-32,50 387-2А 2 

MS28741-4~33 57-9 1 

MS 28741-4-343 358=15 2 

MS28741=4-35 57-10 1 

MS28741-6-17.00 364-2 1 

MS28741-6-174,00 365-2 1 

MS28741-6-21400 365-1 1 

MS28741-6-600 358-16 4 

5330-171-5047 MS28782-10 279-13 2 

5330-329-2513 MS28782-13 279-8 2 

5330—-329-2514 MS 28782~15 210-17 2 

5330-171-5075 MS28782-16 210-23 2 

5330-171-67δ7 MS28782-21 279-11 2 

5330-171-6755 MS28782-25 210-25 2 

MS29512 71-28C 2 

5330-263-8028 MS29512-4 84-42 4 

5330-263-8030 MS29512-6 71-33 8 

5895-332—7222A MT-928/ARN-21 132-45 1 

1600-5945-049-9091 MT1042/ARA25 133-2A 1 

1600-5821-024-5391 MT1043/ARA25 133-1A 1 

1600-6125-305-1029 MT1059/U 132-30 1 

1600-6125-303-5953 MT1060/U 132-32 1 

1660-5826-090-2976 MT1094/U 96-3 1 

1600-5975-330-3561 MT1169/U 132-9B 1 

5895—-333-9592 MT1385A 114-5 1 

1660-5841-194-6912 MT14A/APNI1 170-2 1 

1660-5841 --194-6912 MT14/ARN1 169-21 1 

1600-6125-507-3814 MT164/ART13 133-6 H 

MT164/ART13A 170-14 1 

MT198/ART13 132-4 1 

1600-5821-563-1491 MT198/ART13A 171-18 1 

MT203/APN4 171-20 1 

MT203/APN9 113-16 1 

MT230A/ARC1 170-20 1 

MT230/ARC1 170-20 1 

1660-5821-518-4944 MT236A/ARC3 133-5C 1 

1600-5821-518-4944 MT236B/ARC3 133-5C 1 

1600-5821-334-9295 MT237B/ARC3 132-11 1 

1600-5821-333-8530 MT237C/ARC3 132-11 1 

1600-5821-090-3705 MT238B/ARC3 132-13 1 

MT238C/ARC3 132-13 1 

1600-5826-347-9297 MT273B/ARN6 132-18 H 

1600-5826-347-9297 MT2738/ARN6 170-32 2 

1600—-5826-090-3712 MT274A/ARN6 132-18 2 

MT281/ARN27 171-16 1 

5820-369-6793 MT284/ART13 113-25 1 

5820-369- 6793 MT284/ART13 171-27 1 

1660-5841 -518-4948 MT362A/A 169-22 1 

1660-5841-518-4948 MT362A/A 170-3 1 

1600-5340-327-&218 MT461/ARR15 171-14 2 

5826-343-0936 MT5/ARR2 170-24 1 

1600-5826-612-1269 MT556/AIC 113-11 4 

1600—5826-091-0487 MT589A/ARN12 132-20 1 

1600-5826-392-5894 MT589/ARN12 132-20 1 
k= 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1600-5826-392-5894 
1600-5826-522-3436 


1600-5826-522-3436 
1600-5826-522-3438 
1600-5826-522-3438 
1600-5826-3353-8532 
1600-5826-512-9066 
1600—-5826-512-9066 
1600-5826-343-0933 


1600-5975-512-9067 
1600—5821-355-9210 
1660-58414317-6170 
1660-5826-090-2987 
1660-5826-090-2988 
5821-355-9209 

1600-5975-338”39Τ4 
1600-5975-338-1636 


5970-522-7765 
5970-522-7765 
5970-522-7765 
5970-295-8499 
5970-295-8499 
5970-295-8499 
5970-295~8499 
1600-5985-090-0024 
1600-5985-090-0024 
1600-5985-090-0024 
1600-5985-090-0024 
1600-5985-090-0024 
1600-5920-197-5410 
1600-5920-197-5410 
1600-5920-197-5410 
1600-5985-166-4315 
1600-5985-166-4315 
1600-5985-166-4315 
1600—-5831-538-4250 
5821-505-2261 


2234-6615-561-4446 
4922~6140-333-8979 


5965—254-—-9228 
5965-254-9228 


5930-259-9670 


4010-190-0463 
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T.O. 1C-119F-4/NAV AER 01-115CCB-4 


PART NUMBER 


MT589/ARN12 
MT627/ARN14 


MT627/ARN14 
MT628/ARN14 
MT628/ARN14 
MT677/AIC 
MT691/ARN18 
MT691/ARN18 
MT7A/ARR2 
MT778/AT1C5A 
MT78/ARC5 
MT78/ARC5 
MT78/ARC5 
MT796/U 
MT822/ARC27 
MT803/APN22 
MT810/U 
MT811/U 
MT821/ARC27 
MT971/U 
MT972/U 

MW2 

MW2 
MX20/ARC5 
MX270/AR 
MX270/AR 
MX270/ AR 
MX273/AR 
MX273/AR 
MX273/AR 
MX273/AR 
MX274/AR 
MX274/ AR 
MX274/AR 
MX274/AR 
MX274/AR 
MX276/AR 
MX276/AR 
MX276/ AR 
MX656/AR 
MX656/ ΑΒ 
MX656 / AR 


M34/AIC 
M34/AIC 

M396 

M396 

M4029M1 

M826 
NAF1066F4-51 
NAF1088-1-11 
NAF1088-1-5 
NAF1088-1-6 
NAF1088-1-6 
NAF1088-1-7 
NAF1088-1A 
NAF1088-1A-5 
NAF1088-1A6 
NAF1088—-1A7 
NAF1088-1A9 
NAF1088-2C 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO 


170-38 
132-24 


170-34 
132-25 
170-36 
132-28 
132-23 
170-30 
170-25 
172-2 
170-10 
172=40 
201-18 
132-8 
132-16 
169-16 
113-16 
113-168 
132-6 
114-30 
114-32 
130-29 
131-7 
170-27 
41-17 
41-42 
42-46 
41-12 
41-14 
42-3 
42—39 
41-16 
41-40 
42-43 
42-49 
&2<7 
41-15 
42-4 
42-740 
41-12 
42-1 
42-37 
247-39 
247-36 
197-2 
158-6 
313-20 
172-42 
196-11 
113-3 
114-5C 
41-27 
42-17 
197-2 
387-3 
204-20 
178-40 
205-1B. 
205A23 
205A6 
178-39 
205-1B 
321-18E 
207-46 
202-13 
184-6 
93-2 


Section HI 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 
PART NUMBER STOCK NUMBER AND QTY | FILM 
AF | Navy| INDEX NO. 


NAF213264-6 201-2 
NAF213265-1 172-37 


H 
H 
NAF215689 201-22A H 
4923-5355—-668-1331 NAS121R125 233-28 2 
4923-5355-668-1331 NAS121R125 234-24 1 
4923-5355-668-1331 NAS121R125 235-19 H 
4923-5355-667-9204 NAS121Y125 186-11 1 
4923-5355-667-9204 NAS121Y125 255-33 1 
4923-5355-523-2074 NAS123R125 134-13 2 
5310-149-9125 NAS143-12 24-20 4 
5310-149-9125 NAS143-12 360-25 6 
5310-149-9125 NAS143-12 368-30 8 
5310-149-9119 NAS143=12C 368-32 8 
5310-149-9144 NAS143=4C 59-12 2 
5310-149-9144 NAS143-4C 333-24 8 
5310-149-9144 NAS143-4C 342-29 14 
5310-149-9131 NAS143-5 65-11 2 
5310-149-9131 NAS143-5 65-12 2 
5310-209-3516 NAS143-5C 33-3 8 
5310-209-3516 NAS143-5C 33-6 12 
5310-209-3516 NAS143-5C 65-11 2 
5310-209-3516 NAS143-5C 65-12 2 
5310-209-3516 ΝΑ5 143-56 333-20 20 
5310-209-3516 M#5143-5C 342-30 4 
5310-149-9146 NAS143-6C 333-15 12 
5310-149-9146 NAS143-6C 342-31 2 
NAS143-7C 2-24B 34 
NAS143-7C 24-9 8 
NAS143-7C 136-27 8 
5310-149—-9128 NAS143-8 346-8 6 
5310-149-9128 NAS143-8 350-9D 2 
5310-209-3562 NAS143=8C 2-23 2 
5310-209-3562 МА5143-8С 24-10 8 
5310-209-3562 NAS143=8C 309-27 2 
5310-209-3562 NAS143-8C 346-8 6 
5310-209~3562 NAS143-8C 350-90 2 
5306-579-0211 NAS144=19 207-2 8 
5306-579-0212 NAS144-20 342-29 2 
5306-579-0209 NAS144-39 342-29 2 
5306-282-5500 NAS145-24 342-30 4 
5306-282-3625 NAS145-26 33-6 8 
5306-282-3626 NAS145-27 33-6 4 
5306-206-3577 NAS145-44 33-3 8 
NAS146-19 45-33 
5306-206-0810 NAS146-20 45-33 
5306-281-9718 NAS146-27 45-33 
5306-281-9718 NAS146-27 309-31 
5306-281-9718 NAS146-27 309-34 
5306-281-9718 МА5146-27 342-31 
5306-286-1406 NAS146-29 45-33 
NAS147-21 45-30 
5306-282-4713 NAS147-31 2-24C 
5306-282-5213 NAS147-32 45-30 
NAS147-33 45-30 
5306-282-2183 NAS148A32 2-23 2 
5306-282-5222 NAS152—-49 . 368-32 8 
4519-1680-397-5197 NAS162 216-10 2 
4519-1680-340-0045 NAS164 216-11 2 
ΝΑ519-3Α 130-26 1 
NAS19=3A 131-38 1 
NAS19~6A 163-23 1 
NAS19-BA 79-17 2 
NAS19=8A 80-17 2 
5306-282-3188 NAS20-428-16 191-9 2 
NAS22-3-7 163-30 1 
5305-282-8607 МА5229-9 15-10A 


192 
196 


5305-282-8607 NAS229-9 15-17A 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
CODE FIGURE | TOTAL | MICRO 
AND QTY | FILM 
μασ INDEX NO. 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


PART NUMBER 


5305-282-8607 


5307-292-5316 


1ARD-5340-677-2265 


ΝΑ5229--9 


NAS303-03-1175 
NAS303-12-0230 
NAS303-23-147 
NAS303-26-82 
NAS303-33-107 
NÀS303-33-317 
NAS303-33-646 
NAS303-434-104 
NAS303-35—-465 
NAÀS303-36-200 
NAS303-37-173 
NAS306-6-733-2556 
ΝΑ5306-6-33-3021 
NAS316-27~-1561 
NAS316-27-2620 
NAS316-37—1896 
NAS316-37-840 
NAS354—4-—-530 
NAS354-5~530 
NAS355-60-770 
NAS356-63-11456 
NAS356~84~7 600 
NAS358-80-17425 
NAS358-80-23,75 


NAS420D4-63 
NAS420D6-12 
NAS420D6-24 
NAS42DD6-24A 
NAS42006-42 
NAS42DD6-44 
NAS42DD6-45 
NAS42DD6-48 
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15-23A 


lARD-1560-525-4457 NAS25-4KL 87-17 
14RD-1560-525-4458 NAS25~4KR 87-18 
5307-637-8329 NAS27-4-28 87-14 
3110-108-7465 NAS290-4 352-16 
3110-108-7465 NAS290-4 353-25 
3110-108-7467 NAS290-6 352-13 
3110-108-7467 NAS290-6 353-21 
МА5294-45 363-20 
3110-108-7423 NAS294-8D 347-7 
3110-108-7423 NAS294-8D 348-25 


203-11 
203-10 
203-12 
203-13 
144-19 
144-13 
144-14 
144-8 
144-10 
1454-17 
144-18 
334-8 
334-8 
208-5 
208-24 
208-5 
208-4 
28-3 
28-3 
92-10 
234-60 
217-1 
178-11 
178-10 


3020-277-1379 NAS376-2 339-5 
NAS376-4 230-12 
МА5376-4 230-9 
3020- 528-9963 NAS377=2 229-11 
3020-528-9963 МА5377-2 229-14 
3020-528-0507 NAS378-1 217-12 
NAS42-4-51 229-21 
NAS42=4-51 230-18 


125-17 
252-20 
148-25 
377-16 
252-23 
326-4 

252-21 
282-32 


NAS42DD6-64 282-12 
МА542006-87 348-24 
5306-282-5083 NAS428-3-10 232-34 
5306-282-2229 NAS428-6-20 347--2Α 
NAS4&28-6-22 215-7 
NAS43-1—-8 124-33 
NAS43—-3-10 25-10 1 
NAS43—-3-16 47-4 
NAS43—3-16 251-26 
NAS43~3-16 252-41 
NAS43—-3-172 63-34E 
5340—-303-3365 NAS43-3-20 47-4 
NÀAS43—-3-23 226-24 
МА543-3-23 286-18 
NAS43-3-284 60-15 
NAS43-3-284 61-15 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


ა ; Ў SOURCE l 
AF CLASS CODE > NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 


STOCK NUMBERS NAvy| INDEX NO. 


NASA43-3-30 63-34C 1 
NAS43~3-32 255-34 2 
NAS43~3-37 336-5 1 
NÀÁS43-3-44 319-14 8 
NAS43-3-46 319-14 32 
NAS43~3=47 319-14 AR 
NAS43-3-72 63-340 1 
NAS43-3-71 319-45 2 
5340-303-3363 NAS43-3-8 387-11 6 
ΝΑ543-3-81 63-27 1 
NAS43-3=88 141-8 2 
NAS43—4-100 61-9 4 
M#543-4-104 204-28 3 
M#543-4-104 205-9 3 
NAS43-4-145 346-25 1 
NAS43-4-16 60-11 2 
NAS43-4=16 61-11 2 
M#6543-4-19 60-14 2 
NAS43-4-19 61-14 2 
NAS43—-4-21 60-12 2 
NAS43-4~21 61-12 2 
NAS43-4-2] 206-12 1 
МА543-4&-21 207-17 2 
M#543-4-33 60-13 2 
NAS43-4-33 61-13 2 
NÀS43—4—40 64-9 2 
NAS43—4=44 64-9 2 
NAS43-4-49 62-33 4 
NAS43-4-5 64-11 2 
NAS43-4=57 62-32 2 
M#543-4-57 64-10 2 
NÀS43-4—64 298-32 6 
NAS43-4-85 60-9 4 
NAS43-4—-85 61-9 4 
NAS43-4-86 352-17 1 
NAS43—-4-B6 353-26 1 ` 
NAS43-4-88 60-10 2 | 
ΝΑ543-4--88 61-10 2 
NAS43-4—-9 64-11 2 
NAS43—-6-25 216-40 2 
ΝΑ543-6-32 234-57 1 
NAS43-7-60 211-39 4 
NAS&3C3-15 226-22 2 
МА553С3-23 144-12 2 
NAS43C3=27A 225-17 6 
МА543С8-35 338-6 2 
NAS43DD12-6 253--46 3 
NAS4&3DD3-108 269-13 3 
NAS43DD3-12 41-13 2 
МА543003-~27 63-32 2 
NAS43DD3-31 62-14 1 
NASA43DD3-31 63-8 1 
NAS430D3-33 63-32 2 
NAS43DD3-47 274-36 4 
NAS430D3-47 319-19 34 
NAS43DD3-50 251-18 1 
NASA43DD3-79 21 1 
МА543003-83 63-17 1 
NAS43DD4-102 229-31 2 
NAS43DD4-102 230-28 2 
M#543004-123 229-29 2 
NAS43D04—123 230-26 2 
NAS43D04-134 229-26 4 
NAS430D4-134 230-23 4 
NAS43DD4-160 351-5 2 
NAS430D4—168 351-4 2 
NAS43DD4—184 232-55 1 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


6150-245-468 
6150-245-4648 
6150-247- 7492 


6150-245-4655 
6150-245-4653 


5306-639-2330 
5306-292-8591 
5306-206-6373 
5306-514-6671 


5306-558-8946 
5306-207-4220 
5306-207-4220 
5306-282-4695 
5306-639-2253 


5340-530-6783 
5340-256-2843 
5340-256-2843 
5340-256~2843 
5340-252-4747 
5340-205-4236 
5340—-514-1464 
5340-252-4164 
5340-514-1454 
5340—-260-4882 
5340-530-6778 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


M#543004-220 
M4543004-24 


M#ტ543004-41 
NAS430D4—418 
NAS43DD4-426 
NAS43DD4—45 
NAS43D04-47 
NAS43DD4—47 
NAS43DDA4-58 
NAS43DD4~58 
NAS43DD4-91 
NAS43DD4-91 
ΝΑδά 2004-96 
NAS43DD6-16 
NAS43DD6-40 
NAS&3DD6—73 
NASA3DD6-83 
NASA43HT6-12 
NAS430-3-27A 
NAS431-76 
NAS44~10=2 
ΝΑ544-10--2 
NÀS44-10-3 
NASA44—416-3 
NAS44-456-3 
NAS44-456~6 
NAS442-032-164 
NAS443-12 
NAS443=12 
NAS443—-5 
NAS443—6 
NAS443~7 
NAS443=8 
NAS4&5-10-16C 
NAS45-10-16C 
МА545-10-16С 
NAS45-10-16C 
NAS45-10-16C 
NAS45-10-16C 
NAS45-10-3 
NAS45—10-8C 
NAS45—-416-3 
NAS45~6-10 
NAS464~-10-21 
NAS464=12~60 
NAS464—3-15 
NAS464-—4—20 
МА5464~4-22 
NAS464—4—63 
NAS464-4-63 
NAS464=4-65 
NAS464-8-64 
NAS464-8-64 
NAS464-8A70 
NAS464-9A-91 
NAS464P12—-42A 
NAS50-131 
NAS50-143 
NAS50-143 
NA$50-143 
NAS50-150 
NAS50-156 
NAS50-168 
NAS50—-200 
NAS50-275 
М№МА550-387 
NAS50~81 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 


Section HI 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


INDEX NO 


53-5 
381-24 
230-11 
232-46 
232-45 
230-11 
229-30 
230-27 
229-28 
230-25 
229-27 
230-24 
287-46 
215-21 
53-4 
53-30 
53-36 
351-7 
225-20 
92-9 
162-17 
164-12 
163-31 
162-16 
162-16 
111-29 
316-11A 
45-29 
45-32 
33-3 
45-33 
45-30 
59-4 
79-18 
80-18 
131-39 
162-15 
163-32 
164-14 
157-13 
164-13 
162-14 
114-13 
363-28 
350-16 
210-8 
352-12 
352-12 
352-15 
353-23 
352-15 
352-7 
353-15 
351-13 
350-9C 
19-2 
351-39 
251-6 
252-7 
290-6 
351-28 
361-24 
33-7 
216-21 
350-1 
340-34 
30-4 
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Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE NAVY 
OR PART NUMBER STOCK NUMBER 
STOCK NUMBERS 


5340-205-4233 
5310-208-3755 
5310-141-3009 
5340-530-6794 
5340”-200”4458 
5340-252-4708 
5340-252-4708 
5340-252-4708 
5340-252-4709 
5340-252-4709 
5340-252-4709 
5340~598-0923 
5340-256-2842 
5340-252-4742 
5310-546-6108 


5306-180-0510 
5306-180-0512 
5306-180-0330 


3120-287-6988 
3120-287-6993 
3120-287-6993 
3120-287-6993 
3120-287-6994 
3120-287-6994 
3120-287-6994 


3120-287-7933 
3120-287-7933 
3120-287-7935 
3120-287-7936 
3120-287-7939 
3120-287-7939 


3120-287-9737 


3120-287-7938 
3120-287-7938 


3120-516-0905 


3120-287-9744 
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NAS50-87 
NAS509=5 
NAS509-8 
NAS51-125 
NAS51-18 
NAS51-31 
NAS51-31 
NAS51-31 
NAS51-37 
NAS51-37 
NAS51=37 
NAS51-50 
NAS51-68 
NAS51-93 
NAS513-5 
NAS537B7-47 
NAS54—12A 
ΝΑ554-14Α 
NAS56-26 
NÀS56-30 
NAS58-31 


NAS70—-128-313 


NAS75—-12-031 
NAS75—-3-025 
NAS75—-4-005 
NAS75~4=010 
NAS75-4-010 
ΝΑΞΤ5-4-010 
МА575-4-013 
МА575-4—013 
NAS75-4-013 
NAS75-5-00& 
NAS75-5~006 
NAS75-5-008 
NAS75-5-008 
NAS75—-5-011 
NAS75-5-012 
NAS75-5-013 
NAS75~5-013 
NAS75-5-016 
NAS75~5-023 
NAS75-5-031 
M#575-5-031 
NAS75—-5-100 
NAS75-5-100 
NAS75-5-11 
NAS75-5-120 
NAS75—6-008 
NAS75—6-012 
NAS75—6-016 
NAS75—6-016 
NAS76-4—010 
NAS76-4—-010 
NAS76-5-106 
NAS76-7-14 
ΝΑΞ76-8-102 
NAS76A3-010 
NAS76A3~010 
NAS76A5=106P 
NAS 76A6-016 
NAS76A6-016 
NAS76A6—218P 
NAS76A6-218p 
NAS76A8—-020P 
NAS76A8-212 
NAS76A8-212 
МА577-3-09 


SOURCE 
CODE FIGURE | TOTAL | MICRO 
AND QTY | FILM 
NAvy| INDEX NO. 


279-16 
279-1 
26-21 
208-47 
180-16 
251-13 
251-48 
252-12 
216-18 
352-9 
353-17 
354-16A 
205A28 
203-25 
279-2 
158-42 
20-26 
20-26 
20-29 
20-29 
20-30 
182-8 
363-19 
206-8 
191-18 
5-4 
6-13 
7-29 
5-8 
6-17 
7-33 
211-64 
191-4 
24-25 
84-24 
84-25 
342-37 
189-4 
191-12 
353-13 
191-13 
374-25 
375-12 
193-37 
195-28 
50-18A 
98-27 
341-188 
24-27 
27-21 
342-41 
178-8A 
178-94 
98-28 
98-20 
219-16 
279-4 
279-7 
98-28 
93-13 
30049 
141-5 
142-14 
211-7 
100-35 
346-17 
341-13 
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Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section IL 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX NO. 


3120-287-9744 NAS77-3-09 371-17 2 
3120-287-9747 ΝΑΞΤ7-3514 158-45 1 
3120-661-4181 NASTT-4-13 190-27 4 
3120-661-3905 NAST7-4-24 178-20 6 
3120-661-3905 NAS?77—-4-24 178-21 6 
3120-287-7004 M#577-4-38 177=29 32 
3120-287-7004 NAS71—4-38 205A30 4 
3120-287-6985 NASTT-4-50 178-188 3 
3120—-661-4257 NAS77~4=63 31-28 12 

NAS77~4=80 204=20 4 
3120-516-1532 NAS77-75-18 211-65 4 

NAS71-6-125 211-30 2 
3120-661-4319 ΝΑΞ77-6-50 207-11 4 
3120-661-&319 М№МА577-6-50 211-33 2 
3120-287-7958 NAS77-7-80 206-4 4 
3120-661-6841 NAS71—-8-40 27-16 8 
3120-661-684] NAS77—-8-40 27-18 8 

NAS717-9-25 211-15 4 

NAS77-9-38 204-3 & 

NAS77—9-38 204-5 4 
3120-287-8585 NAS77A12-50P 100-24 4 
3120-288-2217 NAS77A3=1 3P 366-24 8 
3120-288-2217 NASTTA3-13P 366-26 8 
3120-287-7016 NAS77A6~28 362-16 4 

МА$77А8-34Р 100-38 4 
3120-288-2335 NAS77A8=47 362-17 4 
5340-597-8797 NAS90~2P 3-9A 1 
5340-329-1645 N49165=22 383-17 4 
2234-6605-347-7495 M5 114-16 1 
4868~4730-202-9056 015501=4 254-4 1 

PCM200 160-4 1 

PCM200 162-9 1 
5925-563-0248 PGM200 163-28 1 
6002-6610-526-7849 PH500 101-5 2 
5925-109-1762 PLM105 158-9 2 
5925-109-1762 PLM105 162-9 1 
5925-109-1760 PLM90 105-28 1 
5925-109-1760 PLM90 130-6 1 
5925-109-1760 PLM90 131-36 1 
5935-192-4760 PL55 200-15 1 
5935-192-4760 PL55 201-21 H 
5945-295-6766 PR9502 130-11 1 
5945-295-6765 PR9502A 131-15 1 
5945-295-6765 PR9502A 158-6 2 
5925-174-3354 PSM3 155-13 1 
§925=174~3354 PSM3 155-21 1 
1660-5841-112-9044 P255327 41-22 2 
5930--259-8338 P801FB 92-14 1 
2332-6680-3&3-9479 QG214A4 125-2 4 
3110-173-5068 RA10M10 310-16 10 
3110-173-5068 RA10M10 311-4 4 
5905-279—-3511 RC20AE511J 114A2 1 
5905-195-6791 RC20AE681K 117-27 1 
5905-195-6791 RC20AE681K 118-25A 1 
5905-190-8880 RC20BE122K 117-23 1 
5905-299-1541 RC20BE151K 117-25 4 
5905-299-1541 RC20BE151K 118-24 3 
5905-299-1541 RC20BE151K 119-25 3 
5905-299-1541 RC20BET51K 120-24 3 
5905-299-1541 RC20BE151K 121-24 5 
5905-299-1541 RC20BE151K 123-25 3 
5905-279-3511 RC208E511J 117-22 3 
5905-279-3511 RC20BE5114J 118-22 3 
5905-279-3511 RC20BE511J 119-23 3 
5905-279—-53511 RC20BE511J 120-22 3 
5905-279-3511 RC20BES511J 121-22 3 
5905-279-3511 RC20BE511J 122-20 3 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


5905-279-3511 
5905-195-6800 
5905-195-6800 
5905-195-6800 
5905-279-1894 
5905-195-6806 
5905-195-6806 
5905-195-6806 
Ρ905-195-6806 
5905-195-6806 
5905-195-6806 
5905-195-6806 
5905-195-6806 
5905-195-6806 
5905-195-6806 
5905-192-3971 
5905-192-3971 
5905-192-3971 
5905-192-3971 
5905-192-3971 
5905-192-3971 
5905-192-3971 
5905-279-3511 
5905-279-3511 
5905-195-6800 


5905-279-2654 
5905-279-2654 
5905-279-2654 
5905-279-2654 


5340-576-1569 
&587-1670=211-4&733 
4836—-2915-486-3682 
4836-2915-390-8246 
4587-1670-211-4734 
3110-173-5072 
3110-173-5072 
3110-173-5072 
3110-173-5072 
3110-173-5072 
3110-173-5072 
3110-173-5072 
3110-173-5072 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


RC20BE511J 
RC20BE561K 
RC20BE561K 
RC20BE561K 
RC20BE820K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE102K 
RC21AE331K 
RC21AE331K 
RC21AE331K 
RC21AE331K 
RC21AE331K 
RC21AE331K 
RC21AE331K 
RC21AE511J 
RC21AE511J 
RC21AE561K 
RC30AE111J 
RC30AE111J 
RC30AE121J 
RC30AE121J 
RC30AE121J 
RC30AE151J 
RC30AE151J 
RC30AE390J 
RC30AE390J 
RC304AE391J 
RC30AE470J 
RC30AE470J 
RC30AE470J 
RC30AE561J 
RC30A£561J 
RC30BE820K 
RC30BE820K 
RC30BE820K 
RC30BE820K 
RC41AE120J 
RC41AE1204J 
RC41AE120J 
RC41AE120J 
RC41AE120J 
RC41AE470J 
RC41AE470J 
RC41AE510J 
RCA41AE510J 
RCA41AE510J 
RD306SB8 
RD8500 
RD8500A 
RD8500G&A 
RD8570 
REB3N 
REB3N 
REB3N 
REB3N 
REB3N 
REB3N 
REB3N 
REB3N 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


123-23 
117-20 
122-18 
123-21 
117-24 
116-18 
117-19 
118-19 
119-21 
120-21 
121-21 
122-17 
123-20 
164-10 
169-16 
117-26 
118-25 
119-26 
120-25 
121-25 
122-21 
123-26 
116-22 
175-15 
116-19 
119-29 
120-28 
120-30 
121-27 
123-22 
11443 
122-22 
119-30 
120-29 
122-23 
120-31 
121-28 
123-24 
119-28 
120-27 
118-23 
119-24 
120-23 
121-23 
113-26 
117-21 
118-21 
119-22 
122-19 
113-26 
172-48 
113-26 
116-20 
175-14 
210-11 
197-21 
197-21 
58-6 
197-22 
28-12 
28-15 
28-2 
28-21E 
28-24 
28-29 
28-32 
28-9 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


3110-173-5072 
3110-173-5072 


3110-173-5072 
3110-173-5072 
3110-554-3943 
3110-554-3943 
3110-554-3943 
3110-554-3943 
3110-554-3943 
1660-5841-346-0127 
1660-5841 -346~0127 
1600-5945-305-2258 
1600-5821-348-9982 
3110-173-5069 
3110-173-5069 
3110-173-5069 
3110-173-5069 
3110-173-5069 
3110-173-5077 
3110-173-5077 
3110-173-5077 
3110-173-5077 
3110-173-5077 
3110-198-1252 
3110-198-1252 
3110-183-9859 
3110-516-5315 
3110-516-5315 
5325-298-7023 
Ρ340-432-9965 
2332-6680-448-8071 
4836-2915-308-1548 
5310-281-3115 
5310-281-3115 
5310-639-7627 
5310-639-7627 
5310-281-3178 
5821-149-1561 
5821-149-1561 
5905-263-0512 
5905=280-1081 
5005-280”-1081 
5905=280-1081 
5905-280-1081 
5905-280-1081 
5905-280-1081 
5905-280-1081 
5905-280-1081 
5905-280-1081 
5340-598-1104 
4013-1610-347-7780 
5826-538-2348 
1600-5821 -505-1855 
1660-5841 -505-2254 
5820-036-7353 
5820=036-7353 


5826-553-4709 
5895-695-1952А 
1660-5841-505-1757 
1660-5841-505-1757 


5905-501-9260 
5905-NSL 

5905-501-5036 
5905~501-5036 
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PART NUMBER 


REB3N 
REB3N 


REB3N 

REB3N 

REB3N2 
REB3N2 
REB3N2 
RE83N2 
REB3N2 
RED1141B 
RED11418 
RE120/ARA25 
RE132/ARC21 
RE3H5 

RE3H5 

RE3H5 

RE3H5 

RE3H5 

RE4F5 

RE4F5 

REA4F5 

REAF5 

REAF5 

REA4F7 

RE4F7 

ΒΕΔΗδ 

ВЕ5М7 

RE5M7 

RF6 

RF6-5 
RG7021A4 
RG8825F 
RL23SB7 
RL23SB7 
RL27SB8 
RL27SB8 
RL28SB8 
RL42B 

Β 428 
RP11-2EF501KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RP202FD250KK 
RR181 
RSP77832 
RT11/APN12 
RT128/ARC21 
RT160/APN22 
RT178/ARC27 
RT178/ARC27 
RT18A/ARCI 
RT18/ARCI 
RT-220A/ARN-21 
RT316/APN 
RT7/APN1 
RT7/APN1 
RV2ANFD103F 
RV3ATSD102A 
RW556682 
RW56J101 
RW56J101 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Section III 
Numerical Index 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO. 


31-18 
144-30 


233-38 
235=51 
3=8 
26-27 
28-2 
29-1 
220-2 
66-1A 
92-16 
133-2 
342-58 
28-16 
28-19 
28-210 
28-34 
28-6 
23-1 
26-10 
371-13 
371-29 
371-3 
62-26 
64-6 
351-27 
310-9 
311-11 
368-27 
368-28 
125-1 
58-6 
3-15 
50-98 
58-14 
298-40 
210-10 
41-31A 
42-22 
201-16 
239-30 
240-32 
242-32 
244-32 
245-32 
241-32 
248-32 
249-32 
250-32 
309-18 
158-16 
114-4 
114-29 
169-17 
132-15 
170-22 
170-19 
170-19 
132-44 
114-4 
169-20 
170-1 
172-44 
164-11 
118-33 
116-21 
119-27 
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Section III 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5905-501-5036 
5905-501-5036 
5905-501-5036 
1600-5826-241-1011 
1600-5826-241-1011 
1600-5821-4505-2683 


5826-248-3512 
5340-290-5124 
5340-290-5124 
5340~290-5090 
5340-200-4175 
1600-5821-510-3080 
5826-263-1291 
5826-223-4872 
5826-223-4872 
5826-505-1073 
5826-253-9700 


5826-505-1020 
5826-505-0992 
1660-5826-505-0545 
1600-5821-194-7090 
1600-5821-505-0700 


5826-503-4994 

1600-59304327-4495 
4919-1680-474-1634 
4919-1680-474-1634 
4919-2810-394-2552 


4010-375-6904 
4919-1680-474-1640 
5930-321-0529 
5930-327-8212 
6230~548-0333 
5930-480-5140 
5930~-480~5140 
4805-1560-449-1715 
4919-5340-090-7661 


4502-1670-360—-0553 
4519-1670-388—-0005 


6143-6685-526-7886 
6143-6685-663-854] 
6220~028-3570A 
6220-028-3570A 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-669-1346 
5910-666-7261 
5910-666-7261 
5910-666-7261 
5910-666-7261 
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PART NUMBER 


RW56J101 
RW56J101 
RW56J101 
R101A/ARN6 
R101A/ARN6 
R105A/ARR15 
R105/ARR15 
R122B/ARN12 
R122/ARN12 
R205SB7 
R205587 
R2065B8 
R206SB8L 
R23A/ARC5 
R252B/ARN14 
R252/ARN14 
R252/ARN14 
R277/APN70 
R322/ARN18 
R332/ARN18 
R540/ARN14C 
R541 /ARN14D 
R65/APNO 
RT7A/ARC3 
R77B/ARC3 
R8861395 
RO9B/ADN4 
SALA/ARNI 
SA104A32 
ЅА106А32 
SA115A1 
ЅА118А 
ЅА118А2 
SA167A26 
ЅА26/0 
SA3/A 
SA4297D 
SA47A/AIC 
SA47A/A1C 
SA8019B16 
SD117AÍ 
SP-103-22 
SP-103-22 
$P-103-23 
5р-103-23 
SP4012 
SP4015 
512C 
572010 
572011 
STAE 

ST6B 

$1025 
$1025 
$17377 
517377 
517377 
517377 
517377 
517377 
517377 
517277 
517377 
517378 
517378 
517378 
517378 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


FIGURE 
AND 


INDEX NO. 


120-26 
121-26 
175-17 
132-17 
170-31 
171-13 
171-13 
170-37 
132-19 
3-15 
50-9B 
298-39 
58-15 
170-23 
132-22 
132-22 
170-33 
113-15 
170-29 
132-26 
132-22 
132-22 
113-15 
132-10 
132-10 
370-10 
171-19 
313-47 
144-29 
255-25 
255-26 
144-33 
186-5 
186-3 
200-12 
169-13 
152-9 
114-24 
172-35 
87-20A 
186-2 
104-15B 
124-43 
104-14 
124-40 
319-38 
321-6 
385-13 
323-1 
323-1 
385-15 
385-14 
151-16 
154-15 
116-11 
117-12 
118-10 
119-12 
120-12 
121-11 
122-8 
123-11 
175-9 
116-10 
117-11 
118-9 
119-11 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5910-666-7261 
5910-666-7261 


5910-666-7261 
5910-666-7261 
5910-666-7261 
3020-537-1623 
3020-537-1623 
3020-326-5184 
3020-326-5184 


3110-155-8430 
3110-155-8430 
3110-155-8430 


5945-258-2780 
5945-258-2780 
§945-258~2780 
5945-258-1336 
5945~258-1336 
4839~2915=328-3004 
4839-2915-328-3004 
4839-2915-328-3004 
4839-2915-328—-3004 
4839-2915-328-3004 


5965-242-9961 

1600-5821-197-8292 
1600-5821-090-4095 
1600-5821-090-4095 
1600-5821-505-1840 
1600-5821-505-1808 
1600-5821-197-8301 
5895-266-2136 


§330-248-3846 


5330-250-0235 
5330-265-1077 
5330-265-1094 
5330-265-1094 
5330-265-1094 
5330-248-3836 
5330-248—-3837 
5330-248-3837 
5330-248~3839 
5310-208-7223 
5310-208-7223 
5310-488-8711 
5310-488-8711 
5310-595-9770 
5310-595-9770 
5310-595-9770 
5310-595-9770 
5310-595-9767 
5310-595-9767 
5310-595-9771 
5310-596-2636 


4544—1680—-536- 7875 
48450-2915-486-4164 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


517278 
517378 
517378 
517378 
517378 
51807 

51807 

51809 

51809 
$1809-334 
$1809-336 
S5R-P 

S5R-P 

S 5R-P 
$982486 
10800 

10800 

товоо 
TD850M 
TD850M 
TF31600-6 
TF31600-6 
TF31600-6 
ТЕ31600-6 
TF31600-6 
7529710 

117 
T47A/ART13 
T47/ART13 
T47/ART13 
T67A/ARC3 
T67B/ARC3 
T67/ARC3 
UG922/APN 
USAF934-116 
USAF934-116 
USAF934-12 
USAF934-155 
USAF934-191 
USAF934-191 
USAF934-191 
USAF934—-193 
USAF934-193 
USAF934-20 
USAF934-25 
USAF934-27 
USAF934-27 
USAF934-27 
USAF934-7 
USAF934-8 
USAF934-8 
USAF934-9 
UWN1018 
UWN1018 
UWN428 
UWN428 
UWN524 
UWN524 
UWN524 
UWN524 
UWN624 
UWN624 
UWN720 
UWN820 

U505 
0702-36 
u872 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO 


120-11 
121-10 
122-7 
123-10 
175-8 
229-5B 
230-4 
231-13 
232-9 
219-5 
219-5 
236-19 
236-35 
237-18 
52-21 
130-32 
131-31 
158-5 
130-28 
131-29 
10-7 
12-5 
31-40 
73-5 
74-7 
171-28 
200-2 
171-25 
113-24 
171-25 
132-12 
132-12 
132-12 
113-14 
37-13 
37-6 
380-5 
72-10A 
380-31 
385-3 
385-6 
9-23 
385.53 
381-18 
37-23% 
37-22 
381-15 
381-19 
72-24 
380-31 
385-3 
385-6 
45-29 
45-32 
333-22 
3452-29 
65-11 
65-12 
333-18 
342-30 
333-13 
342-31 
136-26 
346-8 
72-9 
296-5 
72-108 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


Т.О, 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


6258-6605-514-3654 
6258-6605-514-3658 
4206-1680-624-8563 
4206-1680-370-4839 
4649-1650-218-9708 


4649-1650-218-9709 
6101-6110-636-3924 
6115-500-4011 


4815-29015-032-9043 
4815-2915-032-9043 
4815-1650-373-8150 
4815—-1650-328—-2458 
4815-2915-328-2460 
4815-2915-328-2461 
4815—-2915-328-2478 
4508-1680-373-4136 


4508-1680-394-2009 
1600-5985-518-1633 
1δ00-5985-518-1633 
5930-548-8041 
6145-635-7882 
6145-635-7882 
4815-2915-449-1822 
4815-2915-376-2963 
5910-667-6540 
5910-546-8989 
5910-667-6540 
5910-667-6540 
5910-667-6540 
5910-667-6540 
5910-667-6540 
5910-667-6540 
2920-033-2590 
2920-518-6622 
4711-2925—-293-5206 
4140-368-4016 
4717—-2925-033-2594 
4717-2925—-033-2596 
2303-6625-504-2329 


4516-1660-294- 2051 
4516-1660-394-2052 


5821-612-6624 

5557—-6680—-032- 7480 
5557—-6680-032-7480 
5557-6680-032-7480 


4295-6125-328-0760 
2915-546-3983 
5930-327-7483 
5930-327-7483 
6139-6620-334-7186 
6139-6620-328-8700 
6139-6620-340-1116 
6139-6620-04143405 
6220-483-8519A 
6139-5915-031-2940 


3110-108-7470 


V-3 

ν-8 

VJ378 

VJ810 

VJ962 

VJ9626 

VJ962H 

VJ964 

VM-0181 

V3202 

WA520 

WA520 
WE408-2D 
WE408-2D 
WE450-1D 
WE4775-1-1/4D 
WE4800-1-1/AE 
WE4800-1-1/4F 
WM393-1-1/40 
WS0312-3910-28 
WS0312-3910-34 
WS0312-4102-28 
ТТА 

VI 7# 

V101V84 

W106A 

W106A 
W1700-1/8D 
W7927—720D-—-4A 
XTL-40—60A 
XTL40-60 
XTL40-60A 
XTL40-60A 
XTL40-60A 
XTL40=60A 
XTL40~60A 
XTL40-60A 
X10400 

X10402 

X10662 
X702-79 

X7696 

X7829 

22276 

OAS3A/ AICS 
0A53/A1C5 
01C70 

01C71 

017 
017/ART13A 
0521-306 
0521-306 
0521-306 
0629/APX6 
0762A1C5B 
1-100A115D7 
10-2152-1 
10-34635-1 
10-34635-1 
10-35059 
10-35060 
10-35061-1 
10-35330-1 
10-6-81 
10-75640-1 
104950218-32-30,00 
10M8C1620 


1548 


NAVY 


STOCK NUMBER 


SOURCE 
CODE 


FIGURE 


TOTAL | MICRO 


AND QTY | FILM 
INDEX NO 


313-22 
313-22 
373-4 
184-1 
346-13 
277-69 
277-69 
355-1 
125-10 
255-14 
236-20 
237-20 
85-36A 
86-39 
81-18 
72-31 
72-31 
72-31 
71-6 
34-13 
34-13 
34-13 
41-25 
42-16 
313-354 
41-31 
42-21 
313-45 
72-31 
122-10A 
122-10 
117-9A 
118-7B 
119-9 
120-9 
121-8 
123-8 
256-34 
256-27 
256-30 
296-5 
256-23 
256-26 
313-10 
172-1 
172-1 
295-40 
295-39 
171-26 
113-23 
317-51 
317-57 
318-5 
172-22 
172-45 
125-12 
381-3 
150-20 
153-11 
124-7 
124-8 
124-11 
370-11 
17-10 
76-22 
382-3 
96-17 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


5325-489-4761 
5325-489-4761 


5325-489-4761 
5325-489-4761 
5325~489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
5325-489-4761 
1ARD-1560-306-4£282 


4213-5340-167-2630 
6220-299-7166A 
6220~299~7166A 
6220~299~7166A 
6250-500-3682 
4717-5310-641-9893 
4213-6110-327-9431 
4510-174-4648 


1ARD-1560-190-4703 


1ARD-1560-524-2430 


1A4RD-1560-029-3542 
LARD~1560=029-3543 


1ARD-1560-313-0341 
1ARB-1560-190-4704 
14RB-1560-397-1180 
1ΑΒΡ-1560-181-117} 


LARD~1560-198~3588 
1ΑΒΡ-1560-029--3547 


1ARD~1560-198-3589 
1ARD-1560-198-3589 
1ARD-1560-198-3589 
1A4RD-1560-198-3589 
1ARD-1560-198-3590 
1ARD-1560-198-3590 
1ARD-1560-181-1167 
1ΑΡ0--1560 1861-1165 
1ARD-1560-181-1165 
1ARD-1560-181-1169 
14RD-1560-181-1169 
1ARD-1560-198-3591 
1ARD-1560-478-2889 
1ARD-1560-478—-2889 
1ARD-1560-166-8957 
1ΑΒΡ-1560-16δ-8957 
14RD-1560-166-8958 
1ARD-1560-166-8958 
1ARD-1560-320—-6461 
1ARD-1560-181-1164 
1ARD-1560-181-1164 
1ARD-1560-339-0490 


1ARD-1560-373-4022 
1ARD-1560-373-4622 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


101C27 
1016917 


1016521 

101627 

101C27 

101627 

101627 

101627 

101627 

101621 

101627 

101627 

101627 

101443 
101799153 
102075 
10245-1 
10245-1 
10245-1 
1028-4 

10407 
1042-14A 

1048 
105-130009-1 
105-222093-3 
105-222093-5 
105-223055-5 
105-313024-3 
105-313024-5 
105-313041-1 
105-313041-2 
105-313042-10 
105-313042-20 
105-313042-30 
105-313042-40 
105-313049 
105-313090-3 
105-620007 
105-630009 
105-630009-10 
105-630019 
105-630020-20 
105-635005 
105-635005 
105-635005 
105-635005 
105-635006 
105-635006 
105-635007-10 
105-635007-11 
105-635007-11 
105-635007-12 
105-635007-12 
105-635007-14 
105-635007-16 
105-635007-16 
105-635007-40 
105-632007-40 
105-635007-50 
105-635007-50 
105-635007-70 
105-635007-9 
105-635007-9 
105-635008-110 
105-635008-6 
105-635009 
105-635009 


Revised 1 December 1959 


NAVY 


STOCK NUMBER 


со 


АЕ 


SOURCE 


DE 


NAVY 


М1 


FIGURE 
AND 


INDEX NO. 


328-11A 
328-34 


329-24 
329-3A 
329-60 
330-21 
330-3А 
330-65 
330-69 
331-19 
332-19A 
332-21A 
332-25 
255-3 
80-13 
255-3 
124-5 
151-19 
152-9 
325-41 
256-32 
158-1 
323-2 
16-12 
26-4 
26-4 
26-40 
96-30 
181-9 
96-12 
96-12 
134-24 
134-24 
134-25 
134-25 
141-10 
141-7 
72-5 
229 
229-9A 
229=5A 
229 
251430 
251-44 
252-34 
252-47 
251-32 
252-32 
251-33 
251-31 
252-33 
251-45 
252-51 
251-36 
251-43 
252-48 
251-29 
252-30 
251-42 
252-45 
252235 
251-28 
252-49 
231-19 
231-19A 
233-36 
234-46 


Section HI 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


158 
142 
145 
527 
136 
142 
524 
103 
238 
363 
53 
70 
H 


2 
1 
3 
2 
2 
1 
1 
1 
1 
4 
4 
2 
4 
6 
2 
1 
1 
1 
1 


N 


N 


1 
1 
1 
1 
2 
p 
2 
4 
p 
2 
2 
2 
2 
2 
2 
4 
2 
2 
2 
2 
4 
2 
2 
2 
2 
2 
2 
8 
2 
2 
2 
2 
2 
1 


1549 


Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
L STOCK NUMBERS 


LARD~1560~373~4622 
1ARD-2995-696-58098 
1ARD-1560-198-3604 
14RD-1560-181-1183 
1ARD-1560-181-1183 
14RD-5355-181-1182 
14RD-5355-181-1184 
14RD-1560-181-1185 
14RD-1560-181-1185 


1ΑΒΌ-1560-181-1186 
148D-1560-181-1187 
1A4RD-1560-181-1187 
148D-1560-181-1187 


1ARD-1560-181-1188 
14RD—-1560-181-1188 
1A4RD-1560-532-9933 
1ARD-1560-532—9933 
1ARD-1560-532-9933 
1AR0-1560-532-9933 


14RD-1680—099-5482 
lARD-1680-099-5482 
1ARD-1680-099-5482 
1ARD-1680-099-5482 
1AR0-1560-532-9935 
1ARD-1560-532-9935 
LARD~1560~532-9936 
14RD-1560-181-1189 
1A4RD-1560-308-0039 


14RB-1560-333-60974 
1ARB-1560-304-4286 
1ARD-1560-554—4410 
1ARB-1560-304—-4287 
14ARB-1560-304-4288 
1ARB-1560-319-23036 
1ΑΡΒ”-1560-426-7076 
1А80-1560-304-4290 
1ARD-1560-180-9169 


1ARD-1560-397-1181 
1ARD-1560~025-6069 
1ARD-1560-180-9166 
LARD~1560~211-0962 
1ΑΡ0-5306-207-9573 
ΙΑΒΡ-1560-181-1421 
1ΑΒΌ-1560-181-1419 
1ARD-1560-180-9170 
14RD-1560-180-9170 
14RD-1560-397-1182 
1ARD-1560-194—-5106 
1ARD-4710-194-5103 
LARD-1560~194-5104 
1ARD-1560~198~3606 
LARD-1560~198~3607 
1ARD-1560-198-3608 


105~635009 
105-635010-1 
105-635010-3 
105-635011 
105-635011 
105-635014-15 
105-635014-16 
105-635014-19 
105-635014-19 
105-635014-21 
105-635014-22 
105-635014-27 
105-635014-28 
105-635014-28 
105-635014-28 
105-635014-29 
105-635014-31 
105-635014-31 
105-635014-35 
105-635014-35 
105-635014-35 
105-635014-35 
105-635014-39 
105-635014-39 
105-635014-7 
105-683009 
105-683009 
105-683009 
105-683009 
105-683010 
105-683010 
105-683010-3 
105-683011 
105-721002-10 
105-721002-21 
105-721002-30 
105-721004-11 
105-721004-13 
105-721004-3 
105-721004-5 
105-721004-7 
105-721007 
105-721007-3 
105-721014 
105-722001-11 
105-722001-12 
105-722001-31 
105-722002-10 
105-722002-30 
105-722003 
105-722004-30 
105-722011 
105-722012 
105-722013 
105-722014 
105-722014 
105-722015 
105-722021 
105-722022 
105-722024 
105-722025 
105-722030 
105-722035 
105-722045-1 
105-122045-2 
105-722045-20 
105-722045-30 


PART NUMBER STOCK NUMBER 


1550 


SOURCE 
CODE 


FIGURE TOTAL 
AND QTY 
INDEX NO. 


235-41 
251-39 
251-41 
231-11 
232-8 
233-46 
233-47 
231-33 
232-47 
233-43 
233-44 
233-6 
233-35 
234-45 
235-40 
233-1 
233-49 
234-50 
233-230 
233-7 
234-6 
235-3 
231-32 
232-44 
233-40 
12-35 
12-41 
74-15 
74-23 
12-36 
74-19 
12-40 
12-42 
216-26 
216-26 
216-26 
216-15 
216-24 
216-23 
216-25 
216-24 
216-28 
216-30 
216-42 
220-12 
220-13 
220-11 
220-23 
220-23 
220-3 
220-8 
219-11 
219-14 
219-15 
219-17 
219-4 
219-10 
219-8 
219-88 
219-9 
219-3 
219-1 
219-7 
219 
219 
219-18 
219-18 
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AF CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560-198-3595 
1ARD-1560-198-3597 
14RD-1560-436-7081 
1ARD-1560-029-3551 


lARD-1560-306-4284 
1ARD-1560-308-004 


lARD-1560-313-0347 


1ARD-1560-194-5098 
1ARD-1560-199-8979 
1ARD-1560-320-6462 
1ARD-1560-373-4625 
1ARD—-1560-194-5096 
14RD-1560-194-5093 
1ARD-1560-194-5094 
1ARD-1560-397—-1183 
1ARD—-1560-198-3600 
1ARD-1560-194-5092 
l1ARD-5930-194-5089 
14RD-1560-4307-3251 


1ARD-1560-313-0349 
1ARD-1560-313-0349 
1ARD-1560-313-0349 
1ARD-1560-313-0349 
1ARD-1560-313-0349 
1ARD-1560-313-0349 
1ARD-1560-313-0349 
14RD-1560-313-0340 
1ARD-1560-313-0349 
1ARD-1560-313—-0349 


1ARD-1560-313-0350 


LARD~1560-570-7116 
1ARD-1560-198-3601 
1ARD-6605-198-3602 
1ARD-6605-198-3603 


1ARD-1560-4307-3253 
1ARD-1660-189-5132 


14RD-1660-320-6463 
1ARD-1660-320-6463 
1ARD-1560-320-6464 
1A4RD-1560-320-6465 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


105-722045-4 
105-722045-5 


105-722050 
105-722050-10 
105-722050-50 
105-724012-1 
105-724012-2 
105-724039 
105-727020-10 
105-727020-20 
105-727601-21 
105-727601-22 
105-727601-23 
105-727601-24 
105-727602 
105-728621-10 
105-728621-30 
105-728621-70 
105-728622-10 
105-728622-110 
105-728622-30 
105-728622-50 
105-728622-170 
105-728622-90 
105-728625-10 
105-728626 
105-741013-10 
105-746011 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749002 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749003 
105-749026 
105-749026-3 
105-749026-5 
105-749026-7 
105-771614 
105-771614-10 
105-773401 
105-773402 
105-773403 
105-781001-18 
105~781001=30 
105=781001—=40 
105-781001-50 
105-781002-10 
105-781002-10 
105-781002-30 
105-781002-30 
105-783013-110 
105-783013-50 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


со 


SOURCE 


E . TOTAL | MICRO 
QTY | FILM 
INDEX NO. 


DE 


NAVY 


FIGURE 
AND 


219-23 
219-24 


134 
134-32 
134-33 
226-6 
226-6 
226-27 
136 
136 
216-43 
216-43 
216-43 
216-43 
216-46 
28-38 
28-37 
28-39 
28-8 
28-4 
28-4 
28-14 
28-11 
28-11 
26-25 
28-28 
124-30 
162-1 
239-8 
240-8 
2452-8 
244-8 
245-8 
246-8 
247-8 
248-8 
249-8 
250-8 
239-7 
240-7 
242-47 
244-7 
245-7 
2467 
247-7 
248-7 
249-7 
250-7 
196-10 
196-12 
196-14. 
196-13 
32} 
321-9A 
326-6 
326-7 
326-9 
93-9 
93-3 
93-3 
93-8 
92-19 
92-22 
92-19 
92-22 
295-15 
301-12 


Section Ш 
Numerical Index 
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Section IIT T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


გ T 
AF CLASS CODE І NAVY შე FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX NO. 


––” 
1А80-1560-189-5133 


14RD-1560-567-5236 


14RD-1560-189-5134 
14RD-1560-189-5135 
1А80-1560—189~5136 
1ARD-1560-189-5137 
1ARD-1560-189-5138 
LARD~1560~189~5139 
1А80-1560-320-6467 


14RD-1560—532—-9939 
1ARD-1560-307-3254 
14RD-1560-307-3255 
1ARD-1560-320-6468 
1ARD-1560-194-6094 
14RD-1560-567-5237 


14R0-1560-397-1185 
14RD-1560-320-6469 
1ARD—-1560-029-3554 


1ARD-1560-189-51]40 
1AR0-1560-341-0703 
IARD-1680-436-7087 
LARD~1680=436~7087 
1ARD-1560-317-0680 


148RD-1560-313-0352 
4269—5945-548—-8818 


5340-489-0789 
5340-489-0789 
5340-489-0789 


1ARD-1560-189-5142 
1ARD-1560-189-5141 
1ARD-1560-304-4292 
1A4RD-1560-332-3856 
14RD-5306-298-2647 
1A4RD-5306-298-2645 
1ARD-5306-448—-6182 


1ARD-1560-307-3256 
1ARD-1560-313-0355 


14R0-1560-029-3558 
1ΑΒΡ-1260-194-6096 
LARD=1560~194-6097 


TARD~1560~-194-6098 


105-783013-60 
105-783024 
105-783024-4 
105-783024-5 
105-783024-7 
105-783025 
105-783025 
105-783030-10 
105-783030-20 
105-783030-40 
105-783030-50 
105-783031-10 
105-783031-20 
105-783033-1 
105-783033-2 
105-783039 
105-783040-3 
105-783040-5 
105-783042 
105-783043 
102-782045 
105-783046 
105-783049-10 
105-783049-20 
105-783049-4 
105-783049-5 
105-783049-6 
105-783049-7 
105-783050-5 
105-783050-3 
105-783051 
105-783054 
105-783054 
105-783054 
105-783054 
105-783054-10 
105-783054-50 
1055-1 

10610 

1102 

1102 

1102 
110-000003 
110-000004-1 
110-000004-2 
110-100001 
110-100003-10 
110-100003-20 
110-100003-50 
110-100003-60 
110-100004 
110-100005 
110-100006 
110-100011 
110-100011 
110-100011-10 
110-100012-1 
110-100012-11 
110-100012-2, 
110-100012-3 
110-100012-4 
110-100013-1 
110-100013-10 
110-100013-130 
110-100013-140 
110-100013-2 
110-100013-20 


'– = \л 2 кә 2 = CO. UT rS N PEPE кә = кә 00 гә = S ISO PO. O £ кә Q оо P POE NN N ου 


МОМ PO PO PO ND. PO PO PO PO ГО 


1552 


Revised 1 December 1959 


АЕ CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1560—-306-4285 
LARD-1560=306-4 286 
14RD-1560-029-3564 
1ARD-1560—-029-3565 
14RD-1560-222-6814 
LARD~1560~237-9620 
14RD-1560—-222-6815 


1ARDp-1560-699-4271 
1A4RD—-1560-614-2963 
1ARD—-1560-568-5562 
lARD-1560-348-9710 
1ARD-1560-699-4278 


14RD-1560-570-7091 


1ARD-1560-229—-9898 


1ARD-1560-313-0356 


1ARD—1560-189—-5145 
1ARD-1560-189-5146 


1ARD-1560-189-5147 
1ARD-1560-189-5148 
1ARD-1560-219-4497 
1ARD-1560-219-4498 
lARD-1560-373-4628 
LARD~1560-373-4629 
1ARD-1560-194-6099 


1ARD-1560—-373-4630 
1ARD-1560-2373—-4631 


lARD-1560-304—-4293 
1A4RD-1560-181-1177 


1ARD-1560-313-0357 
1ARD-1560-313-0358 
1ARD-1560-181-1175 


1ARD-1560-314-9298 
1ΑβΌ”-1260-314-9299 
1ARD—-1560—-314-9300 
1ARD-1560-314-9301 
1ARD-1560-181-1174 


1ARD-1560-181-1173 


1ARD-1560-181-1172 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


: SOURCE : 
NAVY CODE FIGURE TOTAL | MICRO 
PART NUMBER STOCK NUMBER AND QTY | FILM 


110-100013-211 
110-100013-212 
110-100013-67 
110-100013-68 
110-100013-70 
110-100013-73 
110-100013-80 
110-100014=1 
110-100014-10 
110-100014-13 
110-100014-14 
110-100014-15 
110-100014-16 
110-100014-2 
110-100014-20 
110-100015-1 
110-100015-10 
110-100015-2 
110-100015-20 
110-100020-1 
110-100020-10 
110-100020-2 
110-100020=20 
110-100020-30 
110-100020-40 
110-100021-1 
110-100021-10 
110-100021-17 
110-100021-18 
110-100021-2 
110-100021-20 
110-100021-23 
110-100021-24 
110-100021-25 
110-100021-26 
110-100021-27 
110-100021-28 
110-100021-3 
110-100021-30 
110-100021-31 
110-100021-32 
110-100021-33 
110-100021-34 
110-100021-4 
110-100021-40 
110-100021-47 
110-100021-48 
110-100021-5 
110-100021~50 
110-100021-51 
110-100021-52 
110-100021~53 
110-100021+54 
110-100021-6 
110-100021-60 
110-100021-7 
110-100021-70 
110-100021-8 
110-100021-80 
110-100022-1 
110-100022-10 
110-100022-2 
110-100022-20 
110-100022-5 
110-100022-6 
110-100022-7 
110-100022-8 
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Section HI 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-194-6100 
14RD-1560-194-6101 


1ARD-1560-327-3629 
1ARD-1560—-570-7092 


1ARD-1560-194-6102 
1ΑΒΌ-1560-194-6103 
1ARD-1560-189-5149 
1ARD-1560-189-5150 
1ARD-1560-335-6887 


1ARD-1560-699-4279 
1ΑΒΌ-1560-335-6889 
1ΑΒΌ-1560--335-6890 
1ARD—-1560-335-6891 


14RD-1560-194-6104 
1ARD-1560-181-1457 


1ARD-1560-181-1456 
l1ARD-1560-181-1435 
1ARD-1560-181-1434 
14RD-1560—-181-1433 
1ARD-1560-181-1432 
14RD-1560-181-1431 
1ARD-1560-181-1430 
1A4RD-1560-181-1429 


lARD-1680-099-5485 
1ARD-1680-099-5485 


14RD-1560-189-5151 
1ARD-1560-189-5152 


1ΑΒΌ-15960-180-9165 
1ARD-1560-180-9165 
14RD-1560-181-1178 
1ARD-1560-181-1178 


1ARD-1560-314-9302 


1ARD-1560-229-9899 


1554 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-100023-1 
110-100023-2 
110-100029 
110-100030-1 
110-100030-10 
110-100030-2 
110-100030-20 
110-100030-3 
110-100030-4 
110-100030=5 
110-100030-6 
110-100031 
110-110000 
110-110001 
110-110002-11 
110-110003-1 
110-110003-10 
110-110003-2 
110-110003-20 
110-110003-30 
110-110003-40 
110-110003-50 
110-110003-60 
110-110003-70 
110-110003-80 
110-110004-1 
110-110004-17 
110-110004-18 
110-110004-2 
110-110004-31 
110-110004-32 
110-110004-63 
110-110004-64 
110-110004-65 
110-110004-66 
110-110004-67 
110-110004-68 
110-110006-1 
110-110006-13 
110-110006-2 
110-110016-30 
110-110016-30 
110-110016-50 
110-110016-60 
110-110016-70 
110-110016-80 
110-110020 
110-110020-41 
110-110021-1 
110-110021-2 
110-110022-1 
110-110022-13 
110-110022-2 
110-110023-1 
110-110025-1 
110-110025-2 
110-110028-1 
110-110028-1 
110-110028-2 
110-110028-2 
110-110030-1 
110-110030-10 
110-110030-100 
110-110030-110 
110-110030-120 
110-110030-2 
110-110030-20 


SOURCE 


NAVY 
STOCK NUMBER 


CODE 


M1 


FIGURE 
AND 
INDEX NO. 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


l1ARD-1560-181-1428 


1ARD—-1560-307-3258 


14RD-1560-189-5154 
LARD~1560-189~5155 


14RD—1560-525-8294 


1ARD-1560-567-5239 
14RD-1560—-241-3847 
1ARD-1560-241-3848 


1ARD-—-1560-241-3849 
1ARD-1560-241-3850 
1ARD-1560-241-3851 
1ARD-1560-241-3852 
1ARD-1560-241-3853 
1A4RD—1560-241-3854 
1A4RD-1560-241-3855 
1AR0-1560-241-3855 
1ARD-1560-029-3567 
1ARD-1560-189-5156 
1ARD-1560—-189-5157 
1ARD-1560-189-5158 


14RD-1560-214-9802 


1ARD-1560-651-3148 


1ARD-1560-4315-0869 
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110-110030-50 
110-110030-60 


110-110030-70 
110-110030-80 
110-110030-90 
110-110032 
110-110032-5 
110-110034-1 
110-110034-2 
110-110034-30 
110-110034-50 
110-110035-3 
110-110035-4 
110-110039-1 
110-110039-2 
110-110040-1 
110-110040-11 
110-110040-12 
110-110040-15 
110-110040-16 
110-110040-17 
110-110040-18 
110-110040-2 
110-110040-23 
110-110040-24 
110-110040-3 
110-110040-4 
110-110040-5 
110-110040-6 
110-110040-7 
110-110040-8 
110-110041-1 
110-110041-10 
110-110041-2 
110-110041-20 
110-110042-1 
110-110042-2 
110-110058-10 
110-110058-110 
110-110058-130 
110-110058-150 
110-110059-21 
110-110059-22 
110-110060 
110-110063-1 
110-110063-2 
110-110064-3 
110-111000-1 
110-111000-2 
110-111001-1 
110-111001-2 
110-112001-1 
110-112001-2 
110-112007-1 
110-112007-2 
110-112007-30 
110-112007-40 
110-112008-1 
110-112008-2 
110-112011-1 
110-112011-2 
110-112015-1 
110-112015-2 
110-112020-91 
110-112031+1 
110-112031-2 
110-112032-1 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


1 


Section III 


Numerical Index 


FIGURE 
AND 
INDEX NO. 


66-25A 
66-25A 
66-23 
52-40 
52-40 
52-39 
66-24 
66-34 
6δ”35 
66-35 
66 
66 
66 
66 
66-29 
66-29 
66 
5 
66 
66 
66 
66 
366-12A 
69 
69 
69 


TOTAL | MICRO 


1555 


Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-040-9587 
1ARD—-1560-040-9587 
1ARD-15604313-0377 
1ARD-1560-313-0378 


1ΑΒΏ-1560-098-8200 
TARD~1560~098-8200 


l1ARD-1560-700-1145 
1480-1560-651-3182 


1ARD-1560-029-3574 


1ARD-5340-046-7795 
1ARD-5340—-046-7796 
14RD-5340-046-7797 
1A4R0-5340—-046-7798 


1ARD—-5340-046—7802 
1ARD-5340-046-7803 
1ARD-5340-046-7804 


1556 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-112032-2 
110-112033-1 
110-112033-2 
110-112034-1 
110-112034-2 
110-112035-1 
110-112035-2 
110-112036-1 
110-112036-2 
110-112037-1 
110-112037-2 
110-112045-1 
110-112045-2 
110-112046-1 
110-112046-2 
110-112062-100 
110-112062-100 
110-112062-30 
110-112062-40 
110-112062-70 
110-112062-80 
110-112062-90 
110-112062-90 
110-112063-10 
110-112063-20 
110-112063-50 
110-112063-60 
110-112063-70 
110-112063-80 
110-112082-1 
110-112082-11 
110-112082-2 
110-112083-1 
110-112083-2 
110-112085-1 
110-112085-2 
110-113004-21 
110-113007-3 
110-113007-4 
110-113007-5 
110-113008-25 
110-113008-26 
110-113008-27 
110-113008-28 
110-113009-23 
110-113009-24 
110-113010-21 
110-113010-23 
110-113011-21 
110-113011-23 
110-113012-21 
110-113012-23 
110-113013-26 
110-113013-27 
110-113013-28 
110-113013-31 
110-113013-32 
110-113013-33 
110-113013-34 
110-113013-5 
110-113014-121 
110-113014-122 
110-113014-123 
110-113014-124 
110-113014-21 
110-113014-22 
110-113014-223 


NAVY 
STOCK NUMBER 


SOURCE 


FIGURE 
AND 
INDEX NO 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD—-1560-092-5395 
1ARD-1560-092-5395 
1A4RD—-1560-323-3345 
14RD—-1560-323-3345 
1ARD-1560-180-9161 
1ARD-1560-180-9161 
1ARD—-1560-180-9160 
1ARD-1560-237-9622 
1ARD-1560-237-9622 
1ARD-1560-373-4634 
1ARD-1560-373-24634 
1ARD-1560-525-8296 
1ARD—-1560-525-8296 
LARD~1560-313-0387 
1ΑΒΌ-1560-313-0387 
l1ARD-1560-614-2964 
1ARD-1560-614-2964 


1A4RD—-5310-033-7324 
LARD~5310-033-7324 


1ARD-1560-029-3597 
14RD—1560-029-3600 


LARD~1560"029~3607 
1ARD-1560-029-3608 


1ΑΒΌ-1560-650-6678 


1ΑΒΌ-1560-535-δ031 
1АВО-1560=029-3612 
1ARD-1560-214-9804 


1ARD-1560-029-3613 
1ARD—-1560-029-3614 


1А80-1560=029=3615 
l1ARD-1560-029-3616 


1ARD-1560=189-&098 


1ARD-1560-304-4294 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-113014-24 
110-113015-121 


110-113015-122 
110-113015-123 
110-113015-124 
110-113015-21 
110-1153015-22 
110-113015-23 
110-113015-24 
110-113017 
110-113019-21 
110-113019-23 
110-113020-11 
110-113020-11 
110-113020-13 
110-113020-13 
110-113020-5 
110-113020-5 
110-113020-7 
110-113021 
110-113021 
110-113021-10 
110-113021-10 
110-113021-3 
110-113021-3 
110-113021-5 
110-113021-5 
110-113025 
110-113025 
110-113030-11 
110-113030-13 
110-113030-15 
110-113034-70 
110-113036-3 
110-113036-3 
110-113036-5 
110-113040-21 
110-113040-22 
110-113040-25 
110-113041-21 
110-113041-22 
110-113042-21 
110-113043-21 
110-113044-21 
110-113044-22 
110-113046-21 
110-113046-22 
110-113057-5 
110-113058-21 
110-113060-1 
110-113060-2 
110-113061-1 
110-113061-2 
110-113061-3 
110-113061-4 
110-1153063-21 
110-113063-22 
110-113063-60 
110-113064-21 
110-113064-22 
110-113064-23 
110-113064-24 
110-113065 
110-113066 
110-113071 
110-113071-5 
110-113071-7 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


Section III 
Numerical Index 


QTY | FILM 
INDEX NO. 


P1 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


lARD-1560—-436-7092 
1A4RD-1560-029-3621 
1ARD-1560-029-3623 
1ARD-1560-029-3623 
1ARD-1560-029-3624 
1ARD-1560-029-3625 
LARD~1560-029-3626 


1AR0-5306-525-5627 


1ARD-1560-181-1448 
1ARD—-1560-181-1449 
1ΑΒΡ-1560-181-1450 
1ARD-1560-189-4099 
1ARD-1560-181-1451 
1ARD-1560-181-1452 
1ΑΒΚΡ-1560-181-1453 
1ARD-1560-181-1454 
1ARD-1560-181-1455 
1ΑΚΌ-1560-532-9948 


1ΑΒΌ-1560-317-0681 


1ARD-1560-335-5195 
lARD-1560-511-5036 
1ARD-1560-320-6474 
1ARD-1560-320-6475 
1ARD-1560-341-0705 
1ARD-1560-341-0706 
14RD-1560—-699-4280 
1ARD-1560—699-4281 
1ARD-1560-320-6476 
14RD-1560-214-9805 
1ΑΒΡ-1560-214--9806 


1ΑΒΌ-1560-568-5318 
LARD~1560-029=3628 


1АВО-1560-030-5875 
1ARD-1560-030-5876 
1ARD-1560-189-4101 


14RD-1560-18924104 
1ARD-1560-189-4105 
1ARD-1560-189-4106 
1ARD-1560-189-4107 


1558 


110-113073-121 
110-113073-122 
110-113073-123 
110-113073-124 
110-113073-125 
110-113073-126 
110-113073-127 
110-113073-128 
110-113073-21 
110-113073-22 
110-113073-23 
110-113073-24 
110-113073-25 
110-113073-26 
110-113073-27 
110-113073-28 
110-113076-1 
110-113076-2 
110-113078-21 
110-113078-22 
110-113078-23 
110-113078-24 
110-113079-21 
110-113079-22 
110-115060-13 
110-115124 
110-115179 
110-130001-105 
110-120001-111 
110-130001-115 
110-130001-125 
110-130001-133 
110-130001-87 
110-130001-91 
110-130001-97 
110-130001-98 
110-120003-1 
110-130003-2 
110-130004-1 
110~130004=2 
110-130004-70 
110-130004-80 
110-130005-1 
110-130005-100 
110-130005-110 
110-130005-140 
110-130005-150 
110-130005-160 
110-130005-170 
110-130005-180 
110-130005-2 
110-130005-30 
110-130005-60 
110-130005-70 
110-130005-80 
110-130005-90 
110-130014 
110-130014-10 
110-130014-20 
110-130014-30 
110-130014-40 
110-130015 
110-130015-10 
110-130016-1 
110-130016-10 
110-130016-2 
110-130016-20 


SOURCE 


NAVY 
STOCK NUMBER 


CODE 


X2 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


1 
1 
1: 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
8 
1 
2 
2 
2 
2 
4 
2 
2 
2 
1 
1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Ш 


Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS navy | INDEX NO. 


1ARD-1560-189-4111 
lARD-1560-189-4110 


lARD-1560-189-4108 
1ARD-1560-189-4109 


1ARD-1560-030-5877 


1ARD—-1560-030-5878 


1ΑΒΌ-1560-180-9155 
1ARD-1560-180-984&8 


1ARD-1560-199-8982 
1ARD-1560-532-9951 
1ARD-1560-339-0491 
1ARD-1560-180-9847 
1ARD-1560-339—-0492 


1ARD-1560-386-8158 
4720~541-4828 


1ARD-1560-386-8159 


1ARD-1560-219-4499 
1ARD—-1560-219-4499 


1AR0-1560-189-0392 
1ARD-1560-189—-0393 
1А#0-1560-189-0394 
1A4RD-1560-189-0377 
1ARD—-1560-189-0378 
1ARD-1560-189—-0395 
1ARD-1560-614-2965 
1ARD—-1560—327—-3630 
1ARD-1560-181-1436 
1ARD—-1560-181—-1437 
1ARD-1560-181-1438 
1ARD-1560-181-1439 
1ARD~1560~025-6070 


1ARD~1560=194-6105 
1A4RD-1560-199-5120 
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110-130017-1 
110-130017-10 


110-130017-2 
110-130017-20 
110-130018-1 
110-130018-2 
110-131000-1 
110-131000-2 
110-131001-1 
110-131001-2 
110-132021-1 
110-132021-2 
110-132025-1 
110-132025-10 
110-132025-2 
110-132025-20 
110-132028-1 
110-132028-10 
110-132028-2 
110-132028-20 
110-132031-1 
110-132031-10 
110-132031-2 
110-132031-20 
110-132032-1 
110-132032-2 
110-132033-1 
110-132033-2 
110-132044-1 
110-132044-2 
110-133001-21 
110-133002 
110-133005 
110-133006 
110-133047-1 
110-133047-10 
110-133047-2 
110-133047-20 
110-133049-1 
110-133049-15 
110-133049=17 
110-133049-2 
110-133049-23 
110-135049-35 
110-133067-21 
110-133067-22 
110-133070-1 


| 110-133070-2 


110-133075-10 
110-133075-10 
110-134000 
110-134000-17 
110-134000-23 
110-134000-25 
110-134000-27 
110-134000-31 
110-134000-33 
110-134000-35 
110-134000-37 
110-134001-3 
110-134001-5 
110-134004-3 
110-134004-5 
110-134004-7 
110-134006-10 
110-134006-3 
110-134006-5 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


lARD-1560-194-6106 
1ARD-1560-199-5121 


1ARD-1560-373-4635 
1ARD-1560-373-4636 


1ARD-1560-029-3642 
14RD-1560-029-3643 


1ARD-1560-7567-5247 
1ARD-1560-199-5122 


LARD~1560-567-5244 
1ΑΒΌ-1560-194-6107 
1ARD-1560-029-3644 
1ARD-1560-029-36&5 
1ARD-1560-092-5397 


1ARD-1560-237-9623 
1ARD-1560-194-6110 
1ARD-1560-194—-6111 
1ARD-1560—-194—-6112 
1ARD-1560-199-9043 


1ARD-1560-194-6118 
1A4RD-1560-194—-6113 


1ARD-1560-332-3858 
1ARD-1560-332-3860 
1ARD-1560-332-3862 
1ARD—1560-332-3863 
14RD—-1560-214-79807 
1ARD-1560-214-9808 
1ΑΒΡ-1560-025-δ071 
1ARD-1560-025-6072 
1ARD-1560-029-3646 
14RD-1560—-029-3647 


1AR0-1560-219-4501 
1A4RD-1560-213-5554 


1ARD-1560-211-0963 
1ARD-1560-211-0964 


14RD-15604527-7072 
1A4RD-1560-313-0404 
1ARD-1560-348-9711 


1ARD-1560-327-3632 
1ARD-1560-032-4551 


1A4R0—-1560-032-4552 
1ARD-1560-030-5879 
1ARD-1560-308-0043 


| 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-134010 
110-134010-5 
110-134011-1 
110-134011-2 
110-134016-1 
110-134016-2 
110-135007-1 
110-135007-2 
110-135008-1 
110-135008-2 
110-135012-3 
110-135012-5 
110-135013-1 
110-135013-2 
110-135014-1 
110-135014-2 
110-135023 
110-135023-11 
110-135023-43 
110-135028 
110-135029 
110-140000-1 
110-140000-2 
110-150000-50 
110-150000-90 
110-150001-50 
110-150001-70 
110-150005 
110-150006 
110-150007-3 
110-151000 
110-151000-10 
110-151001-10 
110-152000-1 
110-152000-2 
110-152001-1 
110-152001-2 
110-152004-1 
110-152004-2 
110-152005”1 
110-152005-2 
110-160001-10 
110-160001-20 
110-161700-10 
110-161700-20 
110-161704-10 
110-161704-20 
110-200050-10 
110-200050-30 
110-200050-50 
110-200051-190 
110-200051-200 
110-200051-70 
110-200051-80 
110-200061-10 
110-200061-20 
110-200201-1 
110-200201-2 
110-200201-3 
110-200204-1 
110-200204-2 
110-200205”10 
110-200205-20 
110-200205-30 
110-200205-40 
110-200206-10 
110-200206-20 


1560 


NAVY 
STOCK NUMBER 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
CODE FIGURE | TOTAL | MICRO 
AND QTY | FILM 
NAvy| INDEX NO. 


AF CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


PART NUMBER 


1ARD-1560-199-5134 
1ΑΒΌ-1560-199-5135 


1ARD-1560-308-0047 
14RD-15604-697-70438 
1ΑΒΌ-1560-331-5056 
LARD=1560=211"0965 


1ΑΒΌ-18560-570-7104 
1ARD-1560-448-6189 
1A4RD-3120-287-9605 
1ARD-1560-181-1145 
1ΑΒΡ-156δ0-307-3267 
1ARD-1560-181-1142 
l1ARD-1560-199-8983 


1ARD-1560-181-1179 
1ARD-1560-180-9852 
1ARD-1560-180-9851 
1ARD-1560-029-3669 
1ARD-1560-317-0689 
LARD~1560~697-0439 
1ტის-1560-699-4282 
1ARD-1560-029-3671 
1ARD-1560-091-2861 
1ARD-1560-306-4289 
1ARD-1560-670-4065 
1ARD—-1560-650—-7554 
1ARD-1560-7650-6743 
1ARD-1560—-650-6743 
1ARD-1560~570~7108 


LARD=1560+570=7109 
1ARD-1560-570-7110 


1ARD-1560—-570-7111 
14RD-1560-4570-7102 
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110-213110-10 
110-213110-30 
110-220050-110 
110-220050-150 
110-220050-50 
110-220050-85 
110-220051-110 
110-220051-170 
110-220051-50 


110-222070-3 

110-222080-30 
110-222080-5 

110-222094-10 
110-222094-30 
110-222111-21 
110-222111-23 


110-224001-1 
110-224001-2 
110-230110 
110-230125 
110-230125-10 
110-230130-41 
110-230130-51 
110-230131 
110-230131-5 
110-230131-7 
110-230133-10 
110-230133-20 
110-230133-30 
110-230133-30 
110-230133-33 
110-230133-35 
110-230133-37 
110-230133-38 
110-230133-40 
110-230133-40 
110-230133-43 
110-230133-47 
110-230133-48 
110-230133-53 


33-5 
33-4 
26-41 
26-41 
26-41 
27-1 
24-2 
24-2 
24-2 


110-220055 26-36 
110-220056 26-36 
1ARD-1560-194-6126 110-220057 26-31 
1ARD-1560-19426127 110-220058 26-32 
14RD-1560-181-1147 110-222070 26-2 


26-2 
2747 
27-8 
26-6 


26-6 
27-6 
27-6 


342-2 

342-2 
24-8 
24-8 
24-8 
24-21 
24-21 
24-23 
24-23 
24-23 
24-20E 
24--20Ε 
24-20E 
24-21A 
24-20D 
24—20A 
24-20F 
24-20F 
24-20E 
24-21B 
24-20B 
24-206 
24-206 
24-20С 


100 роо cece nae 110-200206-30 25-2 1 
ARD-1560-308-0046 110-200206-40 25-2 1 
110-210100-61 24419 1 

110-210101 33-23 H 

110-210101-1 33-23 H 

110-210102 33 NP 

110-210103 33 NP 

1А60~1560-199-5133 110-211108 33-20 1 
110-213004-10 33 NP 

110-213004-20 33 NP 

110-213100-11 33-10A 12 

110-213100-13 33-108 4 

С 110-213100-15 33-10C 4 
LARD~1560=237-9624 110-213102 33-8 5 
lARD-1560-478-2906 110-213103 33-9 10 
110-213106-10 33 NP 

110-213106-30 33 NP 


Ne 


= 
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1ARD-1560-181-1181 110-223054 26-34 

1ARD-1560-693-6878 110-223057 26-33A 

1ARD-1560-181-1180 110-223060 26-37 10 
110-224000-1 342 NP 
110-224000-2 342 NP 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


14RD-1560-524-2440 
14RD-1560-524-2441 
1ARD-1560-189-4113 
1ARD~1560-025-6067 
1ARD-1560-189-4115 


1ARD-71560-189-4116 


14RD-1560-189-4117 


148D-1560-029-5680 
1A4R0-1560-189-4118 


14RD-1560-189-4119 


14RD-1560-313-0406 
14R0-1560-3123-0407 
1A4RD-1560—-397-1187 
1A4R0-1560-348-9712 
148D-1560-348-9713 
1ARD-1560-574-9449 
1A4RD-1560-7319-3045 
1A4RD-1560-213-5556 
1ARD-1560-029-3681 
14RD-1560-189-4122 
14R0-1560-189-4123 


14RD41560-237-9625 
1ARD-1560-189-4124 
1ARD-1560-189-4126 
1ARD-1560-189-4127 
14RD-1560-189-4129 
14RD-1560-189-4129 


14RD-1560-304-4295 


14RD-1560-189-4130 


14RD-1560-524-2442 
1A4RD-1560-313-0408 
148D-5315-619-53603 
148D-1560-525-8302 
1ARD-1560-327-3635 
14RD-1560-189-4131 
1A4RD-1560-189-4132 
148D-1560-570-7047 


14R0-1560-181-1160 
14RD-1560-029-3682 
1ARD-1560-029-3683 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-230133-57 
110-230133-58 
110-230133-61 
110-230133-61 
110-230133-62 
110-230133-62 
110-233003 
110-233004 
110-240022-10 
110-240022-30 
110-240024 
110-240024-5 
110-240025-3 
110-240030 
110-240030-10 
110-240030-11 
110-240030-15 
110-240038 
110-240039 
110-240060-10 
110-240060-110 
110-240060-30 
110-240060-90 
110-240065 
110-240065-10 
110-240065-11 
110-240065-15 
110-240070-110 
110-240070-130 
110-240070-150 
110-240070-230 
110-240070-50 
110-240070-70 
110-240070-90 
110-242017 
110-242020 
110-242021 
110-242022 
110- 242023 
110~242024 
110-243005 
110-243006 
110-243007 
110-243007 
110-300000 
110-301708 
110-310000 
110-310001-103 
110-310001-30 
110-310001-75 
110-310001-81 
110-310003 
110-310004 
110-310004-10 
110-310004-30 
110-310004-7 
110-310005-10 
110-310005-3 
110-310005-5 
110-310005-50 
110-310005-70 
110-310005-90 
110-310005-90 
110-310006 
110-310006-10 
110-310006-30 
110-310007-1 


1562 


NAVY 


STOCK NUMBER 


OURCE 
5 FIGURE | TOTAL | MICRO 
CODE 
AND QTY | FILM 
INDEX NO. 


24-20F 
24-20F 
24-206 
24-21C 
24-206 
24-210 
24-24 
24-26 
31-25 
31-25 
31 
31-33 
31-1 
31-24 
31-24 
31-34 
31-6 
31-244 
31-248 
24-4 
24-4 
24-4 
24-4 
31-24 
31-24 
31-34 
31-6 
24-4 
24-4 
24-4 
24-4 
24-4 
24-4 
24-4 
31-11 
31-13 
31 
31 
31-9 
31-20 
31-10 
31-23 
31-15 
31-21 
35 
96-12 
45-36 
94-21 
94-20 
409-1 
409-2 
94-11 
94-24 
143-1 
143-4 
143-10 
141-1 
142-9 
142-20 
142-12 
152-1 
94-23 
141-4 
143-7 
143-7 
143-7 
94 
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АЕ CLASS CODE 
OR 
STOCK NUMBERS 


1AR0-1560-570-7049 


1ARD-1560—-570-7050 


14RD-1560-4181-1159 
1^RD-1560-181-1158 
1ARD-1560-699-4283 


1ARD-1560-199-9046 
1ARD-1560-199-9047 
14RD-1560-199-9048 
1ARD-1560-199-9057 
1ARD-1560-194—-6128 


lARD-1560-7194-6129 
l1AR0-1560-306-4290 
1ARD~1560=029~3688 
LARD-5 310-478-2908 
1ARB-1560-029-3689 
LARD~1560=532-9957 


1A4RD-1560—-189-4133 
1ARD-1560-189-4134 
1AR0-1560-189-4135 


1ARD-1560-532-9958 


1ARD-1560-534-2037 


1ARD-1680-099-5489 
1ARD—-1680-099-5489 
1ARD—-1680-099-5489 
1ARD-1560-532-9960 


1ARD—-1560-199-6365 
1AR0-1560-570-7054 
1ARD-1560-570-7054 


1A4RD-1560-307-3268 
1ARD-1560-307-3268 


lARD-1560-029-3691 
1ARD-1560-651-3184 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-310007-15 
110-310007-16 
110-310007-2 
110-310007-23 
110-310007-24 
110-310007-27 
110-310007-28 
110-310007-33 
110-310007-34 
110-310007-51 
110-310007-52 
110-310007-53 
110-310007-54 
110-310009-10 
110-310010 
110-310011 
110-310012-10 
110-310013 
110-310013-3 
110-310014 
110-310015 
110-310016 
110-310017-21 
110-310017-23 
110-310018 
110-310022-1 
110-310022-2 
110-310026 
110-310029 
110-310029-10 
110-310030 
110-310030-10 
110-310032 
110-310032-30 
110-310033 
110-310034-10 
110-310034-10 
110-310034-10 
110-310035 
110-310036 
110-310039 
110-310040 
110-310040-30 
110-310041-1 
110-310041-1 
110-310041-10 
110-310041-2 
110-310041-2 
110-310041-20 
110-310050 
110-310051-1 
110-310051-2 
110-310052 
110-310058-65 
110-310058-67 
110-310100-50 
110-310100-70 
110-310100-77 
110-310100-90 
110-310101 
110-310101-367 
110-310102 
110-310102-3 
110-310102-31 
110-310102-33 
110-310102-35 
110-310102-5 


NAVY 
STOCK NUMBER 
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Section IH T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE н 
АЕ CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO 


1ARD-1560-570-7051 


1ARD-1560-199-6366 
14RD-1560-199-6366 
1ARD-1560-199-6367 
1ARD—-1560-199-6367 


1A4RD0-1560-199-6368 
1ARD-1560-199-6368 


1ΑΒΟ-1560-199-6369 
1ARD-1560-199-6369 
14RD-1560-2537-9079 
1ARD-1560-237-9079 
1ARD-1560-237-9080 
LARD~1560~237-9080 


1ARD-1560-199-5137 
1ARD-1560-199-5137 


1ARD-1560-199-5138 
1ARD-1560-199-5138 
14RD-1560-199-5139 
1ARD-1560-199-5139 
1А60-1560-189-4196 
14RD-1560-189-4196 
1ARD-1560-189-4197 
1A4RD-1560-189-4197 


1ARD-1560-029-3692 
14RD-1560-029-3693 


1ARD-1560-532-9964 
1ARD-1560-532-9965 


1ARD-1560-029-3694 
1ARD-1560-029-3695 


LARD~1560-448-6193 


1ARD-1560-448-6194 


1ARD—-15602098-0792 
1ARD-1560-098-0793 


1AR0-1560-448-6196 
LARD~1560=521-1456 


1564 


110-310102-7 
110-310103 
110-310103-10 
110-310103-30 
110-310103-50 
110-310103-57 
110-310104 
110-310104 
110-310105 
110-310105 
110-310106-1 
110-310106-10 
110-310106-10 
110-310106-2 
110-310106-20 
110-310106-20 
110-310106-30 
110-310106-30 
110-310106-40 
110-310106-40 
110-310107-1 
110-310107-10 
110-310107-10 
110-310107-2 
110-310107-20 
110-310107-20 
110-310107-30 
110-310107-30 
110-310107-40 
110-310107-40 
110-310108 
110-310108 
110-310109 
110-310109-10 
110-310111-1 
110-310111-11 
110-310111-12 
110-310111-2 
110-310111-5 
110-310111-6 
110-310111-7 
110-310111-8 
110-310113 
110-310113-3 
110-310114-10 
110-310114-20 
110-310114-30 
110-310114-40 
110-310114-50 
110-310114-60 
110-310114-70 
110-310114-80 
110-310115-1 
110-310115-10 
110-310115-100 
110-310115-2 
110-310115-20 
110-310115-70 
110-310115-80 
110-310115-90 
110-310116-2 
110-310116-50 
110-310119 
110-310120 
110-310120-11 
110-310120-12 
110-310120-41 


409-14 
94-19 
94-19 

136432 

136433 

136A32 
94-2 

139-16 
94-1 

139-16 

139-1 
95-8 

139-3 

139-1 
95-8 

139-3 

134-2 

139-11 

134-2 

139-11 

139-2 
95-9 

139-4 

139-2 
95-9 

139-4 

134-3 

139-11 

134-3 

139-11 
95-12 

139-7 

135 

135 

135 

135-4 

135-4 

135 

135-3 

135-3 

135-5 

135-5 

135 

135-1 

136 

136 

136 

136 

136 

136 

136 

136 

135-6 

135 

135 

135-6 

135 

135-6 

135-6 

135 

135-14 

135-14 

134-27 

134-23 

134-26 

134-26 

134-31 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


4720~448-6197 

14RD-1560-189-4198 
1ARD-1560-189-4199 
1ARD-1560-570-7056 
1ARD-1560-570-7057 
1ARD-1560-189-4200 
1ARD-1560-189-4201 
1ARD-1560-535-6030 
LARD~1560=478-2921 
LARD~1560-478-2921 


1ARD-1560-189-4202 
14RD-1560-311-0415 
lARD-15604525-5630 


1ARD-1560-317-0691 
14RD-1560-373-4637 


14RD-1560-700-1146 


1ARD-1560-651-3186 
1ARD-1560—-532-9979 


1ARD-1680-571-2123 
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T.O, 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-310129 
110-310129-35 
110-310129-37 
110-310129-7 
110-310130 
110-310130-91 
110-310130-93 
110-310130-95 
110-310130-97 
110-310131-105 
110-310131-107 
110-310131-115 
110-310131-50 
110-310134 
110-310134-3 
110-310134-7 
110-310135 
110-310136-10 
110-310136-30 
110-310137 
110-310138 
110-310138-10 
110-310139 
110-310139 
110-310145 
110-310145-10 
110-310145-33 
110-310146 
110-310146-51 
110-210146-61 
110-310146-63 
110-310146-65 
110-310147 
110-3101483 
110-310149 
110-310155-1 
110-310156-3 
110-310300 
110-310300-10 
110-310300-30 
110-310301 
110-310301-10 
110-310302 
110-310302 
110-310302=10 
110-310302-10 
110-310303 
110-310303-10 
110-310303-30 
110-31030350 
110-310303-70 
110-310304 
110-310304-10 
110-310304-11 
110-310305 
110-310306 
110-310307 
110-310308 
110-310308 
110-310308-10 
110-310308-10 
110-310310 
110-310311 
110-310311-110 
110-310311-70 
110-310312-1 
110-310312-10 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


136A 
136A39 
136A40 
136A41 
136 
136-39 
136-40 
136-41 
136-42 
136-43 
136-44 
136-45 
136 
134 
134-7 
134-6 
134-29 
134-8 
134-8 
134-9 
134-18 
134-18 
134-30 
194-18 
136 
136-29 
136-30 
136A12 
136A13 
136A15 
136A14 
136A16 
13649 
136A7 
136A 
135-218 
135-21A 
98 
98 
98 
98-14 
98-14 
189 
190 
189 
190 
98-15 
98-15 
98-15 
98-15 
98-15 
192 
192 
192 
98-16 
193 
98-17 
194 
195 
194 
195 
35-1 
192 
192 
192 
193 
193-15 


Section III 
Numerical Index 


Ë J TOTAL | MICRO 
QTY FILM 
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Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 


OR 


STOCK NUMBERS 


1ARD-1560-525-8303 


1ARD-1560-525-8304 


* 


PART NUMBER 


110-310312-2 
110-310312-20 
110-310313 
110-310314-1 
110-310314-2 
110-310314-50 
110-310314-60 
110-310314-70 
110-310314-80 
110-310315-1 
110-310315-2 
110-310315-60 
110-310316-1 
110-310316-2 
110-310316-50 
110-310316-70 
110-310316-80 
110-310317-1 
110-310317-2 
110-310317-50 
110-310317-60 
110-310317-70 
110-310317-80 
110-310318-1 
110-310318-10 
110-310318-2 
110-310318-20 
110-310319 
110-310319-50 
110-310319-70 
110-310320-1 
110-310320-100 
110-310320-120 
110-310320-2 
110-310320-50 
110-310320-60 
110-310320-70 
110-310320-80 
110-310320-90 
110-310321-1 
110-310321-100 
110-310321-2 
110-310321-50 
110-310321-60 
110-310321-70 
110-310321-80 
110-310321-90 
110-310322-1 
110-310322-100 
110-310322-2 
110-310322-50 
110-310322-50 
110-310322-70 
110-310322-80 
110-310322-90 
110-310323 
110-310323-30 
110-310323-50 
110-310325 
110-310325-110 
110-310325-90 
110-310326 
110-310326-110 
110-310326-70 
110-310327 
110-310327-50 
110-310327=70 


1566 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


М1 
МІ 


FIGURE 
AND 
INDEX NO 


TOTAL | MICRO 
QTY | FILM 
ΝΡ 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΤΠ 
Numerical Index 


SOURCE 


AF CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


PART NUMBER 


Revised 1 December 1959 


110-310329 M1 192 P 
1A4RD-1560-524-2449| 110-310329-10 Ml 192-7 1 
1ARD-1560-448-6198 | 110-310330-1 Pl 190-24 1 
1ARD-1560-448-6199  110-310330-2 Pl 190-24 1 
110-310330-75 м1 409-17 1 

110-310332-30 194-20 1 

110-310336 196 ΝΡ 

1А80-1560=478-2922| 110-310336-3 M1 196-1 1 
14RD-1560—478-2924| 110-310336-33 М1 196=4 1 
14RD-1560-314-9305| 110-310336-35 M1 196-5 1 
110-310336-37 196-7 1 

110-310336-41 196-4 1 

110-310336-43 M1 196-1 1 

14RD-1560-478-2925 | 110-310336-5 м1 196-7 1 
1ARD-1560-478-2926 | 110-310336-7 м1 196-8 1 
110-310337 A 98 NP 

110-310337-11 98 1 

14RD-1560-237-9082| 110-310338 Ml 193-32 1 
1ARD-1560-237-9082] 110-310338 M1 195-23 1 
1ARD-1560-692-2412| 110-310339-3 ΜΙ 98-18 2 
110-310340 A 190-18 P 

110-310341 196 P 

14RD-1560-448—-6200 | 110-310341-10 Ρ 196-15 1 
110-310341-25 196-21Α 1 

` 110-310341=51 196=21A 1 
110-310341-53 196-21Α 1 

110~310346 194 P 

110-310350 * 96-1A P 

1А80-1560-532-9983 | 110-310351-1 м1 179-14 1 
14RD-1560-532-9984| 110-310351-2 М1 179-14 1 
1ARD-1560-532-9985| 110-310352 M1 179-15 1 
110-310352-13 179-25 4 

1ARD-1560-532-9986| 110-310353-1 M1 179-12 1 
14RD-1560-532-9987 110-310353-2 м1 179-12 1 
1ARD-1560-532-9988| 110-310354 мі 179-13 1 
110-310354-7 179-24 4 

lARD-1560-532-9989 | 110-310355=1 M1 179-10 1 
1ARD-1560-314-9306| 110-310355-10 М1 179-10 1 
1А80-1560-532-9990| 110-310355-2 179-10 1 
1ARD-1560-316-1841| 110-310355-20 ΜΙ 179-10 1 
1ARD-1560-532-9991| 110-310356 M1 179-11 1 
110-310356-7 179-23 4 

1ARD-1560-532-9992| 110-310357-1 м1 179-8 1 
1ARD-1560-035-4437| 110-310357-10 M1 179-8 1 
1ARD-1560-532-9993| 110-310357-2 M1 179-8 1 
1ARD-1560-035-44438 | 110-310357-20 М1 179-8 1 
1ARD-1560-532-9994 | 110-310358 M1 179-9 1 
1ARD-1560-700-1147| 110-310358-7 179-22 4 
1ARD-1560-532-9995| 110-310359-1 м1 179-6 1 
1ARD-1560-532-9996 | 110-310359-2 Ml 179-6 1 
LARD~1560-532-9997 | 110-310360 M1 179-7 1 
LARD~1560-030-5890 | 110-310360-10 179-7 1 
110-310360-11 179-21 4 

LARD~1560~692=2414| 110-310360~7 179-21 4 
1ARD-1560-532-9998 | 110-310361-1 M1 179-17 1 
1ARD-1560-533-0000 | 110-310361-2 м1 179-17 1 
1ARD~1560=533-0003 | 110-310362 M1 179-2 1 
1ΑΒΡ-1560-533-0004| 110-310363 M1 179-4 1 
1ARD-1560-651-3187| 110-310364-3 179-27 1 
110-310364-4 179-27 1 

110-310365 179-26 1 

1ΑΒΌ-1560-533-0005| 110-310366 M1 179=3 1 
1ARD-1560-251-4682| 110-310367 M1 179-5 1 
1ARD-1560-189-4334 | 110-310372 M 179-1 1 
110-310372-3 179-1 1 

1ARD~1560=448-6202 | 110-310373 178-17 3 
110-310373-10 P1 178-17 3 


CODE FIGURE TOTAL | MICRO 
AND QTY | FILM 
АЕ [NAvy| INDEX NO. 


1567 


Section HI 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


14RD-1560-308-0049 
14RD-1560-373-4638 
1ARD-1560-448-6203 
14RD-1560—-533-0233 
LARD~1560~533-0010 


1ARD-1560-533-0011 


1ARD-1560-189-4332 


1ARD-1560-533-0013 
1ARD-5306-478-295] 
1ARD-1560-189-4333 
1ARD-1560-307-3271 


l1ARD-1560-189-4330 


1ARD-1560-189-4331 
LARD~1560=-189~4328 
LARD~1560~189-4329 
1ARD-1560-189—-4326 
lARD-1560-198-7381 
LARD~1560~029-3698 
1ARD-1560-030-5892 
1ARD-1560-030-5893 
1ARD-1560-696-1698 
1ARD-1560-696-1698 
1ARD-5306—-558—-5077 
14RD-5306-558-8900 


1ARD-1560-304-4298 
1ARD-1560-304—-4300 


1ARD-1560-304—-4301 


1568 


110-310373-3 
110-310373-30 
110-310374 
110-310375 
110-310376 
110-310376-21 
110-310377 
110-310378-1 
110-310378-2 
110-310378-30 
110-310378-40 
110-310378-50 
110-310378-60 
110-310379 
110-310382 
110-310382-27 
110-310382-31 
110-310382-5 
110-310382-7 
110-310391 
110-310391-11 
110-310391-7 
110-310392 
110-310392-7 
110-310394-1 
110-310394-2 
110-310396-10 
110-310396-30 
110-310397-10 
110-310397-30 
110-310397-5 
110-310397-7 
110-310398 
110-310398 
110-310405 
110-310405-3 
110-310410 
110-310411 
110-310415-1 
110-310415-2 
110-310416-1 
110-310416-2 
110-310551-1 
110-310601-1 
110-310601-10 
110-310601-2 
110-310601-20 
110-310601-231 
110-310601-232 
110-310601-30 
110-310601-40 
110-310601-50 
110-310601-60 
110-310601-70 
110-310602-1 
110-310602-2 
110-310603-1 
110-310603-2 
110-310610 
110-310611-10 
110-310611-130 
110-310611-190 
110-310611-210 
110-310611-230 
110-310611-25 
110-310611-250 
110-310611-270 


SOURCE 
NAVY CODE 


STOCK NUMBER 


FIGURE 
AND 
INDEX NO 


Revised 1 December 195? 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-304—-4302 
1A4RD-1560-092-5404 


1ARD—-1560-304-4303 
1ARD-1560-304-4304 
1ARD-1560-304-4305 


1ΑΒΌ-1560-533-0015 
1AR0-5315-189-4327 
1ΑΒΡ-1560-533-0016 


1ARD-1560-525-5631 
14RD-1560-534-2052 
1ARD-1560-525-5632 


1ARD-1560-534-2053 
1ARD-1560-313-0412 
14RD-1560-533-0017 


14RD-1560-189-4324 
1ΑΒΡ-1560-189-4325 
1ΑΒΡ-1560-189-4322 
1ARD~1560=189~4 323 


1Α80”-1560-320”-6484 
1ΑΒΌ-1560-028-9313 
1ARD-5315-545-3317 
1ARD-1560-028-9314 
1ARD-1560-028-9315 


1ARD-1560-525-8312 


1ARD-1560—-525-9955 


14RD-1560—-534-2996 


14RD-1560-533-0018 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-310611=290 
110-310611-30 


110-310611-310 
110-310611-37 
110-310611-50 
110-310611-70 
110-310611-90 
110-310615 
110-310615-11 
110-310615-13 
110-310616 
110-310619 
110-310619-3 
110-310620 
110-310621 
110-310622 
110-310622-11 
110-310622-15 
110-310622-17 
110-310622-17 
110-310622-3 
110-310622-7 
110-310623-10 
110-310624 
110-310630-1 
110-310630-2 
110-310701 
110-310701-10 
110-310701-30 
110-310703 
110-310703-101 
110-310703-102 
110-310703-113 
110-310703-114 
110-310703-130 
110-310703-70 
110-310704 
110-310704-10 
110-310704-30 
110-310705 
110-310705-10 
110-310705-30. 
110-310705-51 
110-310705-61 
110-310706 
110-310706-10 
110-310706-31 
110-310706-241 
110-310707 
110-310708 
110-310708-11 
110-310709-1 
110-310709-2 
110-310711 
110-310711 
110-310711-25 
110-310711-31 
110-310712 
110-310712-5 
110-310713 
110-310713-3 
110-310714 
110-310715 
110-310715-10 
110-310716 
110-310716 
110-310718-1 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Section III 
Numerical Index 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 
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Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


| AF CLASS CODE 
OR 


PART NUMBER 


L STOCK NUMBERS 


1ARD-1560-320-6485 


lARD-1560-448-6206 
1А80=1560-534-2997 


1ARD-1560-189-45321 


1ARD—-1560—-533-0020 


1ΑΒΌ-1560-533-0021 


1ΑΒΌ-1560-213-5558 
1ARD-1560-448-6207 


1ARD-1560-533-0023 
1ARD-1560-533-0024 
1ARD-1560-533-0025 
1ARD-1560—533-0026 
1ΑΒΌ-1560-533-0027 
1ARD-1560-533-0028 
1ARD-1560—533-0029 
1ARD-1560-478-2961 
1ARD-1560—-533-0030 
1ARD-1560-533-00231 
1ARD~1560=533~0032 


1ARD-1560-029-3699 
1ARD-1560-029-3700 
1ARD-1560-534-2116 
1ARD—-1560-587-1681 


1ARD-1560-600-4959 
1ARD-1560-600-4960 


1570 


110-310718-11 
110-310718-13 
110-310718-15 
110-310718-17 
110-310718-2 
110-310718-31 
110-310718-7 
110-310720 
110-310721 
110-310722 
110-310722-3 
110-310723 
110-310723-133 
110-310723-225 
110-310723-227 
110-310723-247 
110-310723-253 
110-310723-255 
110-310723-263 
110-310724 
110-310725 
110-310726 
110-310726-5 
110-310735 
110-310736-1 
110-310736=2 
110-310737 
110-310737-30 
110-310737-50 
110-310737-70 
110-310737-90 
110-310738 
110-310738-30 
110-310738-50 
110-310740 
110-310742-7 
110-310745 
110-310748 
110-310749 
110-310749-10 
110-310749-110 
110-310749-130 
110-310749-150 
110-310749-170 
110-310749-210 
110-310749-230 
110-310749-25 
110-310749-2250 
110-310749-270 
110-310749-290 
110-310749-470 
110-310749-490 
110-310749-57 
110-310759 
110-310759-10 
110-310763 
110-310765 
110-310765-10 
110-310766-21 
110-310766-23 
110-310767 
110-310769 
110-310770-1 
110-310770-2 
110-310801-111 
110-310801-112 
110-310801-45 


NAVY 
STOCK NUMBER 
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Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1A4R0-1560-189-4306 
1ARD-1560-189-4306 
1ARD-1560-189-4307 
1ARD-1560-189-4307 
1ARD-1560-189-4304 
1ARD-1560-189-4304 
1ARD-1560-189-4305 
14RD-1560-189-4305 


1ARD-1560-219-4502 
14RD-1560-214-9811 
14RD-1560-028-9316 
14RD-1560-028-9317 


1ARD-1560-181-4848 
1ARD-1560-181-4849 
1^RD-1560-534-2065 
1ARD-1560—-320-6486 
1ARD-1560-181-4850 
1ARD-1560-181-4851 


1ARD-1560-320-6487 


1ARD-1560-214-9812 


1ARD-1560-214-9813 
1ARD-1560-214-9814 
1ARD-1560-214-9815 
1ARB-1560-189-4302 
1ARD-1560-316-1843 
1ARD-1560-181-4852 
1ARD-1560-181-4852 
1ARD-1560-534-2066 
1ARD-1560-534-2066 
1ARD-1560-306-4291 


1ARD—-1560-478-2963 


1AR0-1560-320-6488 
14RD-1560-320-6488 
14RD-1560-181-4856 
1ARD-1560-189-4303 


1AR0-1560-219-4503 


1ARD-1560-219-4504 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-310801-46 
110-310801-47 
110-310801-48 
110-310801-51 
110-310801-52 
110-310801-56 
110-310801-57 
110-310801-61 
110-310803-10 
110-310803-10 
110-310803-30 
110-310803-30 
110-310803-50 
110-310803-50 
110—-310803-70 
110-310803-70 
110-310805-30 
110-310805-40 
110-310806-103 
110-310806-30 
110-310806-40 
110-310806-50 
110-310806-60 
110-310808-1 
110-310808-2 
110-310809-1 
110-310809-2 
110-310810-1 
110-310810-2 
110-310810-21 
110-310810-22 
110-31081251 
110-310812-2 
110-310812-21 
110-310812-22 
110-310813-1 
110-310813-10 
110-310813-2 
110-310813-20 
110-310813-30 
110-310813-40 
110-310825 
110-310825-11 
110-310829 
110-310829 
110-310829-10 
110-310829-10 
110-310835-50 
110-310835-70 
110-310836-1 
110-310836-2 
110-310836-3 
110-310839-1 
110-310839-2 
110-310840-1 
110-310840-2 
110-310841 
110-310841 
110-310842 
110-310843-3 
110-310846-1 
110-310846-10 
110-310846-2 
110-310846-20 
110-310848-1 
110-310848-2 
110-310851-1 


Revised 1 December 1959 


SOURCE 


NAVY CODE 


STOCK NUMBER 


жож 


FIGURE 


AND 


INDEX NO. 


409-54 
409-6 
409-5 
409-6A 
409-5A 
409-5 
409-6 
409-6B 
204-25 
205-6 
204-21 
205-2 
204-26 
205-7 
204-22 
205-3 
204 
204 
409-3 
204-6 
204-6 
204-6 
204-6 
205-21 
205-21 
205 
205 
206-1 
206-1 
206-5 
206-5 
206-2 
206-2 
206-6 
206-6 
205 
205-26 
205 
205-26 
205-27 
205-27 
205-22 
207-59 
205-19 
206-17 
98-1 
96-28 
205-1 
205--1 
204 
204 
204-13 
205 
205 
205 
205 
206-19 
207-25 
204-9 
206-7 
185 
185-7 
185 
185-7 
205 
205 
185 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III 
Numerical Index 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


L ΑΕ CLASS CODE 


OR 


|. STOCK NUMBERS 


PART NUMBER 


— 


NAVY 
STOCK NUMBER 


1ARD-1560-314-9311 


LARD~1560-587-7358 
14R0-1560-534-2999 


110-310852-1 
110-310853-1 
110-310854-3 
110-310855-3 
110-311102-10 
110-311106-15 
110-311106-50 
110-311107-1 
110-311107-10 
110-311107-30 
110-311109 
110-311110-1 
110-311110-2 
110-311110-30 
110-311110-40 
110-311111-1 
110-311111-2 
110-311111-20 
110-311117-10 
110-311117-30 
110-311119 
110-311121-1 
110-311302 
110-311305-1 
110-311305-2 
110-311306 
110-311308 
110-311310 
110-311312 
110-311313 
110-311315 
110-311315-10 
110-311317 
110-311318 
110-311318-10 
110-311320 
110-311320-10 
110-311322 
110-311322-10 
110-311324 
110-311324-10 
110-311326 
110-311326-71 
110-311326-72 
110-311327 
110-311328 
110-311328-10 
110-311328-110 
110~311328-130 
110-311328-30 
110-311328-50 
110-311328-70 
110-311329 
110-311329-10 
110-311329-30 
110-311329-70 
110-311331 
110-311331-10 
110-311331-30 
110~311332 
110-311340 
110-311346 
110-311350 
110-311351 
110--311600 
110-311600-10 
110-311600-30 
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SOURCE 
CODE 


FIGURE TOTAL | MICRO 


AND QTY 
INDEX NO. 


М1 


М1 
М1 
M1 
М1 


М1 


ΜΙ 


ΜΙ 
M1 


М1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND ӨТҮ | FILM 
STOCK NUMBERS NAvy| INDEX NO. 
NP 


110-311601 
110-311601-110 


110-311601-130 
110-311601-30 
110-311601-70 
110-311601-90 
110-311603 
110-311603-10 
110-311615-1 
110-311615-2 
110-311619-1 
110-311619-2 
110-311628-1 
110-311628-2 
110-311630-1 
110-311630-2 
110-311640 
110-311641 
110-311641-10 
110-311705 
110-311705-50 
110-311705-70 
110-311706 
110-311706-10 
110-311707 
110-311707-30 
110-311708 
110-311708-30 
110-311710 
110-311710-30 
110-311712 
110-311712-30 
110-311714 
110-311714-30 
110-311716 
110-311717 
110-311717=10 
110-311719 
110-311719-10 
110-311719-30 
110-311721-10 
110-311721-30 
110-311723-10 
110-311723-30 
110-311726 
110-311800-1 
110-311800-2 
110-311802-1 
110-311802-2 
110-311813-1 
110-311813-10 
110-311813-2 
110-311813-20 
110-311815-1 
110-311815-10 
110-311815-2 
110-311815-20 
110-311826-21 
110-311826-22 
110-311826-23 
110-311826-24 
1ARD-1560-651-3146 110-311830 
1ARD-1560-—-651-1772 110-311840-10 
1ARD-1560-251-4686 110-313000 
1A4RD-1560-348-9714 110-313001 
1ARD-1560-030-5894 110-313002 
110-313010-21 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
0L PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


P1 


14RD-1560-029-3705 110-313010-23 96-33 1 
LARD-1560=029~3706 110-313011-5 143-15 1 

110-313011-7 1453-16 1 
14RD-1560-029-3708 110-313012-5 143-17 1 

110-313012-7 143-18 1 
lARD-1560-513-3811 110-313013 143-14 2 
1ARD—5315-181-4857 110-313014 143-13 2 
1ARD-1560-181-4858 110-313015 143-12 2 
14R0-1560-189-4300 110-313016-23 143-9 2 
LARD~5340-046~7807 110-313016-25 143-9 1 
14RD-1560-030-5895 110-313016-27 143-9 1 

110-313017 45—27 2 

110-313018 45-31 2 

110-313019 45-28 2 

110-313020 45-31A 2 
14RD-1560-534-2070 110-313023-5 142-19 H 
14RD-1560-189-4301 110-313025-21 141-21 1 
14RB-1560-029-3711 110-313025-23 141-6 2 

110-313025-23 142-15 2 
LARD~4730=237-9015 110-313026 141-20 1 
1ARD-1560-306-4293 110-313027-7 142-18 1 

110-313048-3 45-32 4 
1ARD—-1560-181-4683 110-313051-1 96-33C 1 
14RD-1560-181-4864 110-313051-2 96-33C 1 
1ARD~1560-181-4867 110-313053-1 96-344 1 
14RD—-1560-181-4868 110-313053-2 96-344 1 
14RD-1560-478-2965 110-313055 96-37 4 
1ARD-1560-478-2966 110-313056 96-38 4 

110-313058 45-37 2 

110-313058 96-44 2 

110-313058 96-14 1 

110-313061-3 94-18A 1 
1ΑΒΡ-15δ0-305-0290 110-313071 43-22 1 

110-313076-11 41 NP 
1480-1560-304-8757 110-313077 134-5 1 
1ARD~1560~304~8757 110-313077 206-20 2 
14RD-1560-304-8757 110-313077 207-26 2 

110-313097 181 NP 

110-313097-10 181 NP 

110-313097-30 181 NP 
1ARD-1560-181-4869 110-313101-3 95-10 4 
14RD-1560-181-4869 110-313101-3 139-9 1 
1ARD-1560-198-7382 110-313107 135-28 1 

110-313107-21 135-29A 1 
1ARD—-1560-320-6489 110-313107-3 135-29 H 
14RD-1560-029-3716 110-313110-21 135-33 2 
1ARD-1560-029-3716 110-313110-21 135-34 1 
1A4RD-1560-029-3717 110-313110-22 135-33 2 
1A4RD-1560-029-3717 110-313110-22 135-34 1 
1A4RD-1560-189-4298 110-313111 94-13 2 
1ARD-1560-189-4299 110-313112 94-14 2 
1ARD-1560—-235—-3866 110-313114-1 136-14 1 
1ARD-1560-235-3867 110-313114-2 136-14 1 
1ARD—-1560-181-4870 110-313115-1 P 136-16 1 
14RD-1560-181-4871 110-313115-2 P 136-16 1 
14RD-1560-181-4872 110-313116-1 P 136-17 1 
1ΑΒΡ-16560-181-4873 110-313116-2 P 136-17 H 
1A4RD-1560-181-4874 110-313117-1 P 136-18 1 
1ARD-1560-181-4876 110-313117-2 P 136-18 1 
LARD-1560-181-4713 110-313118-1 P 136-19 H 
14RD-1560-181-4714 110-313118-2 P 136-19 1 
1ARD-1560-181-4711 110-313119-1 p 136-20 1 
1ARD-1560-181-4712 110-313119-2 P 136-20 1 
1ARD-1560-181-4709 110-313120-1 P 136-21 H 
14RD-1560-181-4710 110-313120-2 P 136-21 1 
14RD-1560-181-4707 110-313121-1 P 136-22 1 
1#00-1560-181-4708 110-313121-2 P 136-22 H 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


AF CLASS CODE NAVY SOURCE | FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 

1ARD-1560-181-4705 | 110-313122-1 р 136-23 1 
lARD-1560-181-4706| 110-313122-2 P 136-25 1 
1ARD-1560-181-4703| 110-313123 M1 136-24 16 
1ARD-1560-181-4704| 110-313124 136-25 8 
1ARD-1560-181-4701| 110-313126-1 135-8 1 
1ARD-1560-190-2195| 110-313126-2 135-8 1 
14RD-1560-190-2196| 110-313127-1 135-11 1 
1ARD-1560-190-2193 | 110-313127-2 135-11 1 
1ARD-1560-190-2194| 110-313128 135-16 2 
1ΑΒΡ-1560-190-2191! 110-313129 135-18 2 
1ARD-1560-029-3720 | 110-313138-21 136-12 1 
1ARD-1560-386-8161| 110-313138-22 136-12 1 
1ARD-1560-229-9902| 110-313138-23 136-13 1 
1ARD-1560-229-9901] 110-313138-24 136-13 1 
14RD-1560-029-3721| 110-313138-25 315-5A 16 

110-313157-11 134-11 2 

110-313157-17 134-17 4 

110-313157-31 134-15 2 

110-313157-33 134-16 2 

110-313160-1 134-19 1 

110-313160-2 134-19 1 

110-313161-21 136A21 1 

110-313161-22 136A21 1 

110-313161-23 136A20 1 

110-313161-24 136A20 1 
1ΑΒΡ-1560-237-9081} 110-313163 135-27 1 

110-313164 135-25 1 
1ΑΒΡ-1560-029-3728| 110-313169-1 96-34 1 
LARD~1560=219-4505 | 110-313169-2 96-24 1 
1ARD-1560-029-3729 | 110-313170-1 204-2 1 
14RD-1560-029-3730| 110-313170-2 204-2 1 
1ΑΒΡ-156δ0-213-5560| 110-313171-1 96-338 1 
1ARD-1560-213-5561| 110-313171-2 96-338 1 
1ARD—-1560-029-3731| 110-313172-1 204-4 1 
14RD-1560-029-3732| 110-313172-2 204-4 1 

110-313173-5 96-36 2 
LARD~5315-290-9795 | 110-313173-7 96~36 2 
14RB-1560-308-0051| 110-313180-21 136-7 1 

110-313181 136 NP 
14RD-1560-029-3733| 110-313181-10 136-3 1 
1ARB-1560-320-6491| 110-313182 136-6 1 
14RD-1560-306-4294| 110-313183 136-4 1 
1ΑΒΒ-1560-308-0035] 110-313183-3 136-4 1 

110-313216-11 137-29 1 
1ARD-1560-662-7289 | 110-313216-5 137-32 1 
LARD~1560-662~7956 | 110-313216-7 137-12 1 
1ARD-1560-307-3273| 110-313217-5 137-25 1 
1ΑΒΌ-1560-305-0291 | 110-313218 136A10 1 
1ARD-1560-373-4639 | 110-313220-21 137-14 1 
1ARD-1560-373-4640 | 110-313221 137-18 1 
1ARD-1560-373-4641| 110-313222-21 137-15 1 
1ARD-1560-525-5633 | 110-313223-21 137-23 1 

110-313223-23 137-23 1 
1ARD-1560-525-5634 | 110-313224-21 137-21 1 
14RD-1560-373-4643 | 110-313224-23 137-21 1 
l1ARD-1560-373-4644 | 110-313225-10 137-28 1 
1ARD-1560-373-4645 | 110-313226 137-31 1 
1ARD-1560-373-4646 | 110-313227-21 136A11 1 

110-313228-21 137-8 1 
1ARD-1560-373-4648 | 110-313229 137-10 1 
1АВО—1560-373-&649 | 110-313230-21 137-7 1 

110-313232 136#26 1 

110-313232-10 136А26 1 
LARD~1560~373-4650 | 110-313232-21 136A27 1 
1480-1560-650-7553 | 110-313232=30 136А26 1 
1ARD-1560-651-3190| 110-313232450 136A26 1 

110-313233 136A28 1 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 


AF CLASS CODE 


NAVY CODE FIGURE 
OR PART NUMBER STOCK NUMBER AND 
STOCK NUMBERS INDEX NO. 


110-313233-10 136Α28 1 
1ΑΡ0”-1560-373-4651 110-313233-21 136A29 1 
1ARD-1560-592-3843 110-313233-30 136A28 1 
110-313233-50 136428 1 
110-313248-11 136-36 1 
1ARD-1560-534-3030 110-313248-12 136-36 1 
110-313250-1 136 NP 
110-313250-11 156 NP 
1ARD-1560-694-4548 110-313254-1 181-8 
110-313254-11 181-8A 
1ARD-1560-320-6493 110-313256-1 135-8 
1ARD—-1560-320-6494 110-313256-2 135-8 
110-313257-5 136-32 
110-313258-7 136-35 
110-313261-1 136-33 
110-313261-2 136-33 
1ARD-1560-029-3734 110-313314-10 190-11 
1ARD-1560-029-3734 110-313314-10 190-6 
110-313314-20 190-12 
1ARD-1670-094-2587 110-313314-30 195-10 
1ARD~1670-094~2588 110-313314-40 195-10 
1ARD-1670-094-2589 110-313314-50 195-11 
1ARD-1670-094-2590 110-313314-60 195-11 
1ARD-1560—190-2192 110-313314-70 189-1 
1ARD-1560-525-5635 110-313315-1 190-13 
1ARD-1560—-525-5635 110-313315-1 192-17 


1ARD-1560-525-5635 
1ARD-1560-525-5635 
1ARD-1560—-525-5635 
1ARD-1560-436-7126 
1ARD-1560-436-7126 
1ARD-1560-436-7126 
1ARD-1560—-436-7126 
1ARD-1560-436-7126 
1ARD-1560-030-5898 
1ARD-1560-030-5898 
l1ARD-1560-030-5898 
14RD-1560-030-5898 
l1ARD-1560-030-5898 
1AR0—1560-534-2091 
1ARD-1670-094-2591 


110-313315-1 
110-313315-1 
110-313315-1 
110-313315-2 
110-313315-2 
110-313315-2 
110-313315-2 
110-313315-2 
110-313316-10 
110-313316-10 
110-313316-10 
110-313316-10 
110-313316-10 
110-313316-30 
110-313316-40 
110-313320-21 
110-313323-10 
110-313323-30 


193-26 
195-1 
195-4 
190-13 
192-17 
193-26 
195-1 
195-4 
190-14 
190-7 
192-18 
193-27 
195-2 
195-5 
195-5 
195-8 
190-28 
190-29 
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1ARD-1560-190-2189 
1ARD-1560-190-2190 


14RD-1560-190-2187 110-313324 190-25 
l1ARD-1560-029-3738 110-313334 189-2 
1ΑΒΡ-1560-029-3738 110-313334 190-15 1 
1ARD-1560-029-3738 110-313334 190-8 
1ARD-1560-029-3738 110-313334 192-19 
1ARD-1560-029-3738 110-313334 193-30 2 
1ARD-1560-029-3738 110-313334 195-13 4 
1ARD-1560-029-3738 110-313334 195-7 2 
14R0-1560-190-2157 110-313339-21 193-31 H 
14RD-1560-029-3739 110-313340-21 195-22 1 
1ARD-1560-190-2156 110-313341 189-18 H 
1ΑΒΌ-3120-288-5189 110-313342 189-19 2 
110-313343-3 189-9 5 
110-313343-5 189-10 1 
1ARD-1560-029-3740 110-313344-21 189-11 12 
1ΑΒΌ-15δ0-190-2153 110-313346-1 98-26 1 
1ARD-1560-190-2154 110-313346-2 98-26 1 
1ARD-1560-029-3742 110-313348-30 98-19 1 
1ARD-1560-029-3743 110-313348-40 98-19 1 
&710-528-3353 110-313349 191-42 1 
110-313350 191-14 1 
1ARD-1560-376—-2532 110-313350-10 191-14A H 
110-313350-25 191-19 1 
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AF CLASS CODE 
OR 
STOCK NUMBERS 


lARD-1560-189-4296 
1ARD-1560-189-4297 
1LARD~1560=190=2149 
1ARD-1560-190-2150 
1ARD-1560-448-6211 
1ARD-1560-190-2205 
1ARD-1560-190-2206 
1ARD-1560-190-2203 
1ARD—-1560-189-4276 
1ARD-1560-190-2204 
lARD-1560-189-4277 
l1ARD-1560-189-4277 
1ARD-1560-534-2100 
1ARD-1560-534-2100 
1ARD-1560-434-2101 
lARD-1560-434-2101 
1ARD-1560-190-2201 
1ΑΒΌ-1560-190-2201 


1ARD~1560-029-3 746 
1ΑΒΌ-1560-190-2155 
1ARD=1560=029=3 748 
14RD-5340-046-7808 
1ARD—-5340-046-7808 
1ARD-5340-046-7808 
1ARD-5340-046-7809 
1ARD-5340-046-7809 
1ARD—-5340-046-7809 
1ARD-1560-190-2158 
1ARD-1560-448-6212 
1ARD-5310-310-1383 
14RD-5310-310-1383 
1ARD-1560-436-7131 
1ARD-1560-436-7132 
1ARD-1560-185-7770 
1ARD-1560-029-3749 
1ARD-1560-189-4279 
1ARD-1560-029-3751 
1ARD-1560-091-2862 
1ARD—-1560—-189-4280 
1ARD-1560-332-3867 
14R0-1560-185-7772 
1ARD-1560-189-4281 


1ARD-1560-533-0034 


LARD~1560-533-0035 
LARD-4730~198=7 383 
1ARD-4730-198-7384 


1A4RD-1560-588-4678 


1ARD-1560-307-3275 
1ARD-1560—-307-3275 
1ARD-1560-307—-3275 
1ARD-1560-307-3275 
1ARD-1560-307-3275 
LARD~1560=307-3275 
1ARD-1560-307-3275 


1ARD-1560-653-0906 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-313351 
110-313352 


110-313353 
110-313354 
110-313355 
110-313356 
110-313357 
110-313358 
110-313359 
110-313360 
110-313364 
110-313364 
110-313364-3 
110-313364-3 
110-313364-5 
110-313364-5 
110-313365 
110-313365 
110-313365-21 
110-313366-21 
110-313367-21 
110-313369-21 
110-313385 
110-313385 
110-313385 
110-313386 
110-313386 
110-313386 
110-313390 
110-313392 
110-313393 
110-313393 
110-313394 
110-313395 
110-313397-21 
110-313402 
110-313405-21 
110-313406-21 
110-313406-23 
110-313407-21 
110-313411 
110-313413 
110-313414 
110-313414-5 
110-313414-7 
110-313418 
110-313424-30 
110-313428 
110-313429 
110-313445-21 
110-313445-21 
110-313445-22 
110-313445-22 
110-313447-1 
110-313447-2 
110-313461 
110-313461 
110-313461 
110-313461 
110-313461 
110-313461 
110-313461 
110-313461-3 
110-313461-3 
110-313462-30 
110-313470-1 
110-313607 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO 


189-3 
189-7 
191-35 
191-33 
191-40 
191-10 
191-22 
191-23 
191-27 
191-38 
193-33 
195-24 
193-34 
195-25 
193-35 
195-26 
193-36 
195-27 
195-29 
195-30 
193-38 
320-16 
178-238 
178-34 
178-44 
178-23C 
178-35 
178-45 
178-13 
178-23 
178-22 
178-41 
178-32 
178-33 
178-12 
178-8 
189-22 
190-17 
190-17 
178-21 
178-9 
196-21 
196-20 
196-20 
196-20 
191-20 
189-6 
179-28 
179-29 
178-23A 
178-30 
178-23Α 
178-30 
178-43 
178-43 
66-6 
99-128 
179-19 
185-30 
185-4 
190-21 
205-23 
66-6 
325-18 
187-2C 
136-31 
96 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO 


M1 


1ARD-5315-545—-3318 110~313611=3 


144-47 2 

1ARD-1560-029-3756| 110-313612-10 144-52 2 
14RD-1560-534-2105| 110-313612-13 144-53 2 
1ARD-1560-219-4506| 110-313612-21 144-49 2 
1ARD-1560-029-3757|] 110-313612-3 144-51 2 
1А80-1560-029-3757 | 110-313612-30 144-48 2 
14RD-1560-185-7775 | 110-313612=5 144-51 2 
1ARD-1560-185-7775| 110-313612-5 144-55 2 
14RD-1560-185-7776 | 110-313614-21 144-36 1 
14RD-1560-186-6817| 110-313614-23 144-37 1 
110-313617-21 98-5 4 

110-313617-21 98-9 4 

14RD-1560-524-2462| 110-313619-21 98-134 2 
1ARD-1560-524-2463| 110-313619-22 98-138 2 
1ARD-1560-524-2464| 110-313619=23 98-8A 2 
1ARD-1560-524-2106| 110-313619-24 98-88 2 
1ARD-1560~524=2465 | 110-313619+25 98-13C 2 
1ARD-1560-524-2466| 110-313619-26 98-130 2 
1ARD-1560-534-2107| 110-313619-27 98-8ς 2 
14RD-1560-534-2108| 110-313619-28 98-80 2 
1ARD-1560~373-4653 | 110-313620-10 177-28 16 
1ARD-1560-373-4654 | 110-313620-20 177-28 16 
110--313620-30 177-28 16 

110-313620--40 177-28 16 

110-313621-221 193-6 16 

110-313621-222 193-6 16 

1ARD~1560~525~5638 | 110-313621-23 193-5 16 
14RD-1560-700-6700| 110-313621-24 193-5 16 
110-313621-33 193-5 4 

110-313621-34 193-5 4 

110+313622~21 45-27 2 

1ΑΒ0-1560-091-2863] 110-313623-21 45-28 2 
1ARD-1560-323-3346 | 110-313624-21 45-31 2 
110-313625-21 45-31Α 2 

1ARD-1560-588-4679 | 110-313640 96-27 7 
1ARD-1560-571-0465 | 110-313640-3 96-27 7 
1ARD-1560-029-3750 | 110-313642 98-3Α 5 
1ARD-1560-029-3759 | 110-313642 98~8E 4 
14RD-1560-029-3759| 110-313642 166-1 7 
14RD-1560-572-8225| 110-313643 193-28 8 
110-313643-7 193-29 8 

1ARD-5306~558-5570 | 110-313647-3 45-29 8 
1ARD-5306-558-5570]| 110-313647=3 45-32 8 
14RD-5306-550-0925| 110-313647-5 45-29 8 
110-313648-11 45-29 n 

110-313648-11 45-32 8 

110-313648-3 ` 45-29 4 

110-313648-5 452429 4 

110-313648-5 45-32 8 

110-313648-7 45-29 4 

110-313649-3 45-29 16 

110-313649-3 45-32 8 

110-313649-5 45-29 16 

110-313649-5 45-32 8 

1ARD-1560-190-1723 | 110-313711 96-11 1 
1ARD-1560-029-3760 | 110-313724-21 97-12 4 
14RD-1560-029-3760 | 110-313724-21 181-9 2 
14RD-1560-029-3761| 110-313724-22 93511 & 
1ARD-1560-029-3761| 110-313724=22 181-9 2 
14RD-1560-189-4283]| 110-313753 185-3 1 
110-313778 183-15 1 

1ARD-5307=478~2973 | 110-313808=3 205-21 2 
14RD-1560-030-5899 | 110-313812-10 205-8 3 
110-313812-11 205-8A 6 

1ARD-5306-573-0579 | 110-313812-7 205-88 3 
14RD-1560-029-23762 | 110-313813-23 205-11 3 
LARD~1560~314-9316 | 110-31382} 205-5 3 
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Section III 
Numerical Index 


U 
NAVY ο. FIGURE | TOTAL | MICRO 
STOCK NUMBER AND QTY | FILM 
AF [Navy| INDEX NO. 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


14RD-1560-183-4225 


110-313830-1 
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P1 204-19 2 
14RD-1560-183-4223| 110-313830-2 P1 204-19 2 
14RD-1560-651-1736|  110-313835-3 204-8A 2 
14RD-1560-700-1148| 110-313846=11 205-16 2 
1ARD-1560-189-4284| 110-313854-21 P1 205-18 2 
14RD-1560-314-9317| 110-313868-10 M1 206-14 2 
1ARD-1560-314-9317| 110-313868-10 Ml 207-19 2 
1ΑΒ0-1560-304-4309| 110-313869-3 M1 206-13 1 
1ARD-1560-304-4309| 110-313869-3 M1 207-18 1 
14RD-1560-320-6503| 110-313869-4 M1 206-13 1 
1ARD-1560-320-6503| 110-313869-4 M1 207-18 1 
14RD-1560-214-9816| 110-313870-50 P1 206-9 2 
110-313871 207-15 2 
1ARD-1560-569-2284| 110-313872-25 204-7 1 
1ARD-1560-569-2285| 110-313872-26 204-7 1 
110-313873-3 м1 185-14 2 
110-313874 Mi 185-12 2 
14RD-1560-029-3766| 110-313875-1 P1 204=8 1 
1ARD-1560-029-3767| 110-313875-2 P1 204-8 1 
14RD-1560-348-9715| 110-313876-1 M1 206-11 1 
1ARD-1560-348-9715| 110-313876-1 M1 207-16 1 
14RD-1560-327-3643|  110-313876-2 M1 206-11 1 
LARD~1560=327-3643| 110-313876-2 M1 207-16 1 
14RD-1560-320-6505| 110-313877 М1 204-1 2 
14RD-1560-320-6505| 110-313877 M1 205A24 2 
LARD~1560-347=3409| 110-313878 197-10 2 
14RD-1560-347-3409| 110-313878 205А25 2 
1ARD-1560-373-4662| 110-313880-1 P1 185-18 1 
14RD-1560-373-4663  110-313880-2 P1 185-18 1 
110-314002-10 45 ΝΡ 
110-314002-20 45 NP 
110-314004-1 45 NP 
110-314004-10 м1 55 МР 
110-314004-2 55 ΝΡ 
110-314004-20 M1 45 NP 
110-314100-1 Ml 136 NP 
110-314100-110 M1 136 NP 
110-314100-2 Ml 136 NP 
110-314100-20 M1 136 NP 
110-314100-30 М1 136 МР 
110-214100-40 Ml 136 NP 
14RD-1560-394-0080| 110-214100-441 M1 136-15 1 
1ARD-1560-394-0081| 110-314100-442 М1 136-15 1 
110-314100-50 Ml | 136 NP 
1ARD-1560-536-2919| 110-314100-563 136-15 1 
110-314100-60 м1 136 NP 
110-314133 136Α ΝΡ 
110-214133-10 136A NP 
110-314135 136Α ΝΡ 
110-314170-13 178-38 2 
110-314300 M1 189 NP 
LARD~1560-536-2938| 110-314300-10 M1 189-13 1 
110-314300-37 * 189-21 1 
110-314303 M1 192-1 1 
1107314304 M1 192-2 1 
110-314305 192-3 1 
110-314306 193-7 1 
110-314307 192-8 1 
110-314308 193-9 1 
110-314310 M1 194-1 1 
1ARD-1560-314-9321| 110-314311 M1 194-2 1 
110-314312 M1 194-3 1 
110-314312-20 194 P 
110-314313 M1 194-4 1 
110-314335-1 M1 189 
110-314335-2 M1 189 
110-314350 M1 189 
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Section IH T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
CODE 


AF CLASS CODE 
OR 
STOCK NUMBERS 


FIGURE 
AND 
INDEX NO. 


NAVY 
STOCK NUMBER 


PART NUMBER 


110-314370-1 
110-314370-2 
110-314420 
110-314421 
110-314422 
110-314700-10 
110-314700-110 
110-314700-130 
110-314700-161 
110-314700-171 
110-314700-181 
110-314700-191 
110-314700-201 
110-314700-211 
110-314700-30 
110-314700-70 
110-314701-10 
110-314701-20 
110-314702=70 
110-314703-10 
110-314710-10 
110-314710-20 
110-314710-30 
110-314715-1 
110-314715-2 
110-314717 
110-314719 
110-314719-10 
110-314762-30 
110-314762-40 
110-314762-70 
110-314762-80 
110-314764-1 
110-314764-2 
110-314767 
110-314768-10 
110-314768-3 
110-314768-30 
110-314768-7 
110-314771 
110-314771-3 
110-314802-1 


148RD-1560-304-4310 


1ARD-1560-314-9322 
1ARD-1560-317-0708 


lARD-1560-320-6506 
1ARD-1560-314-9323 


205 


110-314802-10 205 
110-314802-2 205 
110-314802-20 205 
110-316000 94 
110-316001 94-26 
110-316003 145 
1ARD-15609545—4539 110-316003-25 145-17 
110-316003-26 145-17 
1ARD-1560-651-1738 110-316003-7 145-16 
110-316003-8 145-16 
110-316004-10 145 
110-316004-20 145 
110-316004-25 145-21 
110-316004-26 145-21 
110-316004-30 145 
110-316004-40 145 
110-316004-5 145-22 
1ARD-1560-650-6738 110-316006-15 145-20 
14RD-1560-534-3043 110-316006-16 145-20 
110-316007-10 145 
110-316007-17 145-23 
110-316007-20 145 
14RD-1560-570-7078 110-316007-27 145-24 
110-316007-28 145-24 
110-316008=1 145 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


lARD-1560-570-7079 


1ARD-1560-570-7080 


14RD-1560-183-4231 
1^4RD-1560-199-9049 
1ARD-1560-199-9050 
1ARD-1560-183-4230 
1ARD-1560-373-4664 
1ARD-1560-373-4665 


1ARD-1560-183-4229 
1ΑΒΡ-1560-341--6695 
1ΑΒΌ-1560-570-7081 
1ARD-1560-183-4228 
1ARD-1560-332-53868 
14RD-1560-332-3869 


1ARD-1560-213-5562 


14RD—-1560-314-9324 
1ARD-1560-314-9325 


1ARD-1560-2570-7083 


14RD-1560-570- 7084 


1ARD-1560-189-4285 
lARD-1560-189-4286 


1ARD-1560-189-4287 
1ARD-1560-524-2468 
lARD-1560-183-4224 


1ARD-1560-320-6507 
1ARD-1560-189-4288 
1ARD-1560-183-4222 
1ARD-1560-570-7085 
1ARD-1560-570-7072 


1ARD-1560-570-7073 
1A4RD-1560-436-7137 


1A4RD-1560—-436-7138 


1ARD-1560-696-1700 
1ARD-1560-696-1701 
1ARD-1560-183-4218 
1ARB-1560-183-4217 
1A4RB-1560-183-4217 
1ARD-1560-7219-44507 
1AR0-1560-219-4508 


1AR0-1560-307-3276 
1ARD—-1560-306-4297 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-316008-17 
110-316008-18 


110-316008-2 
110-316008-23 
110-316008-24 
110-316008-3 
110-316008-31 
110-316008-32 
110-316008-4 
110-316008-43 
110-316008-44 
110-316008-247 
110-316008-48 
110-316008-5 
110-316008-51 
110-316008-52 
110-316008-6 
110-316008-7 
110-316008-8 
110-316009-1 
110-316009-2 
110-316009-3 
110-316009-4 
110-316009-55 
110-316011 
110-316015-10 
110-316015=20 
110-316018-5 
110-316019—1 
110-316019-10 
110-316019-2 
110-316019-20 
110-316020-3 
110-316020-4 
110-316021-1 
110-316021-10 
110-316021-2 
110-316021=20 
110-316021-47 
110-316021-93 
110-316022-1 
110-316022-2 
110-316022-5 
110-316022-6 
110-316023-1 
110-316023-2 
110-316023-3 
110-316023-4 
110-316024 
110-316025-5 
110-316025-4 
110-316030-1 
110-316030-10 
110-316030-2 
110-316030-20 
110-316030-63 
110-316030-64 
110-316032 
110-316033 
110-316033 
110-316034-110 
110-316034-120 
110-316034-130 
110-316034-140 
110-316034-150 
110-316034-160 
110-316034-170 
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STOCK NUMBER 


FIGURE 
AND 


INDEX NO. 


145-28 
145-28 


145 
145-29 
145-29 
145-26 
145-30 
145430 
145-26 
145-27 
145-27 
145-28 
145-28 
145-27 
145-30 
145 30 
145-27 
145-25 
145-25 
145-31 
145-31 
148-29 
148-29 
148-29A 
145-7 
145-6 
145-6 
145-5 
145-32 
145-32 
145-32 
145-32 
145-13 
145-13 
145-10 
145-10 
145-10 
145-10 
145-11 
145-11 
145-19 
145-19 
145-19 
145-19 
145 
145 
145-18 
145-18 
145-8 
145-9 
145-9 
148-11 
148-11 
148-11 
148-11 
148-16 
148-16 
148-12 
148-13 
148-17 
148-4 
148-4 
148-4 
148-4 
148-4 
148-4 
148-4 


Section III 
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Section ΠΙ T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE NAVY ο. FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS NAvy| INDEX NO. 


110-316034-180 148-4 1 
14RD-1560-189-4289| 110-316034-50 148-3 1 
1A4RD-1560-189-4290| 110-316034-60 148-3 1 
1ARD-1560-189-4291| 110-316034-70 148-4 1 
14RD-1560-189-4292| 110-316034-80 148-4 1 
14RD-1560-029-3769| 110-316035-23 148-6 4 
110-316036-21 148-5 4 
1ΑΒ0-1560-186-6818ἱ 110-316037-21 148-28 2 
1ARD-1560-192-3636| 110-316038-30 148-30 2 
14RD-1560-192-3637| 110-316039-10 148-24 2 
14RD-1560-192-3638 | 110-316040-21 148-27 2 
1ΑΒΒ-1560-193-8100] 110-316041-21 148-22 2 
14RD-1560-193-8101| 110-316042-21 148-20 4 
1ARB-1560-314-9296| 110-316043 148-18 2 
14RD-1560-526-4104| 110-316044 148~19 2 
14RB-5310-37045811| 110-316045 148-21 2 
1ARD-1560-192-3639| 110-316054-21 148-10 2 
14RD-1560-183-4059| 110-316054-22 148-10 2 
14RD-1560-189-4293| 110-316055 Μι 158-7 2 
1ΑΒΡ-1680-029-3771] 110-316074-21 P1 148-14 2 
1A4RD-1680-029-3771 | 110-316074-21 P1 206-15 2 
148D-1680-029-3771| 110-316074-21 P1 207-20 2 
14RD-1560-189-2241| 110-316076-21 P1 148-8 2 
1АКВ-1560=189-2222| 110-316078 P 158-1 2 
110-320000-1 κ 333 ΝΡ 
110-320000-2 * 333 NP 
14RD-1560-348-9716| 110-320000-3 Ml 333-7 1 
1ARD-1560-251-4688| 110-320000-4 Mi 333-7 1 
14RD-1560-348-9717| 110-320000-5 333-8 1 
14RD-1560-251-4689| 110-320000-6 333-8 1 
1ARD-1560-251-4690| 110-320000-7 333-9 2 
110-320001-10 333-12 
110-320001-20 333-12 
110-320001-30 333512 
110-320001-40 333-12 
110-320010 342 
14RD-1560-030-5901|! 110-320010-110 342-16 
110-320010-130 342 
14RD-1560-251-4691| 110-320010-30 342-16 
14RD-1560-251-4692| 110-320010-50 342-15 
148D-1560-251-4693  110-320010-70 342-14 
14RD-1560-030-5902| 110-320010-90 342-16 
110-320012 342-10 
14RD-1560-570-7074 | 110-320013 342-13 
1ARD-1560-448-6216| 110-320015 342-24 
110-320019-21 342-18 
110-320019-25 342-19 
1А80-1560-029-3773 | 110-320019-27 342-19 
110-320020-21 342-18 4 
110-320020-25 342-19 4 
14RD-1560-029-3775 | 110-320020-27 342-18 24 
1ARD-1560-304-4311| 110-320026 342-40 4 
14RD-1560-304-4312| 110-320027 342-36 4 
14RD-1560-029-3777 | 110-321100-110 342-17 1 
1ARD-1560-614-2969| 110-321100-120 233-17 1 
14RD-1560-320-3823| 110-321300-1 342-17 1 
14RD-1560-600-0679| 110-321300-2 342-17 1 
14RD-1560-029-3783| 110-321300-50 342-20 1 
14RD-1560-029-3784| 110-321300-60 342-20 1 
14RD-1560-699-4287| 110-322000-100 342-28 1 
14RD-1560-570-0559| 110-322000-150 342-28 1 
14RD-1560-563-9727| 110-322000-160 342-28 1 
14RD-1560-029-3790| 110-322000-70 342-28 1 
14RD-1560-029-3791| 110-322000-80 342-28 1 
14RD-1560-699-4293 | 110-322000-90 342-28 1 
14RD-1560-306-4299 | 110-322003 342-242 1 
14RD-1560-306-4300 | 110-322004 342-43 1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE NAVY SQURC" | FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER W AND FILM 
STOCK NUMBERS INDEX ΝΟ. 
1ARD-1560-251-4695| 110-322014-7 342-33 1 
1ARD-1560-251-4696| 110-322014=8 342-33 1 
1ARD-1560-029-3793 | 110-322016-21 342-38 2 
14RD-15604029-3794| 110-322016-22 342-38 2 
1ARD-1560-029-3795| 110-322016-23 342-39 2 
1ARD-15604029-3796|  110-322016-24 342-39 2 
110-322022-1 342-33 1 
110-322022=2 342-33 1 
lARD-1560-588-4696| 110-322022=30 342=33A 1 
1#00-1560-588-4697 110-322022-40 342-33A 1 
110-322103-130 342 NP 
110-322103-140 342 ΝΡ 
110-322103-150 342 ΝΡ 
110-322103-160 342 NP 
110-322103-170 342 NP 
110-322103-180 342 NP 
110-322103-230 342 NP 
110-322103-240 342 NP 
110-322117=1 342 ΝΡ 
110-322117-10 342 NP 
110-322117-2 342 NP 
110-322117-20 342 NP 
1ARD-5310-478-2975| 110-410003 354-23 
14RD-5310-208-5026 | 110-410005 354-21 
14RD-1560-66246353| 110-410011 354-22 2 
1ARD-5306-693-6880| 110-410025 354-10B 
14RD-5306-545-0245| 110-410026 354-26 
1ARD-53064298-4152| 110-410027 3854-25 


1ARD-1560-315-4817 
14RD-1560-315-4830 


1ARD-1560-199-6403 


1ARD-5310-209-5507 110-412202-31 84-12 
14RD-5310-209-5507 110-412202-31 356-10 
1ARD-1560-662-7948 110-412202-33 84-13 
1ARD-1560-662- 7948 110-412202-33 356-11 
LARD~1560"199~6404 110-412208 356-1 
14RD-1560-189-4136 110-412209-1 356-5 2 
1ARD-1560-588-4698 110-412209-110 356-13 2 
110-412209-120 356-13 2 
110-412209-130 356-414 2 
110-412209-140 356-14 2 
1ARD0—-1560-189-4137 110-412209-2 356-5 2 
1ARD-1560~189-4138 110-412210-3 84-10 4 
1ARD-1560-189-4139 110-412210-5 356-12 4 
110-412213 356 NP 
1ARD-1560-332-3875 110-412213-10 356-15 2 
1ARD-1560-029-3810 110-413001-10 355-5 2 
1ARD-1560-306-4303 110-413001-20 355-5 2 
1ARD-1560-306-4306 110-413001-30 355-5 2 
1ARD-1560-306-4307 110-413001-40 355-5 2 
14RD-1560-478-2978 110-413002 355-7 4 
1ARD-1560-029-3811 110-413007 366-9 4 
110-414045 355—9 МР 
110-414046 355-8 NP 
1A4RD-1560-320-6516 110-414046-7 362-74 4 
14RD-1560-029-3820 110-414047-21 363-25 2 
1ARD-1560-029-3821 110-414048-21 363-27 2 


Revised 1 December 1959 


110-410028-10 
110-410028-30 


110-412200-10 


354-10A 
354-24 


110-410032 345-2 N 
1ARD-1560-662-6548 110-410033 355-24 
1А80-1560-320=6513 110-410035-21 354-16C 
110-410035-3 354-16C 
110-410036-5 354-16E 
1ARD—-5306-330-6026 110-410036-7 354-16€ 
110-410037-1 354 N 
110-410037-11 354 N 
110-411234 347-118 
110-412200 354—1 Ν 


356-4 
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Section HI 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


–.- 
1ARD-1620-216-4631 


14RD-5340-327-73644 
1ARD-1560-029-3822 
1ARD-1560-029-3823 
1ARD-1560-029-3824 
1ARD-5340-696-2675 
1ARD-1560-692-2416 
1ARD-1630-558-8638 
1ARD-1630—-559-8569 


1ARD-1560-327—-3645 


1A4RD-1560-190-2216 
1ARD-1560-533-0046 
1ARD-1560-030-5906 
1ARD-1560-524-24609 
1ARD-1560-030-—-5907 
1ARD-1560-314-9333 
14RD—-1560-314-9334 


1A4RD—-1560-513-3348 
LARD~1560-030-5908 


1ARD-1560-030-5909 


14RD-1560-213-45575 
1ARD-1560-213-5576 


1ARD-1560-302-3390 
1ΑΚΡ-1560-302-3391 


1А80-1560-324-0396 
1ARD-1560-030-5912 


1ARD-1560-570-8236 


1AR0-1560-513-3379 


PART NUMBER 


110-414049 
110-414050 
110-414052-3 
110-414054-21 
110-414059 
110-414059-10 
110-414060 
110-414061 
110-414062-11 
110-414062-13 
110-414063 
110-414064-3 
110-414065-1 
110-414065-2 
110-417031-21 
110-417081 
110-417272-1 
110-417272-10 
110-417272-2 
110-417272-3 
110-417272-30 
110-417273-1 
110-417273-2 
110-417274-1 
110-417274-10 
110-417274-110 
110-417274-120 
110-417274-130 
110-417274-140 
110-417274-2 
110-417274-20 
110-417274-30 
110-417274-40 
110-417274-50 
110-417274-60 
110-417274-70 
110-417274-90 
110-417275-30 
110-417275-40 
110-417275-50 
110-417275-60 
110-417276-1 
110-417276-2 
110-417283 
110-417285-110 
110-417285-130 
110-417285-150 
110-417285-210 
110-417285-230 
110-417285-250 
110-417285-270 
110-417285-330 
110-417285-350 
110-417285-90 
110-417289 
110-417290 
110-417290-10 
110-417290-30 
110-417297-1 
110-417297-10 
110-417297-110 
110-417297-130 
110-417297-140 
110-417297-160 
110-417297-2 
110-417297-20 
110-417297-60 


Е 


NAVY 


STOCK NUMBER 


ο 


ΑΕ 


SOURCE 


DE 


NAVY 


P1 
P1 
M1 
Pl 
A 


M1 
М1 


ΜΙ 
ΜΙ 


μι 


М1 


М1 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


355-4 
362-14 
362-12 
362-11 
363-16 
363-17 
363-22 
363-8 
360-16A 
350-274 
354-8 
363-12 
363-15 
363-15 
346-23 
225-23 
366-19 
366-20A 
366-19 
366-21 
366-25 
366 

366 
366-15A 
366-16 
366-154 
366-158 
366-16 
366-16 
366-158 
366-16 
366-154 
366-158 
366-16 
366-16 
366-15A 
366-16 
366-12C 
366-12C 
366-13 


> > 


zm 
BO p ps ka e ES ња Ea ES p ο ре p) кэ кэ (OU Ut IO E N го кән B бо ко ZU 20 го N N N N N) м 


366-12C 


366-12C 
366-12C 


366-13 
366-12C 
366-13 
366-12C 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560-651-3150 
14RD-1560-317-0710 


1ARD-1560-213-5578 
1A4RD-1560-213-5579 


1ARD-1650-026-3050 
1ARD-15604373-4666 
1ARD-1560-373-4666 
14RD-1560-098-0794 


1ARD-1560-307-3460 
1ARD-1560-4307-3281 
1ARD-1560-098-0795 
1ARD-1630-308-0054 
1ARD-1620-306-4308 
1ARD-1620-308-0055 


14RD-16204314-5712 


1ARD-1560-308-0056 
1ARD-1560-306-4309 
14RD-1560-313-0413 
1A4RD-1560-313-0414 
1ARD-1560-308-0057 
1ARD~1560-308-0058 
1ARD-1560-098-0796 
1ARD-1560-189-2101 


14RD-5310-032-6211 
14RD-5310-2436-7154 
1ARD-5310-032-6212 
1ARD-5310-298-7511 
1^4RD-1560-029-3826 
14RD-3120-478-2986 


1ARD-1560-189-2104 


14RD-1560-255-1551 
1AR0-1560-199-8226 
14RD-1560-098-0797 
1ARD-1560-199-8984 
1AR0-1560-2199-8984 
LARD~1560=196-5533 
1ARD—-1560-029-3833 
1ARD-1560-199-8230 
l1AR0-1560-196-5536 
1ARD-1560-199-8986 
1ARD-1560-199-8986 
14RD-1560-513-3814 
1ARD-15609324-0397 
1ARD-1560-628~7620 
1ARD-5340-196-5539 
LARD~1560-098-0798 
1ARD-1560-196-5541 
1ARD-1560-304-8760 
1ARD-5340-196-75543 
1ARD-5340-196—-5543 
l1ARD-5340-196-5543 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-417297-80 
110-417297-90 


110-417300-10 
110-417301-11 
110-420004-10 
110-420004-3 
110-420004-30 
110-420004-50 
110-420004-70 
110-420005 
110-420005=10 
110-420005-10 
110-420006-11 
110-420006-3 
110-420007-21 
110-420007-23 
110-420047-3 
110-420048-3 
110-420050-3 
110-420052-3 
110-420052-5 
110-420056-1 
110-420056-11 
110-420056-31 
110-420056~61 
110-420057-3 
110-420058-21 
110-420059-3 
110-420060-21 
110-420061-21 
110-420061-23 
110-420062-3 
110-420064-21 
110-420065-21 
110-421001-21 
110-421002-3 
110-421002-5 
110-421003 
110-421003-5 
110-421003-7 
110-4210058-3 
110-421005 
110-421007 
110-421009 
110-422001-10 
110-422001-30 
110-422002-10 
110-422003-10 
110-422004-30 
110-422005-3 
110-4220053 
110-422007 
110-422008-10 
110-422009-10 
110-422010 
110-422011-3 
110-422011-3 
110-422012 
110-422013 
110-422016-1 
110-422017 
110-422018-11 
110-422019 
110-422020-53 
110-422022 
110-422022 
110-422022 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


366-13 
366-12C 
366-10 
366-10 
346-24 
356-21 
346-22 
346-28 
345-1 
346-29 
346-29 
354-8 
350-9 
350-20 
350~9A 
350-98 
350-5 
29-18 
350-14 
350-22 
350-22 
346-18 
350-9 
350-9 
350-8A 
350-15 
350-9C 
350-17 
350-20 
350-23 
350-23 
350-19 
350-15 
350-3 
346-7 
346-2 
346-2 
346-3 
346-4 
346-3 
346-5 
346-6 
135 
136 
348-8 
348-8 
348-30 
348229 
948-9 
347-21 
348-33 
348-1 
348-23 
347-5 
348-28 
347-20 
348-32 
348-7 
348-26 
3417-3 
347-1 
347-8 
348-13 
347-11A 
191-25 
347-10 
348-15 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
INDEX NO. 
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Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-5306-286-9347 
1ARD-1560—515-4988 
1A4RD-1560-196-5542 
1ARD-1560-196-5544 
1ARD-1560-199-8235 


1ARD-1560-534-2139 
1ARD-1560-098-0799 
1ARD-1560-098-0800 
1ARD-1560-534-2141 
1ARD-1560—-534-2143 


1А80-1560-320-6524 
1ARD-5306-545-0247 
1ARD-1560-317-0711 


TARD~1560-199-8 237 
LARD~1560-448~-6225 
1ARD-1560-478-2988 
14RD-5310-478-2989 
LARD~1560~245~6371 
1ARD-1560-199-8238 
14RD-5315-199-8243 
1ARD—-1560-386-8164 
1ARD—-1560-216-4632 
1ARD-1560-092-5408 
14RD-1560-304-8761 


1ARD-1560-025-6075 
1ARD-1650-516-1047 
lARB-1560-634-7699 
1ARB-1560-634-7699 
1ARD-1560-196-5549 
1ARD-1560-196-5549 
148D-1560-533-0053 
1ARD-1560-196-5555 
14RD-1560-307-3284 
1ARD-15604251-4697 


LARD~1560-314-9337 
1ARD—-1560-320-6525 


1ARD-1560-373-4670 
14RD-1560-373-46770 
1ARD-1560-4517-0298 
1ARD—-1560-517-0298 
1ARD-1560-216—-4633 
1ARD-1560-216-4633 
1ARD-1560-030-5914 
1ARD-1560-030-5914 
TARD~1560~219-4511 


1ARD-1560-524—-2472 
1ARD-1560-524-2473 


1ARD—-1560-030-5915 
14RD-1560-030-5916 


LARD~1650~535-2412 
1ARD-1560-533-0055 


1ARD—-1560-7219-4512 
14RD-1560-332-3985 


1586 


PART NUMBER 


110-422023 
110-422024 
110-422026 
110-422027 
110-422028 
110-422029-1 
110-422029-2 
110-422041-1 
110-422042-1 
110-422043-3 
110-422044-3 
110-423000 
110-423016 
110-423016=3 
110-423016-5 
110-423016-7 
110-423021-23 
110-423022 
110-423025 
110-423026-11 
110-423026-3 
110-423026-5 
110-423028 
110-423034 
110-423039 
110-423040 
110-423052 
110-423052-3 
110-423052-5 
110-423054 
110-423056 
110-423059 
110-423059 
110-425005 
110-425005 
110-425007 
110-425009 
110-425010=5 
110-425013-21 
110-425026 
110-425026-15 
110-425026-17 
110-425027 
110-425030-10 
110-425030-10 
110-42503083 
110-425030-3 
110-425031 
110-425031 
110-425032 
110-425032 
110-425033-23 
110-425035-10 
110-425035-23 
110-425035-25 
110-425037-21 
110-425038-10 
110-425038-11 
110-425038-13 
110-425038-15 
110-425038-17 
110-425038-30 
110-425038-5 
110-425038-7 
110-425039 
110-425041-23 
110-425047 


SOURCE 


NAVY 
STOCK NUMBER 


CODE 


Mi 
P 

M1 
M1 
M1 
M1 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


348-11 
348-5 
348-18 
348-2A 
348-3 
348-21 
348-22 
347-13 
347-12 
347-26 
347-2C 
346-19 
351 
351-9 
351-8 
351-6 
351-33 
351-32 
351-38 
351-31 
351-29 
351-34 
351-36 
351-26 
351-24 
351-2 
351-17 
351-20 
351-20 
351-21 
351-23 
158-39 
351-22 
352-10 
353-18 
363-11 
135-23 
135-22 
136-28 
346-20 
352-28 
352-29 
346-21 
352-6 
353-14 
352-8 
353-16 
352-14 
353-22 
353-4 
352-5 
352-18 
352-23 
352-26 
352-27 
353-33 
353-7 
353-9 
353-12 
353-9 
353-9 
353-7 
353-10 
353-12 
353-20 
353-27 
346-16 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-332-4017 
1ARD-1560433274017 


14RD-1560-029-3844 
1AR0-1560-348-9720 
1ARD-5305-563-9729 
LARD~1560-692~2418 
1ARD-1560-692-2419 


1ARD-1560-692-2420 
1ARD-1560-692-2421 


1AR0-1560-190-2197 
lARD-1560-190-2200 
1ARD-1560-199-8252 
1ARD-1560-199-8253 
LARD~1560~030~5917 
1А80=1560=030-~5918 


1ARD-1560-216-4635 


1ARD-1560-189-2230 
1ARD-1560-189-2231 
1ARD-1560-376-2534 
1ARD-1560-376-2535 
1ΑΒΡ-1560-190-2325 
1ARD-1560-190-2328 
1ARD-1560-029-3859 
1ARD-1560-029-3860 
1ARD—-1560-029-3861 
1ARD-1560-029-3862 
1ARD-1560-199-9064 
l1ARD-1560-199-9065 
14RD—-1560-251-4698 
1ARD-1560-029-3864 
1ARD-1560-2029-3865 


1ARD-1560-029-3867 


1ARD-1560-251-4699 
1ARD-1560-244—-3782 


LARD~1560~436-7208 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-425047-3 
110-425047+3 


110-425052-10 
110-425052-30 
110-425054 
110-425055-10 
110-425055-30 
110-425055-40 
110-425055=50 
110-425055-70 
110-425063 
110-425063-3 
110-425065 
110-500051-1 
110-500051-2 
110-500052-1 
110-500052-2 
110-500052-7 
110-500052-11 
110-500058-1 
110-500058-2 
110-500059-1 
110-500059-2 
110-502081 
110-502081-23 
110-502089 
110-502089-5 
110-503055-31 
110-503055-33 
110-503055-25 
110-503055-27 
110-503057-21 
110-503063-10 
110-503063-20 
110-503063-50 
110-503063-60 
110-503065-10 
110-503065-30 
110-503066-21 
110-503065-22 
110-503066-23 
110-503066-24 
110-503068-21 
110-503068-23 
110-503068-25 
110-503071-21 
1104503071-23 
110-503071-25 
110-503071-27 
110-503074 
110-503076-21 
110-503083-1 
110-503083-2 
110-503086-21 
110-503086=22 
110-503100-1 
110-503100-2 
110-503101-1 
110~503101=2 
110-503102-1 
110-503102-2 
110-503103-1 
110-503103-2 
110-503104 
110-503105 
110-503106 
110-503107 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 


100-31 
346-16 
353-19 
352-11 
346-9 

346-10 
346-11 
346-10 


Section III 
Numerical Index 
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Section ΤΠ 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


1ARD-1560-189-2234 
1ARD-1560-189-2235 
14RD-1560-189-2236 


LARD-1560+671=3 368 


1ARD-1560-534-0607 
14RD-1560-386-8165 


1A4RD-1560-316-1848 


14RD-1560-536-3010 
1ARD-1560-373-4673 


1ARD~1560-029~3880 
1ARD-1560-029-3882 
1ARD-1560-306-4314 
1^RD-1560-029-3883 
1ARD-1560-373-4674 
1ARD-1560-213—-5586 


1ΑΒΌ-1560-213-5587 


1ARD-1560-373-4676 
1ARD-1560-650-7543 
148D-1560-588-4711 
1ARD-1560-228-0834 
1ARD~1560~-228-0835 
1ARD-1560-219-4518 
1ΑΒΌ-1560-513-3817 
14RD-1560-029-3888 
14RD-1560-222-6976 
14RD-1560-222-6977 


— 


110-503116-110 
110-503116-120 
110-503122 
110-503123-1 
110-503123-2 
110-503123-21 
110-503123-22 
110-503124-10 
110-503127-210 
110-503127-220 
110-503127-150 
110-503127-160 
110-504050-1 
110-504050-2 
110-504050-157 
110-510501 
110-520500-10 
110-520500=30 
110-520500-50 
110-520500-70 
110-520500-90 
110-520500-110 
110-520500-130 
110-520500-150 
110-520500-170 
110-520500-190 
110-530002-1 
110-530002-2 
110—-530002-30 
110-530002-40 
110-550014-21 
110-550014-25 
110-550014-27 
110-550024-30 
110-550024-70 
110-550024-90 
110-550030-17 
110-550031-90 
110-550031-110 
110-550031-130 
110-550031-150 
110-550032-90 
110-550032-110 
110-550032-130 
110-550032-150 
110-550033-11 
110-550034-25 
110-550035-3 
110-550036-21 
110-550037-3 
110-550037-90 
110-550037=33 
110-550037-45 
110-550037-27 
110-550037-190 
110-550038-90 
110-550038-33 
110-550038-45 
110-550038-27 
110-550038-190 
110-550040-21 
110-550041-21 
110-550041-23 
110-550042-75 
110-550042-7 
110-550043-21 
110-550044-21 
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NAVY 


STOCK NUMBER 


M1 
М1 


Pl 


М1 
ΜΙ 


P1 


P1 


P1 


TOTAL | MICRO 


QTY FILM 
84-25A H 
84—-25A 1 
84—20 & 
84-16 2 
84-16 2 
84-17A 2 
8417A 2 
84-12А 2 
84-26 1 
84-26 1 
84-27 1 
84-27 1 
84 NP 
84 ΝΡ 
84-30 2 
369-21 2 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84 NP 
84-8 1 
84-8 1 
84-8 1 
84-8 1 
375-58 16 
475-58 16 
375-58 16 
375 NP 
375 NP. 
375 NP. 
375-50 32 
373 МР 
373 NP 
373 NP 
373 NP 
373 NP 
373 NP 
373 NP 
373 NP 
373-14 12 
373-18 12 
373-10C 24 
373-17 24 
373-8 24 
373-5 6 
373-10A 6 
373-8A 6 
373=10A 6 
373-5 6 
373-6 6 
373-108 6 
373-8A 6 
373-10B 6 
373-6 6 
373-11 12 
373-10 12 
373-10 12 
313-16 12 
373-9 12 
373-13 6 
373-13 6 


Revised 1 December 1959 


АК CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560-097-4517 
1ARD-1560-097-4518 
14RD-1560-213-5588 
lARD-1560-219-4519 


1ARD-1560-386-8170 
1ARD-1560-386-8170 
14RD-1560-386-8171 
1ARD-1560-325-9529 
1ARD-1560-386-8173 
1A4RD-1560-386-8172 
14RD-1560-386-8173 
1ARD-1560—-386-8172 
14RD-1560-386-8173 
1A4RD-1560-386-8172 
1ARD-1560-662-6515 
1ARD-1560-662-6515 
1A4RD-1560-662-6515 
1ARD-1560-516-7604 
1ARD-1560-516-7604 
14RD-1560-516-7604 
14RD-1560-516-7606 
1ARD-1560-516-7606 
LARD-1560-516-7606 
1ARD-1560-2373-4678 
14RD-1560-301-8374 
14RD-1560-028-92318 
1ARD-1560-028-9319 
LARD-1560~092-5415 
1ARD-1560-029-3894 
1ARD0-1560-315-4940 


1ARD-1560-589-4338 
1ARD-5310-637-2450 
1ARD-1560-335-9533 
1AR0-1560-327-3654 
1ARD-1560-327-3653 
14RD-1560-327-3652 


1ARD-1560-213-5589 
14RD-1560-339-9526 


l1ARD-1560-339-9528 
1ARD-1560-373-4680 


1ARD-1560-339-9525 
1ARD-1560-025-6080 
1ARD-1560-025-6079 
1ARD-1560-339-9530 
1ARD-1560-339-9529 
1ARD-1560-373-4681 
1ARD-1560-302-3393 


1ARD-1560—-536-3022 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-550046 
110-550046-10 
110-550064-21 
110-550065 
1104550501 
110-550502 
110-550502 
110-550503 
110-550503-1 
110-550506-7 
110-550506-3 
110-550506-7 
110-550506-3 
110-550506-7 
110-550506-3 
110-550506-13 
110-550506-13 
110-550506-13 
110-550506-17 
110-550506-17 
110-550506-17 
110-550506-19 
110-550506-19 
110-550506-19 
110-550507 
110-550509-10 
110-550509-20 
110-550509-30 
110-550509-40 
110-550510 
110-550510-10 
110-550510-30 
110-550510-50 
110-550511 
110-550512-40 
110-550512-30 
110-550512-20 
110-550512-10 
110-551500-90 
110-551500-70 
110-551500-210 
110-551500-330 
110-551500-250 
110-551500-350 
110-551500-170 
110-551500-190 
110-551501-5 
110-551501-10 
110-551501-90 
110-551501-110 
110-551501-150 
110-551501-170 
110-551508 
110-551508-7 
110-551508-30 
110-551508-50 
110-551508-70 
110-551508-110 
110-551508-51 
110-551508-81 
110-551508-91 
110-551508-130 
110-551508-83 
110-551508-75 
110-551508-85 
110-551508-77 
110-551508-89 
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STOCK NUMBER 


P 
p 
P 
P 
p 
p 
p 
P 
P 


SOURCE 


АЕ | NAVY INDEX NO. 


Section III 
Numerical Index 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
315-5C 2 
315-5C 2 
373-17 24 
373-10C 24 
369-1 МР 
374-23 12 
375-10 16 
375-6 16 
375-6 16 
374-20 24 
374-22 2& 
375-1Α 32 
375-5 32 
375-7A 32 
375-8 32 
374-20 24 
375-1A 32 
375-7A 32 
374-22 24 
375-5 32 
375-8 32 
374-20 24 
375-1A 32 
375-7А 32 
374-26 12 
374-13 12 
374-14 12 
374-15 12 
314-16 12 
374-18 12 
374-18 2 
374-18 10 
374-18 2 
374-2 48 
374-13 12 
374-14 12 
374-15 12 
374-16 12 
373 NP 
373-2A 4 
373 NP 
373 NP 
373-2 2 
373-2А 2 
373 МР 
373=2А 4 
373-1B 2 
373-1 2 
373-1 2 
373-1 2 
373-1 2 
373-1 2 
409 NP 
409-10 4 
409 NP 
409 NP 
409 NP 
409 NP 
409-10 2 
409-11 4 
409-11 2 
409 NP 
409-11 2 
409-10 1 
&09-11 2 
409-10 1 
409-11 2 
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Section III 
Митег1са1 Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


NAVY 
STOCK NUMBER 


1ARD-1560-568-3768 


1ARD-1560-211-0982 
14RD-1560-213-5590 
1ΑΒΌ-1560-211-0983 
LARD-1560-213-5591 
LARD-1560-568~3 769 
1AR0-1560—568-3770 


1ARD-1560-211-0984 
1ARD-1560—532-6568 
14RD-15604029-3896 


1ARD—-1560-336-7939 
1AR0-1560-373-4682 


1ARD-1560-211-0985 
1ARD-1560-211-0986 
148RD-1560-219-4525 


1A4RD-1560-697—-0444 
1ARD—-1560-029-3897 
1A4RD-1560-219-4526 
1ARD-1560-304-4321 
14RD-1560-304-4322 
1ΑΕΌ-1560-032-11562 
14RD-1560-032-4563 
1ARD—-1560—-697-0443 
l1ARD-1560-219-4527 
1ARD-1560-219-4528 
1ARD-1560-304—-4324 
14RD-1560—-320—-6535 
LARD~1560~320-6535 
1ARD-1560-320-6534 
1ARD-1560-320-6534 
1ARD—-1560-213-5592 
1ARD-1560-213-5592 
1ARD-1560-029-3901 
1ARD—-1560—029-3901 


LARD~1560~373-4683 
1ARD-1560~-386-8180 
1ARD-1560-386-8181 
1ARD-1560-373-4684 
1A4RD-1560-386-8182 
1ARD-1560-386-8183 
1ARD-1560-029-3904 
1ARD-1560-373-4683 
1ARD-1560-386-8180 
14RD-1560-386—-8181 
1A4RD—1560-373-4684 
1ARD-1560-386-8182 
ΙΑΒΌ-1560-386-8183 
1ΑΒΌ-1560-386-8179 
1ARD-1560-386-8179 
1A4RD-1560-327-3658 
1ARD—-1560-327-3658 
1ARD-1560-327—-3659 
14RD-1560-327-36509 
1ARD-1560-327-3660 
1ARD-1560—-327-3660 
14RD-1560-331-5058 
14RD—-1560-331-5058 


1ARD-1560-029-3905 
14RD-1560-032-4567 


ი” 


110-552500 
110-552500-50 
110-552500-10 
110-552500-70 
110-552500-30 
110-552500-90 
110-552500-110 
110-552500-130 
110-552500-150 
110-552501 
110-552501-1 
110-552504-21 
110-553503 
110-553503-3 
110-553505 
110-553505-10 
110-553507 
110-553507-10 
110-553507-30 
110-553508 
110-553510 
110-55351070 
110-553510-10 
110-553510-30 
110-553510-50 
110-553510-90 
110-553510-110 
110-553510-130 
110-553510-150 
110-553513-3 
110-553513-5 
110-553517-41 
110-553518-9 
110-553518-9 
110-553518-11 
110-553518-11 
110-554007-23 
110-554007-23 
110-554007-25 
110-554007-25 
110-554500 
110-554503-70 
110-554503-30 
110-554503-40 
110-554503-90 
110-554503-50 
110-554503-60 
110—-554503-10 
110-554503-70 
110-554503-30 
110-554503-40 
110-554503-90 
110-554503-50 
110-554503-60 
110-554503-110 
110-554503-110 
110-554503-120 
110-554503-120 
110-554503-130 
110-554503-130 
110-554503-140 
110-554503-140 
110-554503-150 
110-554503-150 
110-554504-23 
110-554504-25 
110-554504-27 
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E FIGURE 
AND 


NAvy| INDEX NO. 


375 
375 


375-18 


377-17A 
376-10A 
371-17 
376-68 
377-10 
376-6C 
377-11 
369-3 
376-1 
376-2 
376-3 
376-3 
376-4 
376-5 
377-1 
371-2 
377-3 
371-4 
371-5 
371-6 
311-1 
376-2 
377-3 
376-3 
371-4 
376-4 
371-6 
376-5 
377-1 
376-3 
311-5 
376-15 
376-15 
376-15 


TOTAL | MICRO 


QTY 


- 25 


= 
NNN rS tS rS PO. IS + +£ rS SO PO rS £ rS P rS PO DO £ £ NDE { £ £ rS FS N) ა თია ნ ია rS N) м £ ND 


= 


mn 
со 


18 
18 


FILM 


Revised 1 December 1959 


ΑΕ CLASS CODE 
| OR 
STOCK NUMBERS 


1^RD-1560-032-4567 
1ARD-1560-613-6925 


1ARD-1560-651-1744 
1ARD-1560-651-1744 
1ARD-1560-211-0990 
1ARD-1560-211-0991 
1ARD-1560-211-0992 
1ARD-1560-211-0993 
1ARD-5340—-286-4081 
1ARD—-5340-286-4081 
1ARD-5340-286-4081 
14RD-5340-286-4081 


1ARD-1560—-386-8189 
1ARD-1560-386-8190 
1ARD-1560-386-8191 


1ARD-1560-335-8804 
1ARD-1560-03274572 
1А80-1560-324-0405 


1А80-1560~589-4345 
1ARD-1560-028-0607 
1ARD-1560-589-4346 


1ARD-1560-028-0608 
1ARD—-1560-341-0710 


1ARD-1560-306-4320 
14RD-1560-029-3909 
1ARD—-1560-097-3945 
1ARD-1560—-373-4689 
1ARD-1560-301-3529 
1ARD-1560-324-0406 


1ARD-1560-589-45347 
1A4RD-1560-213—-5593 
1ARD-1560-213—-5594 
lARD-1560-324-0409 


1ARD-1560-029—-3913 
1ARD-1560-029-3912 
1AR0-1560-508-6711 
1ARD-1560-373-4692 


1ΑΒΡ-1560-335-8806 
1A4RD-1560-335-8806 


1ARD-1560-092-5418 
1ARD-1560-092-5419 
1ARD-1560-092-5420 
1A4RD-1560—092-5421 


1ARD-1560-386-8192 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-554504-27 
110-55450523 


110-554506”-3 
110-554506-3 
110-556006-10 
110-556006-20 
110-556007=10 
110-556007=20 
110-556015 
110-556015 
110-556015 
110-556015 
110-556501 
110-556501-10 
110-556501-30 
110-556501-50 
110-556501-410 
110-556501-510 
110-556501~210 
110-556501-610 
110-556501-710 
110-556501-430 
110-556501-530 
110-556501-630 
110-556501-730 
110-556501-750 
110-556501=650 
110-556501-670 
110-556501-470 
110-556501-590 
110-556501-690 
110-556515 
110-556515-5 
110-556516-5 
110-556516-7 
110-556516-10 
110-556516-30 
110-556517 
110-556517-10 
110-556518-1 
110-556518-2 
110-556519 
110-556519-30 
110-556519-10 
110-556519—-15 
110-556519=35 
110-556520-3 
110-556520-40 
110-556520-10 
110-556520-100 
110-556520-90 
110-556520-10 
110-556520-130 
110-556523-1 
110-556523-1 
110-556525-1 
110-556525-2 
110-556525-10 
110-556525-20 
110-556525-30 
110-556525-40 
110-556526-30 
110-556526-40 
110-556526-30 
110-556526-40 
110-556526-10 
110-557501-1 


Section III 
Numerical Index 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 
STOCK NUMBER AND QTY | FILM 
AF [navy | INDEX NO. 


377-25 
376-14A 


376-12 
377-20 
368-9 
368-9 
368-11 
368-11 
84—32A 
368-10 
368-12 
375-2A 
370 
370-23 
370-24 
370-25 
370-23 
370-24 
370-25 
370-25 
370-25 
370 
370-23 
370-25 
370-25 
370 
370-24 
370-23 
370-25 
370 
370-23 
372-8 
372-9 
370-17 
370-17A 
370-17 
370-17 
84-74 
84-7/ 
67-27 
67-27 
370 
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372-13A 
372-14 
372-14A 
67 
67 
68 
68 
370 
368-1 
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Section III 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-386-8193 
1ARD-1560-386-8194 
1AR0-1560-386-8195 
1ARD-1560-386-8196 
1ΑΒΡ-1560-386-8197 


1ARD-1560-032-4576 
1ARD-1560-03274577 
lARD-1560-032—-4578 
14RD-1560-386-8198 
l1ARD-1560-386-8199 
14RD-1560-211-1000 
1ARD-1560-211-1001 


1ARD-1560-335-9534 
1ARD~1560-024-4881 
1ARD-1560-696-1702 
1ARD-1560-532-6571 


1ARD-1560-231-7946 
LARD-1560#231-7946 


1ΑΒΡ-1560-231-7947 
1ARD—-1560-231-7947 
14RD-1560-304-4327 
1AR0-1560-306-4323 
1ARD-1560-231-7948 
1ARD-1560-231-7948 
14RD-1560-231-7949 
1ARD—-1560-231-7949 
1ARD-1560-2231-7950 
1ARD-1560-231-7945 
l1ARD-1560-231-7951 
l1ARD-1560-099-5523 
1ARD-1560-099-5524 
1ARD-1680-099-5529 
1ARD-1560-314-9341 


1ARD-1660-099-5530 
1ARD-1680—-099-5531 
lARD-1560-694-4554 


1ARD-1680-—-099—-5532 
lARD-1680-099-5534 
1ARD-1560-—-532-6576 
1ARD-1560-386-8206 
1AR0-1560-211-1004 
1ARD-5315-373-4693 
l1ARD-5315-327-3661 
1ARD-5315-327-3662 
1A4RD-5315-373-4694 


1ARD-1560-373-4695 
1ARD-1560-373-4696 


1ARD-15604386-8209 


1592 


PART NUMBER 


110-557501-2 
110-557502-1 
110-557502-2 
110-557503-1 
110-557503-2 
110-557504-30 
110-557504-70 
110-557504-80 
110-557504-110 
110-557504-150 
110—-557504-160 
110-557504-170 
110-557504-180 
110-557504-190 
110-557505-1 
110-557505-2 
110-557506-1 
110-557506-2 
110-600500-1 
110-600500-2 
110-600501 
110-620000-713 
110-620008 
110-620009-90 
110-620010-30 
110-620500 
110-620501 
110-625038-1 
110-625038-1 
110-625038-10 
110-625038-10 
110-625038-2 
110-625038-2 
110-625038-20 
110-625038-20 
110-625038-30 
110-625038-40 
110-625039-1 
110-625039-1 
110-625039-2 
110-625039-2 
110-625040-1 
110-625040-2 
110-625041 
110-625056-21 
110-625056=22 
110-625067-11 
110-625071-11 
110-625501 
110-625502-21 
110-625503-23 
110-625504 
110-625504-10 
110-625504-30 
110-625505-23 
110-625507 
110-625508-21 
110-625509 
110-625510-11 
110-625510-3 
110-625510-5 
110-625510-7 
110-625514 
110-625514-10 
110-625515 
110-625516-10 
110-625516-30 


STOCK NUMBER 


TOTAL 
QTY 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1AR0-1560-386-8210 


1ARD-1560-386-8211 
1ARD-1560-386-8212 
1ARD-1560—-217-6748 
1ARD-1560-317-0717 


14RD-1560-373-4700 
1ARD-15604373—-4701 
1ARD-1560-315-4946 
14RD-1560-373-4702 
1ARD-1560-533-0069 


1ARD-1560-190-7860 
1A4RD-1560-190-7861 
1ARD-1560-2533-0072 
4030-099-7793 


1ARD-1560-30&-8763 
1ARD-1560-373-4703 


lARD-1560-670-0806 
1ARD-1560-670-0806 
1ARD-1560-—651-7958 
1ΑΒΌ-1560-651-7958 
1ARD-1560-651-3204 
LARD~1560~651=3204 
1ARD~1560~650~6737 
1ARD-1560-650-6737 


1ARD-5310-318-5631 
1ARD-5310-318-5631 
14RD-5310-318-5631 


1ARD-4730-595-499] 


1ARD-1560-336-7941 
1ARD-1560-373-4705 
14RD-1560-373-4706 
1ARD-1560-307-3310 
1ARD-1560-304-8765 
LARD-1560~304-8 766 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-625516-90 
110-625517 


110-625520-370 
110-625521 
110-625523 
110-625524-1 
1104625524-2 
110-625526-1 
110-625526-2 
110-625526-50 
110-625526-60 
110-625529-3 
110-626500 
110-626501 
110-626502-10 
110-626502-3 
110-626503 
110-626504-3 
110-630002 
110-630004-1 
110-630004=10 
110-630004-2 
110-630004-20 
110-630007-10 
110-630007-30 
110-630022 
110-630025 
110-630030 
110-630030 
110-630031 
110-630031 
110-630031 
110-630031 
110-630031-3 
110-630050-21 
110-630050-23 
110-6300535170 
110-630053=170 
110-630053-190 
110-630053-190 
110-630053-350 
110-630053-350 
110-630053-370 
110-630053-370 
110-630053-470 
110-630053-470 
110-630053-490 
110-630053-490 
110-630053-50 
110-630053-50 
110-630053-70 
110-630053-70 
110-630054 
110-630054 
110-630054 
110-630054-3 
110-630055 
110-630055 
110-630055 
110-630061 
110-630501 
110-630501-10 
110-630501-30 
110-630501-50 
110-630502-3 
110-630504-10 
110-630504-30 


NAVY 
STOCK NUMBER 


FIGURE 
AND 


SOURCE 
CODE 


318-1 
378-8 


235-4 
378-3A 
379-22 
50 
50 
51 
51 
51-2 
51-2 
379-11A 
370-12 
385-23 
385-19 
385=19 
385-24 
385-12 
35-8 
229 
229 
229 
229 
229-4 
229-5 
229-3 
231-20 
229-20 
230-17 
60-24 
61-23 
62-14 
63-9 
63-9 
386-19 
386-20 
62-27 
64-7 
62-28 
64-8 
62-21 
64-7 
62-28 
64-8 
62-22 
64-1 
62-23 
64-2 
62-22 
64-1 
62-23 
64-2 
62-24A 
64-4 
371-28 
371-1А 
62-34 
64-13 
64-19 
386-8 
370-13 
386-1 
386-6 
386-1 
60-1 
60-18 
60-18 
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Section III 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index | 


SOURCE 
AF CLASS CODE | NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER * STOCK NUMBER AND QTY FILM 
STOCK NUMBERS ` INDEX NO. 


AF | NAVY 


14RD-1560—-305-0293 
14RD-1560-307-3311 


14RD-1560-614-2978 
1ARD-1560-524-2479 


1ARD-1560-650-6736 
1ARD-1560-211-1007 


1ΑΒΌ-1560-029-3933 
1ARD-1560—-029-3933 
1A4RD-1560-029-3934 
1ARD-1560-029-3934 
1ARD-1560-030-5922 


1A4RD-1560-024—4887 
14RD-1560-024-4887 
1A4RD-1560-024-—-4887 
1ARD-1560-024-4887 
1А80=-1560-097- 519 
1ARD—-1560-097-4519 
1ARD-1560—314-9342 
14RD-1560-314—9342 
14RD-1560—-097-4520 
14RD-1560-327-3663 


1ARD-1560-589-4356 
1ARD-1560-600-0337 


1ARD-1560—-524-2480 
1ARD-1560-524~2480 
1ARD-1560-589-4357 


14R0-1560-313-0416 
LARD~1560-313-0416 


1ARD-1560-313-0417 
1ARD-1560-313-0417 


1ARD-1560-304-8767 
lARD-1560-532-5525 


110-630505-10 
110-630505-30 
110-630506-210 
110-630506-230 
110-630506-290 
110-630506-310 
110-630506-330 
110-630506-350 
110-630506-370 
110-630506-390 
110-630507-21 
110-630508-150 
110-630508-170 
110-630512-70 
110-630513-21 
110-630513-21 
110-630514-21 
110-630514-21 
110-630514=23 
110-630515 
110-630515 
110-630515-10 
110-630515-10 
110-630515-30 
110-630515-50 
110-630516 
110-630516 
110-630516-10 
110-630516-10 
110-630517-21 
110-630517-21 
110-630517-21 
110-630517-21 
110-620518-3 
110-630518-3 
110-630518-5 
110-630518-5 
110-630518-7 
110-630519 
110-630530 
110-630530-10 
110-630530-11 
110-630531-1 
110-630531-10 
110-630531-2 
110-630531-20 
110-630535 
110-630535 
110-630535-10 
110-630535-10 
110-630535-11 
110-630539-1 
110-630539-10 
110-630539=10 
110-630539-2 
110-630539-20 
110-630539-20 
110-630539-81 
110-630539-81 
110-630539-82 
110-630539-82 
110-630540-3 
110-630541-10 
110-63054155 
110-630542-110 
110~630542=130 
110-630542-150 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


LARD~1560-699~4 300 


1ΑΒΌ-1560-307-3312 
1ARD-1560-307-3313 
1ΑΒΡ-1560-304-4328 
1ARD~1560=307~3314 
1ΑΒΌ-1560-589--4358 
1ARD-1560-589-4359 
1LARD~1560-307~3315 
LARD~1560-307=3 316 
1ARD-1560-214-9822 
1ARD-1560-214-9823 


1ARD-1560-373-4 707 
1AR0-1560-528-1636 
1A4RD-1560-030-5926 
1ARE~1560-67074067 
14RD-1560-304-4329 
LARD~1560-304~4329 
1ARD-1560-2304-4329 
1ARD-1560-304-4329 
14RD-1560-304-4329 
14RD-1560-304-4329 
LARD~1560~304-4329 
LARD~1560~304-4329 
1ARD-1560-304-4329 
1ARD-1560-304-4329 
14RD-1560-304-4329 
1ARD-1560-304-4329 
1ARD-1560-304-4329 
1ARD-1560-304-4329 
LARD~1560-304~4329 
1AR0-1560-219-4538 
1ARD-1560—-532-6579 
1AR0-1560-633-3779 
LARD~1560-219-4539 
LARD-1560~030-5927 
1ARD-1560-030-5929 
14ARD-1560-525-5652 
1ARD-1560-346-3803 
1ARD-1560-030-5931 
1ARD-1560-030-5932 


1ARD-1560-030—-5933 
1A4R0-1560-332-4047 
lARD-1560-332-4048 
LARD-1560-092-5425 
1A4RD-1560-532-5526 
1ΑΒΌ-1560-030-5934 
1ARD-1560-332-4054 
1А8021560-219-~4542 
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Т.О, 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-630542-170 
110-630542-190 


110-630542-210 
110-630542=230 
110~630542=250 
110~-630542=270 
110-630542-290 
110-630542-310 
110-630542-90 
110-630565 
110-630565-3 
110-630566 
110-630566-10 
110-630566-30 
110-630567 
110630568 
110-630569 
110-630570-10 
110-630570-30 
110-630571-50 
110-630571-70 
110-630572-10 
110-630572-30 
110-630573-10 
110-630573-30 
110-630573-50 
110-630574 
110-630578 
110-630579 
110-630589-23 
110-630590-23 
110-630591-30 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-6δ30594-25 
110-630594-25 
110-630594-25 
110-630594-25 
110-630594=25 
110-630594-25 
110-630594-25 
110-630595=10 
110-630595-3 
110-630595-70 
110-630597-21 
110-630598-21 
110-630599-31 
110-630601-11 
110-630602-11 
110-630605-21 
110-630606-21 
110-630606-25 
110-630607-21 
110-630608-11 
110-630608-31 
110-630610-21 
110-630611-1 
110-630611-21 
110-630612-10 
110-630612-30 
110-630612-90 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 
INDEX NO 


64 
64 


64 
64 
64 
64 
64 
64 
63-61 
50 
60-1 
370 
386-1 
386-6 
35 
230-6 
230-5 
230-1 
230-2 
61-2 
61-2 
61-18 
61-18 
61-3 
61-3 
61-3 
369 
369-13 
386-4A 
63-39 
63-358 
63-37 
62-20 
64-20 
231-20 
233-22 
233-27 
233-48 
234-19 
234-25 
234-35 
234-43 
235-13 
235-20 
235-30 
235-38 
251-40 
64-14 
64-16 
64-14 
63-51 
63-59 
63-56 
63-40 
63-46 
63-24 
63-20 
63-20 
63-54 
63-44 
63-45 
63-34 
63-25 
63-29 
371-20 
371-21 
369-13 
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Numerical Index 
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Section ΠΙ 
Numerical Index 


ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


14RD-1560-614-2979 
1ARD-1560-532-6581 
1ARD-1560-532-6583 
1ARD-1560-532-6584 


1A4RD-1560-525-9960 


1ARD—-15604525-9961 
14RD-1560—-525-9962 


14RD-1560-319-3050 
1ARD-1560-319-3050 


1ARD-1560-532-5527 
1ARD-1560-532-5528 


LARD~2995~651-5678 


14RD-1560-219-4543 


1ARD-15604536-25357 
1A4RD-1560-306-4327 
1ARD-1560-307-3317 
1ARD-1560~533-0079 
1ARD-1560-339-9531 


1ARD-1560-339-9532 


1ARD-1560-532-5529 
1ARD-1560-339-9533 
14RD-1560-029-3935 
14RD-1560-029-3936 
1ARD-1560-029-3937 
1ARD-1560-313-0418 


1ARD-1560-436-7230 


1ARD-1560-305-0295 
14RD-1560-305-0295 


1ARD-1560-533-0081 
1A4RD-1560-185-1499 
14RD-5315-185-1500 
14RD—-5315-185-1500 


1A4RD-5315-185-1500 
l1ARD-1560—-650-6735 
1ARD-1560-650-6735 


1596 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-630613-1 
110-630613-11 
110-630613-31 
110-630613-41 
110-630613-51 
110-630614-101 
110-630614-11 
110-630614-3 
110-630614-31 
110-630614-41 
110-630614-5 
110-630614-61 
110-630614-71 
110-630614-81 
110-630614-91 
110-δ30616-5 
110-630616=5 
110-630619-1 
110-630630-11 
110-6306530-21 
110-630630-23 
110-630631-3 
110-630643-1 
110-62064 3-31 
110-630643-41 
110-630644-23 
110-630645=21 
110-635000 
110-635001 
110-635002 
110-635002 
110-635004 
110-635006 
110-635006-110 
110-635006-50 
110-635006-60 
110-635007-10 
110-635007-130 
110-635007-270 
110-635007-3 
110-635007-310 
110-635007-330 
110-635007-10 
110-635009-11 
110-635009-13 
110-635009-15 
110-635009-17 
110-635009-3 
110-635009-5 
110-635009-7 
110-635010-11 
110-635010-11 
110-635010-13 
110-635010-15 
110-635010-3 
110-635010-5 
110-635010-5 
110-635011-11 
110-635011=7 
110-635012 
110-635012 
110-635012 
110-635013-10 
110-635013-10 
110-635015-110 
110-635015=210 
110-635015-210 


NAVY 


STOCK NUMBER 


] 
а ЕІСОКЕ 
AND 
INDEX NO 


371-24А 
374-7 
232 
63=34A 
63-35A 
63-35Α 
63-18 
371 
371 
371 
371-5А 
371-164 
229-332 
231-1 
231-5 
232 
231=30 
231-24 
231-26 
231-25 
231-25 
251-22 
251-21 
163-22 
251-23 
163-21 
163-21 
251-21 
251-15 
251-17 
251-50 
251-16 
251-16 
251-49 
251-14 
251-52 
252-27 
252-27 
252-27 
251-12 
251-8 
252-9 
233-34 
233-24 
233-17 
234-12 
234-33 
231-6 
232-5 
233-22E 
233-22D 
233-31D 


TOTAL | MICRO 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE NAVY SUE. FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 
110-635015-270 233-22Ε 1 
110-635015-90 P1 233-220 1 
110-625015-90 P1 233-23C 2 
110-635015-90 P1 233-310 2 
1ARD-5310-448—-6233 110-635017-1 Pl 233-39 i 
1ARD-5310-448-6234 110-635017-2 P1 233-39 1 
1A4RD-1560-525-9963 110-635017-43 X1 234-49 1 
14RD-1560-525-9964 110-635017-4 x1 235-44 1 
1ARD-2995—-696-5916 110-635018-150 233-45 1 
1ARD-1560-652-0868 110-635019-10 234-22 1 
1ΑΒΡ-1560-185-1501 110-635019-21 pl 223-30 2 
1ARD-1560-185-1501 110-635019-21 Pl 234-22 1 
1ARD-1560-185-1501 110-635019-21 Pl 234-39 1 
14RD-1560-185-1501 110-635019-21 P1 235-17 1 
1ARD-15604185-1501 110-635019-21 P1 235-34 1 
110-635020-210 233-31A 1 
110-635020-230 233-318 1 
110-635020-250 233-25 1 
110-635020-270 233-26 1 
110-635020-3 233-29A 4 
110-635023 A 229 NP 
110-635023-3 P1 229-7 1 
1ΑΡΕ-1560-65Τ-0561 110-635023-5 229-17 1 
110-635024 М1 229 ΝΡ 
110-635024-10 229-5C 1 
1ARD-1560-332-4223 110-635027 Ml 229-1 1 
1ΑΒΌ-1560-185-1503 110-635029-13 μι 233-14 2 
1A4RD-1560-185-1504 110-635029-15 233-15 4 
1ARD-5310-208-9844 110-635029-17 M1 233-15 2 
14RD-5310-208-9844 110-635029-17 μι 234-10 1 
1ARD-5310-208-9844 110-635029-17 М1 234-31 H 
1A4RD-5310-208-9844 110-635029-17 М1 235=25 2 
1ARD-5310-208-9844 110-635029-17 M1 235-6 2 
1ARD-5315-339-9534 110-635029-31 233-14 2 
1ARD—-1560-029-3946 110-635030-23 pi 231-5 2 
1АВО—-1560-029-2946 110-635030-23 P1 235-52 2 
110-635031-21 P1 251-51 2 
1ARD-1560-325-9547 110-635031-25 251-51 2 
1ARD-1560-325-9547 110-635031-25 252-52 2 
110-635032 231-24 NP 
110-635032-50 Λ 251-1 1 
110-635034 233-319 2 
1ARD-1560-305-0299 110-635035-50 A 231-27 1 
1ARD-1560-332-4244 110-635036-10 M 231-7 1 
1A4RD-1560-332-4251 110-635036-30 M 231-8 1 
1ARD-1560-—-185-1508 110-635038 233-37 1 
1ARD-1560-185-1508 110-635038 235-48 1 
lARD-5315=550-5587 110-635039 233-2 4 
1ARD-5315—550-5587 110-635039 234-2 4 
1ARD-1560-185-1509 110-635040-10 M 231-9 2 
1ARD-1560-185-1509 110-535040-10 M 232-6 2 
1ARD-1560-185-1510 110-635040-30 M 231-10 2 
1ARD-1560-185-1510 110-635040-30 M 232-1 2 
1ARD-1560-231-7942 110-635041 233-33 1 
110-635041-3 м1 233-33 1 
1ARD-1560-231-7943 110-635044-10 A 233-41 1 
1^4RD-1560-231-7944 110-635044-20 233-41 1 
LARD=1560=231-7944 110-6 35044=20 234-41 1 
110-635044-3 М1 233-42 2 
110-63504 5-11 M1 233-20 1 
110-635045-11 M1 235-11 i 
110-635045-7 M1 233-19 1 
110-635045-7 М1 234-17 1 
1^RD-1560-305-0300 110-635046-3 M1 233-13 2 
1ARD-15604305-0300 110-635046-3 M1 235-24 1 
1ARD-1560-651-1746 110-635046-5 234-29 1 
1ARD-1560-314-9343 110-635047-3 M1 233-12 4 
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Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


1ARD-1560-314-9343 
1A4RD-1560-314-9343 
14RD-1560-314-9343 


1ARD-1560-190-7854 


1480-2995 -696-5914 


l1ARD-1560-341-0711 
14RD-1560-340—-4604. 
1A4RD-5315-320-6541 


l1ARD-1560-024-4894 
l1ARD-1560-029-3952 
14RD-1560-347-7117 
1ARD-1560-547-7472 
1ARD-1560-4317-0825 
14RD-1560-317-0825 


1ARD-1560-525-9966 
1ARD-1560-525-9966 
14RD-1560-307-3318 
1ARD-1560-373-4708 
1ARD—-1560-373-4708 
1ARD-1560-525-9967 
1ΑΒΌ-1560-5265-9967 
1ΑΒΡ-1560-317-0719 
14RD-1560-317-0719 
1ARD-1560-534-2152 
1A4RD-1560-534-2152 


1ARD-1560-525-0968 


LARD~1560-536-3036 


l1ARD-1560-525-9971 
1ARD-1560-525-9972 
14RD-1560-536-3037 
1ΑΒΌ-1560-536-3038 
1ARD-1560-525-9973 


1ARD-1560-307-3319 
1ARD-1560-525-9974 
1ARD-1560-525-9975 


1ARD-5355—-547-8069 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-635047-3 
110-635047-3 
110-635047-3 
110-635047-5 
110-635048 
110-635049 
110-635051 
110-635052-130 
110-635052-150 
110-635052-510 
110-635052-530 
110-635053-130 
110-635053-150 
110-635053-370 
110-635053=390 
110-635058 
110-635058-3 
110-635064 
110-6 35065-5 
110-635066 
110-635067-3 
110-635068 
110-635068 
110-635068-10 
110-635071 
110-635071 
110-635072-10 
110-635072-30 
110-635072-30 
110-635073-10 
110-635073-10 
110-635073-20 
110-635073-20 
110-635073-30 
110-635073-30 
110-635073-40 
110-635073-40 
110-635074-23 
110-635074-24 
110-635084-21 
110-635500 
110-635500~31 
110-635500-41 
110-635500-41 
110-635500-61 
110-635501 
110-635501-10 
110-635501-30 
110-635502 
110-635503-11 
110-635503-13 
110-635503-15 
110-635503-3 
110-635503=5 
110-6 35503=7 
110-635504 
110-635504-110 
110-635504-50 
110-635506 
110-635506-10 
110-635506-190 
110-635506=20 
110-635506-210 
110-635506-230 
110-635506-3 
110-635506-90 
110-635509-21 


NAVY 


STOCK NUMBER 


SOURCE 


co 


AF 


DE 


NAVY 


Pl 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


234-8 
235-23 
235-5 
234-28 
233-22C 
233-23B 
233-18 
233-22A 
233-22B 
233-8 
233-9 
233-23 
233-23A 
233-10 
233-11 
231-28 
232-21 
233-50 
233-53 
233-52 
233-55 
25185 
252-5 
252-5 
251-53 
252-26 
251-25 
251-25 
252-40 
231-29 
231-31 
231-29 
231-31 
231-29 
231-31 
231-29 
231-31 
232-25 
232-25 
234-19 
232-1 
232-1 
232 

234 
232-1 
232-18 
252-1 
252-1 
252-29 
252-18 
252-14 
252-15 
252-16 
252-13 
252-17 
232 

232 
231-13A 
232-18A 
232-19 
232-18A 
232-19 
232-19 
232-20 
232-25A 
232-18A 
234-41 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΠΙ 
Numerical Index 


К 
ΑΕ CLASS CODE NAVY უე. FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER : AND 
STOCK NUMBERS INDEX NO. 


1ARD—-5355-547—8069 
1ARD-5355-547-8070 


1ARD-5355—-547—8070 
1A4RD-1560-304-4330 
LARD-1560~304-4 331 


1ARD—-1560—-592-3823 


LARD~1560-670-4069 


14RD-1560-304-4334 
1ARD-1560-040-9588 


1ARD-1560—-524-2481 


1ARD-1560-04079589 
1ARD-1560-040-9590 


1ARD-5340-517-0204 
1ARD-5340-347-7118 
1ARD-5310-515-7935 
1ARD-5310-515-7935 
1ARD-5340-529- 7494 
1ARD-5340-529-7494 
1ARD-1560-533-2304 
1ARD-1560-533-2304 
14RD-5310-515-7934 
1ARD-5310-7515-7934 
1ARD-1560—-651-7966 


1ARD-1560-532-5530 
1ARD-1560-532-5530 
1Αβῦ-1560-525-9977 
1ARD-1560-7525-9978 
1ARD-1560-533-9557 
LARD~5355=547-8071 
1ARD-5355-547-8071 
1ARD-5355-547-8071 
1AR0-1560-533-2305 
1ARD-1560-533-2305 
1ARD-1560-533-2305 


1ARD-1560-332-4445 


14RD-1560-532-6585 
1ARD-1560-533-2306 
LARD~1560-024-4901 
LARD~1560-092-5426 


14RD-1560-533-2307 
1ARD-1560-533-2307 
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110-635509-21 
110-635509-23 
110-635509-23 
110-635510-210 
110-635510-230 
110-635510-290 
110-635510-310 
110-635511-270 
110-635511-310 
110-635511-330 
110-635512-290 
110-635512-330 
110-635513-210 
110-635513-230 
110-635513-310 
110-635513-350 
110-635513-390 
110-635520-250 
110-635520-270 
110-635520-310 
110-635520-330 
110-635520-350 
110-635521-10 
110-635521-10 
110-635521-20 
110-635521-20 
110-635522 
110-635522 
110-635522 
110-635524-11 
110-635524-13 
110-635524-15 
110-635524-15 
110-635524-3 
110-635524-3 
110-635524-5 
110-635524-5 
110-635524=7 
110-635524-7 
110-635525 
110-635526-23 
110-635526-4 
110-635534 
110-635534 
110-635535-1 
110-635535-2 
110-635536 
110-635537 
110-635537 
110-635537 
110-635538 
110-635538 
110-635538 
110-635540 
110-635540-10 
110-635540-3 
110-635541 
110-635542-21 
110-635542-22 
110-635544-230 
110-635545-23 
110-635551-3 
110-635553-3 
110-635553-31 
110-635555 
110-635558-10 
110-635558-10 


235-36 
234-42 
235-37 
235-32 
234-37 
235-32 
234-37 
234-1 
234-7 
234-7 
234-27 
234-21 
234-20 
235-15 
235-15 
234-20 
234-20 
235-22 
235-4 
235-22 
235-4 
235-22 
234-34 
235-26 
234-13 
235-7 
234-14 
235-21 
235-8 
235-14 
234-3 
234-5 
235-2 
234-26 
235-21 
234-36 
235-31 
234-54 
235-39 
235-45 
235-46 
235-464 
234-48 
235-43 
234-47 
235-42 
235-47 
234-15 
235-28 
235-9 
234-16 
235-10 
235-29 
262-28 
252-28 
252-42 
230-30 
232-24 
232-24 
234-51 
232-23 
234-55 
234-58 
234 
234 
234-34 
235-26 


какан Ra во ο ο ο L кю № Ба E ES Ба = EA > ER = = B. = = = ED ED к ккк ? + ка n кә FS ი ран 


zm z 
He Ü Ü = n = == М го Ü + ES кә Бә на ES. > 2 = 


1599 


Section III 
Numerical Index 


. T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 
OR 
L STOCK NUMBERS 


PART NUMBER 


= 


NAVY 
STOCK NUMBER 


SOURCE zi 


CODE 


FIGURE 
AND 
INDEX NO. 


MICRO 
Y FILM 


14RD-1560-592-3824 


1ARD-1560-533-2308 
LARD~1560-533-2309 
14RD-1560-533-2310 
1ARD-1560-588-4644 
1ARD-1560-533-2311 
1ARD-1560-533-2312 
l1ARD-1560-594-7817 
1ARD-1560-533-2313 
1ARD-1560-533-2313 
1ARD-1560-533-2314 
14RD-1560-533-2314 


1ARD-1560-190-7880 
l1ARD-1560-029-3953 
1А80-1560—029-3953 
1ARD-1560-308-0064 


1ARD-1560-373-4709 
1ARD-1560-373-4710 
1ARD-1560-342-9073 
1A4RD-1560-373-4712 
1ARD-1560-307-3327 
1ARD-15604325-9535 
1ARD-1560-332-6389 


14RD-1560-335-9536 


1A4RD-1560-335-9537 
1A4RD-1560-335-9539 
14RD-1560-335-9540 
14RD-1560-335-954] 
1AR0-1560-335-954] 
1A4RD-1560-335-9542 


TARD~1560~571=0485 
LARD-1560-327-3669 
1ARD-1560-327-3670 
l1ARD-1560—-327-3671 
14RD-1560-327-3672 
1A4RD-1560-327-3673 
1LARD-1560~-327-3674 
14RD-1560-327-3675 


1ARD-1560-571-0487 


| 


110-635558-20 
110-635558-20 
110-635559-21 
110-635582-3 
110-635601-3 
110-635602-3 
110-635603-1 
110-635603-2 
110-635604-1 
110-635605-21 
110-635608-21 
110-635609-21 
110-635611-3 
110-635611-3 
110-635612-3 
110-635612=3 
110-635613-1 
110-640501 
110-670013 
110-670017-21 
110-670017-21 
110-670020-21 
110-670501 
110-670501-10 
110-670501-170 
110-670501-190 
110-670501-200 
110-670501-210 
110-670501-250 
110-670501-270 
110-670502 
110-670502-10 
110-670502-161 
110-670502-250 
110-670502-270 
110-670502=290 
110-670502-3 
110-670502-3 
110-670502-30 
110-670502-310 
110-670502-370 
110-670502-380 
110-670502-390 
110-670502-400 
110-670502-410 
110-670502-430 
110-670502-450 
110-670502-470 
110-670502-490 
110-670502-5 
110-670502-5 
110-670502-530 
110-670502-603 
110-670502-611 
110-670502-613 
110-670502-615 
110-670502-617 
110-670502-810 
110-670502-820 
110-670502-8230 
110-670502-850 
110-670502-890 
110-670502-910 
110-670502-950 
110-670502-970 
110-670502-990 
110-671010-1 


4 


234-13 
235-7 
232-22 
235-] 
232-32 
232-39 
232-36 
232-37 
232-7240 
234-54 
232-41 
232-43 
234-30 
234-9 
234-30 
234-9 
232-26 
369 ` 
87-10 
85-46 
86-50 
87-10 
370-2 
382-20 
382-15 
382-12 
382-13 
382-5A 
382-12 
382-13 
52-13 
85-26 
85-45A 
86-26 
86-28 
86-18 
85-42 
86-46 
85-24 
85—17 
85-6 
86-6 
85-7 
86-7 
86-11 
86-12 
86-8 
86-9 
85-8 
85-40 
86-44 
85-9 
86-19 
85-18 
86-19 
85-18 
86-19 
85-7 
86-7 
85-25 
85-18 
86-19 
86-27 
85-27 
86-29 
86-11 


EE 


= 


= 
-_____–_3__-__3-_-__--____ 


= 


= 


0 rm E? на Б Бе ES рә επ χα πὶ рә ка ка πὶ ра πα EA ра ке κα Бә μα Бә рә урш рэ μα μα рә μα μα рә μα рә 


- 


1600 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD~1560-670-0807 
1ARD-1560-304-8772 
LARD-1560-304-8774 
1AR0-1560-190-77886 


1ARD-1560-314-9345 
1ARD~1560=092-5430 
1ARD-1560-592-3825 
1ΑΒΌ-1560-670-0808 
1ARD-—-1560-592-3826 


UARD-1560-653-4889 


1ΑΒΌ-1560-320-6542 
1ARD-1560-231-7971 


1ARD-5305-619-4853 
1ARD-5305-655-6107 


lARD-5305-680- 7774 


14RD-1560-319-3051 


1ARD-1560-231-7974 
14RD-1560-231-7974 
1ARD-1560-231-7975 
1ARD-1560-231-7975 
1ΑΒΡ-1560-231-7976 
14RD-1560-231-7976 


1ARD-1560-025-6085 
1LARD~1560~-025~6086 


1ARD-1560—-099—-5555 
1ARD-1560-099-5555 
1ARD-1560-214-9825 


1ARD-1560—-332-4456 
1ARD-1560-099-5556 
1ARD~1560=099~5556 


1ARD-1560-030-5937 
1ARD~1560-030~5938 
1^RD-1560-040-9591 
1ARD-1560-040-9591 


14RD-1560-030-5939 
1ARD-1560-594-7825 
14RD-1560-594-7825 
1ARD-1560-313-0419 


14RD-1560-316-1854 
1ARD-1560-316-1854 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-671010-2 
110-671011-23 


110-671012-10 
110-671012-20 
110-671016 

110-671016-30 
110-671016-40 
110-671016-50 
110-671016-60 
110-671016-70 
110-671018-10 
110-671019-10 
110-671020-10 
110-671021-15 
110-671021-16 
110-671021-50 
110-671021-70 
110-671023-10 
110-671025 

110-671026-21 


110-671027-11 


110-671027-3 
1r0-671027-5 
110-671027-7 
110-671028-1 
110-671028-2 
110-671031 
110-673009-11 
110-673009-11 
110-673009-30 
110-673009-30 
110-673009-5 
110-673009-5 
110-673009~50 
110-673009-50 
110-673009-7 
110-673009-7 
110-673500-1 
110-673500-10 
110-673500-2 
110-673500-20 
110-673501-3 
110-673501-4 
110-673501-5 
110-673501-6 
110-673503-10 
110-673503-10 
110-673504-10 
110-673504-30 
110-673504-70 
110-673505 
110-673505 
110-673506-10 
110-673506-10 
110-673506-21 
110-673506-23 
110-673506-25 
110-673506=25 
110-673506-27 
110-673506-30 
110-672506”31 
110-673506-31 
110-673506-50 
110-673506-70 
110-673507 
110-673507 
110-673508 


STOCK NUMBER 


Section ΠΙ 


нен DUNE = го 


жок кор ог от Боо ЛО ОО со со согу Ооо МЮ Юю {+ LEED 


1 
1 
1 
1 
2 
2 
& 
4 
4 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 


Numerical Index 


TOTAL | MICRO 
QTY FILM 


1601 


Section Ш 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-040-9592 


1ARD-1560-571-0488 
1AR0-1560-571-0488 


TARD~1560-347-3411 
14RD-1560-347-3411 
1ARD-1560-2219-4550 
14RD-1560-219-4551 
1ARD~1560-030-5940 
14RD-1560-030-5940 
1ARD-1560-614-2983 
LARD~1560-614-2983 
1ΑΒΌ-1560-515-5012 
1ARD-1560-515-5012 
1ARD-1560-2317-0721 
1ARD-1560-317-0721 
14RD-1560-527-7270 
TARD~1560-527-7270 
1ARD-1560-219-4552 
1A4RD-1560-219-4552 
1A4RD-1560-219-4552 
1ARD-1560-219-4552 
14RD-1560-219-4553 
1ARD-1560-219-4553 
1ARD-1560-219-4553 
1ARD-1560-219-4553 


1ARD-1560-370-5816 
1ARD-1560-370-5816 
LARD~1560=525-8318 
1ARD-1560-525-8318 
14RD-1560-332-4459 
14RD-1560-332-4459 


1ARD-1560-304-8776 
14RD-1560-304-8776 
1640-370-5818 
1640-370-5818 


1ARD-1560-030-5942 
1ARD-1560-030-45942 
1ARD-1560-030-5943 
1ARD-1560-030-5943 


1ARD-1560-332-3315 
1ARD-1560-332-3315 
1ARD-1560-594—-7826 
1ARD-1560-594-7826 


14RD-1560-594-7827 


1602 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-673508-3 
110-673509-17 
110-673509-17 
110-673509=19 
110-673509-19 
110-673509-5 
110-673509-7 
110-673509-7 
110-673512-210 
110-673512-20 
110-673512-30 
110-673512-30 
110-673512-40 
110-673512-40 
110-673514 
110-673514 
110-673515 
110-673515 
110-673516 
110-673516 
110-673517-1 
110-673517=1 
110-673517-1 
110-673517-1 
110-673517-2 
110-673517-2 
110-673517-2 
110-673517-2 
110-673517-30 
110-673517-30 
110-673517-30 
110-673517-30 
110-673517-40 
110-673517-40 
110-673517-40 
110-673517-40 
110-673519 
110-673519 
110-673520-11 
110-673520-11 
110-673522 
110-673522 
110-673523-5 
110-673523-3 
110-673523--5 
110-673523-5 
110-673524 
110-673524 
110-673525 
110-673525 
110-673526 
110-673526 
110-673527 
110-673527 
110-673528-10 
110-673528-10 
110-673528-30 
110-673528-30 
110-673534-1 
110-673534-1 
110-673534-11 
110-673534-11 


110-673535-1 
110-673535-1 


110-673535-2 
110-673535-2 
110-673537 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 
INDEX NO 


TOTAL | MICRO 
QTY | FILM 


№ ES ES кек № RO ROO NO ΠΕ кә кә Ко IND. S № ТОТО IN NNN № № МӘ м м № № EP E e P I pa ка рә E N Ñ I ES [SO N E ER. = = == = Ον Ον Ον Ον Ον м ND 


Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-313-0420 


1ARD-1560-533-2316 
1ARD-1560-314-9347 


1А80-1560=520-6018 
1ARD-1560-520-6018 
1ARD-1560-2520-6018 
1ARD-1560-520-6019 


1ARD-1560-478-3046 
1ARD-1560—-478-3048 
l1ARD-1560-478-3049 
1ARD-1560-478-3050 
1AR0-1560-478-3051 


1ARD-1560-478-3052 
1ARD—-1560-478—-3053 
1ARD-1560-478-3054 
1ARD—-1560—-478-3057 
1ARD-1560-478—-3058 


14RD-1560-478-3059 
1ARD-1560-478-3060 
1ARD—-1560-478-3061 
1ARD-1560-478-3062 
1ARD-1560-478-3063 


1ARD-1560-307-3329 


1ARD-1560-478-3064 
1ARD-1560-478—-3067 


1ARD-1560-478-3070 
1ARD-1560-386-8218 


1ARD-1560-386-8219 
1ARD-1560-024-4903 


1ARD-1560-307-3330 


14RD-1560-307-3331 
1A4RD-1560-313-0421 


Revised 1 December 1959 


* 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-673539-3 
110-673540-3 
110-673541-1 
110-673543-21 
110-673544-1 
110-673544~3 
110-673544-5 
110-673545-] 
110-673545-1 
110-673545-41 
110-673545-11 
110-673545-31 
110-680002-71 
110-680002-10 
110-680002-110 
110-680002-15 
110-680002—170 
110-680002=190 
110-680002-2 
110-680002-20 
110-680002-200 
110-680002-210 
110-680002-250 
110-680002-260 
110-680002-27 
110-680002-270 
110-680002=280 
110-680002-290 
110-680002-30 
110-680002-300 
110-680002-31 
110-680002-320 
110-680002=340 
110-680002-350 
110-680002-360 
110-680002=370 
110-680002-380 
110-680002-40 
110-680002=70 
110-680003-1 
110-680003-11 
110-680003-110 
110-680003=130 
110-680003-2 
110-680003-210 
110-680003-230 
110-680003-290 
110-680003-300 
110-680003-310 
110-680003-320 
110-680003-370 
110-680003-430 
110-680003-440 
110-680003-450 
110-680003-470 
110-680003~490 
110-680003-50 
110-680003-500 
110-680003-510 
110-680003-520 
110-680003-530 
110-680003-55 
110-680003-570 
110-680003-590 
110-680003-610 
110-680003-630 
110-680003-670 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


ZZZzzz 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
INDEX NO. 


= 
£ oL ას INO > = D = fO. ом == UNNNNN {+ + + № мм 


= 


1 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
2 
Р 
2 
1 
2 
P 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
6 
1 
1 
2 
2 
1 


1603 


Section ΠΙ 
Numerical Index 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


AF CLASS CODE 


OR 


STOCK NUMBERS 


1604 


PART NUMBER 


110-680003-690 
110~680003~7 
110-680003=70 
110-680003-700 
110-680003-710 
110-680003-730 
110-680003-750 
110-680003-761 
110-680003-771 
110-680003-781 
110-680003-80 
110-680006-11 
110-680006-12 
110-680006-13 
110-680006-14 
110-580006-15 
110-680006-16 
110-680006-17 
110-680006-18 
110-680006-23 
110-680006-24 
110-680006-25 
110-680006-26 
110-680006-27 
110-680006-28 
110-680006-3 
110-680005-31 
110-680006-32 
110-680006-4 
110-680006-5 
110-680006-6 
110-680006-7 
110-680006-8 
110-680007-11 
110-680007-13 
110-680007-15 
110-680007-3 
110-680007-5 
110-680007-7 
110-680008-3 
110-680008~4 
110-680008-5 
110-680008-6 
110-680009-3 
110-680009-4 
110-680009-5 
110-680009~6 
110-680009-7 
110-680009-8 
110-680010-1 
110-680010-2 
110-680011-1 
110-680011-2 
110-680012-1 
110-680012-2 
110-680013-1 
110-680013-2 
110-680014-1 
110-680014-2 
110-680015-1 
110-680015-2 
110-680017-1 
110-680017-2 
110-680018-1 
110-680018-2 
110-680019-1 
110-680019-2 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 


STOCK NUMBER AND 


NAvy| INDEX NO. 


1 
2 
1 
1 
2 
2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
2 
2 
2 
2 
2 
5 
4 
2 
8 
4 
4 
1 
1 
1 
1 
2 
2 
1 
1 
2 
2 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
Ρ 
P 


2 2 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560=478-3074 


lARD-1560-335-95&3 
1LARD~1560-320-6543 
LARD-1560-32076 544 


LARD~1560-594~7818 
1ARD-1560-—-694-4562 


1ARD-1560—-533-0091 
1ARD-1560-694—-4563 


1ARD-1560-386-8222 


1A4RD-1560-307-3332 
1ARD-1560-214-9826 
1ARD-1560-214-9827 
1ARD0-1560-533-2320 


1ARD-1560-373-74740 
1ARD-1560-373-4141 
1ARD-1560-211-1011 
1ARD-1560-373-4742 


1ARD-1560-386-8223 


1ARD-1560-373-4744 
1ARD-1560-533-2321 


14RD-1560-671-3370 
1ARD-1560-040-9593 


Section III 
Numerical Index 


SOURCE 
CODE FIGURE | TOTAL | MICRO 
AND QTY | FILM 
ar [wavy INDEX NO. 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


110-680019-3 
110-680019-5 
110-680020-1 
110-680020-2 
110-680020=3 
110-6800205 
110-6800207 
110-680025=1 
110-680025-2 
110-680025-5 
110-680025-5 
110-680025-6 
110-680025-7 
110-680026=1 
110-680026-10 
110-680026-13 
110-680026-2 
110-680026-3 
110-680026-7 
110-680030-3 
110-680030-4 
110-680030-5 
110-680030-6 
110-680031-1 
110-680031-2 
110-680032-1 
110-680032-2 
110-680033-71 
110-680033-2 
110-680034 
110-6800351 
110-680035-100 
110-680035=110 
110-680035-130 
110-680035-150 
110-680035-170 
110-680035-180 
110-680035-190 
110-680035-2 
110-680035-210 
110-680035-30 
110-680035-70 
110-680035=90 
110-680042-150 
110-680042-30 
110-680042=90 
110-680052 
110-680061-31 
110-680501 
110-680501-110 
110-680501-130 
110-680501-150 
110-680501-170 
110-680501-190 
110-680503 
110-680503-30 
110-680504 
110-680506 
110-680507-1 
110-680507-41 
110-680507-51 
110-680510-11 
110-680511-1 
110-681052-1 
110-681052-101 
110-681052-11 
110-681052-111 


381-25A 

381-28 

381-25Α 
84-40 
35-23 
71-18 
71-22 
71-18 
72735A 


Revised 1 December 1959 


1605 


Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-700-6704 


1ARD-1560-190-7862 
1A48RD-1560-214-9828 


1ARD-1560-190-7863 
1ARD-1560-190-7864 
1ARD-1560-190-7864 
1ARD-1560-213-5601 
LARD~1560~190-7867 
1ARD~1560-190-7868 
1LARD~1560~-029-3974 
1ARD-1560-029-3974 
1ARD-1560-029-3974 
1ARD-1560-029-3974 
1ARD-1560-029-3974 
1ARD-1560-029-3974 
1ΑΠ0”-1560-190-7870 
1ΑΠΡ-1560-190-7870 
1ARD-1560-190-7870 
1ARD-1560-190-7871 
1A4RD-1560-190-7871 
1ARD-1560-190-7871 
14RD-1560-190-7872 
1A4R0-1560-190-7872 
14RD-1560-190-7872 
1ARD-1560-190-7873 
LARD~1560~190~7873 
1ARD-1560-231-6305 
14RD-1560-231-6305 
1ARD-1560-190-7874 
14RD-1560-190-7874 
14RD—-1560-190-7874 
1ARD-1560-614-2985 
14RD-1560-614-2985 
1ARD-1560-614-2985 


1ARD~1560~231-6 306 
1ARD~1560~231-6306 
1ARD~1560=231~6 307 
1ΑΒΡ-1560-231-6307 
1ARD-1560~231=6 308 
14RD-1560-231-6308 
1ΑΒ0-1560-213-5602 
14RD-5310-025-7281 
14RD-1560-231-6309 
14RD-1560-231-6309 
14RD-1560-332-4461 
1ARD—-1560-332-4461 
14RD-1560-313-0422 
1ARD-1560-699-4301 
1A4RD-1560-699-4301 
1ARD-1560-339-9535 
1ARD-1560-339-9535 


1606 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-681052-31 
110-681052-41 
110-681052-51 
110-681052-61 
110-681052-71 
110-681052-81 
110-681052-91 
110-683001 
110-683001 
110-683002-21 
110-68300 2-23 
110-683002-25 
110-683002-27 
110-683002-3 
110-683002-31 
110-683003 
110-683004 
110-683004 
110-683006-30 
110-683008-1 
110-683008-2 
110-683009-11 
110-683009-11 
110-683009-11 
110-683009-11 
110-683009=11 
110-683009-11 
110-683009-3 
110-683009-3 
110-683009-3 
110-683009-5 
110-683009-5 
110-683009-5 
110-683009-7 
110-683009-7 
110-683009-7 
110-683010 
110-683010 
110-683011 
110-683011 
110-683012 
110-683012 
110-683012 
110-683013 
110-683013 
110-683013 
110-683014 
110-683014-3 
110-683015-21 
110-683022-21 
110-683022-221 
110-683022-221 
110-683023-221 
110-683023-221 
110-683024-221 
110-683024-221 
110-683025-21 
110-682026 
110-683027-21 
110-683027-21 
110-683028 
110-683028 
110-683028-10 
110-683028-23 
110-683028-23 
110-683028-25 
110-683028-25 


STOCK NUMBER 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560-231-6311 
1ARD-1560-231-6311 


1ARD-1560—-231-6313 
1ARD-1560-231-6313 
1ARD-1560-231-6312 
14RD-1560-231-6312 
1ARD-1560-190-7875 
1ARD-1560-190-7875 


1ARD-1560-029-3977 
14RD-1560-029-3977 
1ARD-1560-029-3977 
14RD-1560-029-3977 
1ARD-1560-199-6370 
1ARD-1560-199-6370 
1ARD-1560-199-6371 
1ARD-1560-199-6371 
1ARD-1560-670—-4068 
1ARD-1560-670-4068 


1ARD-1560-199-6372 
1A4RD-1560-199-6372 
1A4RD-1560-199-6372 
1ARD-1560-199-6372 
1A4RD-1560-199-6372 
1A4RD-1560-199-6372 
1ARD-1560-199-6372 
1ARD-1560-199-6372 
1ARD-1560-199-6372 


1ARD-1560-533-2322 
1ARD-1560-320-6545 
1ARD-1560-533-0093 
1ARD-4730—-595-4214 
14RD-4730-595-4214 
1ARD-15602316-1857 
1ARD-1560-317-0723 


1ARD-1560-307-3334 
1ARD-1560-307-3336 
1ARD-1560-307-3337 
1ARD-1560-304-4336 
1ARD-1560-024-4905 
1ARD-1560-302-3394 
1ARD-1560-307-3338 
1ARD-1560-307-3339 


1A4RD-1560-307-3340 


1ARD-1560-216-4639 
1ARD-1560-092-0436 
1ARD-1560-098-8201 


1ARD-1560-302-3395 


14RD-5310-209-4679 
1ARD-5310-209-4622 
158D-4730-528-2761 
1ARD-1560-2545—-6973 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-683029-23 
110-683029-23 


110-683030-221 
110-683030-221 
110-683031-23 
110-683031-23 
110-683034 
110-683034 
110-683035-110 
110-683035-110 
110-683039 
110-683039 
110-683039 
110-683039 
110-683042-10 
110-683042-10 
110-683042-30 
110-683042-30 
110-683042-50 
110-683042-50 
110-683043 
110-683044 
110-683044-3 
110-683045 
110-683045 
110-683045 
110-683045 
110-683045 
110-683045 
110-683045 
110-683045 
110-683045 
110-683048 
110-683048 
110-683048-3 
110-683051 
110-683053 
110-683056 
110-683056 
110-683057-10 
110-683057-20 
110-683058-1 
110-683058-10 
110-683058-13 
110-683058-130 
110-683058-150 
110-683058-170 
110-683058-190 
110-683058-230 
110-683058-250 
110-683058-290 
110-683058-30 
110-683058-300 
110-683058-310 
110-683058-41 
110-683058-43 
110-683058-47 
110-683058-50 
110-683058-70 
110-683059-3 
110-683059-5 
110-683069 
110-683073-21 
110-683251-90 
110-685002-10 
110-685002-30 
110-685002-330 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO 


Section III 
Numerical Index 


TOTAL | MICRO 


QTY 


z 
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2 
4 
2 
2 
2 
2 
2 
1 
1 
i 
8 
8 
p 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
4 
1 
1 
1 
4 
4 
2 
2 
3 
1 
1 
1 


FILM 


1607 


Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


14RD-1560-436-7244 
1ΑΒΌ-1560-587-7368 


1ARD-1560—-436-7246 
1ARD-1560-030-5944 


1ARD-1560-030-5945 
1ARD-1560—-029-3983 
14RD-1560-029-3984 
1ARD-1560-530-3278 
14RD-1560-315-4953 
1ARD-1560-373-4746 


1A4RD-1560-029-3985 
1ARD-1560-600-4963 
14RD-1560-533-2323 
LARD~1560-618-4508 
1ARD-4730-601-0065 


1ARD-1560-025-6087 
1ARD-1560-700-1133 


1A4RD-1560—-311-0416 


1ARD-1560-651-7961 


è 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-685002-350 
110-685002-370 
110-685002-390 
110-685002-50 
110-685002-570 
110-685002-70 
110-685005 
110-685005-11 
110-685006 
110-685010-10 
110-685010-21 
110-685010-25 
110-685010-70 
110-685011 
110-685012 
110-685012-31 
110-685013 
110-685015-23 
110-685016-3 
110-685018 
110-685021-230 
110-685021-50 
110-685022-5 
110-685023-21 
110-685024 
110-685026-23 
110-685027#=3 
110-685029-3 
110-685501 
110-685501-10 
110-685501-50 
110-685502 
110-685502-10 
110-685502-110 
110-685502-130 
110-685502-150 
110-685502-170 
110-685502-190 
110-685502-210 
110-685502-230 
110-685502-250 
110-685502-270 
110-685502-290 
110-685502-30 
110-685502-310 
110-685502-330 
110-685502-350 
110-685502-370 
110-685502-390 
110-685502-410 
110-685502-430 
110-685502-45 
110-685502-450 
110-685502-50 
110-685502-630 
110-685502-650 
110-685502=670 
110-685502-690 
110-685502-70 
110-685502-710 
110-685502-730 
110-685502-750 
110-685502-770 
110-685502-790 
110-685502-810 
110-685502-830 
110-685502-850 


1608 


NAVY 
STOCK NUMBER 


E44 E 


FB 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 
INDEX NO 


TOTAL | MICRO 
QTY | FILM 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE NAVY FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS m INDEX NO. 

110-685502-870 57-29 1 

110-685502-890 57-13 1 

110-685502-90 55-16 2 

110-685502-910 57-45 1 

110-685502-930 55=1 2 

1A4RD-1560-550-5149| 110-685503 56-44 NP 
110-685504 58-10 1 

1ARD-1560-320-6546| 110—-685504-10 58-10 i 
1ARD-1560-320-2586 110-685504-30 58-10 1 
1A4RD-1560-533-2324| 110-685505 58-2 2 
LARD~4730-653=-2157| 110-685508 58-2 2 
1ARD-1560-520-6021 110-685509-1 387-10A 2 
1ΑΒΡ-1560-696-1707 110-685511-3 387-13 2 
1A4RD-1560-673-8608 110-685513-11 387-9Α 2 
110~710000 35-16 NP 

110-710000-10 35 NP 

110-710004 312 NP 

110-710004-10 312 NP 

110-710004-30 312 NP 

110-710004-50 312 NP 

110-710004-70 312 NP 

110-710017 812 ΝΡ 

110-710017-30 312 NP 

110-710036 134-20 1 

110-710038-30 134-21 1 

LARD-1560=334-6163 110-710042-11 312-2 1 
1ARD-1560-334-6164| 110-710042-31 312-2 1 
110-710049 145 ΝΡ 

1ARD-1560-533-0094| 110-710076 319-34 1 
110-710081 319 ΝΡ 

110-710090 319 NP 

1ARD-1560-335-8808 110-710102 312-3 1 
14RD-1560-211-1014| 110-710105 312-9 2 
LARD~1560~211-1015 110-710106 313-53 1 
1ΑΒΡ-1560-520-6022 110-710106-30 313-53 1 
1ARD-1560-213-5605 110-710108 312-1 1 
1ARD-1560-211-1016| 110-710118 319-33 1 
110-710122-130 312-5 NP 

110-710122-150 312-5 NP 

110-710122-210 312-5 NP 

110-710122+230 312-5 NP 

110-710122=270 312 NP 

110-710122-30 312-44 NP 

110-710122-310 312 NP 

110-710122-50 313-50 1 

110-710122-70 312-5 NP 

110-710122-90 312-5 NP 

14RD-1560-306-4331 110-710124 313-18 1 
110-710126-11 313-58 3 

110-710126-13 313-59 2 

110-710126-15 313-60 2 

7690-291-5201 110-710126-17 313-61 1 
110-710126-3 313-55 2 

110-710126-31 313-62 1 

110-710126-5 313-56 2 

110-710126-7 313-57 3 

110-710127 313-40 1 

110-710127-10 313-40 H 

110-710142 312 NP 

1ARD-1560-373-4748 110-710151 385-12 2 
110-710158-1 312 NP 

110-710159-1 109-1 1 

110-710161 312 NP 

110-710165 35-22 1 

LARD=4730=373-4749 | 110-710403 385-2 2 
1ARD-1560-373-4750| 110-710412=30 385-17 2 
1ARD-1560-195-3388| 110-710617 257-1 1 
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Section ΠΠ 
Numerical Index 


| AF E CODE 


STOCK ος 


1ARD-1560-478-3086 
1ARD-1560-478-3088 
1ΑΒΌ-1560-478-3091 
LARD-1560-478-3093 
1ARD-1560-478-3095 
1ARD-1560-478-3099 
LARD~1560~478-3103 
1ARD-1560-478-3105 
1ARD-1560—-478-2108 
14RD-1560—478—-3112 
LARD~1560-478-3113 
1ARD-1560-478-3117 
1ARD-1560-478-3120 
1A4RD-1560-533-0095 
1ARD-1560-533-0096 
LARD~1560~-533-0097 
1ARD-1560-571-1510 


1ARD-1560-317-0727 


1ARD-1560—-478—-3125 
1ARD-1560-4478—-3127 
1ARD-1560-478-3129 
1ΑΒΌ-1560-478-3130 
1ARD-1560-478-3132 
1ΑΒΡ-1560-418-3133 


1А80-1560-478-3134 
1ARD-1560-478-3135 

0-478-3136 
1^4RD-1560-478-3137 
1ARD-1560-533-0098 
LARD~1560=533-0099 
1ARD-1560—478-3138 
1ARD-1560—-478-3140 
14RD-1560-478-3141 


14RD-1560-307-3343 
1ARD-1560-307-3344 


1ARD-1560-533-0100 
LARD~1560=533-0101 
1ARD-1560—-533-0102 
1ARD-1560-214-9830 
1ARD-1560-214-9831 
14RD-1560-307-3345 
1ARD-1560-533-0103 
1ARD-1560-307-3346 


14RD-1560-317-0728 
l1ARD-1560-213-5607 


1A4RD-1560-306—-4333 
1ARD-1560-525-9979 
1ARD-1560-306-4334 
1ARD-1560-536-2363 
1ARD-1560-536-2364 
1ARD-1560-536-2365 
1A4RD-1560-307-3347 
l1ARD-1560-536-2366 
1ARD-1560-536-2367 
14RD-1560-307—-3348 
14RD-1560-306-4335 
1ARD-1560-304—-4337 


1610 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-710631 
110-710631-110 
110-710631-150 
110-710631-210 
110-710631-250 
110-710631-2290 
110-710631=350 
110-710631”4320 
110-710631-470 
110-710631-510 
110-710631-590 
110-710631-610 
110-710631#670 
110-710631-710 
110-710631-770 
110-710631-810 
110-710631-830 
110-710631-870 
110-710631-890 
110-710631-910 
110-710631-930 
110-710632 
110-710632-10 
110-710632-150 
110-710632-190 
110-710632-210 
110-710632-30 
110-710632-50 
110-710633 
110-710633-10 
110-710633-110 
110-710633-130 
110-710633-150 
110-710633-170 
110-710633-210 
110-710633-30 
110-710633-70 
110-710633-90 
110-710635 
110-710635-10 
110-710635-30 
110-710635-50 
110-710635-70 
110-710708-530 
110-710708-550 
110-710708-570 
110-710715-150 
110-710715-190 
110-710715-230 
110-710715-270 
110-710715-350 
110-710715-370 
110-710717-1 
110-710717-2 
110-710718 
110-710718-10 
110-710718-110 
110-710718-130 
110-710718-150 
110-710718-170 
110-710718-190 
110-710718-210 
110-710718-230 
110-710718-250 
110-710718-270 
110-710718-290 
110-710718-30 


SOURCE 
NAVY CODE FIGURE 
STOCK NUMBER AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ΑΒΡ”-1560-201”-323249 


1ARD-1560-536-2368 
1ARD-1560-306-4338 


14RD-1560-571-1511 


1ARD-1560-700-6705 


1ARD-15602536-2369 
1ARD-1560-536-2370 


1ΑΒΌ-1560-029-3987 
1ARD-1560-029-3987 
1ARD-1560-029-3987 
1ARD-1560-029-3987 
1^4RD-1560-029-3987 
1ARD-1560-029-3987 
1ΑΒΒ-1560-029-3988 
1ARD-1560-029-3989 
1ARD-1560-568-3771 


1AR0-1560-533-0106 
LARD-1560-533~0107 


1ARD-1560-536-2371 
1ARD-1560-029-3991 
1ARD-1560-301-8375 
1ARD-1560-213-5608 
1ARD-1560-301-8376 
1ARD-1560-213-5609 
1ARD-1560-699-4303 
1ARD-1560~651~7960 


1LARD~1560-301-8 377 


1ARD-1560-301-8378 


1ARD-1560-098-0801 
lARD-1560-320-6548 


1ARD-1560-333-6976 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 
PART NUMBER 


110-710718-310 
110-710718-330 


110-710718=350 
110-710718-370 
110-710718-410 
110-710718-430 
110-710718-50 
110-710718-510 
110-710718-530 
110-710718-550 
110-710718-570 
110-710718-590 
110-710718-600 
110-710718-610 
110-710718-630 
110-710718-650 
110-710718-670 
110-710718-690 
110-710718-70 
110-710718-90 
110-710719 
110-720000 
110-720001-10 
110-720001-10 
110-720001-10 
110-720001-10 
110-720001-10 
110-720001-10 
110-720001-30 
110-720001-50 
110-720004-11 
110-720005-1 
110-720005-2 
110-720010 
110-720015-10 
110-720015-30 
110-720015-50 
110-720020-1 
110-720020-2 
110-720021-10 
110-720021-3 
110-720023-1 
110-720023-10 
110-720023-2 
110-720023-20 
110-720024=1 
110-720024=2 
110-720025-1 
110-720025-2 
110-720028-1 
110-720028-10 
110-720028-2 
110-720028-20 
110-720030-1 
110-720030-2 
110-720040 
110-720045-1 
110-720045-2 
110-720050=1 
110-720050-2 
110-720055-1 
110-720055-2 
110-720061-1 
110-720062-21 
110-720063=21 
110-720063-22 
110-720064-1 


STOCK NUMBER 


AF 


SOURCE 
CODE 


Section III 


Numerical Index 


FIGURE 
AND 
INDEX NO. 


102-20 
101-2 


101-1 
101-9 
102-33 
102-31 
101-11 
101-16 
101-15 
101-23 
102-1 
101-19 
101-20 
102-18 
102-19 
102-21 
102-22 
101-1 
102-21 
102-22 
258 
35-7 
22-2 
22-7 
215-10 
334-23 
336-19 
337-32 
334-23 
21-4 
334-23 
336-15 
337-28 
45 
21-7 
21-8 
21-15 
333-1 
333-1 
214-3 
214-3 
335-9 
335-9 
337-9 
3317-9 
335-7 
337-7 
214 
214 
335-8 
335-8 
337-8 
337-8 
20-20 
20-20 
33-25 
336 
337 
335 
337 
335 
337 
215-1 
215-4 
220-16 
220-17 
215-8 


TOTAL | MICRO 
0IV | FILM 
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1611 


Section III 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


14RD-1560-333-6977 
14RD-71560-333-6978 
14RD-1560-333-6979 
1ARD-1560-333-6980 


1ARD=1560~319=3053 
14RD-71560-520-6024 
14RD-1560-571-0280 


1ARD-1560-098-0804 
1ARD-1560-098-0805 
14RD-71560-098-0806 


TARD~1560-533=9558 
LARD~1560-029~3992 
14RD-71560-029-3993 
1ARD-1560-520-6025 
1LARD~1560-614=-2988 


1ARD-1560-592-3846 


14RD-1560-373-4751 
1ARD-1560-166-9054 
14RB-1560-029-3995 


1ARB-1560-695-4884 
1A4RD-71560-096-5294 
1A4RB-5307-478-3169 
1ARD-1560-241-3938 
1ARD-1560-241-3858 
1ARD-1560—-219-4554 
1ARD-1560-219-4555 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-720065-1 
110-720065-2 
110-720065-31 
110-720065-32 
110-720066-21 
110-720066-23 
110-720066-25 
110-720066-27 
110-720069-1 
110-720069-11 
110-720069-12 
110-720069-2 
110-720072-1 
110-720072-11 
110-720072-12 
110-720072-2 
110-720072-61 
110-720072-62 
110-720073-1 
110-720073-11 
110-720074-1 
110-720074-11 
110-720088-11 
110-720088-12 
110-720094-1 
110-720094-2 
110-720096-1 
110-720096-11 
110-720096-31 
110-720096-41 
110-720096-51 
110-720097-3 
110-720098-11 
110-720098-12 
110-720098-31 
110-720098-32 
110-720100-1 
110-720112-21 
110-720112-22 
110-720118-21 
110-720118-22 
110-720118-510 
110-720119-3 
110-720122-21 
110-720122-22 
110-720130-10 
110-720130-20 
110-720130-30 
110-720130-40 
110-720240-1 
110-720240-10 
110-720240-2 
110-720240-30 
110-720241-21 
110-720241-23 
110-721001 
110-721003-21 
110-721004-23 
110-721004-25 
110-721006-90 
110-721011-3 
110-721013-25 
110-721013-26 
110-721013-27 
110-721013-28 
110-721014 
110-721014 


1612 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


FIGURE 
AND 
INDEX NO. 


215 
215 


215 
215 
215-5 
215-6 
215-5 
215-6 
215 
215 
215 
215 
215 
215 
215 
215 
215 
215 
220-21 
220-21 
220-20 
220-20 
212-3 
212-3 
215 
215 
215-13 
219-27 
219-27 
219-27 
219-27 
215-7 
212-3 
212-3 
212-2 
212-2 
215-3A 
215-15 
215-15 
220-14 
220-15 
82-32 
219-8D 
338-3 
338-5 
338-1 
338-1 
338-1 
338=1 
335 
335-12 
337 
337=11 
336-9 
336-9 
216-20 
216-16 
216-12 
216-12 
216-48 
216-19 
216-41 
216-41 
216-41 
216-41 
212-1 
216 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-524-2483 
1ARD-1560-524-2484 
1ARD-1560-516-7607 
1ARD-1560-040-9594 
1ARD-1560-040-9595 


1ARD-1560-373-4752 
14RD-1560-373-4753 


1ARD-1560-091-2867 
1ΑΒΡ-1560-091-2868 
1ARD-1560-661-9940 
1ARD-1560-029-3998 
1AR0-1560-525-9980 
1ARD-1560-319-3054 


1ARD-1560-030-5946 
1ARD-1560-302-73396 
1ARD-1560-183-7646 
1ARD-1560-189-4214 


1ARD-1560-332-4467 
1ARD-1560-332-4468 


1ARD-1560-029-4000 


1ARD-1560-029-74002 


14RD-1560-189-1333 
LARD=1560-189=1334 
1AR0-1560-189-1331 
1ARD-1560-029-4003 


1ARD-1560-571-27747 


1ARD-5306-207-44263 


1ARD-1560-183-7649 
1ARD-1560-533-0108 


1ARD-1560-332-4469 


1ARD-5315-525-8319 


1A4RD-1560-332-4470 
1ARD-1560-332-4471 
1ARD-1560-332-4472 
1ARD-1560-332-4474 


1ARD-71560-332-4476 
1ARD-1560-332-4477 
1A4RD-1560-332-4478 
1ARD-1560-185-1519 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-721014-10 
110-721014-20 
110-721014-3 
110-721014-30 
110-721014-50 
110-721014-70 
110-721014-70 
110-721015-10 
110-721015-20 
110-721015-30 
110-721015-40 
110-721015-50 
110-721015-60 
110-721017 
110-721018 
110-721019 
110-721020 
110-722000 
110-722000-10 
110-722001 
110-722009 
110-722010 
110-724000 
110-724001-21 
110-724005-10 
110-724005-30 
110-724007 
110-724011-21 
110-724013-21 
110-724014-21 
110-724015 
110-724016-21 
110-724020 
110-724020-10 
110-724022-21 
110-724024 
110-724024-3 
110-724025 
110-724026-21 
110-724027 
110-724030 
110-724031-23 
110-724032 
110-724035-10 
110-724035-30 
110-724035-50 
110-724040 
110-724045 
110-724050 
110-724051-21 
110-724051-22 
110-724052-21 
110-724052-22 
110-724060 
110-724060-3 
110-724064 
110-724065 
110-724066-10 
110-724066-530 
110-724067-10 
110-724067-130 
110-724067-150 
110-724067-530 
110-724067-50 
110-724067-70 
110-724068-10 
110-724068-50 


STOCK NUMBER 


Section III 
Numerical Index 


SOURCE 
FIGURE | TOTAL | MICRO 
CODE 
AND QTY | FILM 
Navy | INDEX NO. 


A1 216-5 

A1 216-5 

M1 216-40 

#1 216-4 
216-4 
212-1 
216 

P 216-21 

P 216-1 
216-1 
216-1 
216-1 
216-1 


М1 216-47 
P1 216-32 


А 216-31 

МІ 216-34 
215-13 Ν 

Α 219-27 


Μι 219-8A 
PL 220-10 


m 
9 + p GO. + Ὅω BO £ NS 2 2 кә RS I IND. წია 2 = М Бә 12 


P 220-1 
214-17 N 
P1 226-9 1 
M 226-3 1 
Μ 226-4 H 
226 NP 
P1 227-12 1 
P1 227-9 1 
226-13 1 
* 227 МР 
Pl 226-25 1 
M1 226-23 1 
М1 226-26 1 
PI 227-8 H 
226-29 1 
M1 226-29 1 
Ы 227 NP 
P1 226-733 1 
M1 226-32 2 
* 226 NP 
P1 226717 1 
3 226 ΝΡ 
Μ 227-1 1 
M 226-21 1 
226-21 1 
Μ 227-2 1 
* 226-1 1 
* 227 NP 
213-26A 1 
213-26A 1 
213-268 1 
213-268 1 
* 226 МР 
М 226-15 1 
М1 218-213 1 
214-18 NP 
M 228-3 1 
М 228-5 1 
Μ 228-20 1 
М 228-15 1 
М 228-18 1 
М 228-16 1 
Μ 228-17 1 
Μ 228-19 1 
М1 228-4 1 
M1 228-2 1 


1613 


Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


14RD-1560-571-0265 
1ARD-1560-571-0266 


1AR0-1560-533-29563 
14RD-1560-571-0267 


14RD-1560-307-3354 
14RD-1560-307-3354 
1ΑΒΌ”1260-307-3355 
1ΑΒΡ-1560-307-3355 
1ARD-1560-307-3356 
1ARD-1560-307-3356 
14RD-71650-307-3357 
1A4RD-71650-307-3357 
1ARD~1560-307=3465 
1ARD-1560-307-3465 


1ARD-1560-314-9353 


1A4RD-1560-314-9354 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-724070 
110-724085 
110-724090 
110-724095 
110-724112 
110-725002 
110-725004 
110-725005 
110-725007 
110-725007-10 
110-725007-30 
110-725007-50 
110-725008-3 
110-725009-10 
110-725010-15 
110-725010-15 
110-725010-15 
110-725010-17 
110-725010-17 
110-725010-19 
110-725010=19 
110-725010-21 
110-725010-21 
110-725010-23 
110-725010-23 
110-725010-25 
110-725010-25 
110-725010-27 
110-725010C-27 
110-725010-301 
110-725010-37 
110-725010-41 
110-725010-41 
110-725010-43 
110-725010-55 
110-725010-55 
110-725010-561 
110-725010-563 
110-725010-565 
110-725010-567 
110-725010-571 
110-725010-571 
110-725010-573 
110-725010-575 
110-725010-581 
110-725010-581 
110-725010-583 
110-725010-583 
110-725010-585 
110-725010-585 
110-725010-587 
110-725010-59] 
110-725010-591 
110-725010-593 
110-725010-595 
110-725010-595 
110-725010-597 
110-725010-685 
110-725010-851 
110-725103 
110-725103-11 
110-725104 
110-725104-11 
110-725105 
110-725105-10 
110-725106 
110-725106-10 
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STOCK NUMBER 


SOURCE 
CODE 


x= > > > 


= 


Z===x=x=<xx=xx=x= 


x=<xx=x=x=xx<x=xxx=x=x= 


= 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


213-27 
218-14 
218-15 
213 
218-1 
164-7 
158 
158-12 
164-6 
164 
164-6 
164-6 
164-2 
164-1 
106-39 
106-8 
107-40 
106-40 
107-41 
167-23 
168-17 
167-21 
168-19 
106-37 
107-38 
106-42 
107-43 
106-43 
107-244 
128-5 
128-6 
106-38 
107-39 
128-4 
106-41 
107-42 
167-3 
167-15 
167-16 
167-17 
167-27 
168-10 
167-4 
167-5 
167-25 
168-14 
167-22 
168-13 
167-26 
168-12 
168-11 
167-20 
168-15 
167=24 
167-19 
168-16 
167-18 
77-21 
17-28 
168-4 
168-4 
168-5 
168-3 
168-2 ` 
168-2 
168-16 
168-16 
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1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


T.O 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS AF | NAVY INDEX NO. 


1Αβ0”-1560”029”4010 
1ARD-1560-029-4011 
1ARD-1560-029-4012 


1ARD-1560-528-1785 110-726022 1 
110-726023-3 1 

1ARD-1560-219-4556 110-726028-3 1 
1ARD-1560-029-4013 110-726033-423 1 
1ARD~1560~166-9053 110~726036 2 
1A4RD-1560-373-4754 110-726036-3 2 
1ARD-1560-694-4564 110-726039 1 
110-726041 1 

1A4RD-1560-185-1522 110-726043 4 
110-726045 NP 

110-726050 NP 

1ARD-15609478-3172 110-726051 1 
1ARD-1560-185-1523 110-726052-21 1 
1ARD-1560-185-1524 110-726053 1 
LARD~1560=448=6245 110-726057 1 
1ARD-1560-541-9385 110-726058 217-22 4 
1^4RD-1560-436-7251 110-726060 214-19 1 
110-726060-21 214-20 1 

1ARD—-1560-650-6739 110-726060-23 214-20 1 
1ARD-1560-189-1329 110-726061-25 48-14 1 
1ARD-1560-189-1330 110-726061-26 48-14 1 
1ΑΒΌ-1560-029--4014. 110-726062-21 335-17 1 
1ARD-1560-029-4015 110-726062-22 337-15 H 
14RD-1560-029-4018 110-726063-23 336-11 1 
1ARD-1560-029-4019 110-726063-24 337-24 1 
110-726065 217 P 

1ARD-1560-478-3173 110-726065-3 217-15 1 
1ARD-1560-185-1525 110-726066 48-12 2 
1ARD-5315-478-3174 110-726067 48-49 8 
110-726067-3 48-9 8 

110-726061-5 48-8 4 

1ARD-1560-21776749 110-726070-10 217-4 1 
1ARD-1560-189-1328 110-726072-100 337-2 1 
1ARD-1560-248-—4397 110-726072-90 335-2 1 
1ΑΒΡ-1560-189-1325 110-726075 217-9 1 
1ARD-1560-436-7252 110-726076-3 217-25A 1 
110-726076-5 217-29 1 

110-726076^7 217-28 1 

110-726078 217-26 1 

1ΑΒΌ-5306-032-6214 110-726079 217-27 1 
1 


1ARD-1560-696-1710 


110-725107 107-23 1 
110-725107 107-43 1 
110-725107-10 107-43 1 
110-725107-30 107-43 1 
110-725108 78-19 1 
110-725108-10 78-19 1 
110-725109-10 107-44 1 
110-725110 168-7 1 
110-725111 168-8 1 
110-725112 168-9 1 
110-725116-1 168-12 1 
110-725117-1 168-16 1 
110-725118-1 168-15 1 
110-725119-1 168-13 1 
110-725120-1 168-14 1 
110-725121-1 168-19 1 
110-726000 213-26 NP 
110-726005 NP 
110-726010 NP 


110-726011-21 
110-726013-21 
110-726014-21 
110-726015-10 
110-726015-30 
110-726020-10 
110-726020”30 


110-726080-10 
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213-4 


1615 


Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-696-1711 


14RD-1560-696-1712 
14RD-1560-696-1713 
1ARD-1560-696-1714 
14RD-1560-533-9565 
14RD-1560-533-9567 
14RD-1560-696-1715 
14RD-1560-696-1716 
14RD-1560-698-9767 
1ARD-1560-653-0955 


14RD-1560-185-1545 


9330-185-1546 
9330-185-1546 
9330-185-1546 
lARD-1560-478-3177 


lARD-1560-194-4435 


1ARD~1560~029-4026 


148RD-1560-533-0111 
14RD-1560-234-5515 
14R0-1560-030-5947 
1ARD-1560-030-5948 
14RD-1560-029-4027 


1ΑΒΌ-1560-029-4029 


1ΑΒΌ-1560-189-1326 
14RD-1560-029-4030 
14RD-1560-029-4031 
1ARD-1560-029-4032 
1ARD-1560-029-4033 


1ARD-1560-199-9275 
14RD-1560-211-1021 
1ARD-1560-533-0116 
1ARD-1560-533-0117 
1ARD-1560-199-9276 
14RD-1560-572-8202 
1ARD-1560-536-7093 
1A4RD-1560-536-7093 
1ARD-1560-536-7093 
14RD-1560-536-7093 
14RD-1560-536-7094 
l1ARD-1560-536-7094 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-726080-110 
110-726080-130 
110-726080-30 
110-726080-50 
110-726080-70 
110-726081-3 
110-726081-4 
110-726085-10 
110-726085-30 
110-726085-50 
110-726090-1 
110-726090-10 
110-726090-2 
110-726090-20 
110-726095 
110-726100 
110-726105-1 
110-726105-10 
110-726105-11 
110-726105-2 
110-726105-20 
110-726105-3 
110-726105-3 
110-726105-3 
110-726105-5 
110-726105-7 
110-726110-10 
110-726110-30 
110-726130 
110-726135 
110-726135-10 
110-726200-1 
110-726200-2 
110-726201-27 
110-726201-28 
110-726201-3 
110-726201-31 
110-726201-32 
110-726201-4 
110~726201=50 
110-726201-60 
110-726201-70 
110-726201-80 
110-726202-10 
110-726202-23 
110-726202»25 
110-726205-1 
110-726205-2 
110-726207 
110-726208-1 
110-726208-2 
110~726208=3 
110-726208-4 
110-726210-1 
110-726210-2 
110-726214-21 
110-726214-22 
110-726215-10 
110-726215-30 
110-726216-21 
110-726216-22 
110-726217-1 
110-726217-1 
110-726217-1 
110-726217-1 
110-726217-2 
110-726217-2 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


ლ 


FIGURE 
AND 
INDEX NO. 


3&0=32 
340-32 
340-32 
340-32 
339 
339 
339-6 
339-6 
339-2 
339-3 
339-7 
339-7 
21-16 
98-29 
269-17 
334-1 
98-29 
334-1 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 


OR 
STOCK NUMBERS 


1ARD-1560—-029-4035 
1ARDÓ-1560-029-4036 


1ARD-1560-536-7095 
1ARD-1560-199-9277 
1ARD-1560-320-6552 
l1ARD-1560—-692-2423 
1ARD-1560-029-4038 
1A4RD-1560-099-5572 
1ARD-1560-099-5573 
1А80-1560=314-9357 
1ARD-1560-570-7065 
1A4RD-1560-307—-3358 


1ARD-1560—-533-9568 
1А80-1560=307-3359 
1ARD-1560-386-8225 
1ARD-1560-394-0082 


l1AR0-1560-219-4557 
1A4RD-1560-214-9832 
1ARD-4730-099-5576 
14RD-1560-320-6553 
1ARD-1560—-324-0424 
l1ARD-15604348-9728 


LARD~1560-029-4041 
1ARD-1560-029-4042 
1ARD-1560-394-0083 
1ARD-1560-040-9596 
1ARD-1560-040-9597 


14RD-1560-332-4500 


1ARD-1560-213-5611 
1ARD-1560-219-4558 
1ARD-1560-219-4559 
1ARD-1560-030-5951 
LARD~1560~314~9360 
1LARD~1560™314-9361 
1ARD-1560-331-5059 
1A4RD-1560-331-5060 
1ARD-1560-213-5612 
]1ARD-1560-394-0085 
1ARD-1560-029-4043 
1ARD-1560-696-1718 
1ARD-15607-035-4442 
1ARD-1560-338-1560 
1ARD-1560-338-1561 
TARD=4730=595=4919 
1ARD-1680-099-5577 
1AR0-5315-200-4916 
14RD-5315-200-4916 
LARD~5315=200-4947 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-726221 
110-726222 


110-726231-10 
110-726231-20 
110-726234-3 
110-726237-3 
110-726239-30 
110-726271-21 
110-726271-23 
110-726274 
110-726277-110 
110-726277-130 
110-726277-150 
110-726277=170 
110-726277-170 
110-726277-50 
110-726277=70 
110-726278-1 
110-726278-2 
110-726280-10 
110-726280-20 
110-726280-30 
110-726280-40 
110-726281 
110-726282 
110-726284 
110-726285=3 
110-726287-1 
110-726287-2 
110-726287-3 
110-726287-4 
110-726288 
110-726288-3 
110-726289-3 
110-726290-1 
110-726290-11 
110-726290-12 
110-726290-2 
110-726290-3 
110-726290-31 
110-726290-5 
110-726291 
110-726291-10 
110-726292-10 
110-726292-20 
110-726292-30 
110-726296-1 
110-726296-2 
110-726296-50 
110-726296-60 
110-726297-10 
110-726297-21 
110-726298-21 
110-726299 
110-726301 
110-726302 
110-726302-3 
110-726303 
110-726304 
110-726305-3 
110-726305-3 
110-726305-5 
110-726306-3 
110-726306-5 
110-726307-3 
110-726311-1 
110-726311-31 


NAVY 


STOCK NUMBER 
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FIGURE 
AND 
INDEX NO. 


340-15 
340-14 


338-4 
338-4 
341-11 
341-4 
33-2 
341-24 
341-24 
341-21 
341-2 
341-2 
341-1 
341-1 
341-2 
341-1 
341-1 
338-10 
338-10 
341-19 
341-19 
341-19 
341-19 
341-32 
341-35 
341-22 
341-34 
341-38 
341-38 
341-38 
341-38 
341-14 
27-11 
341-7 
336-17 
336-17 
337-30 
337-30 
341-16 
27-9 
27-213 
341-17 
341-17 
341-410 
341-10 
341-10 
25-4 
25-4 
25-4 
25-74 
27-19 
27-19 
341-40 
341-27 
341-26 
341-258 
341-25B 
341-25A 
341-354 
3&1-18A 


Section ΤΠ 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ΑΒΡ-1560-030--5953 
1А80-1560=302=3397 
1ARD-1560-302-3398 
1ΑΒΡ-15δ0-536-2372 


1ARD-1560-533-0123 
14RD-1560-533-0124 
14RD-1560-533-0125 
1ARD-1560-533-0126 


1ARD-1560-029-4045 
1ARD-1560-213-5613 
14RD-1560-213-5614 


1A4RD-1560-029-4046 
1ΑΒΌ-1560-029-4047 
14RD-1560-029-4048 


1ARD-1560-032-4587 


l1ARD-1560-029-4049 
14RD-1560-029-4050 
1ARD-1560-213-5615 


LARD~1560-524-2485 
1A4RD-15604030—-5955 
1ARD-1560-211-1022 
1ΑΒΌ-1560-029-4052 
1ΑΒΌ-1560-029-4053 


LARD~1560-029-4054 
1ARD-1560-029-4055 
1ARD-1560-570-6842 
1ARD-1560-541-—-9386 
lARD-1560-448-6246 
1ARD-1560—448-6247 
1ARD—-1560-448—6247 


1ARD-1560-029-4056 
l1ARD-1560-029-4057 


1ARD-1560-029-4059 


1ΑΒΡ-1560-651-7952 


14RD-1560-533-0130 
LARD-1560~533-0131 
1ARD-1560-533-0132 
1ARD-1560-614—-2989 


14R0-1560-436-7259 
1ARD-1560-436-7260 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-726311-51 
110-726313-1 
110-726315-1 
110-726316=1 
110-726317-1 
110-726317-211 
110-727004 
110-727006-10 
110-727006-30 
110-727006-50 
110-727006-70 
110-727008 
110-727008-3 
110-727016-21 
110-727016-23 
110-727020 
110-727021-21 
110-727022-21 
110-727023-21 
110-727029 
110-727030-1 
110-727030-2 
110-727031-21 
110-727031-22 
110-727032-21 
110-727032-23 
110-727032-25 
110-727034-21 
110-727034-22 
110-727034-23 
110-727034-24 
110-727035-1 
110-727036-21 
110-727036-23 
110-727037 
110-727038 
110-727039-3 
110-727039-5 
110-727039-5 
110-727040-11 
110-727040-12 
110-727041-21 
110-727041-22 
110-727042-21 
110-727042-22 
110-727054-11 
110-727054-11 
110-727054-15 
110-727055-1 
110-727055-10 
110-727055-30 
110-727055-250 
110-727056-11 
110-727056-13 
110-727056-17 
110-727056-19 
110-727058 
110-727085-250 
110-727085-270 
110-727085-280 
110-727085-50 
110-727085-60 
110-727085-70 
110-727085-80 
110-727100 
110-727101-3 
110-727101-4 


NAVY 
STOCK NUMBER 


CODE 


x= x x x 


> > p > 


Pl 
Pl 


SOURCE 


NAVY 


FIGURE 
AND 
INDEX ΝΟ 


96-5A 
96-6 
27-19Α 
27-14 
27-17 
27-17 
15941 
216-35 
216-36 
216-37 
216-38 
224-6 
224-6 
132-15А 
136-15A 
21452 
223=6 
223-25 
223-1 
224-10 
214-15 
214-15 
218-3 
218-3 
218-7 
218-7 
218-7 
218-6 
218-6 
218-6 
218-6 
21 
218-4 
218-4 
224-8 
224-9 
218-8 
47-12 
226-734 
215 
215 
215-19 
215-19 
218-5 
218-5 
221-4 
221-7 
221-2 
212-15 
221 
221 
221 
221-5 
221-8 
221-3 
221-1 
221-6 
213-1 
212-2 
212-2 
213-1 
213-1 
213-2 
213-2 
214-1 
222-14 
222-6 


TOTAL | MICRO 
QTY | FILM 


zz = = к= 5: 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-&36-7261 
1ΑΒΌ-1560-436-7262 


LARD-1560~213-5618 
LARD~1560-029~4061 
1ARD-1560-029-4062 
lARD-1560-029-4063 
1ARD-1560-029-4064 


14RD-1560-307—-3365 


1ARD-1560-029-4065 


14RD-1560-189-4237 
1ARD-5306-558-8913 


1ARD-1560-029-4066 
14RD-1560-029-4067 
14RD-1560-185-1551 
1ARD-1560-185-1552 
1А80-1560-117-8753 
14RD-1560-117-8754 
1ARD-1560-194-4436 
1ARD-1560-194-4437 
14RD-1560-194—-4438 
14RD-1560-117-8755 
1ARD-1560-117-8756 
14RD-1560-029-4072 
1ARD-1560-194-4442 
14RD-1560-189-4238 
1ARD-1560-189-4239 
14RD-1560-189-4240 
1ARD-1560-189-4241 
1ARD-1560-194-4443 
1ARD-1560-194-74443 


LARD~1560307=3 366 


1ARD-1560-194-4446 
1ARD-1560-194-4447 
1ARD-1560-194-4448 
1ARD-1560-194-4449 
1^4RD-1560-194-4450 
1ARD-1560-194—-4451 
1ARD-1560-194-4452 
1ARD-1560-194-4455 
1ARD-1560-194-4454 
LARD=1560~194-4455 
1ARD-1560-194-4456 
14RD-1560-194-4457 
14RD-1560-478-3185 
1A4RD-1560-478-3186 
14RD-1560-194-4458 


Т.О. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-727101-5 
110-727101-7 


110-727102-21 
110-727103-21 
110-727104-21 
110-727106-21 
110-727106-22 
110-727107-1 
110-727107-2 
110-727108-4 
110-727120 
110-727140 
110-727145 
110-727150 
110-727155 
110-727160 
110-727160-10 
110-727162-21 
110-727170 
110-727180 
110-727181-21 
110-727185 
110-727186-3 
110-727200-1 
110-727200-2 
110-727201-21 
110-727201-22 
110-727202-1 
110-727202-2 
110-7272031 
110-727203-2 
110-727204-1 
110-727204-2 
110-727205 
110-727206-1 
110-727206-2 
110-727209 
110-727210 
110-727211-1 
110-727211-2 
110-727212-1 
110-727212-2 
110-727215 
110-727215 
110-727220-50 
110-727220-70 
110-727225-1 
110-727225-2 
110-727230-1 
110-727230-2 
110-727235-1 
110-727235-2 
110-727240-10 
110-727240-20 
110-727245-10 
110-727245-30 
110-727245-50 
110-727245-70 
110-727250 
110-727255 
110-727260-10 
110-727260-20 
110-727260-30 
110-727260-740 
110-727280-10 
110-727280-30 
110-727282-1 
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NAVY CODE 


STOCK NUMBER 


B= 


EXXEXEEXEXXEXXEXUU XX XX XI XX XZ осо 


UO >x >x 
FB αν = 


SOURCE 


AF | NAVY 


FIGURE 


TOTAL | MICRO 
ӨТҮ | FILM 
INDEX NO 


AND 


Section ΤΠ 
Numerical Index 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


lARD-1560-194-4459 
148RD-1560-029-4073 
1ARD-1560-029-4073 
l1ARD-1560-029-4074 
14RD-1560-029-4074 
1A4RD-1560—-029-4075 
1ARD-1560-029-4076 
1A4RD-1560-194-4460 
1А80-~1560=195~5057 
D-5305-297-8534 
0-1560-394-0086 
D=-1560-394=0087 
1ARD-1560=394&=0087 
1ARD-1560-516-5601 
1ARD-1560-191-6119 
1ARD-1560-191-6120 
14RD-1560-191-6121 
1A4RD-1560-241-7013 


1ARD-1560-191-6123 
1ARD-1560-191-6124 
14RD-1560-191-6125 
1ARD-1560-191-6126 


1ARD-1560-592-3847 
1ARD-1560-700-7599 


1ARD-1560-520-6028 


lARD—-1560-478-3187 
1ARD-1560-030-5956 
1ARD-1560-478-3188 
1А80-1560-614~2990 
1ARD-1560-594-7820 
1ARD-1560-594—7821 
1ARD-5315-298-5243 
lARD-1560-568—-5374 
1ARD-1560-191-6127 


1ARD-1560-478-3189 


1ARD-1560-314-9363 
14RD-1560-341-0712 
1ARD—-1560-341-0713 
1ARD-1560-370-5820 
1ARDb-1560-478-3191 
1ARD-1560-189-4244 
1ARD-1560-478-3192 
1ARD—-1560-189-4246 
1ARD—-5306-478-3193 
1A4RD—-5306-478-3194 
1ARD—-5306-478-3195 
1ARD—-1560-030-5960 
1ARD-1560-587-7376 
1ARD-1560-327-3679 
1ARD-1560-320-2585 
1ARD-1560-191-6130 


14RD-1560-191-6131 
1ARD-1560-659-8721 


lARD-1560-029-4082 
l1ARD-1560-213-5619 


1620 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-727282-2 
110-727296 
110-727296 
110-727297 
110-727297 
110-727298 
110-727299 
110-727405 
110-727405-10 
110-727408 
110-727411-10 
110-727411-20 
110-727411-20 
110-727414-11 
110-727430-30 
110-727430-40 
110-727430-50 
110-727430-60 
110-727430-90 
110-727435-30 
110-727440-10 
110-727440-20 
110-727440-30 
110-727440-40 
110-727440-70 
110-727440-80 
110-727442-11 
110-727442-31 
110-727443-1 
110-727443-2 
110-727444—-5 
110-727449—-21 
110-727450-1 
110-727450-10 
110-727450-2 
110-727450-20 
110-727450-30 
110-727450-40 
110-727450-5 
110-727451-27 
110-727452221 
110-727453-1 
110-727454 
110-727455 
110-727456 
110-727457-3 
110-727457-5 
110-727457-7 
110-727458 
110-727459 
110-727460 
110-727460-10 
110-727461-3 
110-727462 
110-727463-3 
110-727463-5 
110-727465-30 
110-727465-50 
110-727465-90 
110-727466-1 
110-727518-1 
110-727518-2 
110-727601 
110-727602 
110-727603-21 
110-727604-21 
110-727604-22 


NAVY 
STOCK NUMBER 


SOURCE 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO 


224-5 
6-11 
7-27 
6-10 
7-26 
5-1 
5-2 

334-19 

334-21 

340-5 

338-13 

338-13 

338-13A 

334-23 

212-4 

212-4 

213-3 

213-3 

334-8 

334-8 

46-13 
46-14 
46-15 
46-16 
46-15 
46-16 

334-20 

334-20 

338-13A 

338-13A 
31-2318 

340-23 

339-8 

339-8 

339-8 

339-8 

339-8 

339-8 

340-5Α 

340-23 

340-1 

31-31 

340-8 

340-6 

31-18A 

340-21 

340-21 

340-21 

340-19 

340-20 

31-17 
31-19 

340-22 

340-18 

340-25 

340-26 

340-17 

340-17 

340-17 

31-31 
224-1 
224-1 

49-7 

49-5 

49-6 

49-3 

49-3 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-029-4083 
1ARD-1560-029-4084 


lARD-1560-191-6132 
1ARD-1560-029-4092 


l1ARD-1560-211-1024 
LARD~1560-211-1025 
1ARD—5310-370-5821 
1ARD-1560-397-1194 
1ARD-1560-397-1195 
LARD~1560=536=2374 
14RD-1560-536-2375 
1ARD-1560-533-0134 


1ARD-1560-533-0136 
1ARD-1560-536-7097 
1ARD-1560-533-0137 
lARD-1560-189-1471 
1ARD-1560-189-1472 
1ARD-1560-213-5620 
lARD-1560-397-1196 
1ARD-1560-191-6141 
1ARD-1560-191-61^40 


1ARD-1560-191-6143 


1A4RD-1560-196-5573 


1ARD-1560-189-1461 
1ARD-1560-189-1462 
1ARD-1560-189-1459 
1ARD-1560-189-1460 
l1ARD-5315-4191-1431 
1ARD—-5315-191-1431 
14RD-5315-191-1431 
14RD-1560-223-1491 
LARD~1560=223-1492 
LARD~1560~-199-9278 
1ARD-1560-199-9279 
1A4RD-1560-250-9725 
l1ARD-1560-250-9726 
1ARD-1560-250-9727 
1ARD-1560-250-9728 
1ARD-1560-394-0090 
1ARD-1560-030-5961 
1ΑΒΌ-1560-030-5962 
1ΑΒΌ-1560-030-5963 
1ARD-1560-394-0091 
1ARD-1560-394-0092 
1ARD-1560-394-0093 
1A4RD-1560-394—-0094 
1ARD-1560-394-0095 
LARD~1560~394-0096 
LARD~1560=394~0097 
1ARD-1560—-030-5964 
1ARD—-1560-191-1432 
1ARD-1560-191-1433 


1ARD-1560-196-5558 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-727605-21 
110-727605-2 


110-727606-21 
110-727606-22 
110-727607-21 
110-727607-23 
110-727613 
110-727619=22 
110-727620-10 
110-727620-30 
110-727621-30 
110-727621-40 
110-727622 
110-727623-21 
110-727623-22 
110-727626-21 
110-727626-25 
110-727630-110 
110-727630-170 
110-727630-50 
110-727630-60 
110-727630-70 
110-727631-21 
110-727631-22 
110-727634 
110-727635 
110-727717-1 
110-727717-2 
110-727800 
110-727823 
110-727823-3 
110-727828 
110-727830-1 
110-727830-2 
110-727831-1 
110-7278231-2 
110-727832-21 
110-727832-22 
110-727833-21 
110-727833-22 
110-727835 
110-727835 
110-727835 
110-727838-10 
110-727838-20 
110-727838-30 
110-727838-40 
110-727838-50 
110-727838-60 
110-727838-70 
110-727838-80 
110-727839-10 
110-727839-100 
110-727839-110 
110-727839-120 
110-727839-20 
110-727839-30 
110-727839-40 
110-727839-50 
110-727839-60 
110-727839-70 
110-727839-80 
110-727839-90 
110-727890-10 
110-727890-30 
110-727890-70 
110-727891 


STOCK NUMBER 


X1 


SOURCE 
CODE 


ka FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 
NP 


Α 


Α 
Pl 
Pl 


x x= = 


Section III 
Numerical Index 


46-31 
46-37 NP 
49-2 
49-2 
69-13B 
69-13C 
26-13 
47-8 
47 
47 
338-7 
338-7 
216-&А 
27-3 
27-3 
41-9 
47-9 
334-14 
334-14 
334-7 
334-7 
334-13 
27-3 
27-3 
28-1 
28-40 
224-2 
224-2 
35-15 
310-29 
310-34 
309-26 
308-7 
308-7 
308-8 
308-8 
309-32 
309-32 
309-30 
309-30 
310-14A 
310-19 
310-22 
310-24 
310-24 
310-27 
310-27 
311-14 
311-14 
511-13 
311-13 
310-24 
310-27 
310-24 
310-24 
310-24 
310-27 
310-27 
311-14 
311-14 
311-13 
311-13 
310-27 
3081 
310-1 
310=5A 
310-21 


= = 
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Section HI 
Numerical Index 


T.Q 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 


STOCK NUMBER AND QTY | FILM 


navy | INDEX NO. 


AF CLASS CODE 
OR PART NUMBER 
STOCK NUMBERS 


1ARD-1560-196-5559 
1ARD-1560-196-5560 


1ARD-1560-195-5070 
1ARD-1560-195—5070 
1ARD-1560-195-5070 


1ARD-1560-029-4110 


1ARD-1560-191-6109 
1ARD-1560-191-6110 
1ARD-1560-397-1197 
LARD~1560~388-0184 
1ARD-1560-325-9548 


14RD-1560-191-6112 
1ARD-1560-191-6113 


1ARD-1560-448-6251 
1ARD-1560-545-6975 


14RD-1560-—533-0138 
1ARD-1560-533-0139 
1ARD-1560—-029-4113 
1ARD-1560-189-1458 


1ARD-1560-189-1455 


1A4RD-1560-520-6029 
14RD-1560-520-6030 


1ARD-1560-478-3198 
1ARD-1560-614-2991 


1ARD-1560-189-1456 
1ARD-1560-397-1198 
1ARD-5310-038-2768 
LARD-5307-478-3199 


1ARD-1560-191-6117 
1ARD-1560—191-6118 
1ARD-1560-533-0140 
1ARD-1560-533-0141 


4710-191-6146 
1ARD-1560-478-3200 


1ARD-1560-448—-6252 
1^RD-1560-7448-6253 
1ΑΠΌ-1560-191-6147 


1ARD-1560-213-5621 
1ARD-1560-191-6148 
1ARD—-1560-191-6149 


1ΑΒΌ-1560-191-6150 
1ARD-1560-191-6151 


1622 


110-727891-7 
110-727892 
110-727892-10 
110-727894 
110-727894-10 
110-727898 
110-727898 
110-727898 
110-728005 
110-728006-21 
110-728215-30 
110-728217-3 
110-728217-5 
110-728217-7 
110-728402-10 
110-728402-30 
110-728403-3 
110-728416 
110-728417 
110-728430-11Q 
110-728430-130 
110-728430-150 
110-728430-50 
110-728430-70 
110-728431 
110-728431-11 
110-728600 
110-728601 
110-728602-50 
110-728602=70 
110-728603-21 
110-728606-11 
110-728606-7 
110-728607 
110-728608-3 
110-728608-5 
110-728610 
110-728613-3 
110-728617-21 
110-728620-10 
110-728620-30 
110-728621-10 
110-728623-10 
110-728623-5 
110-728624-3 
110-728625 
110-728628 
110-728629 
110-728630-10 
110-728630-30 
110-728635 
110-728635-3 
110-728635-7 
110-728640 
110-728640-3 
110-728670 
110-728714 
110-728716 
110-728718 
110-728719 
110-728719-3 
110-728730 
110-728741 
110-728752 
110-728753-23 
110-728756 
110-728758-21 


= 
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310<23A 
310-13 


310-17A 
310-18 
310-20A 
308-3 
310-17 
310-3 
47 
47-5 
7 
7-21 
7-22 
7-22 
26-19 
26-19 
26-24 
31-30 


213-16 
&7-1 
27-5 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section IIT 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy | INDEX NO. 
61 


2 2 
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110-728762-21 30-7 
110-728768 28-23 
110-728776 28-41 
110-729100 214-16 
1ARD-1560-533-9576 110-729101-43 225-7 
110-729101-44 225-7 
110-729101-5 225-17 
110-729101-6 225-7 
1ARD-1560-536-2376 110-729101-7 225-8 
1ΑΒΡ-1560-534-2122 110-729101-8 225-8 
14RD-1560—533-9577 110-729102-3 225-8 
110-729102-4 225-8 
1ARD-1560-029-4117 110-729107-21 225-10 
1ARD-1560-397-1199 110-729107-22 225-10 
1ARD-1560-191-7908 110-729109-21 194-9 
1ARD-1560-533-0T42 110-729110-10 225-1 
1ARD-1560-314-9364 110-729110-130 225-1 
1ARD-1560-314-9366 110-729110-170 225-2 
1ARD-1560-533-0143 110-729110-30 225-2 
1ARD-1560-307-3367 110-729110-50 225-1 
1LARD~1560-305~0303 110-729110-70 225-2 
110-729112 225-3 
110-729112-3 | 225-3 
1ARD-1560-533-0144 110-729115-10 225-21 
110-729115-50 225-22 
110-729120 225 
110-729123 225-9 
110-729125 
110-729125-10 
1ARD-1560-520-6031 110-729128-21 
110-730002-1 
1ARD—-1560—-533-0146 110-730002-170 
110-730002-2 
1ARD-1560-533-0147 110-730002-210 
1ARD-1560-189-1451 110-730002-230 
1ARD-1560-199-6380 110-730002-250 
110-730003 
1ARD-1560-533-0155 110-730003-551 
1ARD-1560-533-0156 110-730003-557 
14RD-1560-533-0157 110-730003-559 
1ARD-1560-533-0160 110-730003-587 260-13 
1ARD-1560-533-0161 110-730003-589 260-14 
1ARD-1560-533-0162 110-730003-591 260-15 
lARD-1560-533-0163 110-730003-593 260-16 
1ΑΠΡ”- 1560 6953-6881 110-730003-595 260-17 
1ARD-1560-533-0164 110-730003-599 260-19 
1ΑΒΌ-1560-533-0165 110-730003-601 260-20 
1ARD-1560-693-6882 110-730003-603 *260-20 
1ARD-1560-307-3370 110-730003-609 259-9 
1A4RD-1560-307-3371 110-730003-611 259-13 
1ARD-1560-307-3372 110-730003-613 259-24 
110-730003-625 259-10 
110-730003-627 259-14 
110-730003-637 259-19 
110-730003-641 259-23 
110-730003-645 260-10 
110-730003-647 260-11 
110-730003-671 259-6 
110-730003-673 259-5 
110-730003-675 259-8 
110-730003-677 259-7 
110-730003-950 260-9 . 
110-730003-970 260-11 
1ARB-1630-094-2596 110-730008-3 P1 13646 
1ARB-1630-094-2596 110-730008-3 269-4 
1ARB-1630-094-2596 110~730008=3 269-5 
110-730014 259-4 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-219-4560 
14RD-1560-386-4197 
1AR0-1560-478-3283 
14RD-1560—-533-0172 
1A4RD-1560-386-4199 
14RD-1560-386-4200 
1ARD-1560-533-0173 
1ARD-1560-386-4201 
1ARD-1560-313-0423 


l1ARD-1560—-692-2425 
1ARD-1560-692-2425 


1ARD-1560-335-9544 
1ARD-1560-335-9544 
1ARD-1560-533-0175 
1AR0—-1560-533-0175 


1ARD-1560-213-5622 


1ARD-1560-199-6382 
1ARD-1560-199-6382 
1AR0-1560-216-4640 
1ARD-1560-216-4640 
14RD-1560-533-0177 
14RD-1560-533-0177 
1A4RD-1560-533-0177 


1ARD-1560-199-6384 


1ARD-1560-029-4118 
1ARD-1560-520-6033 


1ARD-1650-219-4561 
1ARD-1560-189-4250 


1ARD-1560-700-3490 
1ARD-1560-700-3490 
14RD-4730-203-0436 


1ARD-1560-250-9730 
1ARD-1560-250-9731 
1ARD-1560-533-9578 
1ARD0-1560-189-4251 
LARD~1560~662-7776 
1ARD-1560-7214-9833 
1ARD-1560-219-4562 
14RD-1630-246-1879 


1ARD-1560-663-5111 


1ARD-1560-335-9545 
1ARD-1560-386-4202 


1624 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730014-130 
110-730014-170 
110-730014-190 
110-730014-230 
110-730014-250 
110-730014-270 
110-730014-290 
110-730014-350 
110-730014-370 
110-730014-410 
110~730014=470 
110-730023=10 
110-730023-10 
110-730025 
110-730025-110 
110-730025-110 
110-730025-130 
110-730025-130 
110-730025-150 
110-730025-150 
110-730025-170 
110-730025-170 
110-730025-190 
110-730025-210 
110-730025-240 
110-730026 
110-730026-3 
110-730029-3 
110-730029-3 
110-730040-3 
110-730040-3 
110-720040-5 
110-730040-5 
110-730040-5 
110-730052-130 
110-730057 
110-730057-10 
110-730058 
110-730058-10 
110-730058-11 
110-730058-13 
110-730058-130 
110-730058-190 
110-730058-230 
110-730058-250 
110-730058-250 
110-730058-27 


*110-730058-290 


110-730058-290 
110-730058-300 
110-730058--35 
110-730058-37 
110-730058-51 
110-730058-252 
110-730058-65 
110-730058-70 
110-730058-87 
110-730058=90 
110-730064 
110-730066-13 
110-730066-15 
110-7320066”5 
110-730069 
110-730071 
110-730071-110 
110-730071-13 
110-730071-130 


STOCK NUMBER 


Eu FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


261-3 
261-19 
261-20 
261-22 
261-21 
261-23 
261-2 
261-15 
261-1 
261-15 
261-22 
357-5 
357A13 
354-2 
357 
3574 
357-1 
357A1 
357-1 
357A1 
357-1 
357A1 
358-12 
358=13 
357A5 
354-18 
354-18 
357=6 
357A14 
357-30 
357A41 
357-31 
357A42 
358-18 
261-14 
269=6 
269-10 
267-8 
269-5 
269-1 
269-2 
269-21 
269-11 
269-5B 
269-14 
269-14 
269-26 
269-15 
269-15 
269-2 
269-23 
269-25 
269-19 
269-19 
269-12 
269-14 
269-3 
269-15 
274-739 
290-21 
290-21 
290-21 
274-40 
259-1 
262-6 
262-16 
170-14 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-189-4253 


1А80-1560-533-0183 
1ARD-1560-219-4563 
1ARD-1560-533-0184 


14RD-1560-306-4343 
14RD-1560-307-3375 
1ARD-1560-304-4340 
1ARD-1560-306-4345 
1ARD-1560-306-4346 
1ARD-1560-306-4347 
1ARD-1560-306-4348 
1А80-1560-304=4341 
1ARD-1560-306-4349 
1ARD~1560=306-4350 
1ARD—-1560-306-4351 
1ARD-1560-306-4353 
1ARD-1560-306-4354 
1A4RD-15604306-74356 
1ARD-1560-306-4357 
1ARD~1560~306-4358 
1ARD-1560-2306-4359 
1ARD-1560-306-4360 
1ARD-1560-306-4361 
1ARD-1560-306-74364 
1ARD-1560-306-74365 
1ARD-1560-7306-74366 
14RD-1560-306-4367 
1ARD-1560-614-2992 
1ARD-1560-614-2992 
1ARD-1650-571-9094 
1ARD-1650-026-3053 
1ARD-1560-520-6034 
1ARD-1650-319-3057 


1ARD-1650-214-9834 
1ARD-1650-2214-9834 
1ARD-1650-603-6237 
1ARD-1650-214-9835 
1ARD-1650-097-3950 
1ARD-1650-600-8800 


1ARD-1560—-373-4 758 


1ARD-15604320-6558 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730071-130 
110-730071-150 
110-730071-17 
110-730071-170 
110-730071-190 
110-730071-210 
110-730071-210 
110-730071-50 
110-730071-70 
110-730071-90 
110-730080 
110-730080-603 
110-730080-605 
110-730080-607 
110-730080-690 
110-730080-710 
110-730080-730 
110-730080-870 
110-730080-890 
110-730080-901 
110-730080-903 
110-730080-905 
110-730080-911 
110-730080-913 
110-730080-915 
110-730080-917 
110-730080-953 
110-730080-955 
110-730080-961 
110-730080-965 
110-730080-967 
110-730080-975 
110-730080-977 
110-730080-983 
110-730080-993 
110-730080-995 
110-730080-997 
110-730080-999 
110-730081-21 
110-730081-21 
110-730088 
110-730090-110 
110-730090-130 
110-730090-30 
110-730090~50 
110-730090-70 
110-730093 
110-730093-10 
110-730093-3 
110-730093-30 
110-730093-50 
110-730093-70 
110-730097 
110-730097=10 
110-730098 
110-730098-30 
110-730099 
110-730099-10 
110-730099-110 
110-730099-130 
110-730099-150 
110-730099-170 
110-730099-190 
110-730099-210 
110-730099-230 
110-730099-250 
110-730099-30 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Α 


= > 


x==x=x=xxxxxx=x=<x= 


= x x x x 


UUzirttx 


FIGURE 
AND 


INDEX NO. 


262-14 
262-17 
262-15 
262-3 
262-4 
261-14 
262-3 
262-4 
262-1 
262-9 
259-3 
265-22 
267-13 
267-17 
265-4 
265-15 
265-21 
265-1 
265-2 
265-20C 
265-17 
265-19 
265-3 
265-16 
265-18 
265-20 
265-3 
265-2 
266-9 
266-2 
266-15 
265-30 
265-29 
266-1 
267-9 
267-10 
267-12 


267-11: 


263-11 
264-19 
290-4 
290-13 
290-13 
290-13 
290-13 
290-13 
290-1 
290-1 
290-11 
290-1 
290-1 
290-1 
370-15 
388-1 
271-7A 
283-31 
355-10 
365-19 
365-22 
364-19 
364-20 
364-18 
364-21 
364-22 
365-4 
364-4 
365-20 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-307-3377 
1А80-1560-307-3377 


1A4RD-1560-307-35378 


1ARD-1560-098-8202 


1ARD-1560-098-8203 


1A4RD-1560-571-1177 


1ARD-1560-098-8204 
1ARD-1560-098-8205 
1^4RD-1560-098-8206 
1ARD~1560-098-8207 


LARD~1560-307~3379 
14RD-1560-307-3380 
1ARD-1560-307-3381 
1ARD-1560-307-3382 
14RD-1560-307-3383 
14RD-1560-307-3384 
1ARD-1560—-307-3385 


1ARD-1560-317-0736 
1ARD-1560-317-0736 


14RD-1560-571-1178 
1ARD-1560-2571-1178 
1ARD-1560-317-0737 


1ARD-1560-219-4565 
LARD~1560-024~4906 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730099-50 
110-730099-70 
110-730099-90 
110-730099-90 
110-730118-1 
110-730118-110 
110-730118-170 
110-730118-190 
110-730118-2 
110-730118-230 
110-730118-250 
110-730118-270 
110-730118-30 
110-730118-310 
110-730118-330 
110-730118-350 
110-730118-370 
110-730118-390 
110-730118-410 
110-730118-430 
110-730118-450 
110-730118-460 
110-730118-470 
110-730118-510 
110-730118-520 
110-730118-530 
110-730118-570 
110-730118-590 
110-730118-611 
110-730118-613 
110-730118-615 
110-730118-617 
110-730118-619 
110-730118-621 
110-730118-623 
110-730118-625 
110-730118-627 
110-730118-631 
110-730118-632 
110-730118-670 
110-730118-680 
110-730118-70 
110-730118-710 
110-730118-720 
110-730118-730 
110-730118-740 
110-730118=750 
110-730118-760 
110-730118-870 
110-730118-880 
110-730118-890 
110-730118-900 
110-730118-910 
110-730118-920 
110-730118-9530 
110-730118-950 
110-730118-970 
110-730118-990 
110-730124-30 
110-730124-30 
110-730124-370 
110-730124-650 
110-730124-650 
110-730124-70 
110-730141 
110-730141-110 
110-730141-150 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 
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FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy | INDEX NO. 


lARD-1560-219-4566 
1ARD-1560-219-4567 
1ARD-1560-219-4568 
1ARD-1560-303-2469 
1ARD-1560—-303-2469 
1ARD-1560-303-240 
1ARD-1560-303-2471 
14RD-1560-303-2472 
1ARD-15604303-2473 
1ARD-1560-303-2473 


1ARD-1560-307-3387 
1ARD—-1560-214-98536 


1ARD-1560-307-3388 


1ARD-1560-699-4306 


1ARD-1560-305-0304 


1ARD-1560-571-1180 
1ARD-1560-214-9837 
1ARD-1560-304-4344 
1ARD-1560-307-3389 
1ARD-1560-307-3390 
1ARD-1560-304-24345 
1ARD-1560-304-4346 


1ARD-1560—-571-1181 


14R0-1560-307-3391 
1ΑΒΡ”1260”204”-4 341 


1ARD-1560-098-8208 
1AR0-1560-098-8209 
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110-730141-170 
110-730141-2210 
110-730141-230 
110-730141-270 
110-730141-270 
110-730141-30 
110-730141-330 
110-730141-350 
110-730141=390 
110-730141-390 
110-730141-50 
110-730141-510 
110-730141-510 
110-730141-590 
110-730141-610 
110-730141-630 
110-730141-70 
110-730141-90 
110-730145 
110-730145-10 
110-730145-110 
110-730145-130 
110-730145-150 
110-730145-210 
110-730145-230 
110-730145-273 
110-730145-283 
110-730145-290 
110-730145-30 
110-730145-310 
110-730145=330 
110-730145=350 
110-730145-370 
110-730145-390 
110-730145-2430 
110-730145-450 
110-730145-470 
110-730145-490 
110-730145-50 
110-730145-4530 
110-730145-550 
110-730145-570 
110-730145-590 
110-730145-601 
110-730145-603 
110-730145-607 
110-730145-610 
110-730145-617 
110-730145-623 
110-730145-625 
110-730145-627 
110-730145-630 
110-730145-637 
110-730145-641 
110-730145-645 
110-730145-650 
110-730145-651 
110-730145-661 
110-730145-670 
110-730145-675 
110-730145-677 
110-730145-681 
110-730145-683 
110-730145-685 
110-730145-687 
110-730145-690 
110-730145-691 


= 


m 
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263-47 
263-50 
263-51 
263-25 
264-16E 
263-39 
263-13 
263-1 
263-7 
264-10A 
263-38 
263-13A 
264-13A 
263-28 
263-25 
263-20 
263-43 
263-44 
35-13 
272-49 
272-39 
272-32 
272-33 
271-42 
271-44 
270-49 
210-50 
270-27 
272-50 
270-21 
270-17 
272-25 
274-16 
271-58 
2174-28 
212-38 
271-28 
271-48 
212-44 
271-26 
271-23 
271-17 
274-27 
271-20 
212-22 
274-23 
274-19 
212-14 
2170-19 
270-30 
270-24 
214-18 
270-12 
270-6 
270-15 
272-37 
271-15 
271-8 
271-34 
272-2 
274-1 
272-31 
274-24 
274-5 
274-32 
271-49 
274-30 
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Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


1ARD-1560-098-8210 
1ARD-1560-098-8211 
1ARD-1560-098-8212 
1ARD-1560-098-8213 
1ARD-1560-096-5295 


1ARD—-1560-304-4348 
1ARD-1560-304-4349 
14RD-1560-306-4368 
1A4RD-1560-306-4369 


1ARD-1560-306-4370 


lARD-1560-306-4371 
1ARD-1560—-306-4372 
1AR0-1560-306-4373 
14RD-1560-306-4374 
1ARD-1560-306-4376 
1ARD-1560-306-43175 
1A4RD-1560-306-4377 
1ARD-1560-306-4378 


1ARD-1560-306-4379 
14RD-1560-4306-4380 
1ARD-1560-306-4381 
1ARD-1560-306-4382 
1ARD-1560-306-4383 


14RD-1560—-306-4384 
1A4RD-1560-306-4385 
14RD-1560-308-3476 
14RD-1560-311-0417 


1A4RD-1560-308-3477 
1ARD-1560-306-4386 


1ARD-1560-306-4387 
1A4RD-1560-306-4388 
1ARD-1560-306-4389 


14RD-1560-306-4390 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730145-693 
110-730145-70 

110-730145-703 
110-730145-707 
110-730145-711 
110-730145-713 
110-730145-715 
110-730145-717 
110-730145-721 
110-730145-725 
110-730145-727 
110-730145-730 
110-730145-731 
110-730145-733 
110-730145-741 
110-730145-743 
110-730145-745 
110-730145-750 
110-730145-747 
110-730145-751 
110-730145-753 
110-730145-755 
110-730145-757 
110-730145-761 
110-730145-763 
110-730145-770 
110-730145-781 
110-730145-783 
110-730145-787 
110-730145-789 
110-730145-790 
110-730145-791 
110-730145-801 
110-730145-805 
110-730145-810 
110-730145-811 
110-730145-815 
110-730145-817 
110-730145-830 
110-730145-831 
110-730145-833 
110-730145-835 
110-730145-837 
110-730145-841 
110-730145-843 
110-730145-845 
110-730145-847 
110-730145-850 
110-730145-863 
110-730145-865 
110-730145-870 
110-730145-871 
110-730145-873 
110-730145-875 
110-730145-877 
110-730145-879 
110-730145-881 
110-730145-883 
110-730145-885 
110-730145-890 
110-730145-891 
110-730145-893 
110-730145-897 
110-730145-90 

110-730145-910 
110-730145-919 
110-730145-921 


NAVY 


STOCK NUMBER 


SOURCE 
CODE FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


AF |NAVY 


274-29 
212-43 
272-19 
274-8 
2170-41 
270-33 
271-54 
271-52 
271-53 
272-1 
272-156 
271-27 
272-6 
272-16 
271-47 
271-55 
271-1 
271-24 
274-37 
272-50 
212-24 
274-41 
212-27 
272-28 
272-43 
271-18 
272-6 
270-1 
270-1 
270-6 
271-12 
275-28 
272-15С 
271-& 
271-11 
272-18Α 
272-188 
274-56 
271-5 
274-55 
274-46 
274-57 
274-58 
274-59 
274-41 
212-25 
272-31 
271-4 
270-33 
270-41 
274-6 
273-8 
273-6 
213-5 
273-16 
273-15 
273-19 
273-20 
273-21 
274-3 
270-30 
270-41 
214-55 
212-40 
212-42 
270-21 
270-24 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD—-1650-653-74022 


LARD~1560-219-4570 


LARD~1560=-096-5296 


1ARD-1560-571—-7340 


1ARD-1560-536-2378 


1ARD-1560-571-9291 


1ARD-1650-219-4571 
1ARD-1650-306-4391 
1ARD-1560-515-0770 
1480-1560 =515-0770 
1ARD-1560—-314-92368 
1ARD-1560-571-7630 


1ARD-1560-029-4123 


1ARD-1560-334-6167 
1ARD-1560-029-4124 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730145-923 
110-730145-925 


110-730145-929 
110-730145-930 
110-730145-931 
110-730145-933 
110-730145-941 
110-730145-943 
110-730145-945 
110-730145-947 
110-730145-949 
110-730145=950 
110-730145-951 
110-730145-953 
110-730145-955 
110-730145-957 
110-730145-959 
110-730145-971 
110-730145-975 
110-730145-977 
110-730145-979 
110-730145-990 
110-730146 
110-730146-10 
110-730146-110 
110-730146-1530 
110-730146-150 
110-730146-170 
110-730146-190 
110-730146-210 
110-730146-250 
110-730146-270 
110-730146-290 
110-730146-30 
110-730146-310 
110-730146-330 
110-730146-350 
110-730146-370 
110-730146-390 
110-730146-50 
110-730146-70 
110-730146-90 
110-730147 
110-730147-110 
110-730147-130 
110-730147-150 
110-730147-170 
110-730147-190 
110-730147-210 
110-730147-230 
110-730147-270 
110-730147-30 
110-730147-50 
110-730147-70 
110-730147-90 
110-730148 
110-730150 
110-730150-1 
110-730152 
110-730152 
110-730154 
110-730154-10 
110-730154-30 
110-730160-21 
110-730160-23 
110-730160-25 
110-730162-21 


NAVY 
STOCK NUMBER 


ΕΤΕΚ ΣΕΠΕ ΕΠΕ 


SOURCE 
CODE 


FIGURE 
AND 


INDEX NO 


210-2 
210-3 
272-15 
272-35 
272-29 
274-2%А 
274-24C 
270-19 
270-21 
270-30 
270-41 
212-4 
270-19 
273-16A 
273-146 
273-44 
270-12 
274-248 
274-23A 
274-24C 
270-21 
271-22 
333-26 
344-17 
344-22 
344-24 
344-25 
344-27 
344-4 
344-2 
344-11 
344-26 
344-23 
344-18 
3454-5 
344-6 
344-7 
344-19 
344-21 
344-19 
344-20 
344-21 
265-35 
268-32 
268-26 
268-40 
268-17 
268-30 
268-17 
268-17 
268-3 
268-10 
268-5 
268-3 
268-36 
274 
274-35 
274-35 
364-27 
365-27 
291-1 
291-1 
291-1 
268-22 
268-22 
268-22 
284-24 
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Numerical Index 
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Section ΤΠ 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


14R0-1560-029-4125 
1ARD-1650-094-2597 
14RD-1560-373-4759 


14RD-1560-316-1867 
1ARD-1560-316-1868 


14RD-1650-026-3056 
14RD-1560-320-6561 
14R0-1560-332-4527 


1A4RD-1560-310-6011 


14RD-1560-302-3399 
1ARD-1560-302-3400 
1A4RD-1560-302-3401 
1ARD-1560-302-3402 
1ARD-1560-320-6562 
LARD~1560=320=6562 


1ARD-1560-316-1869 
1ARD-1560-316-1869 
14RD-1680-574-3858 
14RD-1650-319-3060 


1ARD-1680-024-4907 
1ARD-1680-024-4908 


14RD-1560—-520-6055 
14RD-71650-348-3677 


14RD-1650-214-9838 
14RD-1650-397-1206 
14RD-71560-308-0065 
14RD-1560-030-0064 
14RD-5310-032-7832 


14RD-5310-099-6821 
1ARD-1560-040-9598 


1ARD-1650-094-2599 
14RD-1560-029-4126 
14RD-1560-319-3062 
1ARD-1560-319-3063 
1ARD-1650-593-4597 
14RD-1560-307-3393 


14RD-1650-397-1207 


1ARD-1620—-659-4750 
1ΑΒΌ-1560-096-5297 
1ΑΚ0”-1560-096-5297 
14RD-1560-098-8214 
1ARD-1560-098-8214 
1ARD-1630-339-9536 


14RD-1560-571-1173 


14R0-71560-307-3395 
14RD-1560-302-3403 


1ARD-1560-571-1174 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730162-23 
110-730163 
110-730163-3 
110-730164 
110-730165-3 
110-730166 
110-730167 
110-730167=10 
110-730170 
110-730172 
110-730176 
110-730176-10 
110-730176-210 
110-730176-230 
110-730176-250 
110-730176-30 
110-730176-50 
110-730176-70 
110-730176-90 
110-730177-10 
110-730177-10 
110-730180 
110-730186 
110-730186 
110-730201 
110-730201-10 
110-730202 
110-730203 
110-730204 
110-730205 
110-730205-21 
110-730206-3 
110-730206-5 
110-720206-7 
110-730207 
110-730207-3 
110-730208 
110-730209 
110-730210 
110-730212 
110-730215-23 
110-730218-11 
110-730220-1 
110-730230 
110-730238-21 
110-730241-23 
110-730243-10 
110-730243-20 
110-730243-31 
110-730249 
110-730250 
110-730253-21 
110-730254 
110-730258 
110-730259 
110-730261 
110-730261 
110-730262 
110-730262 
110-730269-5 
110-730270 
110-730270-110 
110-730270-130 
110-730270-150 
110-730270-153 
110-730270-153 
110-730270-185 
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NAVY 


STOCK NUMBER 


А 


MODE FIGURE 
AND 
INDEX NO. 


F 


284-24 
268-7 
268-7 
287 
285-7 
290-2A 
290-22 
290-22 
287-52 
81-16 
275 
275-1 
275-24 
275-23 
275-16 
275-24 
275-23 
275-16 
275-28 
364-40 
365-40 
270 
364-5 
365-5 
309-1 
309-1 
309-17 
309-16 
` 309-6 
309-13 
309-13 
309-10 
309-10 
309-10 
309-22 
309-22 
309-8 
309-7 
308-6 
309-9 
269-27 
270-51 
270 
290-20 
291-6 
288-17 
290-16 


285-20 
285-14 
289-1 
284-11 
284-3 
288-16А 


TOTAL 
QTY 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-571-1175 


1ARD-1560-302-23404 


1ARD-1560-302-3405 
1ARD-1560-310-6012 
1AR0-1560-302-3406 
1А80=1560-302-3407 


1А80-~ 1560-302-308 


1ARD-1560-310-6013 


1ARD-1560-219-4572 


1ΑΒΡ-1560-302-3409 


1ARD-1560-532-6594 
1ARD-1560-305-0305 
1ARD-1560-305-0632 
1ARD-1560-305-0306 


1ARD-1560-571-41176 


1ARD-1560-307-3396 


1ARD-1560-302-3410 


1AR0-1650-373-7458 
1ARD-1560-314-9369 
14RD-1650-337-4124 
1ARD-1560-614-5067 
14RD-1650-219-4573 
14RD-1650-532-1284 
1ARD-1650-662-4341 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730270-187 
110-730270-230 
110-730270-250 
110-730270-270 
110-730270-290 
110-730270-30 
110-730270-330 
110-730270-330 
110-730270-350 
110-730270-370 
110-730270-390 
110-730270-410 
110-730270-430 
110-730270-450 
110-730270-470 
110-730270-490 
110-730270-50 
110-730270-510 
110-730270-530 
110-730270-550 
110-730270-570 
110-730270-590 
110-730270-601 
110-730270-605 
110-730270-607 
110-730270-610 
110-730270-611 
110-730270-613 
110-730270-623 
110-730270-630 
110-730270-650 
110-730270-670 
110-730270-690 
110-730270-691 
110-730270-693 
110-730270-695 
110-730270-697 
110-730270-70 
110-730270-701 
110-730270-703 
110-730270-705 
110-730270-707 
110-730270-709 
110-730270-710 
110-730270-711 
110-730270-713 
110-7302170-730 
110-730270-750 
110-730270-770 
110-730270-790 
110-730270-810 
110-730270-830 
110-730270-850 
110-730270-890 
110-730270=930 
110-730270-950 
110-739275 
110-730275-3 
110-730281 
110-730281 
110-730282-3 
110-730283-3 
110-730286 
110-730286-3 
110-730287-3 
110-730287-5 
110-730288 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


== x => 3 > => 


FIGURE 
AND 


288-168 
285-1 
285-30 
285-26 
285-11 
284-10 
284-16 
284-26 
284-30 
286-51 
288-40 
288-34 
288-37 
288-1 
285-55 
286-39 
284-43 
287-9 
284-49 
285-46 
288-19 
285-40 
288-19 
287-41 
287-14 
284-56 
286-26 
287-48 
287-14A 
286-44 
288-26 
286-1 
285-9 
287-48 
288-34 
285-46 
288-19 
284-36 
289A28 
289A29 
289412 
289A1 
288-40 
288-6 
289A1 
289A1 
286-5 
287-31 
287-20 
287-25 
286-10 
287-1 
286-32 
287-48 
284-1 
287-18A 
291-17 
291-17 
270-2 
288-39 
283-20 
288-25C 
290-100 
290-10D 
290-10 
290-10 
290-9 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 


STOCK NUMBERS 


LARD™1650=558=8727 


TARD~1560-571-7727 


148D-1560-633-3781 


14RD-1560-332-4528 


1632 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-730289 
110-730290-3 
110-730290-3 
110-730290-5 
110-730290-5 
110-730301-1 
110-730302-1 
110-730302-11 
110-730302-111 
110-730302-121 
110-730302-131 
110-730302-141 
110-730302-151 
110-730302=161 
110-730302-31 
110-730302-41 
110-730302-51 
110-730302-61 
110-730302-71 
110-730302-81 
110-730302-81 
110-730302-91 
110-730307-3 
110-730310-3 
110-730314-1 
110-730401-1 
110-733001-1 
110-733001-11 
110-733001-111 
110-733001-131 
110-733001-141 
110-733001-151 
110-733001-161 
110-733001-171 
110-733001-181 
110-733001-191 
110-733001-211 
110-733001-231 
110-733001-241 
110-733001-251 
110-733001-261 
110-733001-31 
110-733001-41 
110-733001-51 
110-733001-61 
110-733001-71 
110-733001-81 
110-733001-91 
110-733002-1 
110-733003-1 
110-733003-1 
110-733003-11 
110-733003-31 
110-733003-4] 
110-733003-51 
110-733003-61 
110-733003-71 
110-733004-1 
110-733004-101 
110-733004-11 
110-733004-111 
110-733004-131 
110-733004-141 
110-733004-4151 
110-733004-171 
110-733004-181 
110-733004-2 


NAVY 


STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


290-10Е 
268-15 


288-42 
268-15 
288-42 
290-7 
259 
264-1 
264-33 
264-38 
264-38А 
264-388 
264-38C 
264-380 
264-10 
264-16 
265-25 
264-23 
264-22 
263-37 
264-21 
264-32 
81-16 
268-1B 
289A 
264-23 
35-19 
54-5 
54-13 
54-12 
54-14 
54-15 
54-16 
54-17 
54-18 
54-19 
54-23 
54-20 
54-21 
54-22 
54-24 
54-4 
54-7 
54-6 
54-8 
54-9 
54-11 
54-10 
53 
53 
53А 
53A6 
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AF CLASS CODE 


OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


STOCK NUMBER 


FIGURE 
AND 


Section III 


Numerical Index 


TOTAL | MICRO 
QTY | FILM 


110-733004-31 54-29 2 
110-733004-5] 52-20 1 

110-733004-71 52-20 1 

110-733004-81 52-18 2 

110-733004-91 52-19 2 

14RD-1560-339-0493| 110-733007-1 53.36 2 
LARD-1560-339-0493 | 110-733007=1 53A28 2 
14RD-1560-339-0493| 110-733007-1 53822 2 
110-733007-11 53-36 2 

110-733007-11 53A28 2 

110-733007-11 53822 2 

110-733008-3 53A18 1 

110-733010-11 358-32 2 

110-733010-5 358-31 2 

1ARD-1560-700-7600]| 110-733011-11 358-11 2 
l1ARD-1560-700-7601| 110-733011-? 358-10 2 
1ARD-1560-334-6168| 110-733020-61 53-7 1 
14RD-1560-334-6169| 110-733020-71 53-8 1 
1ARD-1560-315-4959  110-733023-1 53-1 1 
14RD-1560-096-5298| 110-733023-11 53-1A 1 
110-733026-1 357A54 2 

110-733026-1 358-44 2 

1ARD-1560-339-0494| 110-733027-5 53-20 1 
14RD-1560-339-0494| 110-733027-5 5387 1 
110-733028-1 53 NP 

110-733028-101 53811 1 

110-733028-11 53-24 1 

110-733028-111 53 NP 

110-733028-111 53B NP 

110-733028-31 53-23 1 

110-733028-31 53810 1 

110-733028-51 53-16 1 

110-733028-51 5383 1 

110-733028-61 53-14 1 

110-733028-61 53B1 1 

110-733028-71 53-15 1 

110-733028-71 53B2 1 

110-733028~81 53-18 1 

110-733028-81 5385 1 

110-733028-91 5388 1 

110-740010-105 106-17 1 

110-740010-105 107-14 1 

1ARD-1560-035-4443| 110-740010-109 265-10 1 
110-740010-111 106-25 1 

110-740010-111 107-23 1 

14RD-1560-316-1870]| 110-740010-119 77-29 1 
14RD-1560-314-9370| 110-740010-129 342-22 1 
1ARD-1560-316&-9371| 110-740010-135 106-10 1 
14RD-1560-316-1871| 110-740010=137 106-24 1 
14RD-1560-316-1872| 110-740010-141 151-21 1 
1ARD-1560-316-1872| 110-740010-141 152-11 1 
110-740010-147 151-20 1 

110-740010-147 152-10 1 

14RD-1560-332-4530 | 110-740010-149 33-17 H 
14RD-1560-572-8222 | 110-740010-155 151-22 1 
14RD-1560-572-8222 | 110-740010-155 152-12 1 
110-7&0010-157 126-47 1 

110-740010-157 127-35 1 

1ARD-1560-314—-9372| 110-740010-159 342-53 1 
LARD~1560-572-8223 | 110-740010-165 151-24 1 
1ARD-1560-572-8223| 110-740010-165 152-14 1 
110-740010-167 151-25 1 

110-740010-167 152-15 1 

14RD-1560-316-1873| 110-740010-169 342-56 1 
1ARD-1560-302-3411| 110-740010~173 151-27 1 
1ARD-1560-302-3411| 110-740010-173 152-17 1 
1ARD-1560-211-1026| 110-740010-177 151=28 1 
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Section ΤΠ T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


14RD-1560-211-1026| 110-740010-177 152-18 1 
1A4RD-1560-572-8224| 110-740010-181 151-30 1 
1ARD-1560-572-8224| 110-740010-181 152-20 1 
1ARD~1560+572-8216| 110-740010-183 151-31 1 
1ΑΒΡ-1560-572-8216| 110-740010-183 152-21 1 
1ARD-1560-332-4536| 110-740010-185 151-26 1 
1А80-1560-332-4536| 110-740010-185 152-16 1 
110-740010-187 151-23 1 

110-740010-187 152-13 1 

14RD-1560-332-4537| 110-740010-191 151=29 1 
1A4RD-1560-332-4537| 110-740010-191 152-19 1 
110-740010-193 126-23 1 

110-740010-193 127-17 1 

LARD~1560-332-4538 | 110-740010-195 165-21 1 
1ARD-1560-035-4444| 110-740010-197 165-32 1 
1ARD-1560-035-4445 110-740010-201 165-30 1 
110-740010-203 71-11 1 

110-740010-205 71-11 1 

1ARD-1560—-314-9373| 110-740010-207 106-21 1 
1ARD-1560-314-9373| 110-740010-207 107-18 1 
14RD-1560-314-9374| 110-740010-211 126-9 1 
1ARD~1560-332-4539 | 110-740010=213 165-31 1 
1A4RD-1560-316-1874| 110-740010-225 71-25 2 
1ARD-1560—-316-1874| 110-740010-225 78-23 2 
LARD=1560-314-9375 | 110-740010-229 106-30 1 
110-740010-235 106-35 1 

110-740010-235 107-35 1 

110-740010-237 106-32 1 

110-740010-237 107-33 1 

14RD-1560-314-9376 | 110-740010-241 165-3 1 
1ARD-1560-314-9377| 110-740010-245 165-33 1 
1ARD-1560-040-9599| 110-740010-247 126-19 1 
1^RD-1560-311-0418| 110-740010-253 126-24 1 
1A4RD-1560-314-9378| 110-740010-255 106-27 1 
1ARD-1560-311-0419| 110-740010-263 126-8 1 
110-740010-265 126-52 1 

1ARD-1560-314-9379| 110-740010-269 126-15 1 
110-740010-275 126-5 1 

1ΑβΌ-1560-314-9380] 110-740010-279 106-28 1 
14RD-1560-314-9380| 110-740010-279 107-26 1 
110-740010-281 126-46 1 

1ARD~1560~320-6566 | 110-740010-285 126-11 1 
1ARD-1560—-320-6566 | 110-740010-285 127-7 1 
1А80-1560-311-0420 | 110-740010-287 126-4 1 
1А80-1560-314-9381 | 110-740010-289 126-10 1 
14RD-1560-314-9381| 110-740010-289 127-6 1 
1ARD-1560-317-0738 | 110-740010-29 106-12 1 
1ARD-1560-653-0944 | 110-740010-295 106-36 1 
1ARD~1560~653-0944 | 110-740010-295 107-36 1 
1ARD-1560-316-1875| 110-740010-299 106-3 1 
1A4RD-1560-572-8218| 110-740010=3 106-34 1 
1ΑΒΡ-1560-512-8218| 110-740010-3 107-34 1 
1ARD-1560-305-0307| 110-740010-303 126-17 1 
14RD-1560-317-0739| 110-740010-309 126-33 1 
1ARD-1560-311-0421| 110-740010-31 106-4 1 
1ARD-1560-311-0421| 110-740010-31 107-4 1 
1ARD-1560-316-1876 | 110-740010-319 106-9 1 
1ΑΒΡ-1560-305-0308| 110-740010-323 126-20 1 
1ARD-1560~305-0309| 110-740010-329 165-11 1 
1ARD-1560-305-0310| 110-740010-33 106-5 1 
1ARD-1560-305-0310| 110-740010-33 10745 1 
LARD~1560-536-2379 | 110-740010-337 126-27 1 
1ARD-1560-536-2379 | 110-740010-337 127-24 1 
1ARD-1560-572-8219| 110-740010-341 106-33 1 
6220-600-1611| 110-740010-343 165-18 1 
6220-600-1611| 110-7400104343 166-28 1 
1A4RD-1560-572-8220 | 110-740010-345 126-54 1 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1ARD~1560~-572-8220 
1ARD-1560-572-8221 


1ARD-1560-572-8221 

6220~600~1612 

6220-600-1612 
1ARD-1560-572-8209 
1ARD-1560-572-28209 
1ARD-1560-572-8210 
1ARD-1560-572-8210 
1ARD-1560-536-2380 
1ARD-1560-536-2380 


1ARD-1560-536-2381 
1ARD-1560-536-2381 
1ARD-1560-305-0311 
l1ARD-1560-305-0311 
1ARD-1560-536-2382 
14RD-1560-536-2382 


1ARD-1560-316-1877 
LARD-1560~316~1877 


1ARD-15604316-1878 
1ARD-1560-653-0929 
1ARD-1560-651-1775 
1ARD—-1560-587-1677 
14RD-1560-58741677 
1AR0-1560-572-8211 
1ARD-1560-572-8211 
14RD-1560-304-4350 
1ARD-1560-304-4350 
1ARD-1560—-305-0312 
1ARD-15605653-0926 
1A4RD-1560-189-2202 
1ARD-1560-189-2202 
1ARD-1560-7316-1937 
1ARD-1560-533-9582 
1ARD-1560-533-9582 
1ARD-1560-189-2203 
14RD-1560-189-2203 
1ARD-1560-035-4446 
1ARD-1560-332-4542 
1ARD-1560-332-4542 
14RD-1560-316-1879 
1ARD-1560-316-1879 
1ARD-1560-035-4447 
1ARD-1560-035-4447 
l1ARD-15604035-4448 
1ARD-1560-035-4440 
1ARD-1560-035-4458 
1ARD-1560-316-1880 
1ARD-1560-035—-4449 
1ARD-1560-317-0741 
14RD-1560-305-0313 
1ARD-1560-305-0314 
1ARD-1560-317-0742 
1ARD-1560—-317-0742 


14RD-1560-317-0744 
14RD-1560-317-0744 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


110-740010-345 
110-740010-347 


110-740010-347 
110-740010-355 
110-740010-355 
110-7400104357 
110-740010~357 
110-740010-361 
110-740010=361 
110-740010=367 
110-740010=367 
110-740010-369 
110-740010-369 
110-740010-371 
110-740010-371 
110-740010-373 
110-740010-373 
110-740010-375 
110-740010-375 
110-740010-379 
110-740010=385 
110-740010-385 
110-740010-389 
110-740010-389 
110-740010-39 

110-740010-39 

110-740010-391 
110-740010-399 
110-740010-401 
110--740010”-403 
110-740010”405 
110-740010-405 
110-740010-407 
110-740010-407 
110-740010-409 
110-740010-409 
110-740010-417 
110-740010-419 
110-740010-4427 
110-740010-427 
110-740010-429 
110-740010-431 
110-740010-4431 
110-740010-433 
110-740010-433 
110-740010-435 
110-740010-437 
110-740010-437 
110-740010-2439 
110-740010-439 
110-740010-443 
110-740010-7443 
110-740010-445 
110-740010-445 
110-740010-447 
110-740010-449 
110-740010-453 
110-740010-459 
110-740010-461 
110-740010-467 
110-740010-469 
110-740010-469 
110-740010-47 

110-740010-47 

110-740010-477 
110-740010-479 
110-740010-479 
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SOURCE 
CODE 


FIGURE 
AND 


INDEX NO 


1217-49 
126-48 


127-41 
126-35 
127-36 
126-36 
127-37 
126-37 
127-38 
126-39 
127-42 
126-34 
127-27 
126-42 
127-43 
165-19 
166-29 
165-20 
166-30 
126-32 
126-38 
127-29 
77-34 
78-33 
126-51 
127-46 
126-7 
71-9 
165-29 
165-26 
126-13 
127-9 
126-12 
127-8 
77-33 
78-32 
165-28 
71-22 
126-2 
127-2 
165-38 
126-30 
127-23 
126-1 
127-1 
165-5 
126-31 
127-25 
106-19 
107-37 
126-40 
127-30 
126-41 
127-32 
165-27 
106-12 
165-14 
342-55 
126-21 
126-22 
77-31 
78-20 
106-11 
107=10 
165-12 
71-32 
78-31 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


1 
1 
H 
1 
H 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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Section IH T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 


AF CLASS CODE 


OR PART NUMBER 
STOCK NUMBERS 


1ARD-1560-317-0826 
1ARD-1560-317-0827 
1ARD-1560-316-1881 
1A4RD-1560-316-1882 
1A4RD-1560-316-1882 
1ΑΒΡ-1560-316-1883 


LARD~1560-305-0315 
1ARD-1560-572-8212 
1ARD-1560-317-0745 
1ARD-1560-305-0316 
14RD-1560-2319-3065 
1ARD-1560-572-8213 


14RD-1560-189-2204 
1ΑΒΌ-1560-189-2205 
1ΑΒΌΟ-1560-653-0940 
1ARD-1560-316-1884 
1A4RD-1560-305-0317 
1AR0-1560-7317-0746 
1ARD-1560-305-0318 
1ARD-1560-316-1885 
1A4RD-1560-305-05319 
1^RD-1560-189-2206 
1ARD—-1560-320-6570 
1A4RD-1560-320-6571 
1ARD-1560-572-8214 
1ARD-1560-572-8214 
1A4RD-1560-035-4450 
1^4RD-1560-189-2207 
14RD-1560-189-2208 
1A4RD-1560-189-2209 
1^4RD-1560-572-8215 
1ARD-1560-572-8215 


1ARD-1560-316-1886 
14RD-1560-316-1886 
1ARD-1560-320-6573 
14RD-1560-332-4550 


14RD-1560-316-1887 


1LARD-1560=332-4567 
1ARD-1560-189-2210 
1ARD-1560-189-2210 
1A4RD-1560-7536-2383 
1A48D-1560-533-0189 
1A4RD-1560-533-0189 
1ARD-1560-653-0910 
1ARD-1560-305-0321 
14RD-1560-587-1678 
1ARD-1560-587-1678 


14RD-1560-189-2214 


1ARD-1560-189-2215 


110-740010-481 
110-740010-483 
110-740010-485 
110-740010-487 
110-740010-487 
110-740010-49 

110-740010-505 
110-740010-505 
110-740010-507 
110-740010-507 
110-740010-515 
110-740010-517 
110-740010-521 
110-740010-531 
110-740010-533 
110-740010-535 
110-740010-537 
110-740010-537 
110-740010-545 
110-740010-547 
110-740010-55 

110-740010-559 
110-740010=57 

110-740010=575 
110-740010-583 
110-740010-59 

110-740010-597 
110-740010-601 
110-740010-603 
110-740010-605 
110-740010-61 

110-740010-61 

110-740010-613 
110-740010-615 
110-740010-617 
110-740010-621 
110-740010-631 
110-740010-631 
110-740010-633 
110-740010-633 
110-740010-635 
110-740010-635 
110+740010-643 
110-740010-651 
110-740010-673 
110-740010-695 
110-740010-703 
110-740010=705 
110-740010-707 
110-740010-707 
110-740010-71 

110-740010-711 
110-740010-711 
110-740010-721 
110-740010-727 
110-740010-73 

110-740010-73 

110-740010-731 
110-740010-741 
110-740010-75 

110-740010-75 

110-740010-755 
110-740010=755 
110-740010-77 

110-740010=773 
110-740010-715 
110-740010-781 


1636 


165-2 
165-25 
165-24 
126-26 
127-20 
106-6 
126-43 
127-39 
126-44 
127-40 
165-34 
165-16 
165-35 
165-4 
165-6 
165-9 
165-36 
166-32 
165-7 
165-8 
106-20 
165-17 
106-8 
165-23 
126-28 
126-14 
165-37 
199-15 
165-22 
165-15 
106-13 
107-12 
165-1 
199-17 
199-18 
199-15A 
165-43 
166-34 
126-53 
127-48 
165-42 
166-33 
165-13 
383-15 
383-14 
71-15 
71-26 
383-3 
71-23 
78-21 
106-31 
77-23 
78-21 
77-27 
77-3 
126-45 
127-34 
77-16 
71-7 
106-18 
107-15 
77-10 
7848 
106-16 
77-14 
77-28 
77-14 


M#VV CODE FIGURE | TOTAL | MICRO 
STOCK NUMBER AND QTY | FILM 
wavy | INDEX NO. 
M1 
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ΑΕ CLASS CODE 
OR 


STOCK NUMBERS 


1ARD-1560-316-1889 
1ARD-1560-316-1890 
1ARD-1560-572-8203 
1ARD-1560—-572-8203 
1ARD-1560-653-0941 
1ARD-1560-653-0941 
1ARD-1560-316-1891 
1ARD-1560-316-1892 
1ARD-1560-317-0819 
LARD~1560~316-1893 


1ARD-1560-7316-1894 
1ARD-1560-533-79586 


1ARD-1560-317-0748 
14RD-1560-653-0908 


1ARD-1560-189-2217 
1ARD-1560-317-0750 
1ARD-1560-189-2219 
1AR0-1560-316-1895 
1ARD-1560-316-1896 
1ARD-1560-332-4571 
14RD-1560-305-0322 
1ARD-1560-189-2220 
1ARD-1560-307-3398 


1ARD-1560-316-1899 
14RD-1560-316-1900 
1ARD-1560-316-1901 
1A4RD-1560-316-1902 
14RD-1560-317-0751 
1ΑΒΡ-1560-189-2221 
14RD-1560-316-1903 
1AR0-1560-316-1903 
JARD-1560-316-1904 
1ARD-1560-316-1904 
1ARD-1560-332-4572 


1ARD-1560-316-1905 
14RD-1560-316-1906 
14RD-1560-316-1906 
1ARD-1560-316-1907 
1ARD-1560-316-1907 
1ARD-1560-316-1908 
1ARD-1560-317-0752 
14RD-1560-317-0753 
1ARD-1560-317-0753 
14RD-1560-317-0754 
14RD-1560-317-0754 
1ARD-1560-319-3068 


1ARD-1560-317-0755 
14RD-1560-317-0756 
14RD-1560-317-0757 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


110-740010-79 
110-740010-799 
110-740010-805 
110-740010-805 
110-740010-81 
110-740010-81 
110-740010-831 
110-740010-833 
110-740010-835 
110-740010-837 
110-740010-841 
110-740010-841 
110-740010-843 
110-740010-845 
110-740010-855 
110-740010-859 
110-740010-861 
110-740010-867 
110-740010-87 
110-740010-87 
110-740010-871 
110-740010-873 
110-740010-885 
110-740010-887 
110-740010-89 
110-740010-891 
110-740010-893 
110-740010-897 
110-740010-901 
110-740010-902 
110-740010-903 
110-740010-91 
110-740010-911 
110-740010-913 
110-740010-915 
110-740010-917 
110-740010-921 
110-740010-927 
110-740010-935 
110-740010-935 
110-740010-937 
110-740010-937 
110-740010-945 
110-740010-95 
110-740010-951 
110-740010-955 
110-740010-955 
110-740010-957 
110-740010-957 
110-740010-963 
110-740010-965 
110-740010-97 
110-740010-97 
110-740010-971 
110-740010-971 
110-740010-973 
110-740010-977 
110-740010-983 
110-740010-99 
110-740010-991 
110-740010-993 
110-741001-1 
110-741001-2 
110-741002-1 
110-741002-2 
110-741003 
110-741004 


SOURCE 


CODE 


NAVY 


X 


= = x= = x < x 


== 


FIGURE 


AND 


INDEX NO. 


126-29 
77-13 
77-10 
78-8 

106-22 

107-20 
17-29 
17-27 

383-2 
77-18 

126-25 

127-19 
77-22 

126-18 
17-27 
77-19 
77-12 

4-5 

106-22 

107-19 
17-1 
17-2 
17-1 
17-2 

106-29 
77-6 

4-9 
77-2 

342-21 

383-4 
77-1 

106-15 
77-30 

383-13 

126-3 

106-7 

126-6 
33-16 

126-49 

127-44 

126-50 

127-45 

383-16 

106-26 
71-9 
77-4 
78-4 
77-5 
78-4 
71-5 
71-17 

106-14 

107-13 

151-32 

152-22 

126-32 

342-54 
71-24 

126-16 

342-55 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 


1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
al 
1 
1 
1 
1 
1 
1 
1 
1 
1 
NP 
NP 
NP 
NP 
NP 
NP 
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Section HI 
Numerical Index 


AF CLASS CODE 


OR 


STOCK NUMBERS 


LARD=1560=211-1029 


LARD=1560-189=4259 


1ARD-1560-319-3069 


14RD-1560-478-3296|* 
14RD-1560-478-3297 


1ARD=5930-694~1732 
1ARD-5930-234-3614 
1ARD-5930-189-4260 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-741006-1 
110-741006-2 
110-741009 
110-741010-1 
110-741010-2 
110-741011 
110-741011-51 
110-741011-65 
110-741011-67 
110-741013 
1107741014 
110-741014-10 
110-741015-1 
110-741015-2 
110-741016 
110-741016-3 
110-741016-5 
110-741017 
110-741019 
110-741019-13 
110-741019-5 
110-741021 
110-741023 
110-741024 
110-741024-3 
110-741025 
110-741027 
110-741027-50 
110-741027-70 
110-741027-90. 
110-741031 
110-741033 
110-741033-5 
110-741034-1 
110-741034-10 
110-741034-2 
110-741034-7 
110~741035 
110-741037 
110-741039 
110-741039-13 
110-741039-15 
110-741043-3 
110-741043-4 
110-741043-50 
110-741043-60 
110-741043-70 
110-741043-80 
110-741045 
110-741045-5 
1107741048 
110-741049 
110-741049-10 
110-741050-10 
110-741050-15 
110-741050-7 
110-741052-1 
110-741052-10 
110-741052-2 
110-741052-20 
110-741055 
110-741058 
110-741060 
110-741061 
110-741061-10 
110-741061-10 
110-741061-10 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


жж ж ж * xm > 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO 


104-9 
104-9 
157-8 
15-47 
15-47 
50 
76-17 
76-17 
Τ6-2 
342 
94-6 
124 
199 
199 
199 
199-9 
199-8 
94-7 
94-5 
103-2 
103-8 
125 
124 
124 
124-4 
76 
105 
105-3 
105-2 
105-2 
99-7 
124 
124 
158 
158 
158 
158 
145-33 
105-13 
199 
199-2 
199-3 
103 
103 
103 
103 
103 
103 
105 
105-36 
158 
136 
136-9 
197-29 
197-31 
197-28 
104 
104 
104 
104 
351 
104 
105 
124 
124-234 
124-36 
158-17 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS АЕ | NAVY INDEX NO 
NP 


110-741062 

110-741066 NP 
110-741066-10 M1 NP 
110-741066-30 М1 NP 


110-7&1072 * 
110-7&1073 * 
1ΑΒΌ-2925-343-2918 110-741073-10 

110-741079 М1 
110-741079-5 М1 
110-741080 

110-741081 * 
110-741089 

110-741090 

110-741091 

110-741092-1 

110-741092-2 

110-741093 

110-741093-10 

110-741095-10 

110-741095-30 

110-741095-50 

110-741097-1 


110-741106 

110-741118 

110-741120-11 162-18C 

110-742000 М1 162-4 
1ARD-1560-310-6014 110-742000-7 M1 162-5 


110-742001 A 162-3 
14RD-1560-296-1732 110-742002 163-1 
110-742002-31 j 163-3 
1ARD-5975-049-9090 110-742002-45 163-2 
110-742003 162-19 
110-742004 130-1 
l1ARD-1560-310-6015 110-742004-5 130-2 
110-742005 125-3 
110-742005-11 130-27 
110-742005-7 130 
110-742008 | 80-20 
110-742009-10 76-7 
110-742009-30 76-8 
110-742010 157-10 
110-742010-5 157-11 
110-742011 157-9 
110-742014 80-23 
110-742014 105-15A 
110-742014 105-21A 
110-742014 116-1A 
110-742014 117-1A 
110-742014 118-1A 
110-742014 119-1A 
110-742014 120“1A 
110-742014 121-1A 
110-742014 122-1Α 
110-742014 123-1A 
110-742014 130-2A 
110-742014 131-2A 
110-742014 159A2 
110-742014 160-2A 
110-742014 160-23A 
110-742014 162-5Α 
110-742014 164-7A 
110-742021-213 105-158 
110-742022-11 M 131-23 
1ARD—-1560-696-1720 110-742022-30 130-23 
1ARD-1560-696-1720 110-742022-30 131-21 
1ARD-1560-097-3951 110-742022-70 M1 131-21 
110-742022-90 131-21 
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Section ΤΠ 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-614—-2995 


14RD-1560-310-6016 


5920-212-7805 


LARD~1560—700=1134 
1ARD-1560-332-4575 
14R0-1560-332-4575 
14RD-1560-332-4576 
1ARD-1560-332-4576 
1ARD-1560-332-4576 
1A4RD-1560-307-3401 
14RD-1560-307-3401 
l1ARD-1560-525-9981 
1ARD-1560-525-9981 
14RD-1560-317-0763 


1ARD-1560-320-6575 


14RD-1560-317-0766 


14RD-1560-317-0767 


14RD-1560-317-0768 


14RD-1560-692-7646 
1ARD-1560-317-0769 


14RD-1560-317-0770 


1640 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-742026 
110-742028-11 
110-742028-13 
110-742028-15 
110-742028-17 
110-742028-3 
110-742031 
110-742031-7 
110-742032 
110-742032-3 
110-742034-17 
110-742034-23 
110-742034-31 
110-742034-4] 
110-742036 
110-742042-130 
110-742042-151 
110-742042-30 
110-742042-30 
110-742042-50 
110-742042-50 
110-742042-50 
110-742042=7 
110-742042-7 
110-742042-70 
110—-742042-70 
110-742042-90 
110-742043 
110-742045 
110-742046 
110-742047 
110-742057 
110-742057-30 
110-742059 
110-742059-10 
110-742059-5 
110-742060 
110-742060-10 
110-742062 
110-742062-3 
110-742062-5 
110-742063 
110-742063-10 
110-742065 
110-742065-10 
110-742065-11 
110-7742065-110 
110-742065-17 
110-742065=31 
110-742065-33 
110-742065~5 
110-742065-5 
110-742065-70 
110-742065-90 
110-742066-10 
110-742066-130 
110-742066-150 
110-742066-170 
110-742066-190 
110-742066-210 
110-742066-30 
110-742066-50 
110-742066-70 
110-742067 
110-742061--30 
110”- 742061 -5 
110-742067~70 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


M1 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


112-12 
112-15 
112=16 
112=17 
112-14 
112-13 
104 
104-19 
104-18 
115-13 
159A3 
159A4 
15945 
15946 
163-11 
114А9 
159-35 
130-7 
131-26 
130-7A 
131-13 
164-94 
131-28 
164-17 
131-13 
164-94 
131-26 
112-9 
112-1 
112-10 
112-11 
163-12 
163-12 
105 
105 
105-15 
105-14 
105-14 
163-1 
163-3 
163-2 
162-19 
162-19 
80-20 
80-20 
80-21 
80-20 
80-21 
79-21 
80-21 
79-22 
80-22 
80-20 
79-20 
76-7 
76-17 
76-8 
76-7 
76-8 
76-8 
76-8 
76-7 
76-8 
131-1 
131-1 
131-2 
131-1 
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9 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 


AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy | INDEX NO. 


110-742067-90 131-1 
110-742068 
110-742068-110 
110-742068-3 
110-742068-30 
110-742068-5 
110-742068-50 
110-742068-90 
110-742086=10 
110-742087 
110-742089-10 
110-742089-110 
110-742089-150 
110-742089-50 
110-742090 
110-742090-10 
110-742090-30 
110-742090-50 
110-742091-10 
110-742091-150 
110-742091-210 
110-742091-310 
110-742091-330 
110-742091-390 
110-742091-430 
110-742091-490 
110-742091-50 
110-742091-510 
110-742091-530 
110-742092-10 
110-742092-110 
110-742092-150 
110-742092-190 
110-742092-210 
110-742092-230 
110-742092-250 
110-742092-270 
110-742092-290 
110-742092-30 
110-742092-310 
110-742092-50 
110-742092-90 
110-742093-150 
110-742093-70 
110-742093-90 : 
110-742094-10 
110-742094-30 
110-742094=70 
110-742095-10 
110-742096 
110-742098-3 
110-742098-5 
110-742098-7 
110-742099-10 
110-742099-10 
110-742100 
110-742108-3 
110-742108--5 
110-742108-7 
110-742108-9 
110-742121-1 
110-742121-11 
110-742121-31 
110-742121-51 
110-742123-31 
110-742123-61 
110-742124-1 


125-3 
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125-3 
131-31 
125-3 
131-29 
125-3 
125-3 
160-2 
160-3 
159-1 
159-1 
159-1 
159-1 
159-2 
159-2 
159-2 
159-2 
159-1 
15951 
159-1 
159-1 
159-1 
159-1 
159=1 
159-1 
159-1 
159-1 
159-1 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
159-14 
105-21 
105-21 
105-21 
105-22 
105-22 
105-22 
160-23 
160-24 
160-5 
160-6 
160-10 
115-15 
115-7 
160-22A 
159-24 
159-23 
159-12 
159-23 
160-3 
160-3 
160-43 
160-3 
160-2 
160-2 
159-14 


P нз ka Re EA πὶ PP ка кә E RP RPE RR PPE ра RE RRP PR RRR = z ΠῚ pa Ба ра p Ба + = үз рә pa Бә πα Ба ре = Бә рз z = ded πἑ πὰρ) ра ра рз pa 


Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-699-4307 


1ARD-1560-692-27647 


14R0-1560-310-6017 
14RD-15602310-6018 
1ARD-1560-525-8321 
l1ARD-1560-4525-8321 
14RD-1560-2317-0771 


1AR0-1560-697-0449 


1ARD-1560-327-3685 
1ARD-1560-600-4964 
1ΑΒΌ-1560-307-3402 
1ARD-1560-592-3820 
1ARD-1560-653-0949 
1ARD-1560-692-7648 


1ARD-1560—-692-7649 
1ARD-1560-536-7098 


1642 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-743001 
110-744007-11 
110-744010 
110-744010 
110-744011 
110-744011 
110-744012 
110-744013 
110-744014 
110744015 
110-744015-150 
110-744015-190 
110-744015-230 
110-744015-250 
110-744015-270 
110-744015-30 
110-744015-50 
110-744015-70 
110-744016 
110-744017 
110-744017 
110-744017-10 
110-744019 
110-744023 
110-744025 
110-744024 
110-744025 
110-744025 
110-744026 
110-744027 
110-744027 
110-744027=30 
110-744027-50 
110-744027=70 
110-744028 
110-744028 
110-744029 
110-744029 
110~744030 
110-744031 
110-744031-10 
110-744031-30 
110-744031-30 
110-744031-50 
110-744032 
110-744033 
110-744033-10 
110-744034 
110-744034 
110-744034-10 
110-744034-30 
110-744064 
110-744073 
110-744073-10 
110-744073-30 
110~744073=50 
110-744073-70 
110-744074 
110-744074-10 
110-744077 
110-744077-10 
110-744077-50 
110-744077-90 
110-744080 
110-744080-10 
110-744081 
110-744081-10 


SOURCE 
NAVY CODE 
STOCK NUMBER 
X 


жЕ 


κά 


= x 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


37 
383-5 
106-18 
107-15 
126-11 
127-7 
165-41 
152-18 
71-35 
152-10 
152-10 
152-10 
152-10 
152-10 
152-10 
152-10 
152-10 
152-10 
77-36 
77-8 
78-6 
78-6 
106-30 
106-3 
71-33 
78-32 
717-34 
78-33 
106-12 
126-28 
127-21 
127-21 
127-21 
127-21 
77-8 
78-6 
165-40 
166-31 
126-33 
106-9 
107-9 
107-7 
107-9 
107-9 
165-17 
106-3 
106-3 
165-37 
166-20 
166-20 
166-20 
127-47 
383-14 
383-14 
383-14 
383-14 
383-14 
383-13 
383-13 
383-2 
383-2 
383-2 
383-2 
107-16 
107-16 
107-17 
107-17 


z 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND 


STOCK NUMBERS NAVY INDEX NO. 


110-744081-30 
110-744114 


110-744114-10 
110-744114-30 
110-744115 
110-744115-10 
110-744115=30 
110-744115+50 
1ARD-1560-332-4579| 110-744116 
110-744116-11 
110-744117 166-15 
110-744118 78-12 
110-744118-11 78-12 
110-744119 78-12 
110-744119-11 78-12 
110-744120 166-15 
1A4RD-1560-332-4580| 110-744121 78-1 
14RD-1560-594-7829 | 110-744121-11 78-1 
110-744122 78-3 
110-744122-11 78-3 
110-744123 78-25 
14RD-1560-317-0772| 110-744124 78-16 
110-744126 78-5 
110-744126-10 78-5 
110-744126-30 78-5 
110-744126-50 78-45 
110-744127 18-29 
110-744127-10 78-29 
110-744128 78-&А 
110-744128-11 18-4Α 
110-744128-31 78-44 
110-744129 78-15 
110-744129-11 78-15 
110-744129=31 78-15 
110-744130 78-22 
110-744131 166-6 
110-744132 166-6 
110-744133 166-2 
110-744133-11 166-2 
110-744134 166-12 
1ARD-1560-2035-4451] 110-744134-10 166-12 
110-744134-30 166-12 
1ARD-1560-2332-4581 | 110-744135 166-9 
14RD-1560-594-7830| 110-744135-11 166-9 
110-744136 127-4 
110-744136-10 127-4 
110-744136-110 127-4 
110-744136-30 127-4 
110-744136-50 127-4 
110-744136-70 127-4 
110-744136-90 127-4 
110-744137 166-9 
110-744137-10 166-9 
110-744138 166-2 
110-744138-10 166-2 
110-744139 166-2 
110-744139-10 166-2 
110-744139-30 166-2 
110-744139-50 166-2 
110-744140 166-9 
110-744141 166-9 
110-744142 166-2 
110-744143 166-9 
110-744143-10 166-9 
110-74 4143-30 166-9 
110-744144 166-12 
110-744144-10 166-12 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


Revised 1 December 1959 1643 


Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-696-1721 
1ARD-1560-694—4565 
14RD-1560-316-1911 
1ARD-1560-316-1912 


1ARD-1560-653-0945 


1ARD-1560-653-0951 


1ARD-1560-653-0950 


1644 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-744144-30 
110-744144-50 
110-744145 
110-744145-10 
110-744145-30 
110-744145-50 
110-744146 
110-744146-11 
110-744147 
110-744147-11 
110-744148 
110-744149 
110-744150 
110-744150-11 
110-744150-31 
110-744151-1 
110-744151-11 
110-744151-31 
110-744152 
110-744152 
110-744152-10 
110-744152-10 
110-744152-30 
110-744152-50 
110-744153 
110-744153-11 
110-744154 
110-744154-10 
110-744155 
110-744155-10 
110-744155-30 
110-744155-50 
110-744155-70 
110~744156 
110-744156 
110-744156-10 
110-744156-10 
110-744156-110 
110-744156-130 
110-744156-30 
110-744156-50 
110-744156-70 
110-744156-90 
110-744157 
110-744158 
110-744159 
110-744159-11 
110-744160 
110-744160-11 
110-744161 
110-744161-10 
110-754161-110 
110-744161-130 
110-744161-150 
110-744161-190 
110-744161-210 
110-744161-230 
110-744161=250 
110-744161-50 
110-744161-70 
110-744161-90 
110-744162 
110-744162-11 
110-744162-31 
110-744162-41 
110-744163 
110-744164 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


| 


166-12А 
166-2 
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166-2 
166=2 
166-2 
166-2 
166-2 
166-9 
166-9 
166-16 
166-2 
166-19 
166-19 
166-19 
166-19 
166-19 
166-19 
127-13 
166-14 
127-13 
166-14 
166-14 
166-14 
166-7 
166-7 
107-32 
107-32 
166-21 
166-21 
166-21 
166-21 
166-21 
127-16 
166-27 
127-16 
166-27 
166-27 
166-27 
166-27 
166-27 
166-27 
166-27 
166-25 
78-10 
78-13 
78-13 
78-11 
78-11 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127-26 
127526 
127-28 
127-28 
127-28 
127-28 
78-9 
78-27 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΠΙ 
Numerical Index 


AF CLASS CODE NAVY FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS INDEX NO. 
110-744165 166-22 1 
110-744166 166-22 1 
110-744167 166-22 1 
110-744168 78-26 1 
110-744169 166-2 1 
110-744170 M 107-21 1 
110-744171 M 107-22 1 
110-744172 M 166-22 1 
110-744173 M 166~23 1 
110-744174 127-3 1 
110-744175 M 166-24 1 
110-744176 M1 166-9 1 
110-744177 78-9 1 
110-744178 127-5 1 
110-744179 M 166-22 1 
110-744181 166-13 1 
110-744181-11 166-13 1 
110-744181-31 166-13 1 
110-744181-41 166-13 1 
110-744182 78-24 1 
110-744182-31 78-24 1 
110-744183 78-17 1 
110-744183-11 78-17 1 
110-744184 166-2 1 
110-744184-31 166-2 1 
110-744185 166-9 1 
110-744185-31 166-9 1 
110-744186 78-34 1 
110-744186-11 78-34 i 
110-744187 78-35 1 
110-744187-11 78-35 1 
110-744188 78-14 1 
110-744188-10 77-27 1 
110-744188-30 78-14 1 
110-744189 78-14 1 
110-744189-10 77-16 1 
110-744189-30 78-14 1 
110-744190 166-17 1 
110-744190-11 166-17 1 
110-744190-31 166-17 1 
110-744191 107-6 1 
110-744191-10 107-6 1 
110-744192 M 107-7 1 
110-744192=10 107=7 1 
110-744193 152-12 1 
LARD=1560-696-1722 | 110-744194 152-16 1 
1AR0-1560-536-3006 | 110-744194-11 152-16 1 
110-744195 M 166-14 1 
110-744195-11 166-14 1 
1ARD-1560-307-3403| 110-744196 M 152-13 1 
1ARD-1560-307-3404| 110-744196-11 i 152-13 1 
110-744196-31 152-13 1 
110-744197 Ml 152-21 1 
110-744197-10 152-21 1 
110-744197+30 152-21 1 
110-744198 Μ 107-8 1 
110-744199 107-11 1 
110-744199-10 107-11 1 
110-744200 107-8 H 
110-744200-10 107-8 1 
110-744200-30 107-8 1 
1ARD-1560-696-1723| 110-744200-50 107-8 1 
110-744201 127-15 1 
110-744201-10 127-15 1 
110-744201-30 127-15 1 
110-744201-50 127-15 1 
110-744202 M 107-24 i 
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Section ΤΠ 
Numerical Index 


AF CLASS CODE 


OR 


‘STOCK NUMBERS 


1ΑΒΡ-1560-307-3405 


1ΑΒΌ-1560-307-3406 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
NAVY CODE 
PART NUMBER STOCK NUMBER 


110-744202-10 
110-744202-30 

110-744203 

110-744203-10 M 
110-744203-30 

110-744204 

110-744204-10 

110-744204-110 

110-744204-30 

110-744204-50 

110-744204-70 

110-744204-90 

110-744205 

110-744205-10 

110-744205-110 

110-744205-30 

110-744205-50 

110-744205-170 

110-744205-90 

110-744206 M 
110-744207 

110-744207-10 

110-744208 

110-744209 

110-744209-11 

110-744210 м1 
110-744211 

110-744212 M 
110-744213 
110-744213 
110-744213-10 
110-744214 
110-744214-10 
110-744214-30 
110-744214=70 
110-744216 M 
110-744217 
110-744217-10 
110-744217-30 
110-744217-50 
110-744218 
110-744218-10 
110-744218-110 
110-744218-130 
110-744218-150 
110-744218-30 
110-744218-50 
110-744218-70 
110-744218-90 
110-744219 
110-744219-10 
110-744219-110 
110-744219-130 
110-744219-30 
110-744219-50 
110-744219-70 
110-744219-90 
110-744220 
110-744221 
110-744222 
110-744224 
110-744224=10 
110-744224-30 
110-744224—50 
110-744225 
110-744225-10 
110-744225-110 


xxx 


aie й 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO. i 


107-24 
107-24 
107-25 
107-25 
107-25 
166-11 
166-11 
166-11 
166-11 
166-11 
166-11 
166-11 
166-4 
166-4 
166-4 
166-4 
166-4 
166-4 
166-4 
107-31 
127-22 
127-22 
166-5 
166-14 
166-14 
152-20 
152-20 
107-29 
107-10 
107-29 
107-29 
107-3 
107-3 
107-3 
107-3 
166-13 
127-18 
127-18 
127-18 
127-18 
127-14 
127-14 
127-14 
127-14 
127-14 
127-14 
127-14 
127-14 
127-14 
152-22 
152-22 
152-22 
152-22 
152-22 
152-22 
152-22 
152-22 
78-28 
127-10 
107-28 
166-3 
166=3 
166-3 
166=3 
166-10 
166-10 
166-10 


_______-________________<_______--_ 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE NAVY γη FIGURE TOTAL 
OR PART NUMBER STOCK NUMBER AND QTY 
STOCK NUMBERS INDEX NO 


AF 


110-7442295-130 166-10 1 
110-744225-150 166-10 1 
110-744225-170 166-10 1 
110-744225-190 166-10 1 
110-744225-210 166-10 1 
110-744225-30 166-10 1 
110-744225-50 166-10 1 
110-744225-70 166-10 1 
110-744225-90 166-10 1 
110-744226 166-26 1 
110-744226-10 166-26 1 
110-744226-30 166-26 1 
110-744226-50 166-26 1 
110-744227 166-18 1 
110-744227-10 166-18 1 
110-744228 166-18 i 
110-744228-10 166-18 1 
110-744228-110 166-18 1 
110-744228-130 166-18 1 
110--744228--150 166-18 1 
110-744228-30 166-18 1 
110-744228-50 166-18 1 
110-744228-70 166-18 1 
110-74 4228-90 166-18 1 
110-744229 127-11 1 
110-744230 166-8 1 
110-744230-10 166-8 1 
110-744231 166-8 1 
110-744231-10 166-8 1 
110-744231-30 166-8 i 
110-744231-50 166-8 1 
110-744231-70 166-8 1 
110-744231-90 166-8 1 
110-744232 127-12 1 
110- 744233 152-17 1 
110-744233-10 152-17 1 
110-744234 152+18 1 
110-744235 152-18 1 
110-744238 107-27 1 
110-744238-11 107-27 1 
110-744238-31 107-27 1 
110-744239 127-27 1 
110-744239-30 127-27 1 
110-744239-50 127-27 1 
110-744240 107-30 1 
110-744241 127-23 1 
110-744242 78-23 2 
110-744243-1 127-45 1 
110-744243-11 127-45 1 
110-744244-1 127-46 1 
110-744245-1 107-12 1 
110-744246-1 107-13 1 
110-744247=1 199-15 1 
110-744247-11 199-15 1 
110-744248-1 199-17 1 
110-744248-11 199-17 1 
110-744249-1 199-15A i 
110-744250-1 78-8 1 
110-744251-1 18-8 1 

1ARD-1560—699-4311 110-744273-1 383-6 2 
110-744276-211 383-4 2 
110-744300-1 106-34 1 
110-744300-1 107-34 1 
14RD-1560-319-3074| 110-744301-1 106-4 1 
14RD-1560-319-3074 |  110-744301-1 107-4 1 
110-744302-1 106-11 1 
110-744302-1 107-10 1 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART. NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy | INDEX NO. 


1ARD-1560-651-1779 
14RD-1560-651-1779 


110-744303-1 
110-744303-1 
110-744304-1 
110-744304-1 
110-744305-1 
110-744305-11 
110-744305-11 
110-744306-1 
110-744307-1 
110-744307-1 
110-744307-11 
110-744308-1 
110-744309-1 


14RD-1560-509-4463 


110-744310 
14RD-1560-320-6576 110-744311-1 
LARD~1560=320~6576 110-744311-1 


110-744312-1 
110-744312-1 
110-744313-1 
110-744313-1 
110-744314-1 
110-744315-1 
110-744315-1 
110-744316-1 
110-744316-1 
110-744317-1 
110-744317=1 
110-744318-1 
110-744318-1 
110-744319-1 
110-744319-1 
110-744320-1 
110-744320-1 
110-744321-1 
110-744321-1 
110-744321-11 
110-744322-1 
110-744322-1 
110-744323=1 
110-744323-1 
110-744324-1 
110-744324-1 
110-744325-1 
110-744325-1 
110-744326-1 
110-744326-1 
110-744327-1 
110-744327-1 
110-744328-1 
110-744328-1 
110-744329-1 
110-744329-1 
110-744330-1 
110-744330-1 
110-744332—1 
110-744332=1 
110-744332-11 
110-744333-1 
110-744333-1 
110-744333-11 
110-744334-1 
110-744334-1 
110-744335-1 
110-744335-1 
110-744336-1 
110-744337-1 
110-744337-1 


14R0-1560-658-2422 
1ARD-1560-658-2422 
14RD—-1560-320-6577 
1A4RD-1560-320-6577 


126-54 
127-49 
127-49 
126-48 
127-41 
126-35 
127-36 
126-36 
127-37 
126-37 
127-38 
126-39 
127-42 
126-42 
127-43 
165-19 
166-29 
165-20 
166-30 
126-38 
127-29 
126-13 
127-9 

127-9 

126-12 
127-8 

127-8 

126-2 

127-2 

126-1 

127-1 

127-25 
106-19 
107-37 


1ARD-1560-320-6578 
lARD-1560-320-6578 


l1ARD-1560-320-6579 
14RD-1560-320-6579 
14RD-1560-320-6580 
1ARD-1560-320-6580 
1ARD-1560-320-6581 
14RD-1560—-320-6581 
14RD-1560-671-3371 
1ARD-1560-671-3371 
1ARD-1560«4525-8322 
LARD~1560—525=8322 
1ARD-1560-319-3075 
1ΑΒΡ-1560-8319-3075 


14RD-1560-525-8323 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-545-6977 
l1ARD-1560-545-6977 


14RD-1660-567-6922 
LARD~1560=594~7832 
1ARD-1560-594-7832 
1ARD-1660-573-0580 
1ARD-1560-553-0214 


1ARD-1560-571-0477 
1ARD-1560-571-0477 


1ΑΒΡ-1560-301-3532 
1ARD-1560-694-4566 
1ARD-1560-651—-5647 
1ARD~1560~651-5648 
LARD~1560=-525~9982 


1ARD-1560-650-5450 
1ARD-1560-651-3153 
1ARD-1560-651-23157 
1ARD-1560—-524—-2488 
1ARD-1560-651-—1780 


1ARD-1560-30143533 


1ARD-15604571-4258 
1ARD-1560-327-3686 
lARD-1560-651-1781 
LARD~1560=313-0424 
1ARD-1560-313-0424 


1ARD-1560-191-6155 
1ARD-1560—-191-6155 


1ARD-1560-592-3837 
1ARD-1560-592-3837 
1ARD-1560-317-0778 
1ARD-1560-317-0778 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-744338-1 
110-744338-1 


110-744338-11 
110-744339-1 
110-744339-1 
110-744339-11 
110-744340-1 
110-744341-1 
110-744342=1 
110-744343-1 
110-744343-1 
110-744343-11 
110-744344-1 
110-744345-1 
110-744346-1 
110-744346-1 
110-744347-1 
110-744347-1 
110-744348-1 
110-744348-1 
110-744348-11 
110-744349-1 
110-744350«1 
110-744350-1 
110-744350-11 
110-744350-31 
110-744351-1 
110-744351-1 
110-744351-11 
110-744352-1 
110-744352-1 
110-744353-1 
110774435421 
110-744356-1 
110-744257=1 
110-744358-1 
110-744359-1 
110-744360-1 
110-744361-1 
110-744362=1 
110-744363=1 
110-744364-1 
110-744365-1 
110-744366-1 
110-744367-1 
110-744368-1 
110-744369-1 
110-744369-1 
110-744370-1 
110-744372-1 
110-744373-1 
110-744374-1 
110-744375-1 
110-744376-1 
110-744376-1 
110-744377-1 
110-744371-1 
110-745001 
110-745001 
110-745002 
110-745002 
110-745002-27 
110-745002-27 
110-745002=33 
1109-74 5002-33 
110-745002=5 
110-745003 


NAVY 


STOCK NUMBER 


SOURCE 
CODE 


Section III 


Numerical Index 


FIGURE 
AND 
INDEX NO. 


126-40 
127-30 


127-30 
126-41 
127-32 
127-32 
342-55 
78-30 
78-31 
126-26 
127-20 
127-20 
127-31 
127-33 
126-43 
127-39 
126-44 
127-40 
165-36 
166-32 
166-32 
199-18 
165-43 
166-734 
166-34 
166-34 
126-53 
127-48 
127-48 
165-42 
166-33 
383-15 
383-3 
78-21 
78-21 
17-29 
17-27 
17-27 
4-5 
1771 
17-42 
17-1 
17-2 
4-9 
342-20 
33-16 
126-49 
127-44 
383-16 
78-4 
78-4 
342-54 
342-52 
126-47 
127-35 
165-18 
166-28 
17-3 
76-1 
105-41 
158 
108-3 
109-3 
106-2 
107-2 
108-2 
125-5 


TOTAL | MICRO 
QTY | FILM 


zz 
--____-_3-323_-32<2+-+--+232-_ჰ-----–_–-––-–-ჰ---_-_<--<<____ 


2 


1649 


Section ΤΠ 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-696-1724 


LARD=5930=241=7015 
1ARD-5930-241-7018 
1ARD-1560-191-6156 


1ARD-5930-187-0349 
1ARD-5310-025-7283 
1LARD~5310*478-3305 
LARD~5310*478~-3305 
1ARD~5310-478~3 306 


1ARD-1560-189-4261 
1ARD-1560-189-4261 
1ARD-1560-189-4261 
1ARD-1560-189—4261 
1ARD-1560-189-4261 
lARD-15604189-4261 
1ARD-1560-189-4261 
14RD-1560-189-4261 
lARD-1560-189-4261 
1ARD-1560-189-4261 
LARD~5355=525~8324 
1ARD—-5355-525-8324 
1ARD-5355-525-8324 
1A4RD-5355-525—-8324 
1ARD-5355-525-8324 
1ARD—-5355-525-8324 
1ARD-53552525-8324 
1ARD-5355-525-8324 
1ARD-5355-525—-8324 
14RD—-5355—-525-8324 
1ARD-1560-4533-0195 
1ARD-1560-191-6162 
14RD-1680-191-6164 
1A4RD—1560-189-4263 
1ARD-1560-189—-4264 


1650 


T.O. 1C-119F-4/NAV AER 01-115CCB-4 


URCE 

RE pus FIGURE 

PART NUMBER STOCK NUMBER AND 
INDEX NO 


МІ 


TOTAL | МІСКО 
QTY | FILM 
1 


110-745003-10 128-1 
110-745004 158-20 NP 
110-745005 158-21 NP 
110-745006 125-6 NP 
110-745006 126 
110-745007-3 110-54 
110-745007-3 128-26 
110-745007-3 167-29 
110-745007-3 168-35 
110-745007-5 108-61 
110-745007-5 110-54 
110-745007-5 128-27 
110-745007-5 167-30 
110-745007-5 168-35A 
110-745010-1 4 
110-745010-2 4 
110-745014 50 
110-745015 342 
110-745018 370 
110-745019 105-41 
110-745020 125 
110-745021 158 
110-745023 125 
110-746000-110 76-12 
110-746000-50 161-13 
110-746001 253-8 
110-746001-10 253-8 
110-746001-3 253-11A 
110-746001-5 253-11А 
110-746002 253-15 
110-746002-5 253-16 
110-746003-3 253-34 
110~746003=5 253-10 
110-746003-5 ! 253-23 
110~746003=7 253-13 
110-746004-1 111 
110-746004-10 111 
110-746004-2 111 
110-746004-20 111 
110-746005-1 111 
110-746005-2 111 
110-746006 239-5 1 
110-7&6006 A 2&0=5 1 
110-746006 242-5 1 
110-746006 244-5 1 
110-746006 24555 1 
110~746006 246-5 1 
110-746006 241-5 1 
110-746006 248-5 1 
110-746006 249-5 1 
110--74 6006 250-5 1 
110-746006-7 239-6 H 
110-746006-7 240-6 1 
110-746006-7 2426 1 
110-746006-7 244-6 i 
110-746006-7 245-6 1 
110-746006-7 246-6 H 
110-746006-7 257-6 1 
110-746006-7 248-6 1 
110-746006-7 249-6 1 
110-746006-7 250-6 1 
110-746009 P 253-17 9 
110-746012-21 253-28 2 
110-746015 105-30 1 
110-746024 354-13 1 
110-746025 354-15 2 
110-746026-10 197-30 1 


Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-211-1030 


14RD-1560-2320-6582 
1ARD-1560-320-6582 
1ARD-1560-025-6089 
1ARD-1560-025-6090 
1ARD-1560~700-6711 
1ARD-1560-707-7602 
1ARD0-1560-651-1759 
1ARD-1560-314-9384 
1ARD—-1560-301-8381 
1ARD-1560-195-5066 
1ARD-1560-195—-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 
1ARD-1560-195-5066 


1ARD~1560-198-7387 


1ARD-1560-317-0779 
1ARD-1560-311-0422 


1ARD-1560-699-4313 
1ARD-1560-301-8382 
1ARD—-5930-189—-4265 
1ARD-5930-189-4265 
1ARD-5930-189-4265 
LARD~5930~189-4 265 
1ARD-5930-189-4265 
1ARD-5930-189-4265 
1ARD-5930-189—-4265 
1ARD-5930-189-4265 
1ARD0—-5930-189—-4265 
1ARD-5930-189-4265 
1ARD-5930-189-4265 
1ARD-5930-189-4265 
14RD-5930-189-4265 
l1ARD-1560-189—-4266 
1ARD-1560-2376-2537 


1ARD-1560-189-4267 
1ARD~1560-189~4 267 
1#00-1560-189-1452 
1A4RD-1560-533-2327 
1ARD-1560-219-24574 
14RD-5930-7335-9546 
14RD-1560-7310-6019 
1ARD-1560-189-1450 


1ARD-1560-373-4775 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-746030 
110-746035 
110-746035-45 
110-746040 
110-74604083 
110-746040-30 
110-746040-50 
110-746040-7 
110-746041 
110-746041-10 
110-746041-30 
110-746057 
110-746057 
110-746057-10 
110-746057-30 
110-746058 
110-746059 
110-746060 
110-746063 
110-747003 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747009 
110-747010 
110-747010-10 
110-747019 
110-747028-3 
110-747046 
110-747048 
110-747048 
110-747055 
110-747058 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747063 
110-747065-21 
110-747065-23 
110-747066 
110-747066 
110-747066-3 
110-747066-3 
110-74707?5-21 
110-747075-23 
110-747076-3 
110-747083 
110-747084—-3 
110-747085-21 
110-747087 
110-747097 
110-747111 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


| 


FIGURE 
AND 


Section III 
Numerical Index 


INDEX NO. 


239-11 
240-11 
242-211 
244-11 
245-11 
246-11 
247-11 
248-11 
249-11 
250-11 
136 
136-8 
105-33 
76-5 
105-32 
151-18 
154-16 
161-18 
161-10 
150-2 
153-12 
239-19 
240-21 
242-21 
244-21 
245-21 
246-21 
247-21 
248-21 
249-21 
250-21 
313-16 
76-9 
76-9 
108 
109 
108-1 
109=1A 
351-15 
351-15 
351-16 
253-6 
76-10 
76-11 
105-34 
125-18 
369-22 
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1651 


Section HI 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


LARD=2925=343=2918 
14RD-1560-301-8384 
14RD0-1560-301-8384 
14RD-1560-320-6584 
14RD-1560-320-6585 


1ARD-1560-532-5533 


LARD~1560~699-4314 
1ΑΚΌ-1560-317-0781 


14RD-1560-524-2489 


1ARD-1560-305-0325 
1ARD—-1560—-305-0325 
1A4RD-1560-305-0325 
1ARD-1560-305-0325 
lARD-1560-305-0325 
14RD-1560-305-0325 
1ARD-1560-305-0325 
1ARD-1560-305-0325 


1ARD-1560-317-0784 
14RD-1560-316-1917 
1ARD—-15604316-1918 
1ARD-5930-189-1447 
14RD-5930-189-1445 


1ARD-1560-301-8385 
1ARD-1560—-651-3193 


1ARD-1560-189-4142 


1ARD-1560-316-1919 
1ARD-1560-316-1919 
1ARD-1560-651-1750 


1652 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-747111-10 
110-747112-10 
110-747112-10 
110-747123-1 
110-747123-2 
110-747124-11 
110-747126-1 
110-747128-3 
110-747128-53 
110-748002 
110-749000-1 
110-749000-2 
110-749005=15 
110~749005=30 
110-749005-7 
110-749006 
110-749037 
110-749037 
110-749037 
110-749037 
110-749037 
110-749037 
110-749037 
110-749037 
110-749037 
110-749038 
110-749038 
110-749038-10 
110-749038-10 
110-749038-10 
110-749038-10 
110-749038-10 
110-749038-10 
110-749038-10 
110-749038-10 
110-749039-45 
110-749039-47 
110-749040-45 
110-749040-47 
110-749041-11 
110-749041-15 
110-749041-210 
110-749041-230 
110-749041-250 
110-749041-3 
110”-74904 1.43 
110- 7490417 
110-749042 
110-749043 
110-749043-30 
110-749044-1 
110-749044-11 
110-749044-2 
110-74904 4-3 
110-749044-3 
110-749044-4 
110-749044-5 
110-749044-7 
110-749048 
110-749048 
110-749048 
110-749048-11 
110-749048-11 
110-749048-11 
110-749048-11 
110-749048-11 
110-749048-11 


STOCK NUMBER 


FIGURE 
AND 


INDEX NO. 


369-26 
161-11 
161-12 
18-1A 
18-1A 
158-17 
124-10Α 
248-8 
249-8 
190 
111-9 
111-9 
238-11 
238-10 
238-12 
231-22 
239=18 
240-20 
242-20 
244-20 
245-20 
246-20 
247-20 
248-20 
249-20 
239-32 
240-234 
239-32 
242-434 
244434 
245934 
246-34 
247-34 
248-34 
249-34 
151-17A 
149-10 
151-17 
149-9 
151-10 
151-2 
150-1 
149-4 
149 
149-3 
151-11 
150-11 
231-39 
231-34 
239-4 
103-5 
232-27 
103-5 
103-6 
232-29 
103-6 
103-7 
232-28 
239-4 
240-4 
250-4 
239-15B 
250-17 
242-17 
244-17 
245-17 
246-17 


TOTAL | MICRO 
QTY | FILM 


= 
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Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΠΙ 


Numerical Index 


SOURCE 
NAVY FIGURE TOTAL | MICRO 
STOCK NUMBER AND QTY | FILM 
navy | INDEX NO. 


AF CLASS CODE 
OR 
STOCK NUMBERS 


PART NUMBER 


1ARD-1560-524-2490 
l1ARD-1560-524-2490 
1ARD-1560-524-2490 
1ARD-1560-524-2490 
1ARD-1560-524-2490 
1ARD-1560-2524-2490 
1ARD-1560-524-2490 
1ARD-1560—-524-2490 
lARD-1560-4524-2490 


1ARD-1560-524-2491 
1A4RD-1560-524-2491 
14ARD-1560-524-2491 
1ARD-1560—-524-2491 
1ARD-1560-524-2491 
lARD-1560-524-2491 
1ARD-1560-524-2491 
1ARD-1560-524-2491 
1ARD-1560-524-2491 
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110-749048-11 
110-749048-11 
110-749048-11 
110-749048-11 
110-749048-30 
110-749048=30 
110-749048-30 
110-749048-30 
110-749048-30 
110-749048-30 
110-749048-30 
110-749048-30 
110-749048-30 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048-7 
110-749048=7 


110-749049-3 

110-749049-3 

110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-30 
110-749049-41 
110-749049-41 
110-749049-43 
110-749049-43 
110-749049-43 
110-749049-45 
110-749049-45 
110-749049-45 
110-749049-47 
110-749049—47 
110-749049-47 
110-749049-47 
110-749049~47 
110-749049-47 
110-749049-47 
110-749049-47 
110-749049-47 
110-749049=47 
110-749049-5 

110-749049-5 

110-749049-51 
110-749049-51 
110-749049-51 
110-749049-51 
110-749049-—51 
110-749049-51 
110-749049-51 
110-749049-51 
110-749049=51 
110-749049-51 


247-17 
248-17 


249-17 
250-17 
2450-4 
242-4 
244-4 
245-4 
246-4 
247-4 
248-4 
249-44 
250-4 
239-15A 
240-16 
242-16 
244-16 
245-16 
246-16 
247-16 
248-16 
249-16 
250-16 


1ARD-1560-316-1920 110-749049 239-16A 
1ARD-1560-316-1920 110-749049 240-18A 
1ARD-1560-316-1920 110-749049 250-18A 


239-17 
240-19 
239-16A 
240-18Α 
242-18/ 
2&&=18A 
2&6-18A 
2&7-18А 
248-18/ 
249-18A 
250-18Α 
239-17B 
2&0=19B 
239-17 
240-19 
250-19 
239-17A 
240-19A 
250-19A 
239-178 
240-198 
242-198 
244-198 
245-198 
246-198 
241-198 
248-198 
249-198 
250-198 
239-17A 
240-19A 
239-17 
240-19 
242-19 
244-19 
245-19 
246-19 
247-19 
248-19 
249-19 
250-19 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-694-7282 
l1ARD-1560-694-7282 
lARD-1560-694-7282 
1ARD-1560-694-7282 
1ARD-1560-694-7282 
1ARD-1560-694-7282 
lARD-1560-694-7282 
14RD-1560—-694—-7282 
1ARD-1560-694-7282 
lARD-1560—-694-7282 
1ARD-1560—-533-0198 
1ARD-1560-533-0192 
1ARD-1560-525-8325 
1ARD-1560-671-3372 


1ARD-1560-571-0469 
1ARD-1560-571-0470 


1ARD-1560-532-5534 


1ARD-1560-524—-2492 
1A4RD-1560-524—-2493 


1ARD-1560-651-1751 


1ARD-1560-651-1752 


1ARD-1560-658-2455 
1ARD-1560-651-3197 


14RD-1560-633-3780 
l1ARD-1560-650-6711 
LARD~1560~650-6712 


LARD-1560~694-4 567 
1ARD-1560-214-9839 


1654 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-53 
110-749049-7 
110-749049-7 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749050 
110-749052-11 
110-749052-13 
110-749052-15 
110-749052-17 
110-749052-31 
110-749052-7 
110-749053-3 
110-749053-5 
110-749053-7 
110-749054-13 
110-749054-15 
110-749054=17 
110-749054-3 
110-749054-31 
110-749054-33 
110-749054-35 
110-749054-37 
110-749054-41 
110-749054-43 
110-749054-45 
110-749054-47 
110-749054-5 
110-749054-51 
110-749054-7 
110-749055-11 
110-749055-13 
110-749055-15 
110-749055-17 
110-749055-31 
110-749055-37 
110-749055-41 
110-749055-47 
110-749055-51 
110-749055-7 
110-749056-17 
110-749056-19 
110-749056-7 
110-749056-9 
110-749058 
110-749058-3 
110-749060 
110-749060-10 
110-749060-11 
110-749060-3 
110-749060-30 


STOCK NUMBER 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO. 


239-17A 
240-19A 
242-19A 
244-19A 
245-19A 
246-19Α 
2&7-19A 
248-19A 
249-19A 
250-19Α 
239-178 
240-198 
239-25 
240-27 
242227 
2464-227 
245-27 
246-27 
247-427 
248-27 
249-27 
250-27 
153-35 
153-36 
153-35 
153-36 
153-35 
153-36 
153-21 
153-20 
153-20 
154-18 
154-17 
154-18 
154-18 
154-17 
154-18 
154-17 
154-17 
154-18 
154-17 
154-18 
154-18 
154-17 
154-17 
154-17 
155-15 
155-7 
155-16 
155-8 
155-7 
155-23 
155-24 
155-23 
155-24 
155-8 
156-14 
156-13 
156-7 
156-6 
17-10A 
17-11A 
152-8 
152-8 
153-24 
153-23 
152-8 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-214-9840 
1ARD-5930-538-0793 


1ΑΒΌ-1560-532-5535 


1ΑΒΌ-1560-515-0775 


1ΑΒΡ-15δ0-532-5536 


1ARD-1560-700-1135 


1ARD-1560-700-1125 


1ΑΒΡ-5340-316-1921 
1ΑΒΡ-5340-316-1922 
1ΑΒ0”-5340”-316”-1922 
1ARD-5340-316-1922 
1ARD-52340-316-1922 
1ARD-5340-316-1922 
1ARD-5340=316-1922 


1ARD-1560-314-9387 
1ΑΡΌ-1260-314-93287 
1ARD-1560-314-9388 
1ARD-1560-314-9388 
1ARD~1560-307~3408 
1ARD-1560-307-3408 


1ARD-1560-316-1923 
14RD-1560-316-1923 
lARD-1560-314-9389 
1ARD-1560-314-9389 


14RD-1560-314-9390 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-749061 
110-749061-11 


110-749061-3 
110-749061-5 
110-749062 
110-749062-10 
110-749062-110 
110-749062-3 
110-749062-30 
110-749062-5 
110-749062-50 
110-749062-70 
110-749062-90 
110-749063 
110-749063-10 
110-749063-110 
110-749063-130 
110-749063-150 
110-749063-50 
110-749063-90 
110-749064 
110-74 9064-11 
110-749064=31 
110-749064-51 
110-749064-71 
110-749065 
110-749065-10 
110-749065-110 
110-749065-130 
110-749065-150 
110-749065-50 
110-749065-70 
110-749065-90 
110-749067-10 
110-749067-30 
110-749067~30 
110-749067-30 
110-749067-30 
110-749067-30 
110-749067-30 
110~749077=3 
110-7490717-3 
110-749084~11 
110-749084-15 
110-749084-17 
110-749084-31 
110-749084—41 
110-749084-7 
110-749084-9 
110-749085-11 
110-749098 
110-750010-1 
110-750010-103 
110-750010-103 
110-750010-105 
110-750010-105 
110-750010-107 
110-750010-107 
110-750010-11 
110-750010-113 
110-750010-113 
110-750010-115 
110-750010-115 
110-750010-116 
110-750010-117 
110-750010-117 
110-750010-123 


SOURCE 


STOCK NUMBER 


FIGURE 
AND 


INDEX NO. 


152-7 
152-7 
153-7 
153-7 
152-6 
152-6 
152-6 
154-6 
152-6 
154-2 
152-6 
152-6 
152-6 
152-45 
152-5 
152-5 
152-5 
152-5 
152-5 
15255 
152-4 
152-4 
152-4 
152-4 
152-4 
152 
152 
152 
152 
152 
152 
152 
152 
152-3 
153-1A 
153-22 
154-1 
155-1 
155-17 
155-9 
150-19 
153-15 
232-52 
232-53 
232-54 
232-52 
232-48 
232-53 
232-54 
232-48 
35-21 
108-60 
108-49 
110-11 
108-40 
109-59 
109-13 
128-14 
108-6 
108-12 
109-12 
108-13 
109-14 
342-23 
108-51 
110-13 
167-32 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 
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AF CLASS CODE NAVY e FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 

14RD-1560-314-9391 110-750010-125 128-29 1 
14RD-1560-314-9392| 110-750010-127 167-7 1 
1A4RD-15604314-9392| 110-750010-127 168-21 1 
1ARD-1560-310-6021| 110-750010-13 108-5 1 
14RD-1560-310-6021| 110-750010-13 109-5 1 
1ARD-1560-310-6022| 110-750010-131 167-7 1 
14RD-1560-310-6023| 110-750010-133 167-8 1 
14RD-1560-310-46023| 110-750010-133 168-22 1 

110-750010-137 167-32 1 
1ARD-1560-308-0067| 110-750010-141 167-31 1 
1A4RD-1560-238-6324 | 110-750010-147 108-37 1 
148D-1560-238-6324| 110-750010-147 109-56 1 
1ARD-1560-314-9393| 110-750010-15 108-26 1 
1ARD-1560-314-9393| 110-750010-15 109-32 1 
1^RD-1560-314-9394| 110-750010-17 108-27 1 
14RD-1560-314-9394| 110-750010-17 109-33 1 
lARD-1560-241-7004| 110-750010-177 108-38 1 
14RD-1560-241-7004| 110-750010-177 109-57 1 
1ARD-1560-241-7005| 110-750010-181 108-54 1 
14RD-1560-241—-7005| 110-750010-181 110-16 1 
1ARD-1560-241-7006| 110-750010-183 108-55 1 
1ARD-1560-241-7006| 110-750010-183 110-17 1 
14RD-1560-241-7007 | 110-750010-185 108-39 1 
14RD-1560-241-7007| 110-750010-185 109-58 1 
1ARD-1560-241-7008| 110-750010-187 108-56 1 
1ARD-1560-241-7008| 110-750010-187 110-18 1 

110-750010-193 108-42 1 

110-750010-193 110-2 1 
14RD-1560-241-7010| 110-750010-195 108-57 1 
14RD-1560-241-7010| 110-750010-195 110-19 1 
1A4RD-1560-310-6024| 110-750010-235 108-15 1 
1ARD-1560-310-6024| 110-750010-235 109-16 1 

110-750010-237 108-14 1 

110-750010-237 109-15 1 

110-750010-241 128-16 1 
1ARD-1560-694-4570| 110-750010-243 108-34 1 
LARD=1560-694-45701 110-750010-243 109-44 1 
lARD-1560-092-5438| 110-750010-245 128-19 1 

110-750010-247 128-13 1 

110-750010-253 108-7 1 

110-7500104253 109-7 1 

110-750010-257 108-8 1 

110-750010-257 109-8 1 
14RD-1560-314-9395| 110-750010-261 108-9 1 
1A4RD-1560-314-9395]| 110-750010-261 109-9 1 
14RD-1560-314-9396 | 110-750010-263 108-10 1 
1LARD~1560~314-9396 | 110-750010-263 109-10 1 
lARD-1560-694-4571| 110-750010-265 128-15 1 
1ARD-1560-092-5439| 110-750010-267 108-32 1 
14RD-1560-092-5439]| 110-750010-267 109-39 1 
1ARD-1560-310-6025| 110-750010-271 108-33 1 
1А80-~1560=310=6025 | 110-750010-271 109-40 1 

110-750010-273 167-2 1 

110-750010-3 128-31 1 
14RD-1560-694-4572 110-750010-307 128-10 1 
1ARD-1560-316-1924| 110-750010-31 108-47 1 

110-750010-317 167-11 1 

110-750010-317 168-34 1 

110-750010-33 108-48 1 

110-750010-33 110-10 1 

110-750010-335 128-2 1 

110-750010~337 128-8 1 
1А60-1560=304-4352 | 110-750010-341 128-7 1 
14RD-1560-571-1183]| 110-750010-343 128-18 1 

110-750010-345 128-17 1 
1ARD-1560—-314-9397 | 110-750010-35 108-52 1 
1ARD-1560—-314-9397 | 110-750010-35 110-14 1 


Revised 1 December 1959 


АЕ CLASS CODE 
OR 
STOCK NUMBERS 


LARD@1560-307=3409 
1АК0- 1 560-694=4573 
1АА0= 1560-69445 73 
1ARD-1560-314-9398 
1ARD-1560-314-9398 
5995-040-9601 

5995-040-9601 

1ARD-1560-2694-4574 
1ARD-71560-694-4574 
1ARD-1560-310-6027 
1ARD-1560-310-6027 
1ARD-1560-694-4575 
1ARD-1560-694-4575 
1ARD-1560-308-0068 


LARD=1560-310-6028 
14RD-1560-310-6028 
14RD-1560-310-6029 
1ARD-1560-310-6029 


1AR0-1560-651-3143 
1ARD-1560-651-3143 


1ARD-1560-314-9400 
1ARD-1560-314-9400 
14RD-1560-314-9401 
1ARD-1560-314-9401 
14RD-1560-314-9402 
1A4RD-1560-314-9402 
1ARD-1560-314-9403 
14RD-1560-314-9403 


1ARD-1560-314-9404 
1ARD—-1560-314-9404 


1ARD-1560-694-4576 


1ARD-1560-307-3410 
1ARD-71560-307-3410 
1ARD-1560-307-3410 
14RD-1560-092-5440 
1ARD-1560-092-45440 
1ARD-1560-314-9407 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-750010-351 
110-750010-353 
110-750010-353 
110-750010-355 
110-750010-355 
110-750010-357 
110-750010-357 
110-750010-361 
110-750010-361 
110-750010-365 
110-750010-365 
110-750010-367 
110-750010-367 
110-750010-37 

110-750010-371 
110-750010-41 

110-750010=41 

110-750010-413 
110-750010-413 
110-750010-415 
110-750010-415 
110-750010-417 
110-750010-417 
110-750010-421 
110-750010-421 
110-750010-423 
110-750010-423 
110-750010-425 
110-750010-425 
110-750010-427 
110-750010-427 
110-750010-43 

110-750010-43 

110-750010-431 
110-750010-431 
110-750010-433 
110-750010-435 
110-750010-437 
110-750010-437 
110-750010-441 
110-750010-443 
110-750010-443 
110-750010-2447 
110-750010-447 
110-750010-451 
110-750010-501 
110-750010-501 
110-750010-503 
110-750010-503 
110-750010=505 
110-750010-505 
110-750010-507 
110-750010=507 
110-750010-51 

110-750010-51 

110-750010-513 
110-750010-513 
110-750010-531 
110-750010-645 
110-750010-65 

110-750010-65 

110-750010-655 
110-750010-655 
110-750010-655 
110-750010-657 
110-750010-657 
110-750010-67 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


128-12 
108-17 
109-18 
108-18 
109-19 
108-19 
109-20 
108-11 
109-11 
108-20 
109-22 
108-21 
109-23 
110-53 
128-9 

108-35 
109-45 
167-12 
168-24 
108-24 
109-30 
108-25 
109-31 
108-22 
109-28 
108-45 
110-5 

108-43 
110-3 

108-44 
110-24 

108-36 
109-54 
108-46 
110-6 

128-3 

167-1 

167-14 
168-23 
199-16 
167-6 

168-26 
108-23 
109-29 
108-41 
108-28 
109-34 
108-30 
109-36 
108-50 
110-12 
108-31 
109-37 
108-59 
110-32 
108-29 
109-35 
167-10 
128-28 
108-58 
110-31 
165-20 
167-33 
168-36 
167-9 

168-20 
108-53 


Section Ш 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS navy | INDEX NO. 


1ΑΒΌ” 1560-31 4-9 07 110-750010-67 110-15 
1ΑΒΌ-1560-310-6030 110-750010-685 77-20 
1ARD-1560-314-9408 110-750010-71 108-16 
14RD-1560-314-9408 110-750010-71 109-17 
110-750010-73 128-20 
110-750010-851 17-30 
110-751000 35-3 
110-751000-35 41-19A 
110-751000-37 41-19B 
110-751000-55 415198 
110-751001 ` 94-8 
110-751002 94-9 
110-751003 94-9А 
110-751004 187 
110-751005 231-23 
110-751005 232-17 
110-751008 133 
110-751008 
110-751009 
110-751009 
110-751009-11 
110-751009-11 
110-751009-3 
110-751009-3 
110-751009-5 
110-751009-5 
110-751009-7 
110-751009-7 
110-751011 
110-751014 
110-751014 
110-751015 
110-751015 
110-751017 
110-751018 
110-751020 
110=751022-10 
110-751022-30 
110-751022-50 
110-751022-70 
110-751023 
110-751023 
110-751025-1 
110-751025-2 
110-751027 
110-751031 
110-751032 
110-751039-1 
110=751039-2 
110-751041-1 
110-751063 
110-751063-11 129-12 
110-751063-31 129-11 
110-751065-1 113 
110-751065-2 113 
110-751066-1 96 
110-751069-1 246-3 
110-751069-1 247-5 
110-751069-1 248-5 
110-751069-1 24923 
110-751071 113 
110-751074 245 
110-751080-1 113 
110-751084-1 133 
110-751086-1 116-28 
110-751086-1 117-35 
110-751086-1 118-34 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS . NAVY INDEX NO. 


110-751086-1 119-38 
110-751087-31 
110-751093-1 
1102751094 
110-751095-1 
110-751096 
110-751096-3 
110-751096-5 
110-751097 
110-751099 
110-751100-1 
110-751101-1 
110-751101-127 
110-751106=11 
110-751106-11 
110-751106-31 
110-751106-31 
110~751106=41 
1ARD-1560-533-0199| 110-752004=10 
1ARD-1560-533-0199| 110-752004-10 
110-752004-110 
110-752004-130 
110-752004-170 
110-752004-190 
110-752004-190 
110-752004-210 
110-752004-230 
110-752004-50 
110-752004-90 
110-752004-90 
110-752004-90 
110-752004-90 
1ARD-1560=700-1128| 110-752006-130 118-14 
1^RD-1560-700-1128| 110-752006=130 119-16 
1ARD-1560-700-1128| 110-752006-130 122-13 
14RD-1560-700-1128| 110-752006-130 123-15 
110-752006-150 123-15 
110-752006-170 120-16 
1ARD-1560-670-0810| 110-752006-190 119-16 
1ARD-1560-670-0810| 110-752006-190 120-16 
110-752006-210 120-16 
1ARD-1560-594-7833]| 110-752006-230 1215-16 
110-752006-250 123-15 
1ARD-1560-316-1925| 110-752006-50 116-15 
1ARD-15604316-1925| 110-752006-50 117-15 
1ARD-1560-316-1926| 110-752007-10 116-1 
110-752007-110 118-1 
110-752007-110 119-1 
110-752007-110 120-1 
110-752007-110 122-1 
110-752007-110 123-1 
110-752007-130 123-1 
110-752007-150 121-1 
110-752007-170 119-1 
110-752007-170 120-1 
110-752007-90 117-1 
110-752008 115 
110-752008 117 
110-752008 118 
110-752008 119 
110-752008 120 
110-752008 121 
110-752008 122 
110-752008 123 
110-752009 169 
110-752009-13 . 169-27 
110-752009-30 169-26Α 
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Section HHI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE NAVY ο. FIGURE | TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND QTY | FILM 


STOCK NUMBERS INDEX NO. 


14R0-1560—-305-0400 110-752009-5 169-8 
110-752009-70 169-26Α 
110-752010 169-7 
110-752010-30 169-26 

14RD-1560-303-2475 110-752010-70 169-26 
110-752016 114-12 

1ARD-1560-316-1927 110-752016-10 114-12 

1ARD-1560-316-1928 110-752017 114-23 
110-752017-10 116-18 
110-752017#110 116 
110-752017-30 116-19 
110-752017-50 116-20 
110-752017-7 116-6 
110-752017-70 116-21 
110-752017-90 116-22 

14RD-1560—-317-0786 110-752018 116-27 
110-752020 '116-27 
110-752020-10 175-21 
110-752020-110 119-36 
110-752020-110 120-37 
110-752020-110 123-32 
110-752020-130 121-34 
110-752020=30 117-33 
110-752020-50 117-33 
110-752020-70 118-31 
110-752020--70 123-32 
110-752021 114-23 
110-752021-10 116-18 
110-752021-30 116-19 
110-752021-50 116-20 
110-752021-7 116-6 
110-752021-70 116-21 
110-752021-90 116-22 
110-752027 114-23 
110-752027-10 117-19 
110-752027-10 118-19 
110-752027-10 119-21 
110-752027-10 120-21 
110-752027510 121-21 
110-752027-10 122™17 
110-752027-10 123-20 
110-752027-110 117-23 
110-752027~130 118-23 
110-752027-130 118-24 
110-752027-130 119-24 
110-752027-130 120-23 
110-752027-130 121-23 
110-752027-130 122-238 
110-752027-150 117-25 
110-752027=150 118-24 
110-752027-150 119-25 
110-752027-150 120-24 
110-752027-150 121-24 
110-752027-150 122-18 
110-752027-150 123-25 
110-752027-170 117-26 
110-752027-170 118-25 
110-752027-170 119-26 
110-752027-170 120-25 
110-752027-170 121-25 
110-752027-170 122-21 
110-752027-170 123-26 
110-752027-190 117-27 
110-752027-190 118-25A 
110-752027-210 114-23 
110-752027-230 117-21 
110-752027-230 118-21 


Qp н н кн ке = 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE — | TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS AF |Navy| INDEX NO. 


= ~230 119-22 
1107850512230 122-16 


110-752027-250 114-23 
110-752027-30 117-20 
110-752027-30 123421 
110-752027-310 117-27A 
110-752027-330 114-23 
110-752027-350 114-23 
110-752027-370 122-22 
110-752027-390 122-23 
110-752027-430 114-23 
110-752027-450 114-23 
110-752027-470 114-23 
110-752027-490 114-23 
110-752027-510 114-23 
110-752027-530 117-32A 
110-752027-530 118-25D 
110-752027-530 119-28 
110-752027-530 120-27 
110-752027-550 117-328 
110-752027-550 118-25E 
110-752027-550 119-29 
110-752027-550 120-28 
110-752027-570 117-32C 
110-752027-570 118-25F 
110-752027-570 119-30 
110-752027-570 120-29 
110-752027-590 114-23 
110-752027-610 117-278 
110-752027-610 118-258 
110-752027-610 119-30A 
110-752027-610 120-30 
110-752027-610 121-27 
110-752027-610 123-22 
110-752027-630 117-27C 
110-752027-630 118-25C 
110-752027-630 120-31 
110-752027-630 121-28 
110-752027-630 123=24 
110-752027-650 118-33 
110-752027-650 120-31A 
110-752027-670 114-23 
110-752027-70 117-20A 
110-752027-70 118-20 
110-752027-70 119-27 
110-752027-70 120-26 
110-752027-70 121-26 
110-752027-70 122=23А 
110-752027-90 117-22 
110-752027-90 118-22 
110-752027-90 119-23 
110-752027-90 120-22 
110-752027-90 121-22 
110-752027-90 122-20 
110-752027-90 123-23 
110-752028-1 114-23 
110-752029-630 119-308 
110-752029~650 119-30C 
110-752030<5 113-68 
110-752031-1 1113-66 
110-752032-1 115-12 
110-752032-11 115-12 

1ARD-1560-700-6713 110-752033-1 115-8 
110-752033-11 115-8 
110-752035-1 115-2 
110-752035-11 115-2 
110-752035-31 115-2 
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Section III 
Numerical Index 


АЕ CLASS CODE 


08 
STOCK NUMBERS 


14RD-1560-700-1603 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-752036-1 
110-752036-11 
110-752039-11 
110-752039-13 
110-752039-15 
110-752039-31 
110-752090-90 
110-753030 
110-753030-10 
110-753030-130 
110-753030-150 
110-753030-170 
110-753030-200 
110-753030-201 
110-753030-203 
110-754019-30 
110-754019-70 
110-754019-90 
110-754031 
110-754032 
110-754032 
110-754033 
110-754033-11 
110-754034 
110-754034 
110-754034 
110-754034-11 
110-754034-11 
110-754034-11 
110-754035 
110-754035-10 
110-754035-30 
110-754036 
110-754036-10 
110-754036-30 
110-754037 
110-754037-10 
110-754031-30 
110-754037-50 
110-754038 
110-754038-10 
110-754038-30 
110-754039 
110-754039-10 
110-754040 
110-754041 
110-754042 
110-754043 
110-754043-10 
110-754043-30 
110-754043-50 
110-754044 
110-754045 
110-754045-10 
110-754046 
110-754047 
110-754048 
110-754049 
110-754049-10 
110-754049-110 
110-754049-150 
110-754049-30 
110-754049-50 
110-754049-70 
110-754049-90 
110-754050 
110-754050-10 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO 


115-1 
115-1 
113-28 
114A7 
114Α1 
113-28 
122-29 
114-33 
129-7 
129-1 
129-5 
129-4 
129-6 
129-3 
129-2 
109-6 
109-6 
109-6 
167-2 
167-13 
168-25 
109-24 
109-24 
128-22 
168-32 
199-20 
128-22 
168-32 
199-20 
109-49 
109-49 
109-49 
109-50 
109-50 
109-50 
109-51 
109-51 
109-51 
109-51 
109-62 
109-62 
109-62 
110-1 
110-1 
109-27 
110-29 
110-30 
109-48 
109-48 
109-48 
109-48 
109=26 
109-47 
109-47 
109-25 
109-52 
109-53 
109-56 
109-56 
109-56 
109-56 
109-56 
109-56 
109-56 
109-56 
109-60 
109-60 


TOTAL 
QTY 


MICRO 
FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-305-0429 


1ARD-41560-305-0440 


1ARD-1560-305-0450 


1ARD-1560-533-0202 
1ARD-1560-305-0487 


1ARD-1560-305-0503 
14RD-1560-305-0506 


14RD-1560-305-0605 


1ARD-1560-525-8326 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-754051 
110-754052 
110-754053 
110-754053-10 
110-754054 
110-754055 
110-754055=10 
110-754055-30 
110-754055-50 
110-754057 
110-754057-10 
110-754058 
110-754059 
110-754059-10 
110-754059-30 
110-754060 
110-754060-10 
110-754061 
110-754062 
110-754062-10 
110-754063 
110-754063-10 
110-754064 
110-754064-10 
110-754064-30 
110-754064-50 
110-754065 
110-754065-10 
110-754066 
110-754066-10 
110-754066-30 
110-754067 
110-754067-10 
110-754067-30 
119-754068 
110-754068-30 
110-754069 
110-754069-30 
110-754070 
110-754071 
110-754071-10 
110-754072 
110-754073 
110-754073-10 
110-754073-30 
110-754077 
110-754077-10 
110-754080 
110-754082 
110-754083 
110-754083-10 
110-754083-30 
110-754084 
110-754085 
110-754086 
110-754087 
110-754087-10 
110-754088 
110-754088-10 
110-754088-20 
110-754090 
110-754090-11 
110-754091 
110-754092 
110-754093 
110-754094 
110-754094 


NAVY 
STOCK NUMBER 


110-21 
109-61 
109-46 
109-46 
110-20 
110-6 
110-6 
110-6 
110-6 
128-23 
128-23 
128-18 
168-6 
168-6 
168-6 
168-26 
168-26 
168-27 
168-31 
168-31 
168-23 
168-23 
199-16 
199-16 
199-16 
199-16 
199-19 
199-19 
168-29 
168-29 
168-29 
168-30 
168-30 
168-30 
78-37 
78-37 
78-37 
78-37 
168-33 
109-38 
109-38 
110-12 
109-45 
109-45 
109-45 
168-28 
168-28 
128-16 


110-9 
110-9 
110-9 
78-36 
109-42 
109-43 
110-22 
110-22 
110-23 
110-23 
110-23 
109-59 
109-59 
109-41 
110-15 
342-57 
107-23 
109-57 


SOURCE 
CODE FIGURE TOTAL | MICRO 
AND QTY | FILM 
ES Avy| INDEX NO. 


342-23A 


Section III 
Numerical Index 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND OTY | FILM 
STOCK NUMBERS NAVY INDEX NO. 


110-754094-10 109-57 
110-754094-30 109-57 
110-754094-50 109-57 
110-754094-70 109-57 
110-754096 110-24 
110-754096-10 110-24 
14RD-1560-310-6031 110-754098 167-32 
1ARD-1560-310-6031 110-754098 168-56 
110-754099 128-30 
14RD-1560-600-4965 110-754102 78-18 
110-754103 168-6 
110-754104 168-5 
110-754104-10 168-5 
110-754104-30 168-5 
110-754104-50 168-5 
110-754105 110-14 
110-754105-10 110-14 
110-754105-30 110-14 
110-754106 109-7 
14RD-1560-305-0630 110-754106-10 109-7 
14RD-1560-310-6032 110-754107 109-40 
110-754107-10 109-40 
110-754107-30 109-40 
110-754108 110-8 
110-754110 110-31 
110-754110-10 110-31 
110-754111 109-5 
110-754111-10 109-5 
110-754112 110-37 
110-754113 110-38 
110-754114 110-39 
110-754115 110-40 
110-754116 110-4] 
110-754117 110-42 
110-754118 110-43 
110-754119 110-34 
110-754120 110-35 
110-754121 110-36 
110-754122 110-33 
110-754123 110-44 
110-754124 110-45 
110-754125 110-46 
110-754126 110-2 
110-754132 168-26 
110-754133 168-20 
110-754134 168-1 
110-754134-11 168-1 
110-754134-31 168-1 
110-754134-41 167-308 
110-75 4138 168-24 
110~754140 110-7 
110-754144-1 110-47 
110-754145-1 110-48 
110-754145-11 110-48 
110-754145-31 110-48 
110-754146-1 110-49 
110-754147-1 110-50 
110-754 1481 110-51 
110-754148-11 110-51 
110-754149 109-14 
110-754151-1 110-15 
110-754154-1 109-39 
110-754154-11 109-39 
110-754156-1 109-55 
110-754157-1 110-15 
110-754158-1 109-21 
110-754159-1 110-25 


1664 Revised 1 December 1959 


АЕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-532-6599 
1ARD-1560-319-3077 


1ARD-1560-700-6713 


1ARD-1560-331-5062 


1ARD-1560-592-3836 


1AR0-1560-189-4144 
1ARD-1560-189-4144 
1A4RD-1560-189-4144 
1ARD-1560-189-4144 
1ARD-1560-189-4144 
1ARD-1560-189-4144 
1ARD-1560—-189-4144 
1ARD-1560-189-4144 
14RD-1560-189-4144 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 
PART NUMBER STOCK NUMBER i Y QTY FILM 
NAvy| INDEX NO. 


[m 
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110-754160-1 110-27 
110-754161-1 110-28 
110-754162-1 110-26 
110-754168-1 110-18 
110-754169-1 109-32 
110-754170-1 109-33 
110-754171-1 110-10 
110-754171-11 110-10 
110-754172-1 110-53 
110-754172-11 110-53 
110-754173-1 110-32 
110-754174-1 128-20 
110-754174-11 128-20 
110-754174-41 128-20 
110-754175-1 110-11 
110-754176-1 109-59 
110-754177-1 128-14 
110-754178-1 109-12 
110-754179-1 110-13 
110-754181-1 128-19 
110-754183-1 109-8 
110-754183-1 128-13 
110-754184=1 109-9 
110-754185-1 109-10 
110-754186-1 128-10 
110-754187-1 168-34 
110-754188-1 128-2 
110-754189-1 128-7 
110-754190-1 128-17 
110-754191-1 128-12 
110-754192-1 109-34 
110-754193-1 109-36 
110-754194-1 109-35 
110-754195-1 128-28 
110-754196-1 17-30 
110-754197-1 109-32 
110-754198-1 109-45 
110-754200-1 109-56 
110-754201-1 109-49 
110-754202-1 109-47 
110-754203-1 109-52 
110-754204-1 109-51 
110-754205-1 128-21 
1107754206-1 109-48 
110-754207-1 109-453 
110-754208-1 109-46 
110-754209-1 109-50 
110-754210-1 109-25 
110-754211-1 110-52 
110-754214-1 115-10 
110-754215-11 115-11 
110-754227-1 132-42 
110-754231-1 41-48 
110-754233 158-36 
110-754248-11 167-30C 
110-754249-11 167-300 
110-754250-11 167-30E 
110-754251-11 115-11 
110-756018 239-1 
110-756018 240-1 
110-756018 242-1 
110-756018 244-1 
110-756018 245-1 
110-756018 246-1 
110-756018 247-1 
110-756018 248-1 
110-756018 249-1 


1665 


Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER . AND QTY | FILM 
STOCK NUMBERS NAVy| INDEX NO. 


14RD-1560-189-4144 
14R0-5826-024-4909 


14RD-1560-663-7072 
1ARD-1560-189-4145 
14RD-71560-189-4145 
14RD-1560-318-2311 
14RD-1560-318-2311 


14RD-1560-213-5624 


14RD-1560-318-2312 
14RD-1560-318-2312 


14RD-1560-478-23331 
14RD-1560-478-33231 
1ARD-1560-533-0204 
1ARD-1560-533-0204 
1ARD-1560-478-3332 
1АА0=1560-478-3332 


1666 


110-756018 
110-756027 
110-756053 
110-756058 
110-756080 
110-756060 
110-756061-3 
110-756061-3 
110-756067 
110-756067-3 
110-756069=30 
110-756076 
110-756078 
110-756079-10 
110-756079-10 
110-756079-10 
110-756079-10 
110-756079-10 
110-756079-10 
110-756079-10 
110-756079-210 
110-756079-210 
110-756079-210 
110-756079-30 
110-756079-30 
110-756079-30 
110-756079-30 
110-756079-30 
110-756079-30 
110-756079-50 
110-756085 
110-756086 
110-756090 
110-756090 
110-756120 
110-756121-21 
110-756121-22 
110-756121-23 
110-756121-24 
110-756144 
110-756146-3 
110-7756146-5 
110-756164-51 
110-756164-51 
110-756164-51 
110-756164-51 
110-756203-3 
110-756212-3 
110-756232-1 
110-756232-3 
110-756245-5 
110-756248-1 
110-759000 
110-759000-30 
110-759000-50 
110-759000-70 
110-759000-90 
110-759002-3 
110-759010 
110-759010-10 
110-759010-10 
110-759010-30 
110-759010-30 
110~-759010=50 
110-759010-50 
110-759010-70 
110-759010-70 


Fm=xx=x<x=x=xx“x= ж 


250-1 
187-7 
325-37А 
95-6 
41-45 
181-5 
41-47 
181-7 
41-36 
42-21 
114-17 
95-5 
95-7 
239-39 
240-47 
242-48 
244-41C 
245-49 
246-44 
248-44 
240-39 
242-40 
245-41 
239-57 
240-42 
242-43 
244-39 
245-44 
246-39 
248-39 
325-37 
133-19 
41-8 
42-36 


115-1A 
114 
114-30C 
115-13A 
132-46 
114-25 
114-25 
114-25 
114-25 
114-25 
200-10 
170 

169 
170-4 
169-2 
170-5 
169-5 
170-6 
169-4 
170-7 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1560-478-3333 
14RD-1560-478-3334 
LARD~1560-478-3335 
1ARD-1560-478-3336 
14RD-1560-478-73337 
1ARD-1560-478-3338 
1ARD-1560-478-3339 
14RD-1560-478-3340 


14RD-1560-199-8255 
1ARD-1560-199-8254 


1480-1560-478-3341 
1ARD-1560-478-334] 
1ARD-1560-478-3342 
1ARD-1560-478-3342 
1AR0-71560-478-3343 
1ARD-1560-7478-3343 
1ARD-1560-478-3344 
14RD-1560-478-3344 
1ARD-1560-478-3345 
1A4RD-1560-7478-3345 
1ARD71560-307-3413 
1ARD-1560-314-53409 
14RD-1560-532-5537 
1ARD-1560-696-1727 
14RD-1560-533-0205 


1ARD-1560-319-3079 


1ΑΒΟ-1560-525--8328 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-759011 
110-759011-10 
110-759011-110 
110-759011-130 
110-759011-150 
110-759011-30 
110-759011-50 
110-759011-70 
110-759011-90 
110-759012 
110-759012-30 
110-759012-50 
110-759012-70 
110-759012-90 
110-759013 
110-759013 
110-759013-10 
110-759013-110 
110-759013-110 
110-759013-30 
110-759013-30 
110-759013-50 
110-759013-50 
110-759013-70 
110-759013-70 
110-759013-90 
110-759013-90 
110-759021-7 
110-759023-10 
110-759023-30 
110-759025-30 
110-759025-50 
110-759025-70 
110-759027 
110-759030 
110-759030 
110-759036 
110-759036-50 
110-759039 
110-759040 
110-759040-10 
110-759047 
110-759047 
110-759047-50 
110-759047-50 
110-759047-70 
110-759047-70 
110-759047-90 
110-759049 
110-759049-3 
110-759053 
110-759053-11 
110-759053-3 
110-759054 
110-759054-11 
110-759055-10 
110-759057-1 
110-759057-3 
110-759057-5 
110-759064-1 
110-759065-1 
110-759066-1 
110-759067 
110-759068-1 
110-759071-1 
110-759072-1 
110-759073-3 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


xm=*==x=x=x=x=xx=x=x=xx=*=*xxxx=*xxx=x=x=x=x=x=x== 
кек Бә Бә RS P кн μή 


FIGURE 
AND 


17 
17-17 
17-23 
17-24 
17-21 
17-18 
17-19 
17-20 
17-22 
76 
76-14 
76-15 
76-13 
76-13A 
133 
171 
171 
133-13 
171-6 
133-9 
171-2 
133-10 
171-4 
133-11 
171-3 
133-12 
171-5 
114-18 
91-26 
133-3 
114-20 
114-20 
114-20 
114=11 
239-3 
240-3 
114-11 
114711 
114-11 
132-33 
132-33 
239-3 
240-3 
239-3 
242-3 
244-3 
245-3 
250-3 
132-40 
132-40 
199 
199 
200-10 
200-17 
200-17 
132-32 
199-1 
200-17 
200-3 
114-20А 
114-11 
114-25 
114-25 
114-20 
114-20 
114-36 
114-41 
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Section HI 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1680-092-5441 
1ARD-1680-191-6165 
5821-189-4147 

14RD-1680-658-9111 
1ARD-1680-219-4576 
1ARD-1680-219-4577 


1AR0-1680-478-3346 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-759073-5 
110-759075-1 
110-759075-1 
110-759075=1 
110-759075-1 
110-759075-1 
110-759075-1 
110-759075-1 
110-770000 
110-770010 
110-770019 
110-770019-11 
110-770019-13 
110-770019-14 
110-770019-15 
110-770019-17 
110-770019-18 
110-770019-23 
110-770019-25 
110-770019-26 
110-770019-27 
110-770019-31 
110-770019-32 
110-770019-35 
110-770019-35 
110-770019-36 
110-77001 9-37 
110-770019-41 
110-770019-42 
110-770019-43 
110-770019=45 
110-770019-46 
110-770019-47 
110-770019-5 
110-770019-51 
110-770019-52 
110-770019-53 
110-770019-55 
110-770019-56 
110-770019-57 
110-770019-61 
110-770019-62 
110-770019-63 
110-770019-65 
110-770019-66 
110-770019-67 
110-770019-7 
110-770019-71 
110-770019-72 
110-770019-73 
110-771102 
110-771104-10 
110-771105 
110-771105-5 
110-771107 
110-771107-3 
110-771108 
110-771111-21 
110-771112-10 
110-771112-90 
110-771113 
110-771115-1 
110-771117 
110-771118 
110-771120-15 
110-771120-5 
110-771121 


SOURCE 
CODE 


NAVY 
STOCK NUMBER 


FIGURE 
AND 
INDEX NO. 


114-40 
239-41 
240-44 
242-745 
244-51 
245-46 
246-41 
248-41 
35-18 
321 
320-29 
321A4 
32145 
321A5 
32146 
321A7 
321A? 
321A8 
32149 
321A9 
321410 
321A11 
321A11 
321A12 
321413 
321A13 
321414 
321415 
321#15 
321A16 
321A17 
321A17 
321A18 
321Α2 
321Α19 
321Α19 
321Α20 
321Α21 
321A21 
321A22 
321423 
321Α23 
321Α24 
321A25 
321Α25 
321Α26 
321Α3 
321A27 
321427 
321A1 
319 
319-16 
319-17 
319-18 
325-15 
325-16 
325-9 
325-4 
325 
325-9 
325-1 
325 
325-45 
325-46 
325-10 
325-10 
319-4 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1AR0-1560-214-9841 


1ARD-1560-571-0290 


1ARD-1680-319-3080 


1ARD-1680-219-4578 


4510752472494 
14RD-1680-478-73347T 


1AR0-1680-674-9082 


1ARD-1560-211-1031 
LARD~1560~699=-4315 
4510-2478-3348 
4510-2478-3349 


1A4RD-1560-189-4149 


1ARD-1560-196-5561 


1ARD-1680-478-3350 


1ARD-1680-670-8425 
1ARD-1680-696-3559 
1ARD-1680-696-3560 
1ARD-1680-319-3082 
LARD~1680-306~4396 
1ARD-1680-306-4397 


1ARD-1680-307-3466 


1ARD-1560-571-0273 


1AR0-1560-571-0274 


1ARD-1560-592-3835 


1ARD-71560-571-0275 


1ARD-1680-536-7530 
1ARD-1680-536-27531 


1A4RD-1680-189-4150 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-771123 
110-771129-10 
110-771129-30 
110-771129-50 
110-771129-70 
110-771130 
110-771131 
110-771131-30 
110-771132-10 
110-771132-30 
110-771137 
110-771144 
110-771147-10 


110-771147-110 


110-771147-30 
110-771147-50 
110-771147-70 
110-771147-90 
110-771149 
110-771150 
110-771151 
110-771151-10 
110-771151-30 
110-771152 
110-771153 
110-771153-10 
110-771168 
110-771168-11 
110-771168-13 
110-771168-5 
110-771158-7 
110-771169 
110-771177 
110-771180 
110-771180-3 
110-771191 
110-771192 
110-771193-1 
110-771193-2 
110-771196 
110-771196 
110-771197 
110-771197-10 
110-771197-30 
110-771200”1 
110-771200-2 
110-771201-1 
110-771201-2 
110-771203-5 
110-771205-5 
110-771206-5 
110-771206-6 
110-771207-5 
110-771209-1 
110-771209-2 
110-771210-1 
110-771210-2 
110-771211-1 
110-771211-2 
110-771212-1 
110-771212-2 
110-771213-1 
110-771213-2 
110-771215-1 
110-771215-2 
110-771219 
110-771219-10 


NAVY 
STOCK NUMBER 


AF 


SOURCE 
CODE 


NAVY 


FIGURE 
AND 


INDEX NO 


325 
325-48 


325-40 
325-48 
325-48 
325 
325-38 
325-38 
325-38 
325-238 
323-20 
325-34 
325-24 
325-33 
325-33 
325-24 
325-33 
325-24 
325-47 
325 
319-2 
319-2 
323-5 
325-7 
325 
325-8 
323 
323-16 
323-18 
323-11 
323-13 
323 
325-32 
325 
325-51 
325-12 
325-11 
319 
319 
325-30 
325-36 
325-2 
325-5 
325-25 
319-1 
319-1 
322-1 
322-1 
322-4 
322-3 
322-6 
322-6 
322-5 
322-7 
322-7 
322-9 
322-9 


322-10 


322-10 
322-11 
322-11 
322-8 
322-8 
322-2 
322-72 
319-40 
322-12 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


14RD-1680-189-4151 


14R0-1680-397-1209 
14RD-1680-397-1210 
14RD-1680-219-4579 
14RD-1680-516-1725 


14RD-1560-571-0278 


1ARD-1560-029-4131 
14RD-1560-029-4131 
1ARD-1680-304-4355 
1ARD-1680-304-4355 
1A8RD-1680-304-4355 


1ARD-1680-659-0128 
14RD-1680-659-0128 
1ARD-1680-659-0128 
14RD-1680-659—-0128 


14RD-1560-571-0280 
14RD-1560-571-0281 
14RD-1680-024-4910 
14RD-1680-024-4911 


1ΑΒΌ-1560-320-6589 


14RD-1560-332-4582 
1ARD-1560-310-6034 
1ARD-1560-310-6035 


1ARD-1680-030-5968 


1АА0-1560-386-8231 
14RD71560-386-8232 
14RD-1560-386-8233 
1ARD-1680-214—-9842 
1ARD-1680-214-9843 


110-771219-3 
110-771219-30 
110-771219-5 
110-771221 
110-771225-1 
110-771225-2 
110-771229 
110-771229-170 
110-771229-190 
110-771229-210 
110-771229-30 
110-771230 
110-771231 
110-771232 
110-771233 
110-771234 
110-771235 
110-771236 
110-771241 
110-771241 
110-771241-3 
110-771241-3 
110-771241-3 
110-771242 
110-771243-1 
110-771243-11 
110-771243-31 
110-771243-41 
110-771243-71 
110-771244-21 
110-771244-21 
110-771244-21 
110-771244-21 
110-771246-1 
110-771247-11 
110-771247-31 
110-771248-11 
110-771248-31 
110-771250 
110-771252-1 
110-771410 
110-771421 
110-771425 
110-771434 
110-771435 
110-771436 
110-771437 
110-771438 
110-772002-30 
110-772002-5 
110-772002-50 
110-772003 
110-772003-7 
110-772005 
110-772006 
110-772007 
110-772110 


110-772110-10 


110-772110-5 
110-772123 
110-772123-10 
110-772123-30 
110-772123-50 
110-772123-70 
110-772123-90 
110-772124 
110-772125-10 
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NAVY 


STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


322-14 
322-13 
322-15 
323 
319 
319 
35-2 
39-2 
39-3 
39-1 
39-4 
39-19 
39-25 
39-18 
39-8 
39-10 
39-23 
39-24 
38-35 
39-74 
38-35 
39-7A 
40-2 
323-6A 
325-38 
325-58 
325-38 
325-38 
325-38 
190-4 
192-16 
195-25 
194-19 
35-2 
40-7 
40-8 


40-9 
40-10 
325-38 
325-6А 
145 
319 
321 
321 
321 
321 
321 
321 
44-2 
44-3 
44-4 
43-74 
44-11 
320 
320-18 
325 
319 
319 
319-26 
384-8A 
384-10 
384-11 
384-12 
384-211 
384-12 
370-4 
369 
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Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-397-1211 


14R0-1560-571-0272 


1A4RD-71560-185-7604 
1ARD-1560-4185-7605 
1ARD-1560-185-7605 


1AR0-1560-478-3356 
14RD-1560-478—-3357 
1ARD-1560-478-3358 
1AR0-1560-478-3359 
14RD-1560-478-3360 
1ARD-1560-478-3361 
1A4RD-1560-478-3362 
LARD~1560-478=3363 


1ΑΒΌ-1560-319-3083 


1ARD-1560-700-7606 


14RD-1560-524-72495 


1AR0-1560-320-6590 
1ARD-1560-189-4153 
1ARD-1560-189-4154 


1ARD-1560-478-3364 


1ARD-1560-478-3369 
14RD-1560-478-3370 
1ARD-1560-478-3371 
14RD-1560-478-3372 
1ARD-1560-478-3372 
1ARD-1560-478-3374 
1AR0-71560-478-3374 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-772125-30 
110-772127 
110-7721217-10 
110-772127-30 
110-772133-1 
110-772133-2 
110-772154-1 
110-772154-2 
110-772155-1 
110-772155-10 
110-772155-2 
110-772155-20 
110-772155-30 
110-772155-40 
110-772158 
110-772159 
110-772160 
110-772161 
110-772162-1 
110-772162-2 
110-772163-1 
110-772163-10 
110-772163-2 
110-772163-20 
110-772164-10 
110-772164-30 
110-772164-30 
110-772170 
110-772170-10 
110-772170-110 
110-772170-130 
110-772170-150 
110-772170-30 
110-772170-50 
110-772170-70 
110-772170-90 
110-772177 
110-772305 
110-772307 
110-772501 
110-772501-10 
110-772501-3 
110-772505 
110-772506 
110-772510 
110-773408 
110-773408-10 
110-773408-5 
110-773409 
110-773410-21 
110-773411-21 
110-773413 
110-773420 
110-773803 
110-773803 
110-773803-110 
110-773803-130 
110-773803-150 
110-773803-170 
110-773803-190 
110-773803-210 
110-773803-230 
110-773803-250 
110-773803-270 
110-773803-270 
110-773803-310 
110-773803-310 


Revised 1 December 1959 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


SEEEERESR x 
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FIGURE 
AND 


76 

52 

52-24 

52724 

50 

50 

65 

65 

65-4 

65-4 

65-4 

65-4 

65-4 

65-4 
307-14 
307-9 
296-11 
307-11 
307-2 
307-2 
307-1 
307-1 
307-1 
307-1 
296-18 
305-220 
306-19 
319-3 
324-4 
324-9 
324-10 
324-11 
324-3 
324-5 
32476 
324-7 
320 
320 
319 
319 
319-27 
319-28 
319-29 
319-29A 
319-30 
319-22 
326-2 
326-2A 
326-5 
326-10 
326-11 
319 
325-38A 
314-1 
315-1 
317-7 
317-9 
317-10 
317-11 
317-12 
317-14 
317-17 
317-19 
317-22 
319-22 
317-23 
319-23 
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Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


14R0-1560-478-3375 
1ARD-1560-478-3376 
14RD-71560-478-3377 
LARD~1560~478~3381 
14R0-1560-478-3382 
1ARD-1560-478-3383 
14RD-1560-478-3384 
1A4RD-1560-478-3389 
l1ARD-1560-478-3390 


1ARD-1560-335-9547 


l1ARD-1560-307-3417 
14RD-1560-307-3418 


1ARD-1560-478-3391 
14RD-71560-478-3399 
1ARD-1560—-478-3399 
14RD-1560-478-34053 
14RD-1560-478-3403 
14RD-1560-478—-3404 
14RD-71560-478-3404 
14RD-1560-478-3406 
1ARD-1560-478-53407 
1ARD-71560-478—-3408 
TARD~1560~478~3416 
1ARD0-71560-478—3417 
1ARD-1560-478-3418 
14RD-1560-478-3419 
14RD-1560-478-3422 
1ARD-1560-478-3422 
14RD-71560-478-3426 
14RD-1560-478-3426 
1A4RD-1560-478-3429 


1ARD-1560-478—-3433 
14RD-1560-478-3435 
1ARD-1560-478-3442 
14RD-1560-478-3444 


1ARD-1560-478-345] 
14RD-71560-478-3452 
14RD-1560-478-3454 
1ARD-71560-478-3455 
1ARD-1560-478-3456 
14RD-1560-478-3462 
1ARD-1560-478-3478 
1A4RD-1560-478-3480 
14RD-1560-478-3481 
1ARD-1560-478-3482 
1A4RD-1560-478-3483 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 
PART NUMBER STOCK NUMBER AND QTY FILM 
NAvy| INDEX NO. 


110-773803-350 
110-773803-370 
110-773803-390 
110-773803-470 
110-773803-490 
110-773803-510 
110-773803-530 
110-773803-670 
110-773803-690 
110-773803-730 
110-773803-750 
110-773803-790 
110-773803-810 
110-773803-820 
110-773803-830 
110-773803-840 
110-773803-850 
110-773803-870 
110-773803-877 
110-773803-881 
110-773803-883 
110-773803-885 
110-773803-887 
110-773803-889 
110-773803-89] 
110-773803-893 
110-773803-894 
110-773803-90 

110-773804-270 
130-773804-270 
110-773804-330 
110-773804-330 
110-773804-350 
110-773804-350 
110-773804-70 

110-773804-90 

110-773805-10 

110-773805-250 
110-773805-30 

110-773805-50 

110-773805-70 

110-773806-110 
110-773806-110 
110-773806-70 

110-773806-70 

110-773807-110 
110-773807-130 
110-773807-130 
110-773807-150 
110-773807-150 
110-773807-90 

110-773807-90 

110-773808-290 
110-773808-310 
110-773808-430 
110-773808-450 
110-773808-70 

110-773808-90 

110-773809-170 
110-773809-190 
110-773809-210 
110-773809-350 
110-773810-290 
110-773810-310 
110-773810-330 
110-773810-570 
110-773810-390 
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317-13 
317-15 
317-18 
317-27 
317-28 
317-29 
317-30 
317=6 
317-8 
317-25 
317-26 
317-2 
317-52 
317-20 
317-21 
317-24 
317-53 
317-31 
317-53 
317-31 
317-27 
317-22 
317-19 
317-9 
317-12 
317-10 
317-11 
317-5 
314-24 
315-25 
314-19 
315-20 
314-20 
315-21 
314-21 
314-22 
314-3 
314-2 
314-4 
314-5 
314-6 
314-33 
315-34 
314-33 
315-34 
314-14 
314-13 
315-15 
314-13 
315-15 
314-13 
315-15 
316-6 
316-7 
316-7 
316-7 
316-2 
316-3 
316-26 
316-25 
316-24 
316-23 
316-13 
316-14 
316-15 
316-16 
316-17 


Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-71560-7478-3484 
1ARD-1560-478-3485 


1ARD-1560-478-3488 


1ARD-1560-478-3489 
1ARD-1560-478-3490 
1ARD-1560-478-3491 
1ARD-1560-478-3492 
1ARD-1560-307-3419 


1ARD-1560-478-3493 
1ARD-1560-478-3494 
1ARD0-1560-478-3495 
1ARD-1560-478-53496 
1A4RD-1560-478-3497 
14RD-1560-478-3498 
1ARD-1560-478-3499 
1ARD-1560-478-3500 
1А80-1560-478-3501 
1ARD-1560-478-3502 
1ARD-1660-478-3503 
14RD-71560-478-3504 
1ARD-1560-478-3505 
1ARD-1560-478-3506 
1ARD-1560-478-3507 
1AR0-1560-478-3508 
1ARD-1560-478-3509 


1ARD-1560-478-3510 

14RD-1560-478-3511 

14RD-1560-478-3512 

1ARD-1560-478-3513 
* 


1ტ4ი0-1560-478-3514 


1AR0-1560-315-4961 
1ARD-1560-199-9280 


1ARD-1560-189-4155 
1ARD41560-189-4155 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-773810-410 
110-773810-430 
110-773810-470 
110-773813-1 
110-773813-10 
110-773813-2 
110-773813-20 
110-773813-30 
110-773813-40 
110-773813-50 
110-773813-70 
110-773814 
110-773814-10 
110-773814-100 
110-773814-110 
110-773814-120 
110-773814-130 
110-773814-140 
110-773814-150 
110-773814-160 
110-773814-170 
110-773814-190 
110-773814-210 
110-773814-230 
110-773814-240 
110-773814-250 
110-773814-270 
110-773814-290 
110-773814-30 
110-773814-310 
110-773814-320 
110-773814-330 
110-773814-340 
110-773814-350 
110-773814-360 
110-773814-370 
110-773814-380 
110-773814-40 
110-773814-50 
110-773814-70 
110-773814-90 
110-773816 
110-773821 
110-773828 
110-773828-10 
110-773829 
110-773830 
110-773830-10 
110-773849 
110-773850-2 
110-773854 
110-773855 
110-773857 
110-773858-1 
110-773858-2 
1107773861 
110-773864 
110-773864 
110-773866 
110-773866 
110-773870 
110-773871 
110-773871 
110-773871-110 
110-773871-130 
110-773871-130 
110-773871-30 


NAVY 


STOCK NUMBER 


SOURCE 
CODE 


EXIEXEEXEXEEEXEXZXEXZXEZIXX&kZzIZEExxx--xx 
PRP 


М1 


FIGURE 
AND 


INDEX NO. 


316-18 
316-19 
316=19 
316 
316-32 
316 
316-32 
316-33 
316-33 
316-34 
316-34 
52-1 
83-21 
83-15 
83-1 
83-14 
83-3 
83-12 
83-24 
83-13 
83-16 
83-17 
83-18 
83-19 
83-10 
83-8 
83-9 
83-7 
83-20 
83-2 
83-15 
83-3 
83-12 
83-1 
83-14 
83-4 
83-13 
83-11 
83-5 
83-6 
83-2 
342-227 
342 
317 
317-44 
317 
317-52 
318-1 
316 
317 
317-41 
317 
321-9 
321-7 
321-8 
316 
270-51 
316-11 
317-45 
318-6 
35-17 
314 
315 
315-24 
314-23 
315-24 
314-18 


Section III 
Numerical Index 


1 
1 
1 
P 
1 
P 
1 
1 
1 
2 
2 
P 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
4 
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Section III ; T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


AF |NAVY 


110-773871-30 315-19 1 
110-773871-50 314-23 1 
110-773871-70 315-22 1 
1ARD-1560-700-6714| 110-773871-90 314-22 1 
14RD-1560-700-6714| 110-773871-90 315-23 1 
110-773872 214 NP 
110-773872 315 NP 
14RD-1560-571-8213| 110-773872-110 314-6 1 
1ARD-1560-571-8213] 110+773872-110 315-6 1 
14RD-1560-588-6178| 110-773872-130 315-6 1 
110-773872-150 315-2 1 
110-773872-30 314-3 1 
110-773872-30 315-3 1 
14RD-1560-571-8214| 110-773872-50 314-2 1 
14RD-1560-571-8214| 110-773872-50 315-2 1 
110-773872-10 314-4 1 
110-7Τ3872-70 318-4 1 
110-773872-90 314-5 1 
110-773872-90 315-5 1 
110=773873 214 Np 
110-773873 315 ΝΡ 
110-773873-10 314-32 1 
110-773873-10 315-33 1 
110-773873-30 315-330 1 
110-773873-50 315=33A 1 
110-773874 314 ΝΡ 
110-773874 315 NP 
110-773874-130 314-12 1 
110-773874-150 315-13 1 
110-773874-170 315-14Α 1 
110-773874-190 315-154 1 
110-773874-210 315-14 1 
110-773874-30 314-12 1 
110-773874-30 315-14 1 
110-773874-50 314-11 1 
110-773875 316 NP 
1ARD-1560-533-0211| 110-773875-10 316-8 1 
110-773875-30 316-6 1 
110-773876 316 NP 
110-773876-10 316-26 1 
110-773876=110 316-25 1 
110-773876-30 316-23 ა 1 
110-773876-50 316-26 1 
110-773876-70 316-24 1 
110-773876-90 316-24 1 
110-773877 316 NP 
110-773877-10 316-17 1 
110+773879 314 NP 
110-774106 321-28 NP 
14RD-1560-320-6591| 110-774106-10 332-20 1 
1ARD-1560-332-4584| 110-774106-30 332-21 1 
14RD-1560-700-1126| 110-774106-50 332-21 1 
14RD-1560-700-1127| 110-774106-70 332-21 1 
110-774107 321-27 NP 
14RD-1560-651-3203| 110-774107-110 332-23 1 
1ARD-1560-650-6713| 110-774107-130 332-22 1 
14RD-1560-520-6036| 110-774107-30 532-23 1 
14RD-1560-525-9993] 110-774107-50 332-22 1 
14RD-1560-525-9994| 110-774107-70 332-24 1 
110-774107-90 332-23 1 
110-774108 321-25 NP 
110-774108-100 331-13 1 
110-774108-110 331-9 1 
110-774108-120 331-10 1 
110-774 108-130 331-7 1 
110-774108-140 331-8 1 
110-774108-150 331-5 1 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-571-8201 
1ARD-1560-571-8202 


1ARD-1560-025-6091 


1A4RD-1560-030-5970 


1ARD-1560-536-2385 
1ARD-1560-533-2328 
14R0-1560-571-8203 
1ARD-1560-650-6714 
1ARD~1560~536~2386 
14RD-1560-533-2330 
1ARD-1560-533-2331 
1ARD-1560-532-5542 
14RD-1560-571-8218 
14RD-71560-2525-9995 
14RD—-1560-699-4316 
14RD-71560-533-2332 
1ARD-1560-571-8219 
1ARD-1560-307-3420 
1ARD-1560-533-0212 
1ARD-1560-525-8329 
1ΑΝΌ-1560-525-9996 
LARD=1560-673-8602 


14RD-71560-317-0787 


14RD-1560-673-8603 


1ARD~1560-533-0213 
1ARD-1560-525-9997 
1ARD-1560-525-8330 


1ARD-1560-307-3421 


1ARD-1560-197-2076 
1ARD-1560-307-3422 
14RD-1560-197-2077 


1ARD-71560-533-0214 
1ARD-1560-524-24906 
1ARD-1560-197-2075 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-774108-160 
110-774108-170 
110-774108-180 
110-774108-190 
110-774108-200 
110-774108-250 
110-774108-270 
110-774108-290 
110-774108-30 
110-774108-310 
110-774108-50 
110-774108-60 
110-774108-70 
110-774108-80 
110-774109 
110-774109-10 
110-774109-110 
110-774109-130 
110-774109-150 
110-774109-210 
110-774109-230 
110-774109-250 
110-774109-270 
110-774109-280 
110-774109-30 
110-774109-310 
110-774109-320 
110-774109-330 
110-774109-370 
110-774109-390 
110-774109-40 
110-774109-410 
110-774109-430 
110-774109-450 
110-774109-470 
110-774109-490 
110-774109-50 
110-774109-500 
110-774109-510 
110-774109-530 
110-774109-550 
110-774109-570 
110-774109-590 
110-774109-600 
110-774109-70 
110-774109-80 
110-774109-90 
110-781000-1 
110-781000-2 
110-781001-1 
110-781001-15 
110-781001-2 
110-781001-25 
110-781001-30 
110-781001-533 
110-781001-40 
110-781002 
110-781002 
110-781002-10 
110-781002-30 
110-781004-21 
110-781005-1 
110-781005-2 
110-781006-1 
110-781006-2 
110-781007-1 
110-781007-2 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


331-6 
331-3 
331-4 
331-1 
331-2 
331-11 
331-12 
331-11 Α 
331-18 
331-9A 
331-16 
331-17 
331-14 
331-15 
321-26 
332-1 
332-7 
332-12 
332-15 
332-13 
332-14 
332-8 
332-18 
332-19 
332-2 
332-5 
332-6 
332-16 
332-17 
332-5 
332-3 
332-11 
332-13 
332-15 
332-1 
332-2 
332-4 
332-3 
332-12 
332-1 
332-2 
332-3 
332-1 
332-1 
332-9 
332-710 
332-11 
52-208 
52-20B 
92-12 
93-7 
92-12 
93-7 
93-11 
93-7 
93-11 
69 

92 
92-17 
92-18 
93-5 
91-1 
91-1 
52-21Α 
52-21Α 
91 

91 


Section ΠῚ 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-189-4156 
1ARD-1560-189-4156 


1ARD-4730-652-7216 


1A4RD-1560-024-4912 
1A4RD-71560-525-9998 
1A4RD-1560-317-0788 
1ARD-1560-316-1929 
1ARD-1560-219-4585 
14RD-1560-332-4586 
14RD-1560-307-3426 


LARD=1560-532=5544 


1ARD-1680-436-7278 
1ARD~1680-436~7278 
1ARD-1680-436-7278 
1A4RD-1560-448-6257 
l1ARD-1560-448-6257 
1ARD-1560-448-6257 
1ARD-1560-448-6257 
1ARD-1680-099-5587 
|148D-1680-099-5588 
1A4RD-1560-026-3057 


14RD-71560-026-3058 
1ARD-1560-026-3058 
1ARD-1560-026-3058 
1ARD-1560-448-6258 
14RD-1560-448-6259 
1ARD-21560-448-6260 
1ARD-1680-099-5589 
4720-099-5590 
4720-099-5591 
4720-099-559] 
4720-099-559] 


REN 


* 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-781008 
110-781008 
110-781008-3 
110-781010 
110-781010=10 
110-781011 
110-781012-1 
110-781012-11 
110-781012-5 
110-781013-1 
110-781013-2 
110-782002 


110-783002-110 


110-783002-3 
110-783002-50 
110-783002-70 
110-783002-90 
110-783010 
110-783011 
110-783013 
110-783013-130 
110-783014 
110-783016 
110-783017 
110-783018 
110-783019-10 
110-783019-20 
110-783019-30 
110-783019-50 
110-783019-60 
110-783019-70 
110-783019-80 
110-783024-50 
110-783024-50 
110-783024-50 
110-783024=70 
110-783024-70 
110-783024-70 
110-783029 
110-783029 
110-783029 
110-783036 
110-783036-10 
110~783036=30 
110783038 
110-783040 
110-783040 
110-783040 
110-783041-10 
110-783041-10 
110-783041-10 
110-783041-10 
110-783041-110 
110-783041-130 
110-783041-150 
110-783041-170 
110-783041-190 
110-783041-190 
110-783041-190 
110-783041-30 
110-783041-50 
110-783041-70 
110-783041-90 
110-783042-13 
110-783042-15 
110-783042-15 
110-783042-15 
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NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


299-33 
299-21 
296-13 
296-16 
296-16 
296-17 
296-16A 
296-16A 
296-16A 
296-16A 
292A34 
292A36 
293-34 
292A35 
292A37 
293-235 
292A33 
292A35 
293-33 
295-11 
299-28 
299-27 
296 
292-17 
292A13 
293-15 
292A29 
292431 
293-30 
295-5 
295-6 
295-8 
295-6 
295-5 
292А29 
293-30 
295-6 
295-5 
295-5 
295-7 
295-4 
292-49 
292-8 
29247 
293-8 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


4720-099-5592 
4720-099-5592 
4720-099-5592 

LARD=1680~-099=5594 
1ARD-1680-099-5594 
1ARD-1680-099-5594 
1ARD-1680-099-5595 
1ARD-1680-099-5595 
1А80=1680-099=5596 
1ARD-1680-099-5596 
1ARD-1680-099—-5596 
1ARD-1680-099-5596 
1AR0-1680-099-5596 
1ARD-1680-099-5597 
1ARD-1680-099-5597 
1ARD-1680-099-5598 
1ARD-1680-099-5598 
1AR0-1680-099-5600 
1ARD-1680-099-5600 
1ARD-1660-536-7532 
1ARD-1680-099-5601 
1ARD-1680-099-5601 
1ARD-1680-099-5601 
1ΑΒΌ-1560-478-3523 
1ARD-1560-478-3523 
1ARD-1560-478-3523 
4720-099-5603 

4720-099-5603 

4720-099-5603 

1ARD-1560-245-9095 
LARD=1560=245=9095 
lAR0-1560-245-9095 
1ARD-1680-099-5605 
1ARD-1680-099-5605 
1ARD-1680-099-5607 
1ARD-1680-099-5608 
4720-099-5609 

1ARD-1560-024-74914 


1ARD-1560-448-6263 
1ARD-1560-2448-6263 
14RD-1560-699-4318 
1ARD-1560-448-6264 
1ARD-71560-7448-6265 
1ARD-1560-448-6265 
1ARD-1560-448-6265 
1ARD-1560-4532-2220 
1ARD-1560-448-6266 
1ARD-1560-448-6266 
1ARD-1560-448-6266 
LARD~1560-592~3848 
1ტი0-1560-189-4157 
1ARD-1560-189-&158 
1ARD-1660-21449844 
1ARD-1560-250-9732 
1ARD-1560-319-43084 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-783042-17 
110-783042-17 
110-783042-17 
110-783042-27 
110-783042-27 
110-783042-27 
110-783042-3 
110-783042-3 
110-783042-31 
110-783042-31 
110-783042-31 
110-783042-31 
110-783042-31 
110-783042-33 
110-783042-33 
110-783042-41 
110-783042-41 
110-783042-45 
110-783042-45 
1107783042747 
110-783042-5 
110-783042-5 
110-783042-5 
110-783042-55 
110-783042-55 
110-783042-55 
110-783042-57 
110-783042-57 
110-783042-57 
110-783042-61 
110-783042-61 
110-783042-61 
110-783042-63 
110-783042-63 
110-783042-67 
110-783042-7 
110-783042-71 
110-783042-73 
110-783042-75 
110-783042-81 
110-783042-81 
110-783042-83 
110-783042-85 
110-783042-87 
110-783042-87 
110-783042-87 
110-783042-91 
110-783042-91 
110-783042-93 
110-783042-93 
110-783043 
110-783043 
110-783043-10 
110-783044-10 
110-783044-30 
110-783044-30 
110-783044-30 
110-783044-50 
110-783045 
110-783045 
110-783045 
110-783047 
110-783049 
110-783050 
110-783050-10 
110-783051 
110-783056 


STOCK NUMBER 
INDEX NO 


Section III 


Numerical Index 


FIGURE 
AND 


292-5 
292A5 
293-6 
292A 28 
292A32 
293-29 
292-15 
292A14 
292A30 
292A31 
293-431 
295-43 
295-9 
292А38 
295-2 
292А16 
292А18 
292А37 
292#42 
292-14 
292-743 
292A17 
292A19 
292-13 
292A12 
293-13 
292-2 
29242 
293-4 
292-6 
292A4 
293=5 
67-23 
68-25 
37 2-2 
292-16 
372-71 
372-23 
67-24 
67-24A 
68-26 
292415 
293-6 
67-25 
68-27 
293-1 
67-24Α 
68-26 
292-1 
292А1 
292-4 
292A3 
293-3 
292-10 
292-11 
292A10 
293-11 
293-11 
292-77 
292A6 
293-7 
299-34 
296724 
295-51 
295-32 
292A34 
292A29 


TOTAL | MICRO 
QTY | FILM 
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Section III 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1560-478-3524 
14RD-1560-478-3525 
14RD-1560-478-3526 
1ARD-1560-478-3527 
148RD-1560-478-3528 
14RD-1560-478—-3529 
14RD-1560-478-3532 
LARD=1560~478+35 33 
LARD=1560~478=35 34 
LARD~ 1560-47 8=3535 


1ARD-1560-533-0215 
1ARD-1560-533-0216 


14RD-1560-478-3536 
14RD-1560-478-3537 
14RD-1560-478—-35539 
14RD-715607478-3540 
1ARD-1560-478-3541 
14RD-1560-478-3542 
14RD-1560-478-23543 
14RD-1560-478-3544 
14RD-1560-478-73545 
1ARD-1560-478-3546 
1ARD-1560-478-3547 
1ARD-1560-478-3548 
14RD-1560-478-3549 
14RD-1560-478-3550 
14RD-71560-478-355] 
14RD-1560-478-3552 
1A4RD-1560-478-3553 
1ARD-1560-478-3554 
14RD-71560-478-3557 
1ARD-1560-478-3560 
1ARD-1560-478-3561 
14RD-1560-478-3562 
1ARD-1560-478-3563 
1ARD-1560-478-3563 
1ARD-1560-478-3564 
1ARD-1560-478-3564 
1ΑΒΡ”1260-478-3565 
1ARD-1560-478-3565 
1ARD-1560-478-3566 
1ΑΚ0”1560-478-3566 
1ARD-1560-478-3567 
1ARD-1560-478-3569 


1ARD-1560-478-3573 
14RD-1560-478-3575 
lARD-1560-478-3576 
1ARD-1560-478-3577 
14RD-1560-478-3578 
1ΑΒ0”1560-478-3579 
1ARD-1560-478-3580 
1ΑΒΡ”1560-478-3582 
1ARD-1560-533-0220 
LARD=1560~307-3438 
14RD-1560-307-3439 
14RD-1560-478-3585 
1A4RD-1560-191-8772 
1ARD-1560-191-8771 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-783069 
110-783069-110 
110-783069-120 
110-783069-130 
110-783069-140 
110-783069-150 
110-783069-160 
110-783069-190 
110-783069-200 
110-783069-210 
110-783069-220 
110-783069-230 
110-783069-240 
110-783069-250 
110~783069-260 
110-783069-270 
110-783069-280 
110-783069-320 
110-783069-330 
110-783069-350 
110-783070-10 
110-783070-110 
110-783070-130 
110-783070-150 
110-783070-170 
110-783070-190 
110-783070-210 
110-783070-230 
110-783070-250 
110-783070-270 
110-783070-290 
110-783070-30 
110-783070-310 
110-783070-330 
110-783070-350 
110-783070-370 
110-783070-390 
110-783070-90 
110-783071-150 
110-783071-50 
110-783071-70 
110-783071-90 
110-783072-10 
110-783072-10 
110-783072-130 
110-783072-130 
110-783072-150 
110-783072-150 
110-783072-170 
110-783072-170 
110-783072-250 
110-783072-30 
110-783073 
110-783073-10 
110-783073-130 
110-783073-150 
110-783073-170 
110-783073-210 
110-783073-230 
110-783073-250 
110-783073-30 
110-783073-430 
110-783073-450 
110-783073-470 
110-783073-50 
110-783089-1 
110-783089-2 


NAVY SOURGE FIGURE 
CODE 
STOCK NUMBER AND 
INDEX NO 


297-19 
297-19 
297-4 
297-4 
297-3 
297-3 
297-13 
297-13 
297-1 
297-1 
297-17 
303-1 
303-4 
303-5 
303-6 
303-7 
303-8 
303-9 
303-10 
303-11 
303-12 
303-13 
303-2 
303-14 
303-15 
303-16 
303-17 
303-18 
303-3 
306-25 
306-7 
306-10 
306-31 
305-11 
306-11 
305-3 
306-3 
305-2 
306-2 
305-1 
306-1 
305-6 
305-10 
295-35 
302-19 
302-22 
302-25 
302-25 
302-18 
302=15 
302-13 
302-21 
302-20 
302-10 
302-26 
302-23 
305-722 
306-21 


2– 2 :2<=38 <3 9 2 = 223239 => <> ЖЖ 


TOTAL | MICRO 
0IV | FILM 


= 
= 
б> pea + > r> = ра > > = > = e e ο s> το τὰ то то мо КЭ UU Ie E ია ი кә а рэ кә ка үз рш кә ка кә үз бз уэ I рз ка кэ уш рш у ку ка ου а а а а ρω: 


Revised 1 December 1959 


АЕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-594-7834 


1ARD0-1560-571-8248 
1ARD—-1560-571-8248 
1ARD-1560-571-8248 
14RD-1560-571-8248 
ΙΑΒΡ-1560-650-6715 
14RD-1560-673-8604 
1ARD-1560-189-4159 


1AR0-1680-436-7289 


1ARD-1680-436-7290 


1ARD-1680-436-7291 


1A4RD-1680-436-7292 


1ARD-1560-024-4922 


1ARD41560-024-4916 


1AR0-1560-317-0791 
1ARD-1560-525-8331 


1A4RD-1680-436-7293 


1ARD-1560-189-24162 
1ARD-1560-189-4163 


1480=1660=317-0792 
1ARD-1660-317-0793 


1ARD-1560-193-4108 
1ARD-1560-525-8332 
1ARD-1560-592-3819 
1ARD-1560-193-4109 


1ARD-1560-193-4110 


1A4RD-1560-522-5703 
1ARD-1560-522-5703 
1ARD-1560-522-5703 
1ARD-1560-522-5703 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-783090 
110-783102 
110-783102 
110-783102-10 
110-783103 
110-783103 
110-783103 
110-783103 
110-783108-1 
110-783108-2 
110-783112 
110=783113 
110-783116-110 
110-783116-120 
110-783116-210 
110-783116-220 
110-783118-1 
110-783118-10 
110-783118-12 
110-783118-2 
110-783118-20 
110-783118-30 
110-783118-50 
110-783119 
110-783122 
110-783125 
110-783127 
110-783136-1 
110-783136-10 
110-783136-110 
110-783136-2 
110-783136-20 
110-783136-40 
110-783136-50 
110-783137-10 
110-783137-20 
110-783138-1 
110-783138-2 
110-783138-30 
110-783138-40 
110-783143 
110-783162 
110-783163-3 
110-783164 
110-783166-10 
110-783166-7110 
110-783166-120 
110-783166-3 
110-783166--3 
110-783166-30 
110-783166-50 
110-783166-70 
110-783166-90 
110-783167-1 
110-783167-2 
110-783168 
110-783169 
110-783172-10 
110-783172-20 
110-783172-530 
110-783172-40 
110-783176 
110-783176 
110-783178 
110-783178 
1107783178 
110-783178 


SOURCE 
NAVY CODE FIGURE 
STOCK NUMBER AND 
INDEX NO. 


97-9A 
292 
292A 
293 
292A19 
292A21 
292A24 
292A26 
298-27 
298-27 
298-5 
295-41 
298=25 
298-25 
298-25 
298-25 
298-3 
298-3 
298-3 
298-3 
298-3 
298-3 
298-3 
296-12 
301-13 
298-41 
295 
298-2 
298-2 
298-2 
298-2 
298-2 
298-2 
298-2 
298-26 
298-26 
298-28 
298-28 
298-28 
298-28 
298-29 
298-30 
298-33 
298-37 
298-16 
298-16 
298-16 
298-18 
298-21 
298-19 
298-16 
298-19 
298-19 
295-16 
295-16 
298-34 
299-25 
295-13 
296-14 
295-14 
296-15 
292430 
293-30A 
292418 
292A20 
292A22 
292A25 


Numerical Index 


TOTAL | MICRO 
QTY | FILM 


Section ΠΠ. T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


NAVY FIGURE 


STOCK NUMBER 


SOURCE 
CODE 


PART NUMBER 


TOTAL | MICRO 
QTY | FILM 


110-783178-10 292A23 
110-783183 292A 
110-783183 293 
1ARD-1680-436-7295 110-783184 292A39 
14RD-1680-436-7295 110-783184 295-] 
110-783185 292A 
110-783185 295 
14RD-1560-193-4111 110~783186 292A40 
110-783189 295 
110-783203-1 296 
110-783203-2 296 
1ARD-1560-219-4584 110-783205-1 296-10 H 
14RD-1560-219—-4585 110-783205-2 296-10 1 
110-783207 296-4 2 
1ARD-1560-436-7296 110-783208 296-1 2 
110-783208-3 296-3 2 
1ARD-1560-189-4165 110-783208-5 296-2 2 
14RD-1560-571-9311 110-783209-1 296-10A 1 
110-783209-2 296-10A 1 
1ARD-1560-571-79316 110-783209-50 296-10A 1 
1А80=1560-5 32-6606 110-783209-60 296-10A 1 
110-783214-1 296-8 1 
110-783214-2 296-8 1 
14RD-1560-571-1533 110-783215-1 296-9 1 
110-783215-2 296-9 1 
110-783216 292438 1 
110-783216 292A43 1 
110-783216 294-6 1 
14RD-1560-189-4166 110-783219-1 292A40 1 
14RD-71560-189-4166 110-783219-1 292A45 1 
1ARD-1660-024-4917 110-783219-10 294-8 1 
110-783219-2 292A41 1 
110-783219-2 292A46 1 
1ARD-1660-024-4918 110-783219-20 294-8 1 
110-783220 292A NP 
110-783220-10 293-36 ΝΡ 
14RD-1680-436-7297 110-783221 292A39 2 
1АА0=1680-436-7297 110-783221 292A44 2 
14RD-1680-436-7297 110-783221 294-7 2 
110-783222 145 ΝΡ 
110-783226 295 NP 
14RD-71560-659-8707 110-783227 295-56 H 
110-783228 295-36 1 
1Αβ0”1660-478-3587 110-783229 295-37 2 
14RD-1680-436-7298 110-783231 295-42 2 
1ARD-1560-448-6267 110-783232 292-12 1 
1ΑΡ0”-15260-448- 6267 110-783232 292A11 1 
1ARD-1560-448-6267 110-783232 293-12 1 
110-783240 303 NP 
14RD-1560—-614-2997 110-783240-490 303-36 1 
14RD-1560-571-0499 110-783240-510 303-35 1 
14RD-1560-571-0500 110-783240-570 303-33 1 
1ARD~1560-571-0498 110-783240-590 303-34 1 
110-783240-650 303-33 1 
110-783240-670 303-34 1 
110-783250-1 296 NP 
14R0-715604571-1527 110-783250-10 296-27 1 
110-783250-110 296-27 H 
110-783250-120 296-27 1 
110-783250-130 296-50 1 
110-783250-140 296-31 1 
110-783250-2 296 NP 
110-783250-20 296-27 1 
14RD-1560-571-1528 110-783250-30 296-30 1 
110-783250-40 296-31 1 
110-783250-80 296-733 1 
110-783250-90 296-33 1 


1680 Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1560-314-9412 


1A4RD-1560-189-4170 
1A4RD-1560-189-4171 
1AR0-1560-310-6036 
1ARD-1560-189-4172 


1ARD-1560-571-1529 


14RD-1560-189-4173 
1A4R0-1560-189-4174 
1ARD-1560-189-4175 
14RD-1660-189-4216 
1ARD-1660-189-4217 
1ARD-1660-189-4218 
1ARD-1660-189-4219 
1ARD-1560-436-7300 
1ARD-1560-397-1220 


LARD~1560=317=0795 
1ARD-1560-317-0796 
1ΑΒΡ”1560”317-0797 


1ARD-1560-571-0495 
1ARD-1560-024-4921 


1ARD-1516-673=6562 


1ARD-1560-317-0798 
1ARD-1560-317-0798 


1ARD-1560-592-3849 


1ARD-1560-600-4966 
1ARD-1560-673-8605 


1ARD-1560-310-6037 
14RD-1560-650-6718 
1ARD-4720-203-8215 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-783251-110 
110-783253 
110-783253-10 
110-783253-30 
110-783254 
110-783254-10 
110-783254-30 
110-783254-50 
110-783255-3 
110-783255-5 
110-783256 
110-783257-21 
110-783261 
110-783261-10 
110-783261-30 
110-783261-50 
110-783262 
110-783264-3 
110-783264-5 
110-783264-7 
110-783270-3 
110-783270-5 
110-783272 
110-783274 
110-783275 
110-783280 
110-783280-10 
110-783280-30 
110-783281 
110-783282 
110-783283-10 
110-783283-20 
110-783295-3 
110-783295-5 
110-783295-7 
110-783321-10 
110-783321-30 
110-783321-50 
110-783333-3 
110-783333-5 
110-783335-1 
110-783335-10 
110-783336-1 
110-783336-10 
110-783336-10 
110-783336-30 
110-783337-1 
110-783338-1 
110-783340-11 
110-783340-13 
110-783340-15 
110-783340-15 
110-783340-17 
110-783340-3 
110-783340-5 
110-783340-7 
110-783345-1 
110-783346-1 
110-783347-1 
110-783360-1 
110-783365-3 
110-783365-4 
110-783372-1 
110-783373-3 
110-783373-5 
110-783373-7 
110-783373-9 


SOURCE 


NAVY CODE 


STOCK NUMBER 


FIGURE 
AND 


295-26 
298-12 
300-14 
300-14 
300-17 
300-18 
300-19 
300-20 
300-3 
300-4 
300-1 
300-12 
298 
298-42 
298-42 
298 
299-8 
298-35 
301-9 
299-10 
299-11 
301-8 
298-36 
97-9 
97-10 
303-31 
306-30 
306-26 
303-30 
302-33 
305-25 
306-35 
298-23 
298-15 
298-24 
295-3 
295-4 
295-3 
293-2 
293-2 
293 
293 
293-27 
293-14 
293-28 
293-27 
294-3 
294-1 
293-26 
293-23 
293-25 
293-44 
294-5 
293-21 
293-19 
293-22 
293-20 
293-18 
293-24 
293-37 
298-17 
298-17 
294-11 
294-31 
294-29 
294-26 
294-25 


Section III 
Numerical Index 


QTY | FILM 
INDEX NO. 
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Section ΠΙ 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-571-0497 
14RD-1560-571-0291 
1LARD~1560-571-0292 
1ARD-1560-694—-7697 
14RD-1560-694-7697 


1ARD-1560-571-0294 


14RD-1560-571-0295 
14RD-1560-571-0295 
14RD-1560-571-0296 


14RD-1560-571-0297 


1ARD-1560-694-7704 
LARD~1560-694=7705 


1ARD-1560-571-1518 
1ARD-1560—-524-2499 
LARD=1560-694=7709 


14RD-71560-532-2224 
1ARD-1560-629-8391 


14RD-1560-650-6721 
1ARD-1560-651-3166 
14RD-1560-651-3167 
14RD-1560-651-3168 
1ARD-1560-571-49328 


1ARD-1560-571-9309 


14RD-1560-650-6722 


1ARD-1560-189-4220 


1ARD-1560-245-9408 
1Αβ0”1560-195-2835 


1ARD-1560-373-4778 
1ARD-1560-373-4779 


1ARD-1560-199-8258 
14RD-1560-223-1487 
1ARD71660-536-7534 
1ARD-1680-099-5632 
1A4RD-1680-099-5633 
14RD-1680-099-5634 
1ARD-1560-195-2856 
1A4RD-1560-195-2812 
1ARD-1560-191-8769 


1682 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


110-783376-1 
110-783377-3 
110-7835377-5 
110-783378-1 
110-783378-1 
110-783380-1 
110-7835383-1 
110-783384-3 
110-783384-5 
110-785384-5 
110-783385-3 
110-783385-5 
110-783386-3 
110~783387-17 
110-783387-19 
110-783387-5 
110-783387-7 
110-783388-31 
110-783389-1 
110-783394-5 
110-783395-1 
110-783398-3 
110-783399-5 
110-783402-3 
110-783403-3 
110-783405-1 
110-783405=3 
110-783406-1 
110-783406-2 
110-783407-1 
110-783407-2 
110-783410-1 
110-783410-11 
110-783410=31 
110-783410-41 
110-783410-61 
110-783410-71 
110-783410-81 
110-783410-91 
110-783411-1 
110-783411-11 
110-783411-31 
110-783411-41 
110-783411-51 
110-783411-61 
110-783411-71 
110-783411-81 
110-783411-91 
110-784000-1 
110-784000-2 
110-784003-10 
110-784003-30 
110-784003-50 
110-784007 
110-784016-3 
110-784017-1 
110-784017-2 
110-785007 
110-785011-10 
110-785011-30 
110-785011-70 
110-785013 
110-785014 
110-785015 
110-785025-1 
110-785025-2 
110-785026-1 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


294-32 
294-30 
294-24 
294-35 
294-9C 
293-38 
294-40 
294-34 
294-33 
294-38 
294-18 
294-18 
294-217 
294-39 
294-12 
294-16 
294-14 
294-37 
294-15 
294-22 
294-21 
294-20 
294-23 
294-28 
294-27 
298-2 
298-3 
296-16 
296-16 
296=10A 
296=10А 
294 
294-98 
294=9А 
294-9 
294-80 
294-8С 
294-88 
294-8A 
302-34 
304-1 
304-2 
304-3 
304-74 
304-5 
304-6 
304-7 
304-8 
342-71 
342-1 
343-1 
343-4 
343-2 
343-10 
343-214 
343-8 
343-8 
302 
91-7 
91-8 
91-5 
91-4 
91-9 
91-2 
92-3 
92-3 
92-2 
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Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD<1560-189-1477 
1ARD-1560-222-6810 
1ARD-1560-222-6811 
1ARD-1560-673-8723 
1AR0-1660-219-4586 
1ARD-1560-092-5442 
14RD-71560-092-5443 


1ARD-1560-394-0098 
1ARD-1560-394-0099 
14R0-1560-373-4780 
1ARD-1560-373-4781 


1ARD-1650-670-6578 
1A4RD-1650-670-6579 
14R0-1560-478-3613 
1ARD-1560-478-3614 
1ARD-1560-478-3615 
,1ARD-1560-478-3616 
1ARD~1560-478-3617 


1ARD~1560-478-36138 


1ARD-1560-335-9548 


1ARD-1560-191-8767 
1ARD-1560-304-4358 


1ARD-1560-386-8234 


1ARD-1560-478-3621 
1AR0-1560-478-3622 
1ARD-1560-478-3623 
1ARD-1560-185-2695 


LARD~1560=211-1032 
1AR0-1680-099-5642 
1ARD-1560-185-2692 


1ARD-1560-478-3625 


1ARD^71560-478-3627 
1ARD-1560-478-3628 
1ARD-1560-222-6830 
1ARD-1560-222-6831 
1ARD-1560-308-0070 


1ARD-1560-594-7823 


Revised 1 December 1959 


Section III 
Numerical Index 


50 
а FIGURE | TOTAL | MICRO 
AND QTY | FILM 


AF INDEX NO. 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


110=785026=2 M 92-2 
110-785027 92-1 
110-785066-1 52=21 
110-785066-2 52-21 
110-785069 91-6 
110-785076-1 91-1Α 
110-785076-2 91-1Α 
110-785195-13 92-1 
110-785101 343-23 
110-785185-1 92-5 
110-785185-2 92-4 
110-785186 302 
110-785189-1 92-5 
110-785189-2 92-5 
110-785189-30 92-25 
110-785189-40 92-5 
110-785191-11 92-2 
110-785192-3 92-3 
110-785192-4 92-75 
110-790017 320-17 
110-790017-11 255-30 
110-790017-13 255451 
110-790017-3 255-27 
110-790017-5 255-28 
110-790017-7 255-29 
110-790020 35-10 
110-790020-3 255-7 
110-790020=30 255-21 
110-790020-5 255-4 
110-790020-5 255-5 
110-790020-50 255-22 
110-790020-7 255-4 
110-790020-70 255-23 
110-790020-90 255-24 
110-790021 255 
110-790023 255-218 
110-790023-10 ! 255-18 
110-790028 35-9 
110-790028-110 254-18 
110-790028-120 254-6 
110-790028-130 254-5 
110-790028-150 254-18 
110-790028-170 254-7 
110-790028-50 254-7 
110-790028-70 254-6 
110-790028-90 254-5 
110-790029 255-17 
110-790031 254 
110-790031-110 254-10A 
110-790031-130 254=13А 
110-790031-70 
110-790036 
110-790039 
110-790040 
110-790040-10 
110-790040-150 
110-790040-170 
110-790040-190 
110-790040-30 
110-790040-31 
110-790040-50 
110-790042 
110-790048 
110-790049 
110-790049-10 
110-790051 
110-790052-11 
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Section ΤΠ 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


1ΑΒΌ-1560-185-2687 
1ARD-1560-185-2686 


1ARD-1560-195-2859 


1ARD-71560-307-3458 


1ARD-1560-694-4577 


14RD-71560-097-3954 


1ARD-1560-320-6595 


LARD~1560~320~6597 


1ARD~1560-339-0495 
1ARD-1560-040-9602 
1ARD-1560-040-9602 


LARD~1560=339=0496 
1ARD-1560-671-3373 
14RD-1560-619-0848 
14RD-1560-524-2503 
1ARD-1560-650-6723 
1ARD-1560-650-6724 


1ARD0-1560-2673-8606 


1А80=1560=195-3577 


1ΑΚΡ-1560-571”1526 
14RD-71560-319-3087 
1A4RD-1560-029-4139 


1ARD-1560-533-0229 
14R0-1560—-196-75593 


1ARD-1560-675-6109 
1ARD-1560-196-5594 
1AR0-1560-196-5594 


1A4RD-1560-524-2505 
1ARD-1560-029-4142 


1A4RD-1560-335-9549 


LARD~1560=250-9734 
LARD~1560=247=7080 


5310-660-2470 


1ARD-1560-250-9735 
1ARD-1560-219-4587 
1A4RD-1560-250-9736 


1ARD-1560-029-4144 
14RD-1560-317-0805 
LARD~1560"317=0806 


1684 


110-790053-11 
110-796001-1 
110-796001-2 
110-796002 
110-796048-11 
110-796048-3 
110-796048-5 
110-796048-7 
110-796060 
110-796085 
110-796089-3 
110-796091 
110-796092-10 
110-796092=30 
110-796092-50 
110-796092-50 
110-796093-10 
110-796093-30 
110-796100-11 
110-796101-3 
110-796103-3 
110-796104-1 
110-796105-11 
110-796106-21 
110-796107=21 
110-796109-3 
110-796110-21 
110-796112-1 
110-796113-1 
110-796116-1 
110-796117-11 
110-796119-1 
110-796120-1 
110-796122-3 
110-796123-3 
110-796227 
110-796227-3 
110-796227-30 
110-796227-5 
110-796228-5 
110-796229 
110-796229-10 
110-796230-3 
110-796230-5 
110-796238-10 
110-796240 
110-796240-30 
110-796240-5 
110-796240-7 
110-796241 
110-79624] 
110-796241-3 
110-796274-21 
110-796300 
110-796300-3 
110-796300-7 
110-796301-21 
110-796302521 
110-796303 
110-796304-21 
110-2796304-23 
110-796305-21 
110-796306-21 
110-796307-3 
110-796308 
110-796309 
110-796310-3 


SOURCE 


NAVY CODE 


STOCK NUMBER 


κ] FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


255-38 
197-1 
197-1 
197-38 
198-12 
198-9 
198-10 
198-11 
184 
198-5 
197-11 
197-13 
197-45 
197-5 
197-6 
197-8 . 
197-7 
197-7 
35-20 
205A10 
185-1 
205A26 
205A4 
205A16 
205A19 
205431 
205A14 
205A18 
205Α3 
205A7 
205A9 
205A33 
205A2 
205A29 
205412 
184-3 
186-7 
186-71 
186-8 
186-13 
186-9 
186-14 
186-19 
186-17 
198-16 
197 
197-57 
197-40 
197-40 
197-41 
197-9 
197-9 
184-8 
99-1 
197-18 
198-4A 
96-18 
198-19 
198-3 
197-34 
197-34 
197-25 
96-23 
197-23 
96-20 
96 
96-21 


z 
Ὅ m cf mm к ны, RO 70 М М М м на 5 pH 


= 


= 


= 


=z 


= 


2 
1 
4 
2 
2 
2 
4 
2 
2 
2 
2 
2 
2 
2 
5 
2 
P 
1 
1 
1 
1 
1 
1 
1 
1 
1 
Ρ 
1 
1 
1 
1 
1 
1 
8 
P 
2 
8 
1 
1 
1 
1 
1 
2 
2 
2 
1 
P 
1 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1A4RD-1560-029-4146 
1ARD-1560-029-4147 


1ARD-1560-319-3092 
1ARD-1560-250-9737 
1ARD-1560-332-4588 
1AR0-1560-247-7081 
1ARD-1560-029-4149 


1ARD-1560-571-9306 
1ARD-1560-651-3169 
14RD—-1560-571-9307 


14R0-71560-545-6978 


1ARD-1560-211-10533 
1ARD-1560-571-9308 
1ARD-1560-211-1034 


1ARD-1560-030-5971 
1ARD-1560-030-5972 
1ARD-1560-030-5973 
1ARD^41560-030-5974 
1ARD-1560-030-5975 
1ARD-1560-213-5627 
1AR0-1560-030-5976 
1А80=1560-030-5977 
1ARD-1560-030-5978 


1ARD-1560-694-4578 


1ARD-1560-214-9846 
14R0-1560-214-9847 
LARD=1560-532=2226 


1ARD-1560-524-2507 
1A4RD-1560-030-5980 
14R0-1560-594-7837 
1ARD-1560-594-78538 
1ARD-1560-185-2698 
1ARD-1560-185-2698 


1ARD-1560-030-5981 
1ARD-1560-030-5982 
1ARD-1560-030-5983 
1А80-1560-030=5996 
1ARD-1560-030-55984 
1ARD-1680-319-3095 
1A4R0-1680-319-3096 
1ARD-1560-035-4456 
LARD~1680-533~2334 
1ARD-1560-587-1685 
1ARD-1680-319-3097 


1ARD-1560-030-5986 
14RD-1560-030-5987 
1A4RD-1560-651-3139 
1ARD-1680-319-3098 
1ARD-1560-4030-5988 


1AR0-1560-030-5990[| 


1AR0-1560-030-5991 
1ARD-1680-319-3099 
1ARD-1680-319-3100 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-796310-5 
110-796311 


110-796312 
110-796314 
110-796315 
110-796316 
110-796317 
110-796319 
110-796320 
110-796324 
110-800001 
110-800027 
110-800027-110 
110-800027-130 
110-800027-150 
110-800027-170 
110-800027-190 
110-800027-210 
110-800027-50 
110-800027-70 
110-800027-90 


1107800047 


110-800047-110 
110-800047-150 
110-800047-190 
110~800047=350 
110-800047-370 
110-800047-390 
110-800047-7410 
110-800047-430 
110-800047-450 
110-800047=490 
110-800047-50 
110-800047-510 
110-800047-530 
110-800047-550 
110-800047-570 
110-800047-590 
110-800047-610 
110-800047-630 
110-800047-70 
110-800047-770 
110-800047-790 
110-800048 
110-800048 
110-800062 
110-800062-150 
110-800062-170 
110-8000682-270 
110-800062-290 
110-800062-310 
110-800062-350 
110-800062”-370 
110-800062-50 
110-800062-590 
110-800062-601 
110-800062-610 
110-800062-611 
110-800062-630 
110-800062-650 
110-800062-653 
110-800062-670 
110-800062-690 
110-800062-710 
110-800062-730 
110-800062-750 
110-800062-770 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


W=w===x==x==x=sx=x=x==x=x===“x x 


FIGURE 
AND 


96=22 
96-15 
197-19 
198-1 
197-5 


330-68 
330-67 
330-66 
99-24 
99-25 
99-23 
321-19 
328-6 
328-8 
328-10 
328-11 
328-7 
328-9 
328-5 
328-1 
328-2 
328-10 
328-3 
328-11 
328-7 
328-1 
328-2 
328-9 
328-7 
328-7 
328-4 
328-10 
328-11 
329-59 
330-64 
321-20 
328-20 
328-21 
328-19 
328-15 
328-14 
328-13 
328-16 
328-25 
328-33 
328-24 
328-27 
328-31 
328-23 
328-24 
328-12 
328-18 
328-12 
328-28 
328-17 
328-31 
328-32 


Section III 
Numerical Index 


QTY | FILM 
INDEX NO. 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


LARD~1680~-533=2335 
1A4RD-1560-587-1686 
1ARD-1560-650-5451 
1ARD-1560-650-5452 


14RD-1560-035-4457 
1ARD-1560-594-7851 
1ARD-1560-6753-8729 
1ARD-1560-673-8730 
1AR0-1560-332-4589 


1ARD-1560-650-6726 
14RD-1560-571-8227 
14RD-1560-032-4588 


14RD-1560-320-6599 


1ARD-1560-524-2508 
1ARD-1560-320-6600 
1ARD-71560-571-8230 
14RD-1560-571-8231 
14RD71560-650-6727 
1ARD-1560-525-8334 
1ARD-1560-320-6601 
1A4RD-1560-594-78539 
1ARD-1560-320-6602 
1ARD-1560-524-2509 
1ARD-1560-320-6603 
14RD-1560-533-2336 
1ARD-1560-587-1688 
1ARD-1560-587-1689 


1ARD-1560-673-6553 


1ARD-1560-032-4589 
1ARD-1560-587-1692 


1ARD-1560-214-9849 


14RD-1560-320-6604 


14RD-1560-560-5141 


1ARD-1560-524-2510 
1ARD-1560-650-6729 
1ΑΒΌ-1560-699-4319 
1ARD-1560-560-5142 
1ARD-1560-320-06605 
14RD-1560-320-6606 
l1ARD-1560-600-4968 
1ARD-1560-594-7840 
1AR0-1560-211-1036 
14RD-1560-533-2337 
1ARD-1560-533-02231 


1ARD-1560-587-1690 
1ARD-1560-587-1691 
1ARD-1560—-594-7841 
lARD-1560-659-1754 


1686 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-800062-790 
110-800062-810 
110-800062-830 
110-800062-850 
110-800062-870 
110-800062-890 
110-800062-90 
110-800062-910 
110-800062-930 
110-800062-950 
110-800062-970 
110-800062-990 
110-800070 
110-800070-10 
110-800070-110 
110-800070-130 
110-800070-150 
110-800070-170 
110-800070-30 
110-800070-310 
110-800070-330 
110-800070-450 
110-800070-470 
110-800070-490 
110-800070-50 
110-800070-510 
110-800070-550 
110-800070-590 
110-800070-610 
110-800070-630 
110-800070-650 
110-800070-651 
110-800070-653 
110-800070-655 
110-800070-657 
110-800070-661 
110-800070-670 
110-800070-671 
110-800070-690 
110-800070-691 
110-800070-70 
110-800070-711 
110-800070-730 
110-800070-731 
110-800070-750 
110-800070-751 
110-800070-770 
110-800070-771 
110-800070-790 
110-800070-830 
110-800070-850 
110-800070-870 
110-800070-890 
110-800070-90 
110-800070-910 
110-800070-911 
110”-800070-916 
110-800070-918 
110-800070-921 
110-800070-925 
110-800070-930 
110-800070-951 
110-800070-953 
110-800070-955 
110-800070-957 
110-800070-959 
110-800070-961 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


NAVY 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO. 


328~28A 
328-33А 
328-29 
328-30 
328-31 
328-33Α 
328-26 
328-2^ 
328-28А 
328-27 
328-22 
328-17 
321-22 
329-56 
329-37 
329-34 
329-31 
329-28 
329=55 
329-36 
329-33 
329-52 
329-49 
329-46 
329-54 
329-43 
329-48 
329-42 
329-50 
329-47 
329-44 
329-54 
329-53 
329-38 
329-53 
329-41 
329-41 
329-41 
329-27 
329-30 
329-53 
329-32 
329-39 
329-29 
329-30 
329-27 
329-51 
329-28 
329-45 
329-25 
329=29 
329-32 
329-35 
329-40 
329-38 
329-26 
329-57 
329-58 
329-57 
329-57 
329-56 
329244 
329-41 
329-29 
329-27 
329-26 
329-25 


= 
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ΑΕ CLASS CODE 


OR 
STOCK NUMBERS 


14RD-1560-673-0739 
1A4RD-1560-594-7842 


1AR0-1560-594-7843 
1ARD-1560-587-1693 


1A4RD-1560-592-3815 
14RD-1560-587-1694 


1ARD-1560-525-82335 
1ARD-1560-525-8336 
1ARD-1560-594-7852 
1LARD~1560+673=8740 
LARD= 1560=594=7853 
1ΑΡΡ”1260”-524-2511 
1ARD-1560-594-7854 
14RD-1560-524-2513 
14RD-1560-524-2514 
1ARD-1560-600-4969 
l1ARD-1560-594-7855 
14RD-1560-524-2515 
1ARD-1560-524-2516 
1А80-1560-524-2517 


1ΑΠΟ”-1560-574-9450 
1ARD-1560-524-2518 
14RD-1560-524-2519 
1AR0-71560-317-0811 


1ARD-1560-651-2161 
148RD-1560-673-6554 


14R0-715604524-2520 


14R0-1560-524-2521 
1ΑΡΡ”1260-524-2522 


14RD-1560-030-5992 
1А80-1560-533-0232 
1AR0-1560-524-2523 
1ARD-1560-574-9451 
1AR0-1560-030-5993 


1ARD-1560-594-7856 
1ARD-1560-524-2524 
1A4RD-1560-594-7857 
1ARD-1560-524-2525 
1ARD-1560-524-2526 
lARD-1560-524-2527 
14RD-1560-568-5376 
14RD-1560-316-1931 
1AR0-71560-040-9603 
1AR0-1560-592-3828 


1ARD-1560-659—-1755 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-800070=965 
110800070967 


110-800070-971 
110-800070-973 
110-800070-975 
110-800070-977 
110-800070-979 
110-800070-981 
110-800080 
110-800089-10 
110-800080-110 
110-800080-130 
110-800080-150 
110-800080-170 
110-800080-190 
110-800080-250 
110-800080-270 
110-800080-310 
110-800080-330 
110-800080-370 
110-800080-430 
110-800080-50 
110-800080-550 
110-800080-555 
110-800080-590 
110-800080-610 
110-800080-630 
110-800080-650 
110-800080-651 
110-800080-653 


110-800080-655 


110-800080-2657 
110-800080-670 
110-800080-671 
110-800080-691 
110-800080-70 

110-800080-710 
110-800080-711 
110-800080-730 
110-800080-731 
110-800080-750 
110-800080-751 
110-800080-770 
110-800080-771 
110-800080-790 
110-800080-791 
110-800080-810 
110-800080-811 
110-800080-830 
110-800080-850 
110-800080-890 
110-800080-90 

110-800080-910 
110-800080-911 
110-800080-912 
110-800080-921 
110-800080-922 
110-800080-930 
110“800080-931 
110-800080-939 
110-800080-941 
110-800080-943 
110-800080-951 
110-800080-953 
110-800080-957 
110-800080-961 
110-800080-963 


STOCK NUMBER 


SOURCE 


CODE FIGURE 


AND 


329-27 
329-28 


329-33 
329-39 
329-51 
329-726 
329-51 
329-59 
321-24 
330-63 
330-58 
330-57 
330-56 
330-55 
330-42 
330-39 
330-38 
330-36 
330-35 
330-33 
330-30 
330-61 
330-54 
330-30 
330-52 
330-51 
330-50 
330-49 
330-40 
330-55 
330-29 
330-62 
330-48 
330-62 
330-43 
330-60 
330-46 
330-32 
330-45 
330-34 
330-44 
330-731 
330-43 
330-28 
330-62 
330-27 
330-41 
330-30 
330-32 
330-29 
330-53 
330-59 
330-47 
330-40 
330-37 
330-734 
330-31 
330-28 
330-27 
330-47 
330-55 
330-52 
330-27 
330-28 
330-29 
330-30 
330-29 


Section Ш 
Numerical Index 


£ | TOTAL | MICRO 
QTY | FILM 
NAvy| INDEX NO. 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-673-8742 


1ARD-1560-524-2528 


1ΑΒΌ-1560-673-8743 
1A4RD-1560-651-3170 


1ARD-1560-532-2228 
1ARD-71560-520-6037 
1ARD-1560-532-2229 
1ARD-1560-030-5994 


1ARD-1560-673-6555 


1ARD-1560-600-4970 


1ARD-1560-587-1687 
1ARD-1560-532-2232 
1ARD-1560-5232-2233 
1ARD-1560-030-5995 
1ARD-1560-525-5653 


1ARD-1560-525-5654 


14RD-1560-614-2998 


1A4RD-1560-532-2237 


14RD-1560-032-4590 
1A4RD-1560-317-0814 
1A4RD-1560-032-4591 
14RD-1560-317-0815 
14RD-1560-304-4360 
14RD-1560-317-0816 


1ARD-1560-032-4592 
1ARD-1560-032-4593 


1ARD-1680-185-2697 


1688 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-800080-965 
110-800080-967 
110-802080-971 
110-800080-973 
110-800080-975 
110-800080-977 
110-800080-981 
110-800080-983 
110-800080-985 
110-800080-987 
110-800080-989 
110-800080-991 
110-800080-993 
110-800080-995 
110-800080-997 
110-800090 
110-800090-170 
110-800090-210 
110-800090-230 
110-800090-250 
110-800090-370 
110-800090-390 
110-800090-410 
110-800090-430 
110-800090-450 
110-800090=470 
110-800090-490 
110-800090-510 
110-800090-530 
110-800090-550 
110-800090-570 
110-800090-590 
110-800090-610 
110-800090-630 
110-800090-650 
110-800100 
110-800100-110 
110-800100-130 
110-800100-150 
110-800100-190 
110-800100-210 
110-800100-230 
110-800100-250 
110-800100-270 
110-800100-290 
110-800100-330 
110-800100-310 
110-800100-350 
110-800100-370 
110-800100-380 
110-800100-390 
110-800100-90 
110-800110-1 
110-800110-130 
110-800110-140 
110-800110-150 
110-800110-160 
110-800110-170 
110-800110-180 
110-800110-2 
110-800110-50 
110-800110-60 
110-820000 
110-820004 
110-820004-10 
110-820005-1 
110-820005-2 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


330-28 
330-27 
330-30 
330-63 
330-62 
330-62 
330-59 
330-53 
330-41 
330-35 
330-53 
330-41 
330-59 
330-754 
330-51 
321-23 
330-7 
330-6 
330-5 
330-4 
330-7 
330-6 
330-5 
330-8 
330-9 
330=10 
330-12 
330-15 
330-20 
330-11 
330-18 
330-7 
330-7 
330-15 
330-20 
321-21 
329-21 
329-16 
329-4 
329-4 
329-23 
329-22 
329-20 
329-17 
329-213 
329-5 
329-8 
329-19 
329-11 
329-10 
329-23 
329-23 
321-29 
329-3 
330-5 
329-1 
330-1 
329-2 
330-2 
321-30 
329 
330-2 
389 
319 
319-36 
319 
319 
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ΑΕ CLASS CODE 
08 
STOCK NUMBERS 


1ARD-1560-4&36=7321 


1ARD=1680-099-5645 
l1ARD-1680-099-5645 
1ARD-1560-653-0956 
1ARD-1560-653-0956 


1ARD-1560-436-7322 


1A4RD-1730-646-7509 


1A4RD-1560-316-1932 
1A4RD-1560-316-1938 
1ARD-1560-316-1933 
14RD-1560-315-0871 
148RD-71560-319-3101 
1ARD-1560-317-0817 
1ΑΒΡ-1560-699-4320 


1ARD-1560-339-9537 
1ARD-1560-699-4321 
1ARD-71560-316-1934 


4006"1610"599~6590 
4831-1650-523-5513 
4831-1650-523-5513 
4605-3120-662-2164 
5826-248-3512 
4305-72915-474-2343 
1600-5826-112-9047 
4801-1650-094-8064 
4510~485=5065 
5310-208-7216 
5310-208-7221 
5310-208-7222 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


110-820006 
110-820006-30 
110-820009 
110-820012 
110-820012-10 
110-820015 
110-820015 
110-820016 
110-820016 
110-820017 
110-820018 
110-820019 
110-820019-10 
110-820020 
110-820022 
110-820023-1 
110-820023-2 
110-820025-1 
110-820025-2 
110-820027-1 
110-820027-2 
110-820029 
110-820036 
110-820050-11 
110-820050-31 
110-820050-41 
110-820050-51 
110-820052-1 
110-820058-11 
110-820058-31 
1105300000 
1105310000-1 
1105310000-10 
1105310000-2 
110$310000-20 
1105310300 
1105310300-900 
1105310300-901 
1105310302 
1105310302-1 
1105310302-2 
1108310304 
1105310306 
1105310308 
1105310724 
1102-1 

11062А 
111-130004-1 
111-130004-10 
111-130004-2 
111-130004-20 
111-130005-1 
111-130005-10 
111-130005-2 
111-130005=20 
111095 
1111-518198 
1111-518198 
115-22 

116133 

116137 

11637 

11816-1 

1192 

128070 

12B126 

128144 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


INDEX NO 


389-3 
389-3 
389-5 
389-2 
389-2 


321-18A 


389-47 


321-188 


389-8 
389 
389-6 
389 
389-4 
319-39 
320-28 
320-26 
320-26 
320-25 
320-25 
320-27 
320-27 
320 
321-13 


321-130 
321-13C 
321-130 
321-136 


321 


321-13B 
321-13A 


36 
36-11 
36-13 
36-12 
36-14 
36-1 
36-2 
36-7 
36-3 
36-4 
36-5 
36-6 
36-8 
36-9 
36-10 
66”-1Α 
262-23 
18 
18 
18 
18 
15-48 
15-48 
15-48 
15-48 
288-15 


85-54A 
86” 57А 


361-28 
132-19 
132-20 


41=11A 


286-15 
323-6 
2-24 
360-24 
360-19 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 
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Section HI 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


4862-2945-698-4952 
4862-2945-698-4952 
4510-485-5066 

4832-2915-308-1443 
4832-2915-308-1444 
4832-2915-308-1444 
4832-2915-308-1444 
5930-4031-5313 

5930-031-5313 

2334-5990-348-2469 
2234-6615-197-0422 
2236-6615-197-0422 
2234-26615-197-0422 
2234-6615-197-0422 
2234-6615-197-0422 
2234-6615-197-0422 
2234-6615-197-0422 
2234-6615-197-0422 
2234-6615-197-0423 
22345-76615-197-0423 
2234-6615-197-0425 
2234-6615-197-0423 
2234-6615-197-0423 
2234-76615-197-0423 
2234-6615-197-0423 
2234-6615-197-0425 
2234-76615-197-0425 
2234-6615-197-0425 
2234-6615-197-0425 
2234-6615-197-0425 
2234-6615-197-0425 
2234-6615-197-0425 
2234-76615-197-0425 
2234-6615-197-0425 
2234-6615-242-7542 
2234-6615-515-6107 


2234-6615-526-4582 
6685-371=0415 
6685-371-0415 


1690 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


12013-20=8 
120268 


120268 

1206 
121072-011-02 
121072-011-03 
121072-011-03 
121072-011-03 
12280-1 
12280-1 
12320-10 
12340-1А 
12340-1А 
12340-1А 
12340-1A 
12340-1A 
12340-1Α 
12340-1Α 
12340-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1A 
12341-1C 
12341-1C 
12341-1C 
12341-1C 
12341-1C 
12341-1C 
12341-1C 
12341-1C 
12361-1A 
12364-1A 
12377-1A 
12401-18-J1 
125586 

125586 
127-130001-1 
127-130001-2 
127-150001-1 
127-150001-2 
127-150002 
127-150003 
127-220001 
127-220002 
127-220003 
127-240003-10 
127-240003-30 
127-240003-50 
127-240003-70 
127-240004 
127-240005 
127-725000 
127-725010-101 
127-725010=101 
127-725010-103 
127-725010-105 
127-725010-105 
127-725010-107 
127-725010-109 
127-725010-111 
127-725010-113 
127-725010-115 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


AF 


NAVY 


ZEZEZEZEBEZEEHKUVUGD 
кә на 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 
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313-22 
67-18 
68-14 

323-5 
10-7 
10-7 
37-40 
73-5 
85-368 
86-40 

157-18 

239-21 

240-23 

242-23 

244-25 

245225 

246-23 

248-23 

250-23 

239-21 

240-23 

242-23 

244-23 

245-23 

246-23 

248-23 

250-23 

239-21 

240-23 

242-23 

244-23 

245-23 

246-23 

248-23 

250-23 

228-32 

228-32 

157-18 

313-21 
86-42 

379-12 

2-15 
2-15 
3-3 
3-3 
3-4 
3-4 
24-2 
26-31 
26-32 
24-4 
24-4 
24-4 
24-4 
31-9 
31-20 

170 

106-37 

107-38 

128-6 

106-38 

107-39 

128-4 

107-42 

128-5 

167-3 

167-4 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS NAvy| INDEX NO. 


127-725010-117 
127-725010-117 
127-725010-119 
127-725010-121 
127-725010-133 
127-725010-135 
127-725100 
127-725101 
127-725102 168-2 
127-725103 168-18 
127-725104 167-27 
127-725104 168-10 
127-744001 165-39 
127-744002 126-24 
127-744003 165-15 
127-744004 125-32 
127-749000 250-20 
127-749001 250-34 
127-750001-110 173-15 
127-750001-130 173-16 
127-750001-150 173-17 
127-750001-230 173-20 
127-750001-50 173-19 
127-750001-70 173-18 
127-750001-90 173-14 
127-750002-110 174-9 
127-750002-130 174-8 
127-750002-150 174-10 
127-150002-170 174-11 
127-750002-190 174-13 
127-750002-2210 174-12 
127-750002-290 174-16 


174-15 
174-17 
174-18 
174-19 
174-20 
174-21 


167-25 
168-14 
128-11 
167-28 
167-5 
167-27 
168-3 
168-4 


ZE >> > x= == 


127-750002-310 
127-750002-330 
127-750002=350 
127-750002-370 
127-750002-390 
127-750002-410 
127-750002-430 174-14 


XX > <> => 2 == 2 თ 2 თ > თ თ 2 2 > 2 Е 


127-750002-70 
127-750002-90 
127-750003-10 
127-750003-110 
127-750003-150 
127-750003-210 
127-750003-230 
127-750003-250 
127-750003-270 
127-750003-290 174-39 
127-750003-30 174-31 
127-750003-310 174-36 
127-750003-70 174-33 
127-750003-90 174-34 
127-750004-150 173-1 
127-750004-170 173-2 
127-750004-190 173-4 
127-750004-210 173-3 
127-750004-230 173-5 
127-750004=250 173-6 
127-750004-270 173-7 
127-750004-290 173-3 
127-750005-10 - 174-1 
127-750005-30 174-2 
127-750005-50 174-3 
127-750005-70 174-4 
127-750006-10 173-8 
127-750006-30 173-9 


174-6 

174-7 

174-30 
174-25 
174-37 
174-40 
174-32 
174-36 
174-38 


WÍ====x==x==x=x==x=== 
m 
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Section ΤΠ T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE 
OR PART NUMBER 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


SOURCE 
ახა FIGURE | TOTAL | MICRO 
QTY | FILM 


174-27 
174-28 
174-29 
174-23 
174-24 
174-25 
174-26 
173-26 
173-27 
173-28 
173-29 
173-30 
173-31 
173-32 
173-33 
173-13 
173-11 
173-12 
173-38 
173-41 
173-42 
173-43 
173-44 
173-45 
173-46 
173-47 
173-48 
173-49 
173-50 
173-39 
173-36 
173-37 
173-40 
173-22 


127-750006-90 
127-750007-10 
127-750007-110 
127-750007-130 
127-750007-150 
127-750007-30 
127-750007-50 
127-750007-70 
127-750007=90 
127-750008-30 
127-750008-50 
127-750008-70 
127-750008-90 
127-750009-10 
127-750009-50 
127-750009-70 
127-750009-90 
127-750010-10 
127-750010-30 
127-750010-50 
127-750011-210 
127-750011-330 
127-750011-350 
127-750011-370 
127-750011-390 
127-750011-410 
127-750011-430 
127-750011-450 
127-750011-470 
127-750011-490 
127-750011-510 
127-750011-530 
127-750011-550 
127-750011-570 
127-750011-590 
127-750012-110 
127-750012-50 
127-750012-70 
127-750012-90 
127-750020-10 
127-750020-30 


173-21 
173-23 
173-24 
174-5 

174-5A 


127-751010 171 N 
127-751010-53 171-11 
127-751014 171-12 N 


*OkKEXIXEXZXXEZIZXXZZXXEXEXEZXZXXEIXIXEZXXXEXXEIXZxXricrrirx 


127-751014-11 
127-751014-7 
127-751014-7 
127-751015 
127-751017 
127-751020 
127-751021 
127-751022 
127-752007-70 
127-752016-3 
127-752018 
127-752018-10 
127-752018-3 
127-752018-30 
127-752018-50 
127-752018-70 
127-756013 
127-756035 
127-756045-2] 
127-756045-2] 
127-756049 
127-756049-10 
127-756060 


173-25 


Per UP Ü 2 2 RP EH 15 1-} уз [54 i> = z > [53 i> = 15} > = рә үз > уз [51 рз 42 * 1-1 + > ра + ра рә рш >= > = рэ узш 


жож 


15 


= =x==x==x==x==x=>”> εἶ 


кә кә 


172-328 
42-9 
42-9 

172715 


1ARD41560-524-4430 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section Ш 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS | INDEX NO. 


127-756064-21 114-20ς 
127-156064-21 112-144 
127-756064-22 114-20C 
127-756064-22 172-14A 
127-756066-10 42-8 
127-756066-30 42-8 
127-756066-50 42-8 
127-756070 42 
127-756071-10 114-26 
127-756071-10 172-32А 
127-756071-30 114-26 
127-756071-30 172=32A 
127-756077 171-29 
127-759006 201-23 
127-759009 250-35 
127-759010 201-22 
127-759012 199 
127-759012-3 201-11 
127-759013 201-14 
127-759017-50 172-5 
127-759019 172-17 
127-759028 172-23 
127-759029 172-31 
127-759030 172-14 
127-759030-10 114-208 
127-759033 172-27 
127-771103 325-38 
127-772103 320 
127-772107 319 
4118-1630-474-2317| 127808 267-6 
4510-032-1845 1283 323-3 
1296 323-10 
13X1325 319-26 
4210-639-9548 13X13261 319-25 
4210-639-9548 13X13261 320-19 
4210-639-9548 13X13261 320-4 
13X1350 319-25 
13X1350 320-19 
13X1350 320-4 
13X1462 319-25 
13X1462 320-19 
13X1462 320-4 
13X1466 320-19 
13X1466 320-4 
4572-1680-438-2604| 131-500 319-15 
4118-1630-247-4638| 13280 220-7 
4648-1620-394-2311| 13537A 352-21 
4648-1620-394-2311| 13537А 353-29 
4847-1650-698-6622| 13550 67-18 
13550A 67-18 
4648-1620-394-2312| 13582A 363-23 
4831-2915-305-4492| 1359-526565 386-12 
4648-1620-394-2313| 13703А 362-8 
13752 67-18 
13752 68-14 
14NCC1822YP 359-2 
4605-5315-214-4202| 140-14 350-47 
142-343102-21 137-35 
142-3431 2-22 137-35 
142-343102-23 137-35 
142-343102=24 137-35 
142-343102-25 137-35 
142-343104-21 136A38 
1427344107 136A 
142-783000-1 292A9 
142-783000-10 292A9 
142-783000-10 ` 293-10 
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1 
1 
P 
P 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 


AF CLASS CODE NAVY CODE FIGURE 
OR PART NUMBER STOCK NUMBER AND 
STOCK NUMBERS INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


1A4RD-1560-348-3680 142-783000-30 


292A9 1 
1ARD-1560-348-3680 142-783000-30 293-10 1 
4510-485-5078 1443 323-4 1 
#103-1630-093-9196 145340M1 354-3 & 
4103-1630-180-5617 145570MC 354-6 4 
145570MC1 354-6 4 
9320-141-7342 1457 326-1A 1 
6126-6685-514-4867 147831A 313-27 4 
6126-6685-030-1877 147832 313-24 2 
4868-4730-473-9463 15051-12 388-8 2 
4868-4730-473-9462 15051-8 388-19 2 
2234-76605-515-4749 15005-2A1 15-31 1 
5910-649-0136 1510-5 182-17 2 
5340-329-2183 1513-5 142-24 1 
2234-76615-561-4446 15300-1F2C2 313-20 1 
2805”-312-8796 1542907 256-13 1 
&868-4&730-433-2586 155-12 388-6 2 
155-125 388-6 2 
4868-5310-473-9481 155-25-12 388-10 2 
4868-75310-473-9480 155-2528 388-21 2 
155-8 388-17 2 
155-85 388-17 2 
4868-4730-486-5317 15554-12 388-9 2 
4868-1650-394-2468 15554-120 270-448 1 
4868-1650-473-9459 15554-8 388-20 2 
4868-74730-394-2469 15554-8D 270-40 1 
4868-4730-590-0783 15556-120 270-47 1 
15556-8р 270-39 1 
4227-1680-370-7391 156DC 376-11 2 
2234-6615-526-4851 15704-7182 240-23 1 
2234-6615-526-4851 15704-182 247-23 1 
4213-6110-733-6003 1589-1C 158-1A 2 
6137-6685-263-1767 1592 145-2 1 
6137-6685-263-1767 1592 319-41 H 
3110-227-2796 l6NCC1824YP 210-36 1 
160-311101-1 136A 
160-311101-11 136A 
160-311102-1 136A 
160-311112-1 136A 
160-311112-30 136A 
160-311115-1 136A 
160-311200-1 135 
160-311200-1 136A30 
1ARD-1560-5320-6607 160”-311200-45 137-22 1 
14RD-1560-305-0633 160-311200-49 137-5 1 
1ΑΝΡ”-1260-214-9413 160-311200-53 137-6 1 
14RD-1560-320-6608 160-311200-83 137-17 1 
1ARD-1560-651-3172 160-311200-95 137-13 1 
160-311200-97 137-33 1 
160-311300-21 136A17 2 
160-311302-3 137-30 1 
1ARD-1560-650-6733 160-311310-13 137-34 1 
160-311310-9 137-26 H 
160-311316-3 137-2 2 
160-311317-1 137 NP 
160-311318-1 137 NP 
1A4RD-1560-530-4735 160-311320-3 136A24 1 
1607311321-3 136A25 1 
160-311322-21 136A19 1 
160-311322-23 136A18 1 
1ARD-1560-373-4797 160-311400-1 136A22 1 
160-314302-21 225-32A H 
1ARD-1560-347-3413 160-314302-23 225-32A 1 
1ARD-1560-330-6031 160-314302-25 225-324 1 
1ARD-1560-025-6092 160-314303-1 225-24 1 
1ARD-1560-032-4596 160-314304-1 225-29 1 
1ARD-1560-315-4965 160-314305-3 225-27 2 


1694 Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-025-6093 


1AR0-1560-547-7073 
LARD~1560-547=7474 
1ΑΒΡ-1560-653-0957 
1А80-1560-547-7475 
14RD-71560-653-0958 


1ARD-1560-540—-3096 
1ARD-1560-540-3096 
4227-1680-376-2636 
4227-1680-376-2656 
4227-1680-376-2636 
4227-1680-376-26536 
4227-1680-376-2636 
4227-1680-474-1232 
4227-1680-474-1232 
4227-1680-474-1234 
2234-6605-347-7495 
2234-6614-503-0348 
5930-296-5T770 

5930-268-2818 


4805-4820-032-7334 
451775340-166-5633 
4517-1680-448-4725 
6620-518-74741 


1600-5915-327-4223 


6025-76685-526-6081 
6263-6610-515-6459 
5330-297-4567 

484671650-568-0145 
4846-71650-568-0145 
4846-1650-696-8363 
4846-1650-696-8365 
4846-1650-568-0145 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


160-314306-1 
160-314306-11 
160-314308-3 
160-314308-5 
160-314308-7 
160-314309-3 
160-31431051 
160-314310-11 
160-317000-1 
160-317005-11 
160-317005=13 
160-317005-17 
160-317005-19 
160-317005-31 
160-317005-35 
160-217005-41 
160-317005-47 
160-317005-48 
160-317005-5 
160-317005-53 
160-317005-55 
160-317005-57 
160-317005-63 
160-317005-65 
160-317005-67 
160-317005-69 
160-317005-7 
160-317005-73 
160-317005-75 
160-317005-77 
160-317005-79 
160-317005-83 
160-317005-85 
160-317005-9 
160-631014-1 
160-783033-17 
160-783033-17 
164812 

164812 

164812 

164812 

164812 

164011 

164011 

164ER 
16404-1C-A3 
16500-105 
17302-17=410 
17302-17~490 
174-745001-31 
17589-2 
17589-2-160-24 
17917 

17919 

18-1000 

1854 

180L2 

180L3 

18095T 
1845X-4-03D 
18520 

187618 
19-100-,0625 
19-100- 0625 
19-100-040 
19-100-040 
19-100-0625 


SOURCE 
CODE 


M1 

M1 

* 
M1 


NAVY 
STOCK NUMBER 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY 


FILM 


INDEX NO. 


225=28 
225-28 
225-26 
225-26 
211-37 
225-32 
225 
225-23 
136A 
136A1 
138-2 
138-76 
138-11 
136Α 
138-8 
136A 
138-23 
138-4 
138-1 
138-9 
138-10 
138-13 
138-14 
138-1Α 
138-18 
138-1ς 
138-5 
138-10 
138-1E 
138-2A 
138-1F 
1358-4 
138-7 
138-12 
230-73 
292A8 
293-9 
67-1A 
68-1 
231-4 
235-54 
298-531 
299-12 
301-10 
87-1 
114-16 
157-17 
300-10 
300-10 
158-17 
87-21 
87-21 
324-20 
324-19 
125-10 
114-29 
132-9C 
132-9C 


231-13А 


102-15 
313-22 
210-44 


263737C 


264-425 
209-36 
280-22 
209-37 


= 
= O 
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Section III 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


4801-1650-541-0435 
4801~1650~541=0435 
1А80-1630-307-3462 
1480-1560-533-0237 
14RD-5310-325-9530 
14RB-1560-308-0036 
1ARB-5310-205-9089 
1660-5841-112-9044 


4805-2935-449-1733 
4805-5305-449-1745 
4805-5305-449-1747 
5826-538-0840 
5965-284-5856 
5930-296-6706 
5930-296-6706 
1600-5826-241-1011 
5826-565-8649 
5826-565-8649 
5826-565-8649 


4013-1610-181-0069 
5930-327-7918 
5930-243-8310 


1696 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


19328 

19328 
194-420030-3 
194-420032-3 
194-420035-3 
194-420041-3 
194-420042-3 
2ΑΚ203-4 
2A203-225 
2A4633-16 
2A5754-16 
2A5754-49 
2A790-141 
28800-78 
2CC1B4 

2CC1B4 
2C3035-101A 
2C667-403A 
2C667-403A 
2C667-403A 
2F1-6-11471-1 
2F1-6-11471-2 
2F1-6-11471-3 
2F1-6-11471-4 
2F1-6-11472-1 
2F1-6-11472-2 
2F1-6-11472-3 
2F1-6-11472-4 
2F1-6-711473-1 
2F1-6-11473-2 
2F1-6-11473-3 
2F1-6-11473-4 
2F1-6-11474-1 
2F1-6-11474-2 
2F1-6-11474-5 
2F1-6-11474-4 
2F1-76-11475-1 
2F1-6-11475-2 
2F1-6-11475-3 
2F1-6-11475-4 
2F1-6-11476-1 
2F1-6-11476-2 
2F1-6-11476-3 
2F1-6-11476-4 
2F1-6-11477-1 
2F1-6-711477-2 
2F1-6-11477-5 
2F1-6-11477-4 
2F1-6-11478-1 
2F1-6-11478-2 
2F1-6-11478-5 
2F1-6-11478-4 
2F1-6-11479-1 
2F1-6-11479-2 
2F1-6-11479-3 
2F1-6-11479-4 
2F1-6-11480-1 
2F1-6-11480-2 
2F1-6-11480-3 
2F1-6-11480-4 
2F1-6-11481-1 
2F1-6-11481-2 
2F1-6-11481-3 
2F1-6-11481-4 
2J17653-26R 
2VA1 

2V81 


ΝΑΥΥ 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE | TOTAL | MICRO 
AND QTY | FILM 
INDEX NO 
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263-18 
264-15 
350-3 
350-2 
350-12 
350-11 
350-13 
41-22 
17-13 
87-208 
87-218 
87-21A 
41-4 
200-2A 
150-19 
153-15 
132-17 
114-10 
247-35 
249-235 
74-50 
74-50 
74-50 
74-50 
76-51 
74-51 
74-51 
74-5] 
74-52 
74-52 
74-52 
74-52 
13-19 
13-19 
13-19 
13-19 
13-20 
13-20 
13-20 
13-20 
13-21 
13-21 
13-21 
13-21 
13-22 
13-22 
13-22 
13-22 
13-23 
13-23 
13-23 
13-23 
13-24 
13-24 
13-24 
13-24 
13-25 
13-25 
13-25 
13-25 
13-26 
13-26 
13-26 
13-26 
369-5 
199-22 
199-25 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5895-342=2253A 
1660-5841-327-4709 


5330-171-8351 
5330-171-8351 
5330°171-8351 
5330-527-7009 
5330-239-8733 
5330-239-8733 
5330-257-0873 


4588-1560-328-5239 
4588-1560-328-5239 


1ARD-1560-533-0238 
1ARD-1560-533-0238 
4801-1650-094-8118 


4730-329-8075 
4801-1650-438-3944 


4801-71650-438-3944 
4801-1650-438-23944 


4510-214-1289 


1ΑΒΌ-1560-320-6609 


1ARD-1560-650-6697 
1ΑΡΡ”-1560-320-6700 
1A4RD-1560-320-6610 


1ΑΒΡ-1560-320-6611 


1ΑΒΟ-1680-3 463804 
1ΑΒΌ-1560-320-6612 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


226721-409D 
227110 
200"1/4 
200-1/4 
200-1/4 
200-1/4 
200-10 

200-10 

200-10 
200AC1/2 
200AC1/4 
200AC1/4 
200AC5/16 
200P2-35 
201-01-3 
201-01-3 
201-03-3 
201-03-3 
201-05-32 
201-05-32 
201-07-23 
201-07-3 
201-08-1 
201-08-1 
2021029743 
2021D29743 
2021029743 
20349 

20775 
208-1100-6 
20907-2 
20907-2 
20907-2 

21614 
210-1725 
210-1725 

2103 
213-310000-17 
213-310003-1 
213-310602-11 
213-310602-12 
213-310602-31 
213-310602-32 
213-310800-1 
213-310800-313 
213-310800-315 
213-310804 
213-310805-1 
213-310805-2 
213-310805-35 
213-310805-95 
213-310807-1 
213-310807-15 
213-310807=17 
213-310807-73 
213-310807-79 
213-310807-83 
213-310807-87 
213-310809-1 
213-310810-11 
213-310811-1 
213-310811-11 
213-310812-11 
213-310813-11 
213-310814-31 
213-310815 
213-310816-11 


Section III 
Numerical Index 


SOURCE 
NAVY CODE FIGURE 


STOCK NUMBER AND 
AF | NAVY 


113-13 
169-19 
13-11 
13-13 
13-17 
66-13A 
15-23B 
66-138 
84-33 
84-35 
88-24 
89-21Α 
84-34 
256-43 
88-30 
89A19 
88-25 
89A14 
88-26A 
89A15 
88-28 
89A17 
88-26 
89A14A 
233-16 
234-11 
234-32 
283-16 
295-25 
277-67 
96-66 
291-21 
291-8 
84-39 
209-6 
277=19 
323-7 
198-3A 
100 
99-114 
99-11Α 
99-11Α 
99-11A 
207-73 
211-57 
211-59 
99-8A 
207-7 
207-7 
207-27 
207-28 
207-47 
207-66 
207-66 
207-69 
207-67 
207-68 
207-67 
211-60 
208-20 
21151 
207-40 
208-33 
207-6 
203-22 
35-136 
211-44 


=> 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-320-6614 


1ARD-1560-320-6615 
14RD-71560-650-6740 
14RD-71560-650-6741 


14RD-71560-650-6672 


1ARD-1560-650-6698 
1ARD-1560-650-6699 
14RD-1560-650-6673 
14RD41560-320-6616 
1A4RD-71560-320-6617 
14RD-1560-320-6618 
1ΑΒΌ-1560-320-6619 


1ΑΒΌ-1560-320-6620 
1A4RD-71560-320-6621 


14RD-71560-320-6622 
1ΑΒ0”1560-320-6623 


14RD-71560-320-6624 
14RD-71560-320-6628 
14RD-71560-320-6629 
14RD-1560-320-6630 
LARD~1560—320~6631 
1ARD~1560-320-6632 
LARD~1560=320-66 33 
14RD-71560-320-6634 
1A4R0-1560-320-6635 
14RD-15602320-6637 
1ARD-1560-320-6638 
14RD-1560-650-6682 


1ARD-1560-320-6639 
1ARD41560-320-6640 


1698 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-310817-11 
213-310817-31 
213-310819-1 
213-310819-11 
213-310819-12 
213-310819-19 
213-310819-31 
213-310819-41 
2137310819-51 
213-310822-1 
213-310822-10 
213-310822-2 
213-310822-9 
213-310823-1 
213-310869-21 
213-310869-23 
213-310870-21 
213-310870-23 
213-311303-11 
213-311604-1 
213-311604-2 
213-311605-1 
213”311605-2 
213-311703-11 
213-311802-1 
213-311802-2 
213-311809-1 
213-311809-2 
213-311846-11 
213-313607-3 
213-313607-4 
213-313608 
213-313802-1 
213-313802-2 
213-313803-11 
213-313804-1 
213-313804-2 
213-313805-21 
213-313805-22 
213-313805-23 
213-313805-24 
213-313806-1 
213-313806-2 
213-313806-21 
213-313806-22 
213=313807-21 
213-313807=22 
213-313807-23 
213-313808-21 
213-313810-1 
213-313810-2 
213-313811-1 
213-313811-2 
213-313812-1 
213-313812-2 
2137313813-1 
213-7313813-2 
213-313815-411 
213-313815-12 
213-313815-31 
2132313815-7 
213-313821-11 
213-313821-12 
213-313821-3 
213-313821-4 
213-313821-7 
213-313821-8 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


TOTAL | MICRO 
QTY | FILM 


NP 
NP 
NP 
NP 
NP 
NP 
NP 
NP 
NP 
NP 
NP 
N 
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208-12 
208-12 
207-42 
207-43 
207-43 
207-44 
207-42 
207-42 
207-42 
207 
207-470 
207 
207-70 
211-23 
208-15 
208-15 
208-14 
208-14 
100 
100 
100 
100 
100 
100 
211 
211 
211 
211 
211 
100-5 
100-6 
100-1 
211-4 
211-4 
211-13 
100-35 
100-235 
211-12 
211-12 
211-12 
211-12 
211-62 
211-62 
211-66 
211-66 
211-53 
211-753 
211-61 
100-34 
207-8 
207-8 
207-9 
207-9 
211-28 
211-28 
211-31 
211-231 
207-460 
207-60 
207-62 
207-63 
207-52 
207-52 
207-51 
207-51 
207-51 
207-51 
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ΑΕ CLASS CODE 


OR 
STOCK NUMBERS 


1ARD~1680-332~7187 
1ARD-1560-651-3132 
14RD-71560-651-3133 
14RD-1680-332-7188 
1ARD-1560-320-6643 
1AR0-1680-332-7189 
1ARD-71560-650-6683 
1ARD-1560-650-6684 
1ARD-1560-320-6644 
1ARD-1560-320-6645 
1ARD-15602320-6646 
LARD~1560-320-6647 
1ARD-1560-320-6648 
1ARD-1560-320-6649 
1ARD-1560-320-6650 
1ARD-1560-65075444 
l1ARD-1560-650-5445 
1ARD-1560-320-6653 
1ARD-1560-7320-6654 
1ARD-1560-320-6655 
1ARD-1560-320-6656 
1ARD-1560-320-6657 
1ARD-1560-650-7544 
1ΑΒΌ-1560-650-75 45 


1ARD-1680-332-27190 
14RD-16804332-7190 
1ARD-1680-332-7191 
1ARD-1680-332-7192 
1ARD-1680-332-7191 
1ARD-1560-320-6660 
1AR0-1560-320-6661 
1ARD-1560-320-6662 
1А80=1560=320-6663 
1ARD-1560-320-6664 
1ARD-1560-2320-6665 


14RD-1560-2320-6666 
1ARD-1560-320-6667 


1AR0-1560-320-6668 
1ARD-1560-320-6669 
1ARD-1560-320-6670 
1ARD-1560-320-6671 


1ARD-1560-332-7193 
1ARD-1560-650-7546 
1ARD-1560-650-7547 
1AR0-1680-332-7194 
14RD-1560-320-6672 
1ARD-1680-332-7195 
1ΑΒΌ-1560-320-6677 
1ΑΒΌ-1560-320-6678 
1ΑΒΌ-1560-320-6679 


14RD-71560-320-6680 
1ARD-1560-650-7548 
14RD-1560-320-6683 
1ARD-15602320-6684 
1ARD-1560-320-6685 
1ARD~1560~320~6686 
1ΑΒΌ-1560-320-6687 
1ARD-1560-662-47531 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-313822-11 
213-313824-3 
213-313826-21 
213-313826-22 
213-313827-3 
213-313828-11 
213-313829-3 
213-313831-41 
213-313831-42 
213-313832-21 
213-313832-22 
213-313837-3 
213-313840-3 
213-313840-4 
213-313842-3 
213-313842-4 
213-313844-11 
213-313844-12 
213-313846-21 
213-313847-21 
213-313847-22 
213-313848-21 
213-313848-22 
213-213849-11 
213-313849-12 
213-313849-17 
213-313851-3 
213-313851-3 
213-213852-3 
213-313852-5 
213-313854-3 
213-313854-4 
213-313856-21 
213-313856-22 
213-919857-21 
213-313857-22 
213-313858-3 
213-313859-3 
213-313859-5 
2137313860-21 
213-313860-22 
213-313860-23 
213-313860-24 
213-313861-21 
213-313861-22 
213-313862-21 
213-313862-22 
213-313863-11 
213-313864-3 
213-313865-3 
213-313866-3 
213-313867-3 
213-313867-5 
213-313871-21 
213-313873-3 
213-313874-1 
13-313874-11 
213-313874-21 
213-313874-23 
213-313875-11 
213-313875-31 
213-313877-21 
213-313877-23 
213-312878-21 
213-313878-22 
213-313880-3 
213-313881-3 


NAVY 
STOCK NUMBER 


SOURCE 


CODE 


NAVY 


AF 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY | FILM 


INDEX NO. 


100-29 
208-42 
207-70 
207-70 
208-48 
207-12 
208-44 
211-23 
211-223 
211-22 
211-22 
211-8 

211-26 
211-26 
207-49 
207-249 
211-67 
211-67 
208-10 
207-56 
207-56 
207-58 
207-58 
207-1 

207-1 

207-5 

208-29 
208-43 
208-30 
208-46 
211-51 
211-51 
211-17 
211-17 
211516 
211-16 
207-14 
207-22 
207-23 
211-11 
211-11 
211-11 
211-11 
211-10 
211-10 
211-9 

211-9 

208-32 
208-27 
208-28 
208-31 
208-24 
208-37 
208-49 
211-47 
208-16 
208-16 
208-19 
208-19 
211-34 
211-34 
100-39 
100-39 
100-9 

100-9 

203-28 
203-24 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


14RD-5310-205-8781 
1ΑΒΌ-1560-326--3088 
14RD-1560-327-3689 


1ARD-1560-650-6700 
14RD-71560-334-6178 
14RD-1560-326-3089 


1ARD-1560-326-3090 
1ARD-1560-650-5454 
14RD-1560-327-3690 
14RD-1560-327-3691 
1ARD-1560-327-3692 
1ARD-1560-334-6179 
14RD-1560-326-3092 


1ARD-5340-598-1537 
1ARD-1560-650-6702 
14RD-1560-327-3694 


1A4RD-1560-327-3695 
1ARD=1560~327-3696 
14RD-1560-327-3697 
14RD-1560-327-3698 
LARD~1560-327~3699 
14RD-1560-326-3095 


1ARD-1560-650-6704 
148RD-1560-327-3700 
14RD-1560-326-3094 
1ARD-1560-327-3701 
1ARD-1560-320-6688 
14RD-1560-326-3095 
1ARD-1560-320-6689 
14RD-1560-320-6690 
1ARD-1560-320-6691 
1ARD-1560-320-6692 
14RD-1560-320-6693 
14RD-1560-320-6694 
148RD-5310-208-8943 
1A4RD-5310-637-1013 
1ARD-5310-331-5063 
1A4RD-5310-639-6544 


1ARD-1560—-650-5446 
1A4RD-1560-320-6696 
14RD-1560-320-6697 
1ARD-1560-320-6698 
1ARD-1560-650-6703 
14RD-1560-326-3096 
14RD-71560-320-6699 
14RD-1680-332-7197 
14RD-5306-693-6885 


1700 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-313882-31 
213-313883-3 
213-313884-11 
213-313885-3 
213-313886-11 
213-313886-12 
213-313887-3 
213-313888-5 
213-313889-23 
213-313890-21 
213-313892-3 
213-313893-3 
213-313894-3 
213-313895-21 
213-313895-22 
213-313896-21 
213-313896-22 
213-313898-3 
213-313899-11 
213-313899-12 
213-313900-21 
213-314804-11 
213-314804-115 
213-314804-119 
213-314804-12 
213-314804-159 
213-314804-83 
2137314804-85 


` 213-315800-3 


213-315805-21 
213-315806-21 
213-315806-22 
2137315807-21 
213-315807-22 
213-315808-5 
213-315808-6 
213-315809-21 
213-315810-21 
213-730002-3 
213-730004 
213-730005-1 
213-730006-11 
213-730010-21 
213-730013-3 
213-730014-3 
213-730015-1 
213-730016-1 
213-730017-3 
213-730018-21 
213-730019-1 
213-730020-3 
213-730021-1 
213-730022-3 
213-730025-3 
213-730026-3 
213-730028-5 
213-730029-5 
213-730030-7 
213-730031-25 
213-730032-21 
215-730033-3 
213-730034-21 
213-730034-23 
213-730035-3 
213-730036-3 
213-730037-3 
213-730038-3 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


203-26 
203-29 
203-30 
100-13 
100-16 
100-16 
211-2 
203-19 
203-17 
203-20 
203-7 
203-21 
100-10 
100-17 
100-17 
100-18 
100-18 
207-4 
211-25 
211-25 
207-3 
211 
211-56 
211-52 
211 
211-54 
211-54 
211-55 
208-26 
211-50 
211-52 
211-52 
207-55 
207-55 
207-53 
207-53 
211-49 
211-45 
291=1A 
35=13A 

207-41 
277-62 
291-19 
210-3 
210-34 
209-50 
210-4 
210-6 
210-1 
210-9 
210-7 
210-32 
210-12 
210-29 
210-15 
210-40 
210-37 
210-39 
210-41 
210-30 
210-27 
210-16 
210-16 
210-22 
210-28 
210-20 
210-14 


TOTAL | MICRO 
QTY | FHM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


LARD~1680~332-7198 
1ARD-1560-326-3098 
1ARD-5340-597-8912 
1ARD-5315-205-0060 
1ARD-1560-334-6181 
1ARD-1560-326-73099 
LARD~1560-326-3100 
14R0-1560-650-6705 
1AR0-1560-650-6706 
1ARD-1560-650-6707 
LARD~1560~650-6708 


1ARD-1650-332-7199 
1ARD-1650-337-4125 
1A4RD-1650-337-4126 
14RD-5310-639-3415 
1ARD-1560-327-3702 
1ARD-1650-337-4127 
1ΑΒΌ-1650-337-4128 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-730039-23 
213-730040-23 
213-730041=11 
213-730042-3 
213-730044-5 
213-730051-5 
213-730052-3 
213-730053-3 
213-730062-31 
213-730062-32 
213-720062=41 
213-730062-42 
213-730068 
213-730070 
213-730074-3 
213-730075-5 
213-730100-11 
213-730101-21 
213-730102-11 
213-730103-3 
21372730104-11 
213-730105-3 
213-730106-73 
213-730200-29 
213-730200-31 
213-730200-33 
213-730200-41 
213-730200-43 
213-730200-45 


` 213-730200-53 


213-730200-55 
213-730200-57 
213-730200-59 
213-730200-61 
213-730200-63 
213-730200-65 
213-730200-67 
213-730200-69 
213-730200-71 
213-730200-73 
213-730200-75 
213-730200-77 
213-730200-79 
213-730200-81 
213-730200-85 
213-730200-87 
213-730200-89 
213-730200-91 
213-730200-99 
213-730201-11 
213-730201-13 
213-730201-15 
213-730201-17 
213-730201-19 
213-730201-21 
213-730201-25 
213-730201-27 
213-730201-29 
213-730201-237 
213-730201-39 
213-730201-41 
213-730201-51 
213-730201-55 
213-730201-455 
213-730201-65 
213-730201-67 
213-730201-69 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


AF 


NAVY 


FIGURE 
AND 


100-1 
203-15 
100-14 
210-31 
210-33 
210-48 
210-41 
210-45 
321-180 
321-180 
321-180 
321-180 
278-21 
271-14 
100-15 
210-16A 
278-17 
279-20 
279-6 
279-5 
279-3 
279-10 
279-18 
276-29 
276-31 
276-32 
276-34 
276-35 
276-37 
277-55 
211-54 
271-56 
271-38 
271-25 
271-22 
271-20 
271-26 
271-39 
277-40 
277-27 
271-21 
277-23 
271-42 
271-29 
271-45 
271-30 
271-51 
271-44 
276-30 
277-7 
277-8 
271-9 
277-10 
277-11 
271-12 
276-6 
276-7 
276-8 
276-9 
216-14 
276-16 
271-13 
276-5 
276-5 
276-19 
278-14 
278-15 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
INDEX NO. 
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1701 


Section ІП 
Numerical Index 


1ARD-1560-650-6685 
1ARD-1560-650-6686 


1702 


AF CLASS CODE 
OR 
STOCK NUMBERS 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-730201=7 
213-730201-71 
213-730201-75 
213-730201-77 
213-730201-79 
213-730201-83 
213-730201-85 
213-730201-87 
213-730201-9 
213-730201-91 
213-730201-95 
213-730201-97 
213-730201-99 
213-730202-11 
213-730202-13 
213-730202-15 
213-730202-17 
213-730202-17 
213-730202-3 
213-730202-3 
213-730202-5 
213-730202-5 
213-730202-7 
213-730202-9 
213-730203-11 
213-730203-13 
213-730203-15 
213-730203-17 
213-730203-19 
213-730203-21 
213-730203-23 
213-730203-25 
213-730203-27 
213-730203-29 
213-730203-31 
213-730203-33 
213-730203-35 
213-730203-37 
213-730203-39 
213-730203-41 
213-730203-43 
213-730203-45 
213-730203-47 
213-730204-1 
213-730204-11 
213-730204-13 
213-730204-15 
213-730204-17 
213-730204-19 
213-730204-21 
213-730204-23 
213-730204-25 
213-730204-5 
213-130204-7 
213-730204-9 
213-730205-1 
213-730205-3 
213-730205-5 
213-730205-7 
213-730206-11 
213-730206-7 
213-730206-9 
213-730208-1 
213-730208-3 
213-741000-1 
213-741001-1 
213-741002=1 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE TOTAL | MICRO 


AND QTY | FILM 
INDEX NO. 


217-5 
282-22 
281-48 
280-36 
280-44 
280-8 
280-25 
280-41 
277-6 
280-47 
281-35 
281-37 
281-36 
284-16 
284-14 
284-37 
289-2 
289A2 
289-6 
289A6 
289-7 
289A7 
288-54 
288-47 
276-41 
282-25 
282-35 
281-9 
281-5 
281-11 
281-8 
281-4 
281-10 
277-45 
277-41 
277-28 
282-7 
280-14 
281-25 
280-19 
276-39 
276-38 
276-36 
209-41 
209-24 
209-15 
209-12 
209-2 
209-16 
209-13 
209-3 
209-40 
209-25 
209-26 
209-27 
209-274 
209-17 
209-14 
209-4 
276-18 
276-15 
276-17 
277-73 
277-72 
106-44 
106-45 
126-55 


Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD=1560~650=6686 
lARD-1560-650-6687 


1ARD-1560-650-6688 
1ARD-1560-650-6688 
1ΑΒΌ-1560-650-6689 
1ΑΒΌ-1560-650-6689 


1ARD-15607650-6690 
1ARD-1560-650-76690 


1ARD-1560-650-6691 
1ARD-1560-326-3102 
1ARD-1560-327-3703 
1ARD-1560-326-3103 


1ARD-5930-345-5312 
1ΑΒΌΟ-5930-3465-5313 


1ΑΒΌ-1560-650-5447 
14R0-1560-650-5448 


1ARD-1560-326-3104 
1ARD-1560-326-3105 
LARD~1560=326+3106 
1ARD-1560-326-3107 
14R0-1560-326-3109 
14RD-1560-326-3109 
14RD-1560-326-3110 
1ARD-1560-326-3111 
1ARD+5340=597=9660 
`1А80-1560-326=3112 
1AR0-71560-326-23113 
1ARD-1560-326-3114 


1ARD-1560-326-3115 
1AR0-1560-326-3116 
1A4RD-1560-326-3117 
1ARD-1560-650-6692 
1ARD-1560-326-3118 
1ARD-1560-326-3119 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-741002-1 
213-741003-1 
213-741004-1 
213-741004-11 
213-741004-31 
213-741005-1 
213-741005-1 
213-741006-1 
213-7 410061 
213-741009-1 
213-741009-11 
213-741009-31 
213-741010-1 
213-741011-1 
213-741011-1 
213-742001 

213-742001 

213-743002 

213-743100 

213-743101 

213-743102 

213-743103 

213-743104 

213-7431073 
213-743108 

213-745006=1 
213-745009-1 
213-745010-3 
213-745011--3 
213-745012 

213-7450153-1 
213-745014-3 
213-745021-1 
213-745025-1 
213-747000 

213-747001 

213-747002 

213-747003 

213-747004 

213-747005 

213-747006 

213-749000-1 
213-749001-11 
213-T710000-1 
213-770000-2 
213-770001-1 
213-770001-11 
213-770004-21 
213-770005-21 
213-770006-21 
213-770006-22 
213-770009-1 
213-770009-11 
213-770009-12 
213-770009-2 
213-770010-43 
213-770011-21 
213-770012-3 
213-770013-1 
213-770014 

213-770015 

213-770016-11 
213-770016-231 
213-770016-41 
213-770018-1 
213-770019-3 
213-770019-5 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 


INDEX NO 


127-50 
199-27 
168-358 
168-358 
167-30A 
165-41A 
166-27Α 
165-418 
166-17A 
199-29 
199-29 
199-29 
199-28 
126-56 
127-51 
105-14 
105-22 
207-29 
104 
124 
158 
158 
158 
169-7 
199 
158-25 
158-33 
158-40 
158-37 
158-38 
158-41 
158-36 
211-43 
158-244 
199 
199 
199 
158 
158 
199 
158 
104-13 
124-39 
100-19 
100-19 
100-20 
100-23 
100-25 
100-26 
100-27 
100-27 
100-7 
100-8 
100-8 
10027 
100-21 
100-28 
211-40 
211-41 
211 
35-138 
202-9 
202-4 
202-2 
202-12 
202-11 
202-6 


Section III 
Numerical Index 
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1703 


Section HI 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


14RD-1560-650-6730 
1ARD-1560-650-6731 
14RD-1560-650-6693 


14RD-1560-650-6694 
1AR0-1560-650-6695 
1ARD-1560-650-6696 


1ARD-1560-650-7551 


1ARD-1560-650-5455 
1ARD-1560-650-5456 


1ARD-1560-650-5457 
14RD-1560-650-5458 


14RD-1560-650-5459 
1A4R0-1560-650-5460 
14RD-1560-650-6732 
1ARD-1560-650-5462 


1ARD-1560-326-3120 
1ARD-1560-326-3121 
1ARD-1560-700-6699 


4234-76105-695-2790 
5935-636-5982 
5935-258-0406 
5935-258-0406 


5330-531-3318 
4815-1650-692-3709 
4801-2915-438-3960 
2334-6685-560-7004 
4849-2915-167-2590 
4849-2945-166-5570 
5340-290-4714 
5340-290-4714 
5340-290-4714 
4849-215-373-7820 
2334-6610-242-5888 
4849-2915-032-0152 


4013-1610-360-2691 
4517-1680-180-6658 
1600-6125-635-5482 
1600-6125-265-3765 
4801-1650-094-8179 
1A4RD-1560-308-0074 


1704 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


213-770026-11 
213-770026-31 
213-770027-11 
213-770027-111 
213-770027-31 
213-770027-41 
213-770027-51 
213-770027-61 
213-770027-71 
213-770027-81 
213-770027-91 
213-770028-11 
213-770028-111 
213-770028-121 
213-770028-31 
213-770028-41 
213=770028=51 
213-770028-61 
213-770028-71 
213+770028=81 
213-770028-91 
213-770029 
213-770029-3 
213-770034-1 
213-770037 
2137770040 
213-770043-1 
213-770045-1 
213-770066-11 
213-770069 
213-770070 
213-770071-41 
213-770072-31 
213-770073-11 
213-770074-11 
213-770074-31 
213=770075 
213-770076-3 
213-770079-11 
213-770080 
220055-010-01 
2209-4 

2209-8 

2209-8 

222 

222-18 

222-8 

222-9 

2230-4 
22472-4 

22601 
23100-5A-B 
23558 

2360A 

2376 

2376 

2376 

23995 
24100-75ΑΦΑ1 
24132 $ 
24260-25455 
24260-603 
24429 

24501-1 
24601-1 

24793 
25-21039—14 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


328-1A 
328-2A 
329-15 
329-18 
329-14 
329-9 
329-10 
329-12 
329-6 
329-7 
329-18 
330-22 
330-14 
330-26 
330-23 
330-24 
330-25 
330-19 
330-17 
330-16 
330-13 
207 
207-33 
207 
321 
207 
207-31 
207-30 
100-40 
100-39 
321 
207 
207-65 
207-64 
321-186 
321-186 
321-18F 
207-39 
100-41 
100-40 
296-6 
369-23 
106-1 
107-1 
351510 
351-12 
351-118 
351-11Α 
58-28 
288-15 
55-3 
351-14 
72-108 
72-104 
84-28 
135-13 
135-21 
72-9 
104-16 
37-21 
369-4 
369-9 
324-19 
133-5B 
133-5A 
386-12 
295-22 


TOTAL | MICRO 
QTY | FILM 
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Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-308-0075 
1A4RD-1560-308-0076 
l1ARD-1560-308-0077 
1ARD-1560-308-0078 
1ΑΒΌ-1560-308-0079 
6134-6620-526-5387 
5925-174-8807 

5925-174-8807 

6134-6680-235-4937 
6134-6620-526-5403 
6134-6685-551-1267 
4815-1650-529-3250 
4815-1650-529-3250 
4815-1650-529-3250 
4815-1650-529-3250 
4815-2915-328-2554 
481529153282554 
5325-298-6890 

4801-1650-563-6989 
4280-1680-449-1214 


5920-428-5725 
5920-428-5725 
5920-428-5725 
5920-428-5725 
5920-428-5725 
5920-285-0474 
5920-285-0474 
5920-280-4181 
5920-280-4181 
5920-280-4181 
5920728074181 
5920-280-4181 
5920-280-4181 
5920-280-4181 
5920-572-2079 
5920-572-2079 
5920-572-2079 
5920-572=2079 
5920-280-23554 
5920728023554 
5920-280-3554 
5920-280-3554 
5920-280-4240 
5920728074240 
5920-280-4240 
5920-010-6652 
5920-010=665 2 
5920-010-665 2 
5920-010-665 2 
5920-010-6652 
5920-010-6652 
5920-010-6652 
5920-010-6652 
5920-010-6652 
5920-010-6652 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 
5920-296-1519 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


25-21039-16 
25-21039-2 
25-21039-4 
25-21039-6 
25-21039-8 
25001Α6Α1-1Α1 
25005-5 
25005-5 
2510087A1A6 
25101A2C1B1 
25200A15B1-1A1 
25412 

25412 

25412 

25412 

25800 

25800 

2600-12 
27936-1 
29506-2 
3=6782H 

3AG1 

3AG1 

3AG1 

3AG1 

3AG1 

3AG1/2 

3AG1/2 

3AG1/4 

3AG1/4 

3AG1/4 

3AG1/4 

3AG1/4 

3AG1/4 

3AG1/4 

3AG10 

3A6G10 

3AG10 

3AG10 

3AG15 

3AG15 

3AG15 

3AG15 

3AG2 
3AG2 
3AG2 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG3 
3AG5 
3AG5 
3AG5 
3AG5 
3AG5 
3AG5 
3AG5 
3AG5 
3AG5 
30465 
3AG5 


STOCK NUMBER 


FIGURE 
AND 


295-23 
295-23 
295-22 
295=25 
295-24 
313-29 
155-12 
155-20 
313-30 
313-28 
313-32 
263-41 
264-36 
282-41 
291-4 
282-23 
291-22 
321-17B 
286-15 
93-1 
125-11 
130-21 
131-18 
159-17 
159-5 
163-8 
130-19 
131-17 
130-10A 
130-20 
131-11 
131-19 
159-18 
163-9 
164-8 
121-19 
123-18 
160-20 
163-4 
118-17 
119-19 
120-19 
121-18 
159-16 
159-4 
163-7 
116-16 
117-17 
118-16 
119-18 
120-18 
121-17 
122-15 
123-17 
159-15 
163-6 
114A12 
116-17 
117-16 
118-15 
119-17 
120-17 
121-16 
122-14 
122-33 
123-16 
130-10 


INDEX NO. 
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Numerical Index 
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1705 


Section ΠΠ $ Т.О. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


5920-296-1519 3AG5 131-24 2 
5920-296-1519 3465 159-18A 2 
5920-296-1519 3AG5 159-38 2 
5920-296-1519 3A65 160-21 2 
5920-296-1519 3465 163-5 2 
1600-5995-188-1181 3E6015-134 128-25 2 
1600-5995-188-1181 3E6015-134 173-34 1 

321888-90 113-5 2 

321888-90 247-37 1 
5930-480-5140 32990-47Α 114-24 1 
4922-2995-347—-5136 30651 84-53 2 

3145-6 244-38 1 

3145-6 248-38 1 

3152-6-1/8FFS 306-29 1 

3152-6-1/85 306=29 1 
4227-1680-211-4116 31551-006-00 376-10 2 

31551-011-75 376-8 4 

31551-015-25 376-9 10 

31551-022-75 376-7 2 
6350-261-9190 318 104-12 1 
5940-197-0619 31884 125-19 24 
4730-488-5973 320=,625-5.0005 268-20 2 
4730-488-5975 320-.625-5ο1255ς 255-2 2 
4730-488-5984 320-4750-104250 91-3 16 
4013-1610-214-6240 320400 229-8 1 
4730-488-5987 321=,625-2.1255 292436 1 
4730-488-5987 321-»5625-2,1255 292А&1 1 
4730-488-5987 321-4625-241255 294-24 1 
^013-1610-219-4733 322182 229-8 1 
4872-2935-486-5659 322920 87-13 2 
4872-2935-486-5660 322921 87-11 4 
5325-489-3075 3235 150-24 2 
4730-488-76041 325-,625=5.0005 292-32 4 
47130-488-6041 325-,625-5.9005 292432 4 
4730-488-6041 325-.625-254,0005 292A33 E 
4730-488-76041 325-74625-54,0008S 293-32 4 
4730-488-6041 325=.625-5,0005 295-10 3 
4730-488-6051 325-,625-7,.0625 298-4 4 
4730-488-6052 325-»625=7»,1255 298-1 2 
4730-289-3145 32674625-144937-5 51-6 2 
4730-289-3144 326-4625-15.312-S 51-5 4 
4730-032-2128 326-»625-15,51-5 51-6 2 
4730-032-2129 32674625715. 75-5 51-6 2 
6230-299-3035 33186935 321-18 6 
5920-506-1790 33461 114A11 1 
5929-506-1790 33461 117-18 4 
5920-506-1790 33461 118-18 5 
5920-506-1790 33461 119-20 6 
5920-506-1790 33461 120-20 6 
5920-506-1790 33461 121-20 6 
5920-506~1790 33461 122-16 3 
5920-506-1790 33461 122-32 1 
5920-506-1790 33461 123-19 3 
5920-506-1790 33461 130-22 T 
5920-506-1790 33461 130-9 5 
5920-506-1790 33461 131-12 1 
5920-506-1790 33461 131-20 7 
5920-506-1790 33461 131-25 1 
5920-506-1790 33461 159-19 7 
5920-506-1790 33461 159-37 1 
5920-506-1790 33461 159-6 5 
5920-506-1790 3346} 160-22 2 
5920-506-1790 33461 162”18Α 2 
5920-506-1790 33461 163-10 12 
5920-506-1790 33461 164-9 1 
5920-503-2884 3461 162-188 4 

34726-4 125-4A 1 


1706 | Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


4730-510-8905 
1600-5340-509-8685 


6340-396-0321 

420346685-692-7996 
4203-6685-692-7996 
4203-6685-692-7996 
4203-6685-692- 7996 
4203-6685-692-7996 
4203-6685-692-7996 
4203-6685-692-7996 
4203-6685—-692-7996 
4203-6685-334-9800 
4203-6685-334-9800 
4203~6685~3 34-9800 
4203-66853 34-9800 
4203~6685=334=9800 
4203~6685-3 34-9800 
4203-6685-334-9800 
4203-6685=3 34-9800 
5310-448-4962 

5310-448-4962 

5310-448—-4962 

5310-489-5657 

5310-489-5657 

5945-642-5196 

6234-6605-336-3038 
4516-1660-449-1422 
6240-151-7642 

4851-2935-202-5570 
4851-1650-347-5093 
4502-1560-485-2926 
4502-1560-485-2926 
4502-1560-485-2926 
4502-1560-485-72926 
4502-1560-485-2926 
4502-1560-485-2926 
4502-1560-485-2926 
4502-1680-485-2928 


4720-489-3232 


4720-489~3237 

4851-1650-213-6898 
4851-1650-699-1543 
4831-2915-202-5939 
4831-4820-433-3679 
4831-4820-433-3679 
6150-329-4483 

6150-329-4483 

4202-6110-483-8928 
4221-1680-094-3297 
4227-1680-376-2647 
4227-1680~094~3303 
4227-1680-376-2648 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


350-455W36 
350=5SSW15 
350-655W52400 
350-6S5W8450 
350A950218-32-29400 
35003 

35011 

35213 
35534-2 
35534-2 
35534-2 
35534-2 
35534-2 
35534-2 
35534-2 
35534-2 
35534-5 
35534-5 
35534-5 
35534-5 
35534-5 
35534-5 
35534-5 
35534-5 
356-1032 
356-1032 
356-1032 
356-524 
356-524 
35886 
35900-1F 
36455 

36084, 

38426 

38428 
3985435 
3985435 
3985435 
3985435 
3985435 
3985435 
3985435 
3903922 
390A16D11050 
390A16D11050 
390А16012,00 
39041604500 
390A16050400 
390A1655SW28 
390A20D35400 
390A20037012 
390420075 
390420075 
390420090 
390432060»00 
39532 
39532-1 
4-1049-77 
4=144-76 
4214547176 
&F10E 

&F10E 
40D8445=2 
401AL 

401AL2 
401AP2A 
401AP3A 


NAVY 
STOCK NUMBER 


| SOURCE 
CODE 


| AF [Navy 


FIGURE 
AND 


Section III 
Numerical Index 


TOTAL | MICRO 
QTY 


INDEX NO. 


384-2 
384-73 
50-35 
50-32 
382-3 
132-9B 
114-35 
125=4 
76-21 
255-8 
296-22 
296-26 
300-16 
305-14 
306-14 
369-2 
T6-21 
255-8 
296-22 
296-26 
300-16 
305-14 
306-714 
369-2 
256-10 
256-17 
256-38 
256-21 
256-6 
125-48 
133-17 
306-28 
112-8 
287-45 
284-6 
10-29 
13-1 
58-17 
73-16 
74-27 
89-27 
89813 
319-23 
88-4 
89A4 
89A4 
324-72 
324-2 
384-1 
71-12 
71-11 
37-16 
37-9 
37-26 
86-34 
272-748 
272-748 
9-24 
302-2 
302-28 
369=50А 
370-20 
158=2 
7-19 
7-19 
31-36 
31-36 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 

OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS INDEX NO. 


AF |NAVY 


4227-1680-094-3306 


401AT1A 


31-2 
42271-1680-376-2649|  &01AT3A 31-36 1 
4502-1680-485-2934| 4149177 204-12 2 
4502-1680-485-2934| 4149177 207-37 2 
4502-1680-485-2934|  41A9177 323-19 1 
#152-1630-305-4501| 412115=0=1 53-12 2 
413200-26 282-30 1 
4808-1650-540-0068|  413200-4 288-33 1 
4815-1650-516-3537| 4146-20 289A26 1 
416W1 114-34 1 
5930-327-7263 418-18-9 105-10 2 
4846-1650-028-1179|  42-100-0135 274-50 1 
4202-5975-254-3137| 42816217 199-14 2 
5310-208-4912 420247048 12-39 32 
5310-208-4912 42024-048 74-21 16 
5310-596-5978 42FW1216 368-30 8 
5310-596-5975 42FW428 207-2 8 
1370-485-2967 42H11968 325-22 1 
4730-488-6096 &20-,750-3,7502 290-15 2 
4730-488-6096 420=0750=3467505 364-6 1 
4730-488-6096 420-.750-3.7505 365-6 1 
4730-480-6101 420-.750-540005 268-20 2 
4730-488-6105 420-»750=5,2505 295-45 4 
5315=367=7994 4210 256-31 1 
4227-1680-474-1341|  423W3 191-1 1 
5340-488-6132 425-750-85008 295-44 2 
425855 369-18 2 
428315 369-18 2 
5509-1660-487-0021| 43417636 317-45 2 
5509-1660-487-0021| #43417636 318-6 1 
^502-1680-194-9134|  43A1951 321-3 14 
4502-1680-485-2973|  43A2456 179-18 30 
4502-1680-485-2974 43A2691 66-5 2 
4502-1680-485-2974| 4342691 99-126 2 
4502-1680-485-2974| 43A2691 178-51 30 
4502-1680-485-2974| 4342691 179-20 30 
4502-1680-485-2974| 4342691 184-10 4 
4502-1680-485-2974| 4342691 185-31 2 
4502-1680-485-2974| 4342691 185-5 2 
4502-1680-485-2974|  43A2691 190-22 6 
4502-1680-485-2974| 43#2691 205-24 4 
4502-1680-485-2974|  43A2691 214-22 6 
4502-1680-485-2974| 4342694 214-8 1 
43A2691A 325-19 1 
43A8304 159-32 1 
43A8304-3 159-ος 1 
43A8304-3 162-18 2 
5925-109-1762 43A8305-105 163-13 2 
4502-1680-180-6437| 4352330 176-14 
4502-1680-180-6437| 4382330 176-26 
4502-1680-180-6437|  43B2330 176-4 
4502-1680-180-6437| 4382330 177-16 
4502-1680-180-6437| 4382330 177-21 
4502-1680-180-6437| 4382330 177-25 
4502-1680-180-6437| 43682330 177-3 
4308331 325-49 
4502-1680-212-8451| 43G1953-8A 321-2 
4502-1680-485-2980| 4367044 325-23 1 
430625 369-18 2 
430860 369-18 2 
4730-289-3119 43146 342-25 8 
1680-150-8745 4441568 96-33А 1 
1680-150-8745 45A1568 184-9 4 
5945-483-8999 44818574 130-15 1 
5945-483-8999 44818574 131-9 1 
5945-483-8999 445818574 160-8 1 
5945-483-8999 44818574 163-20 1 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 


OR PART NUMBER STOCK NUMBER AND QTY FILM 


STOCK NUMBERS INDEX NO. 
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5945=4823=8999 &&B18574 164-15 
5509-1660-180-5534| 44824627 319-43 
5509-1660-487-0035 460622201 319-42 
4502-1680-485-3007 4409467 321-1 
4465437 319-20 
4465437 325-6 
5340-598-0117 440E20-8 46-36 
5930-252-9493 45A7400-1 105-40 
5930-252-9493 45A7400-1 151-4 
5930=252=9493 45A7400-1 151-5 
5930=252-9493 45A7400-1 153-6 
5930-252-9492 45A1400-2 239-13 
5930-252-9492 45A7400=2 240-13 
5930-252-9492 &5А7400=2 242-13 
5930-252-9492 45A7400-2 244-13 
5930-252-9492 45A7400-2 245-13 
5930-252-9492 &5A7400-2 246-13 
5 930-252-9492 458 7400-2 247-13 
5930-252-9492 45A7400-2 248-13 
5930=252-9492 &5А7400-2 249=13 
5930-252-9492 45A7400=2 250-13 
4804-1560-486-0855 45B23462=4 381-3 
4202-76125-483-9019 4587367 130-16 
4202-6125-483-9019 4587367 131-408 
4202-6125-483-9019 4587367 160-19 
4202-6125-483-9019 4587367 163-21 
4502-1670-211-4549 5509134 321-12 
4502-1670-211-4549 4509134 325-17 
4850-2915-025-3493 450-0 302-5 
5940-259-5099 4559 114A10 
5940-259-5099 4559 159-36 
4508-1680-474-0406 4576-53-10 27-4 
4508-1680-474-0406 4576-53-10 219-12 
4587-%-1900 236=28 
4587-4-2908 236-29 
4205-6645-095-6956 468100-0-1 125-9 
4205-1680-030-6717 468100-1 158-3 
5330-486-0862 4741562 268-16 
5935-549-4578 57841733 169-6 
&508-5310-485-3658 4718-6-2 236-11 
4508-5310-485-53658 4718-6=2 237-10 
4508-5310-485-3659| 4718-6-2 236-46 
&508-5310-637-3532 4718-6-4 236-5 
4508-5310-637-3532 4718-64 237-4 
475C28 254=14А 
476 354-166 
4508-1680-485-3674| 4775-8-1 236-32 
4508-1680-485-3677 4788-1-3 236-247 
5340-270-8532 48132 28-7 
4508-1680-186-0670 4857-1-1 34-16 
4508-1680-186-0670| 4857-1-1 219-13 
5930-636-3526 49-1384 200-8 
5930-636-3526 49-1384 201-10 
5930-296-4601 49-1416 79-6 
5930-296-4601 49-1416 80-5 
5930-296-4601 49-1416 105-18 
5930-296-4601 49-1416 105-25 
5930-296-4601 49-1416 159-25 
5930-296-4601 49-1416 159-9 
5930-296-4601 49-1416 160-14 
5930-296-4601 49-1416 162-10 
5930-296-4601 49-1416 163-15 
5930-327-6972 49-1740 200-8 
4502~1680-194-9137 49F6550-1 58-36 
4502-1680-194-9137 49F6550-1 39-26 
4502-1680-194-9137 49F6550-1 40-11 
450271680-194-9137 49F6550-1 40-3 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
CODE 


ლე 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 
STOCK NUMBER 


PART NUMBER 


4804-2915-202-9002 


49F9798-52 


380-26 
5340-329-1652 49158 33-19 
5340-329-1652 49158 102-16 
5340-329-1653 49159 37-3 
5340-329-1653 49159 102-17 
5340-329-1653 49159 342-46 
5340-7329-1654 49160 295-17 
5340-329-1654 49160 322-12А 
5340-329-1654 49160 322-15 
5340-329-1658 49163 295-18 
5340-329-1659 49164 342-23 
5340—-329-1648 49164-21 342-59 
5340-329-1644 49164-22 342-47 
53403291660 49165 37-2 
5340-329-1660 49165 342-223 
5340-329-1645 49165-22 33-18 
5340-329-1645 49165-22 342-245 
5340-329-1650 49166-21 323-128 1 
5821-373-1905 50C12894 249-37 1 
450271680-485-3047 50D3770 319-6 2 
450271670-360-0553 5007571 319-38 28 
5826=505=0565 50F12882 250-40 2 
5826-565-8649 50F 12883 250-40 2 
5340-298-9439 5000-112 236-17 2 
5340-298-9439 5000-112 236-34 2 
53407298-9439 5000-112 237-16 2 

501 263-23 1 
1600-5826-522-3438 504227004 132-25 H 
1600-5826-333-8531 5047228004 132-24 1 
1600-6125-635-8802 5054153004 132-21 1 
5826-505=0992 5054317005 132-22 1 

50679 92-16 3 
5340-286-4184 50727 216-6 4 
4502-1680-516-6542 51H3977-1 319-20 2 
450271680-516-6542 51H3977-1 319-5 2 
4502-1680-516-6542 51H3977-1 325-6 1 
5340~205=6527 5100-50 236-36 2 
5340~200=2660 5103-18 236-41 2 
5340-488-5784 512=25935Н 295-30 8 
5340-488-5789 512-35935Н 295-29 8 

51248 287-53 1 
5355-160-7116 5130 105-31 2 
5340-205-6519 5133-12 236-15 3 
5340-205-6519 5133-12 236-26 2 
5340-205-6519 5133-12 237-14 3 
&849-2915-308-1751 5152 72-4 2 
5315-200-3979 52-2062-312-1792 373-19 12 
5315-200-3979 52-062-2312-1792 373-7 12 
5831-248-7225 52C12814 200-19 
5310-198-4739 52bEE048 26-35 

52F 12984 132-18 
5310-297-3866 5222278-064 370-8 

525661 37-24 1 
5340-488-5786 528™46945H 97-0 4 
1600”-6125-303-5953 93613475 132-32 1 
4202-6125-553-1765 53C 6767 157-21 2 
5 340-489-5545 54-1 196-18 1 
4717-5305-298-1186 5411 256-28 1 
41717-5305-298-1186 5411 256-55 2 
4717—-5305-298-8418 5431 256-29 1 
4808-1650-395-2598 551200-1 290-14 1 
4808-1650-395-2601 552430 268-21 1 
4808-1650-395-2602 552430-1 268-21 H 
5930-296-9535 555-2190 387-5 .2 
1600-5821-538-7929 55871-1 133-5 1 

56B17 84-41 2 
6126”-6685-347-8931 5685C 33-13 2 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX NO. 


6126-6685=347-8932 5686 17-16 2 
85330-291-6392 5607 256-12 2 
4227-1680-370-7540 562L 376-13 18 
4227-1680-098-2366 562L1 376-15 18 
4519-1680-513-4546 5668700 210-49 1 
2805-145-8306 5710 256-36 1 
6115-696-6941 5731 256-8 1 
2805-268-3438 5757 256-40 1 
5759 256-5 1 

4327-2915-4512-4490 5852 256-9 1 
2805-291-9395 5888 256-15 1 
4846-1650-348-4395 589-30-1 278-19 1 
417117-5305-424-3001 5900 256-35 1 
6210-6605-515-4766 600025 326-1 1 
6012 256 NP 

604 263-18 1 

1ARD-1560-307-3464| 60601-3 369-15 6 
60602-1 369-16 6 

14RD-1560-536-7101 60834 369-16 6 
6121 124-17 1 

6124 124-18 1 

6128 124-19 1 

1600-5821-505-3421 614C-2 248-38A 1 
1600-5821-505-3421 614C2 249-36 1 
5925-2563-0251 6141H68 80-13 2 
5925-257-1072 6141H77 79-15 2 
5925=257-7072 6141H77 79-51 2 
. 6172 256-16 1 

6178 256-19 1 

1600-5821-505-1855| 61851 114-29 1 
2805-031-7016 5188 256-42 1 
2805-306-5674 6227 256-1 1 
624AG5HD 370-8 12 

624FSB5 370-8 12 

6115-474-3598 6316 256-31 1 
2805-386-4334 6336 124-20 1 
64 566-73 1 

6501862 80-15 2 

6502194 369=10A° 8 

6502699 569-10 2 

4002-1610-337-4354| 6502775 369-108 2 
6515503 371-19 4 

6516321 371-18 2 

652191 313-41 1 

66345-2 370-10 2 

1600-5821-505-0700 66402-1 132-10 1 
4257-25930-512-7225 66411 238-5 2 
4869-1650-529-3804| 67L200-1 388-30 2 
5945-180-837 67191-1 79-12 2 
67369-4 238-5 2 

4220—-5930-323-2080 67372-1 151-15 2 
4220-5930-323-2080 67372-1 153-28 2 
6040-6610-515-6458 674090 313-41 1 
1600-5821-2505-1808 69500-1 132-12 1 
5340-597-6320 6952-1H 114=25A 4 
5 340-597-6320 6952-1H 114-28 2 
5340759776320 6952-1H 172-32C 2 
4220-5950-648-5669| 706235 163-22 1 
5340=329-1326 70028 312-11 2 
2590-700-2235 700235 160-13 1 
4013725930-227271311 71496 238-9 1 
6025-6610-663-4156 716BU8~036 313-20A 2 
5925-500-6801 71766 149-13 2 
5925-500-6801 71766 155-5 2 
4560-1680-532-2521 71923 319-12 1 
4560-1680-370-8627| 71999 319-13 2 
4884-1650-386-0874| 720-2 284-8 1 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


FIGURE 
AND 
INDEX NO. 


NAVY 


PART NUMBER STOCK NUMBER 


SOURCE 
CODE 


TOTAL | MICRO 
QTY | FILM 


4884-1650-215-0889|  720AN2 284-8 
4884-1650-348-6515| 720F2 284-8 
4560-1680-370-8628| 72000 319-13 
3110-156-6798 7206WD8 210-453 
4560-1680-532-2528 72277 319-12 
4560-1680-370-8630| 72497 319-9 
4560-1680-698-6355| 72498 319=8 
4560-1680-328-1731 72499 319-11 
4560-1680-370-8632| 72566 319-7 
4560-1680-328-1733 72624L 319-10 
4560-1680-328-1734|  72624R 319-10 
4013-1610-483-6883| 73278 231-21 
4013-1610=483-6892| 73363 369-12 
738-47-12 77-37 
738-&7-12 78-38 
738-52-12 77-37 
738-52-12 78-38 
738-53-12 77-37 
5340-141-6962 738-60-12 77-37 
5340-141-6962 7386-60-12 78-38 
5340-141-6962 738-60-12 357=7 
5340-141-6962 738-60-12 357415 
5340-141-6962 738-60-12 358-14 
738-67-12 77-37 
738-67-12 78-38 
4560~1680=306-4773| 741881. 319-10 
4560-1680-306-4774| 741888 319-10 
6025-6610-526-7944|  742DX4-012 102-14 
74217 125-9 
74217 158-3 
4560-1680-516-8881 74461 319-7 
4804-2915-289-3944| 7451-1 56-30 
4804-2915-289-3944|. 7451-1 57-25 
4804-2915-289-3944| 7451-1 57-38 
74587 160-25 
4804-2915-097-0311| 7501-1 37-33 
4804-2915-097-0311 7501-1 37-48 
4804-2915-097-0312| 7501-2 85-22 
4804-2915-097-0312| 7501-2 86-24 
7526 104-21 
5340-200-6657 754-18-72-8 71-40 
5340-598-0083 754-32-2-8 255-9 
5340-141-6972 754-5-2-8 303-32 
5340-141-6972 754-5-2-8 381-10 
754-6-2-8 303-32 
7545-6-2-8 377-16 
754-6-2-8 385-8 
5340-327-5403 754-8-2-8 303-32 
5340-327-5403 754-8-2-8 385-8 
5340-598-0177 755-20-2-8AF 71-13 
5340-488-6327 755-30-4-8 71-13 
755-4-2-8 588-2 
755-4-4-8 72-36 
755-4-4-BAF 72-36 
755-5-2-8 71-23 
755-5-2-8 83-22 
755-5-2-8 262-10 
755-5-2-g8 316-20 
755-5-2-8 316-9 
755-5-2-B8 317-33 
5340-598-0182 755-6-2-8 71-24 
5340~488-6315 755-8-2-6 71-55 
5340-488-6316 755-8-2-8AF 71-55 
755-8-2-8 71-40 
755-8-2-8 283-10A 
755E4-2-6 254-7A 
5340-141-6152 759-10 136-34 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section ΤΠ 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX NO. 


LARD~1560~699-4322 


1A4RD-1560-317-0820 
LARD=1560~317+0821 
1ARD-1560-222-6846 
1ARD-1560-222-6847 
1ARD-1560-030-5997 


14RD-71560-222-6848 
1ARD-1560-222-6850 
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78-100104-1L 
78-100104-1R 
78-100104-10L 
78-100104-10R 
78-100104-2L 
78-100104-2R 
78-100104-3L 
78-100104-3R 
78-100104-4L 
78-100104-4R 
78-100104-5L 
78-100104-5R 


1ARD-1560-121-6376 78-100112 
78-110022-40 

1ARD-1560-436-7327 787113014 
78-113115 


78-116104-3L 
78-116104-3R 
78-116106L 
78-116106R 
78-130020-21 


45-20A 


1600-5821-518-4944 77-801-1 133-5C 1 
6126=6685-473-9552 77846 313-44 2 
4804-2915-097-0314 7101-3 55-42 2 
5821-373-1905. 77186 241-40 1 
715-740-2212 37-44 1 
&7117-2925-332=1360 7775 256=25 1 
14RD-1560-510-43951 78-000005-6 333-11 2 
LARD=1560-510=3952 78-000005<8 333-10 2 
1ARD-5310-448-6269 78-100009 2-17 2 
1A4RD-5310-448-6270 78-100010 2-20 4 
1ARD-1560-222-6836 78-100022-30 10-1 2 
1ARD-1560-222-6836 78-100022-30 66-15 2 
1ARD-1560-213-5628 78-100022-40 10-1 2 
1ARD-1560-213-5628 78-100022-40 12-1 2 
1ARD-1560-213-5628 78-100022-40 66-15 2 
78-100040-11 16-2 4 
78-100040-11 16-8 4 
78-100040-12 16-4 2 
78-100040-12 16-7 4 
78-100040-9 16-3 4 
78-100040-9 16-9 4 
78-100041 16-10 4 
78-100041 16-13 2 
78-100041 16-6 2 
78-100043 16-11 2 
782100043 16-5 2 
1ARD-1560-222-76837 78-100044 15-20 4 
1ARD-1560-222-6837 78-100044 66-14 4 
1ARD-1560-694-4580 78-100044-30 15-14 4 
1ARD-1560-694-4580 78-100044-30 15-20 4 
1ARD-1560-694-4580 78-100044-30 66-14 4 
1ARD-1560-185-2700 78-100045 15-12 2 
14RD-1560-185-2700 78-100045 15-18 2 
78-100100-1L 45-7 
78-100100-1R 45-7 
1ARD-1560-560-9012 78-100100-2 45-8 
14RD-1560-222-6838 78-100101-12L 45-14 
1AR0-71560-222-6839 78-100101-12R 45-214 
1A4RD-1560-373-4799 78-100101-2L 45-712 
1ARD-1560-373-4800 78-100101-2R 45-12 
1А80 ~ 1560=-478-3689 78-100101-3L 45-713 
1ARD-1560-478-3690 78-100101-3R 45-13 
78-100102-20L 45 N 
78-100102-20R 45 N 
1ARD-1560-185-2938 78-100102-3L 45-20 
14RD-1560-185-2937 78-100102-3R 45-20 


N) I a νο I EO. PN PPP GR i> > RY DORR Ee Ü `Ü кә RPP > i? PƏ i? к 


1713 


Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-587-7388 
1ARD-1560-185-2935 
14RD-1560-185-2936 
148D-1560-029-4172 


78-130020-22 
78-130067 
78-130067-1 
78-131073 
Τ8-131074 
78-132064L 
78-132064R 
78-132066L 
78-132066R 
78=1220671. 
78-132067R 
78-132566-10 
78-132566-11 
78-132566-12 
78-132566-13 
78-132566-14 
78-132566-20 
78-132566-5 
78-132566-6 
78-132566-7 
78-132566-8 
78-132566-9 


14RD-1560-222-6849 
1ARD-1560-614-3000 
14RD-1560-222-6855 
14RD-1560-315-4969 


1ARD-1560-222-6856 
1ARD-1560-222-6857 
148RD-1560-222-6858 
1ΑΚΌ”-1560-222-6859 
1ARD-1560-222-6861 


78-132566L 

78-132566R 
148RD-1560-117-8075 78-133009 
1ARD-1560-620-9679 78-133013 
14RD-1560-123-2808 78-133036 
1ARD-1560-123-2808 78-133036 
14RD-1560-123-2807 78-133037 
14RD-1560-123-2807 78-133037 
14RD-1560-123-2807 78-133037 
14R0-1560-123-2807 78-133037 
14RD-1560-123-2806 78-133040 
14RD-1560-123-2806 78-133040 
1A4RD-1560-436—-7343 78-133046 


78-133049-1 
78-133049-2 
78-133049-5 
78-133049-4 
78-133049-5 
78-133050-1 
78-133050-2 
78-133050--3 
78-133140L 
78-133140R 
78-133141L 
78-133141R 
78-133142L 
78-133142R 
78-134019-1L 
78-134019-1R 
78-134019-2L 
78-134019-2R 
78-135121-1L 
78-135121-1R 


1ΑΒΡ-1560-109-67Τ5 
1ARD-1560-109-6774 
14RD-1560-109-6773 
1A4RD-1560-109-6772 
14RD-71560-123-5959 
LARD~1560~123-5958 
LARD=1560-185=2929 
1ARD~1560~185~2930 
LARD™1560-123#5957 
14RD71560-123-5956 
148D71560-123-5955 
14RD-1560-123-1554 
14RD-1560-123-1553 
14RD-1560-125-15681 
1ARD-1560-029-4174 
1A4RD-1560-029-4175 
1ΑΒΡ-1560-029-4176 


78-135121-2L 
78-135121-2R 
78-135122-1L 
78-135122-]R 
78-135122-2L 
78-135122-2R 
78-135122-3L 
78-135122-3R 
78-136007 

78-156009L 


1714 


SOURCE 
CODE 


PART NUMBER STOCK NUMBER 


78-135121-10L 
78-135121-10R 


15-46C 
15-46C 
18-5 
18-5 
18-14 
18-14 
18-8 
18-8 
18-17 
18517 
18-18A 
18-18A 
18-2 
18-2 
18-11 
18-11 
18-11 
18-11 
15-37 
15-38A 


TOTAL | MICRO 
QTY | FILM 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section HI 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX NO. 


1ARD-1560-436-7351 78-136009R 


1 
78-140015L 1 
78-160015R 1 
78-152080 ΝΡ 
1ARD-1560-117-3038 78-152139 1 
14RD-1560-222-6862 78-152173-10 2 
1ARD-1560-222-6862 78-152173-10 4 
1AR0-1560-397-1167 78-152173-30 2 
LARD~1560-397-1167 78-152173-30 4 
1ARD-71560-12371559 7872152176 2 
LARD=1560-123-1559 78-152176 2 
14RD-1560-123-1559 78-152176 2 
1ARD-1560-123-1558 78-152177 1 
1A4RD-1560-222-6863 78-152178-10 1 
1ARD-1560-222-6863 78-152178-10 2 
1ARD-1560-397-1168 78-152178-30 1 
1ARD-1560-397-1168 78-152178-30 1 
1ΑΒΡ-1560-397-1168 78-152178-30 2 
1A4RD-1560-185-7398 78-152187 1 
78-152202L NP 
1ARD-1560-4123-71556 78-152205L 1 
1ΑΒΌ-1560-123-1555 78-152205R 1 
1ARD-1560-222-6864 78-152212L H 
1ARD-1560-222-6865 78-152212R H 
1ARD-1560-222-6866 78-152213 1 
1ARD-1560-222-6866 78-152213 1 
78-152218 2 
LARD=1560=121-7205 78-152219 2 
1ARD-1560-652-0961 78-152239-20 1 
78-152239-30 1 
1ARD-1560-653-0962 78-152239-40 1. 
1ARD=1560=653=0963 78-152240-20 1 
1ARD-1560-653-0964 78-152240-30 H 
14RD-1560-109-7197 78-161706 4 
1ARD-1560-109-7197 78-161706 2 
1ARD-1560-029-4186 78-161707-10 4 
1ARD-1560-029-4186 78-161707-10 4 
14RD-1560-123-1576 78-161708 6 
14RD-1560-123-1576 78-161708 2 
78-161708-1 8 
78-161709 16 
78-161709 16 
78-161710 8 
78-161710 8 
78-161711 2 
1AR0-1560-109-6778 78-161754 4 
1ARD-1560-109-6779 78-161755-1 2 
1A4RD-1560-109-6780 78-161755-2 2 
LARD=1560-587-7391 78-161756 4 
1ARD-1560-109-6262 78-163110 4 
1ARD-1560-109-6262 78=163110 4 
1ARD-1560-109-6280 78-163127L 1 
1ARD-1560-109-6261 78-163127R H 
1ARD-1560-222-6873 78-210005 
1ARD-1560-222-6873 78-210005 


1ARD-1560-185-7400 
l1ARD-1560-185-7400 
1ARD-41560-185-7400 


78-210005-109 
78-210005-10 
78-210005-10 


782215049 4 
78-215050 4 
1ARD-1560-109-6478 78-233004-10 2 
1ARD-1560-109-6479 78-233005 2 
1ARD-1560-123-4018 78-233009 2 
1ARD-1560-676-2512 78-233045 2 
1ARD-1560-307-3467 78-233045-10 2 
78-7233045-2 2 
LARD=1560=306-4402 78-233045-30 2 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
CODE 


AF CLASS CODE 
OR 
STOCK NUMBERS 


FIGURE 
AND 
INDEX NO. 


NAVY 
STOCK NUMBER 


TOTAL | MICRO 
QTY FILM 


PART NUMBER 


78-233048 
78-233049 
78-245006-1 
1ARD-1560-166-2683| 78-245008 
1ARD-1560-029-4200|  78-245008-10 
14RD-5306-035-4435|  78-310043 
14RD-5306-035-4436|  78-310044 
14RD-5306-035-4436|  78-310044 
14RD-1560-123-2812|  78-310136 
1A4RD-1560-123-2812| 73=310138 
14RD-1560-123-2812| 734310138 
14RD-1560-123-2812| 78-310138 
1^RD-1560-123-2813| 78-310139 
14RD-1560-123-2813|  78-310139 
14RD-1560-123-2813| 78-310139 
14RD-1560-123-2813|  78-310139 194-15 
78=310164 193-10 
78-510165 193-11 
78-310255 96=11А 
78-310257 96-11C 
14RB-1560-567-1040| 78-310269 137-1 
14RD-1560-533-2301| 78-310279 204-37 
78-310279-3 205-17 
1ARD-1560-196-5617| 78-310289 176-17 
14RD-1560-196-5617| 78-310289 177-6 
14RD-1560-196-5617| 78=310298 197-3 
14RD-1560-196-5617|  78-310298 202-1 
1^RD-1560-196-5617|  78-310298 202-3 
14RD-1560-196-5617|  78-310298 211-36 
14RB-1560-326-3080| 78-310308 205-25 
1^RB-1560-326-3080| 78-310308 321-18¢ 
78-311178 96-13 
78-311178 96-5 
78-311178 184-68 
78-311178 184-7 
14RD-1560-196-5618| 78-311229 99-12 
78-311246-21 184-4 
1ARD~5310-478-3698| 78=311354 &5-29 
1ARD-5310-478-3698| 78-311354 45-32 
14RD-5310-478-3699| 78-311355 45-29 
1ARD-5310-478-3699| 78-311355 45-32 
78-311374 182-33 
14RD-1560-166-1775| 78=311527 185-23 
1^RD-1560-092-5381| 78-311528 185-24 
78-311530 185 
14RD-1560-587-7398| 78-311530-1 185-22 
14RD-1560-097-4515|  78-311532 185-25 
4710-185-2925 78-311545-24 43-7 
78-311547 188-15 
1^RD-1560-193-4715|  78-311548-4 188-7 
14RD-1560-193-4716| 78-311548-5 188-8 
78-311550 188-2 
78-311552 188-11 
14RD-1560-653-0966| 78-311553 188-3 
78-311554 188-1 
78-311563 44-18 
14RD-1560-123-41695| 78=311564 43-1 
1^RD-1560-123-1695| 78=311564 44-1 
78-311566 44-12 
78-311567 44-15 
14RD-1560-166-9421| 78-311573 54-16 
14RD-1560-478-3700|  78-311573-1 44-17 
78-311574 44-13 
1ARD=1560=532=9900| 78-311588 44-8 
78-311593 87-4 
14RD-1560-307-3468| 78-311701 135-24 
78-311710 321-15 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY FILM 
STOCK NUMBERS NAVY INDEX NO. 


78-311710-10 


321-15 1 
78-311719-30 321-15 1 

78-311710-50 321-15 1 

14RD-1560-189-4177| 78-311717 189-12 1 
14RD-1560-189-4179 78-313010 195-18 2 
78-313014 185-2 2 

78-313014-3 185-2 2 

1ARB-1560-029-4205| 78-313015 204-17 2 
14RD-1560-513-3839| 78-313015-3 95-17 2 
14RD-1560-513-3839| 78-313015-3 204-17 2 
1ARD-1560-123-1704|  78-313043 189-14 1 
14RD-1560-123-1704|  78-313043 192-4 4 
14RD-1560-123-1704|  78-313043 193-12 4 
1ARD-1560-123-1704 78-313043 194-5 8 
14RD-1560-124-3274|  78-313044 189-17 1 
LARD=1560-124=3274|  78-313044 192-6 n 
1ARD-1560-124-3274|  70-313044 193-14 4 
14RD-1560-124-3274|  78-313044 194-7 8 
LARD=1560=192=5713| 78-313045 189-16 1 
14RD-1560-192-5713| 78313045 192-5 4 
14RD-1560-192-5713| 78-313045 193-13 4 
14RD-1560-192-5713|  78-313045 194-6 8 
14RD-1560-436-7363|  78-313069-3L 195-21A 4 
14RD-1560-436-7364| 78-313069-3R 195-218 4 
14RD-1560-029-4209| 78+313069-5 195-15 1 
LARD=1560-029-4209| 78-313069-5 195~21 4 
LARD-1560-029=4210| 78-313069-5 195-15 1 
1А80-1560-029-4210| 78-313069-6 195-21 3 
14RD-1560-189-4180|  78-313077L 195-20 i 
14RD-1560-189-4181|  78-313077R 195-20 1 
14RD-1560-029-4211|  78-313078 195-17 2 
1ΑΒΡ-1560-029-4213]  78-313083-10 99-2 2 
1ARD-1560-189-4182| 78-313091 99-3 2 
14RD-1560-189-4178| 78-313093 99-4 2 
14RD-1560-436-7365|  70-313148 98-10 12 
14RD-1560-436-7365|  78-313148 98-4 12 
76-313164 98-11 2 

78-313165 98-12 2 

14RD-1560-029-4216| 78-313166 98-6 2 
1АВ0-1560-436=7368|  78-313167 98-7 2 
14RD-1560-123-1694| 73-313171 94-22 1 
14RD-1560-123-1694| 78-313171 96-26 9 
14RD-1560-123-1694| 78-313171 98-3 4 
LARD=1560-123=1694| 78-313171 99-9 8 
14RD-1560-123-1694| 78-313171 205-20 2 
1ARD-1560-123-1694| 78-313171 206-18 3 
1АВ0-1560-123-1694|  78-313171 207-24 4 
14RD-1560-525-5655| 78-313190-21 99-22A 2 
14RD-1680-436-7370| 78-313190-3 99-21 70 
1ARD-1680-436-7370| 78-313190-3 136A34 2 
1ARD-1680-436-7370|  78-313190-3 136437 1 
14RD-1560-436-7371|  78-313190-4 99-22 ? 
78-313190-5 99-224 2 

14RD-1560-436-7372|  78-313218 176-11 28 
14RD-1560-436-7372|  78-313218 176-23 8 
1А80-1560-436-7372|] 78-313218 177-12 20 
14RD-1560-191-8178| 78-313219 176-18 24 
14RD-1560-191-8178|  78-313219 177-7 30 
1ARD-1560-189-4183| 78-313220 176-15 24 
14RD-1560-189-4183| 78-313220 177-5 30 
1ARD-1560-436-7373| 78-313221 96-29 1 
1ARD-1560-436-7373|  78-313221 136=38 1 
14RD-1560-436-7373| 78-313221 136A35 1 
14RD-1560-436-7373| 78-313221 136A36 1 
14RD-1560-436-7374| 78-313222 176-10 14 
14RD-1560-436-7374| 78-313222 176-20 8 
LARD~1560-436-7374|  78-313222 177-9 10 
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Section III T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
CODE 


AF CLASS CODE 
OR 
STOCK NUMBERS 


NAVY 


PART NUMBER STOCK NUMBER 


18-313223-40 
78-313223=40 


78-313223-50L 
78-313223-170 
78-313223-70 
78-313223-80 


1A4RD-1560-191-8179 
14RD-1560-191-8179 
1ARD-1560-620-9682 


1ARD-1560-123-1693|  78-213226 
14RD-1560-373-4801| 78-313231 
14RD-1560-123-1700| 78=313233L 
1ARD-1560-123-1709|  78-313233R 
lARD-1560-319-3102|  78-5313238L 
14RD-1560-319-3102| 78=313236L 
14RD-1560-614-3002|  78-313236R 
14RD-1560-614-3002|  78-3123238R 
78-313249 
78-313249 
14RD-1560-334-6182| 78-313295 
1ARD-1560-334-6182| 78-313295 
4710-189-3912 78-313312-1 
4710-189-3913 78-313312-3 
1ARD-1560-571-7741| 78-313312=7 
1ARD-1560-189-4185| 75-313313L 
148D-1560-189-4186| 78-3133138 
1ARD-3120-234-3621| 78=+313314=1 
14RD-1560-123-2055| 78-313318 
1A4RD-1560-121-0189|  78-313319-10 
1ARD-1560-121-0189|  78-313319-10 
1ARD-1560-121-0189|  78-313319-10 
78-313330 
1ARD-1560-532-9902|  78-313331 
78-313332 
1ARD-1560-025-6094| 78-313355 
1ARD-5306-436-7375|  78-313360 
14RD-1560-156-3904] 78-313361 
1ARD-1560-156-3904|  78-313361 
1ARD-5310-478-3705| 78-313374 
14RD-5310-478-3705|  70-313374 
1ARD-5310-478-3705| 78=313374 
14RD-5310-478-3705| 78-313374 
14RD-5310-478-3705| 78=313374 
14RD-5310-478-3705| 78-313374 
1ARD-5310-478-3705| 78-313374 
1A4RD-5305-638-6319| 79-313381-1 
14ARD-5305-638-6319| 78-313381-1 
1ARD-5305-638-6319| 78-313381-1 
1ΑΒΌ-5305-638-6319] 78-313381-1 
14RD-5305-638-6318| 78+313381-2 
14RD-5305-638-6318 78-313381-2 
1A4RD-1560-436-7376|  78-313426L 
14RD-1560-436-7377|  78-313426R 
14RD-1560-121-8583| 78-313427L 
1A4RD-1560-121-8584|  78-313427R 
1ARD-1560-436-7378|  78-313440 
1ARD-1560-436-73179| 78-313457 
1ARD-1560-436-7379|  78-313457 
1ARD=1560~436-7380| 78-313459 
1ARD-1560-436-7380| 78-313459 
14RD-1560-436-7380|  78-313459 
LARD~1560~533-0245| 78-313475 
14RD-1560-192-5718| 78-313479 
148RD-1560-478-5707|  78-313480 
14RD-1560-123-2051|  78-313481L 
1ARD-1560-123-2050| 78=313481R 
78-313483L 
78-313483R 
14RD-1680-478-3708| 78-313487 


14RD-1680-478-3708 


1718 


78-313487 


FIGURE 
AND 


INDEX NO. 


176-1 
177-1 
176-13 
176-2 
177-2 
176-3 
176-24 
189-15 
176-12 
176-12 
176-25 
177-14 
176-25 
177-15 
176-11A 
177-13 
176-14 
176-26 
38-33 
38-34 
40-1 
195-16 
195-16 
195-19 
319-44 


204-10 
194-23 
194-22 
194-21 
194-21 


TOTAL | MICRO 
QTY | FILM 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-123-2046 
14RD-1560-123-2046 
1ΑΠΡ”-1560-222-69 43 
14RD-1560-222-6943 


14RD-1560-436-7381 
14RD-1560-436-7381 
148RD-1560-131-7774 
LARD~1560-131-7774 


lARD-1560-247-4529 
1ARD-1560-247-4530 


1ARD-1560-533-0246 
1ARD-1560-222-6949 


1ARD-1560-663-4644 
1ARD-1560-166-1772 
1ARD-1560-571-8161 
1ARD-1560-533-0247 
1АВ0-1560-533-0248 
1ARD-1560-195-5967 
1ARD-5306-207-9588 
1AR0-1560-040-9586 
lARD-1560-222-6950 
1ARD-1560-304-4363 
LARD~1560-532-9904 


1ARD-1560-587-7413 
1ARD-1560-436-7385 


1ARD-1560-531-3170 
1ARD-1560-587-7414 
1ARD-1560-196-5623 
1ARB-1560-310-6009 
1ARD-5355-029-4221 
1ARD-5340-2222-6952 
1ARD-5340-209-8080 
1ARD-1560-436-7387 
1ARD-71560-436-7388 


1ARD-1560-436-7390 
1ARD-1560-436-7390 


1ARD-1560-029-4225 
1ARD-1560-196-5621 


1ARD-1560-196-5624 
14RD-1560-436-7391 
1AR0-71560-029-4226 
1ARD-71560-124-0324 


1ARD-1560-587-7416 
1ARD-1560-125-2081 
LARD~1560-125-2082 
1ARD-1560-509-4472 


1AR0-71560-7124-0323 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-313554 
78-313554 
707313555210 
70-313555-10 
78-313555-3 
78-313558-23 
70-313558-23 
78-313567 
78-313567 
78-313896L 
78=313896R 
78-313812-3 
78-313812-4 
7872313815 
78-313859 
78-318260 
78=318260=10 
78-318260-3 
76-318261 
78-318262-11 
78-318262-5 
78-318262-7 
78-318263 
76-318264 
78-318265 
78-318266 
78318267 
787318268 
78-318270 
78-318271 
78-318271-2 
78+318272 
78-318274 
78-318275-3 
78-318276 
78-318277 
78-318278 
70-318279 
70-318279-10 
78-318802L 
78-318802R 
78-318805 
78-318820-100 
78-318820-119 
78-318820-120 
78-318820-130 
78-318823-10 
78-318826 
78-318826 
78-318826-19 
78-318826-30 
78-318829-1 
7δ-318830 
78-318831 
7874518832 
78-318833 
78-318834-10 
78-318835 
78-318838-10 
78-318838-19 
78-318838-2C 
78-318841-20 
78-318841-30 
78-318841-40 
78-318842-10 
78-318842-20 
78-318844L 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


Section III 
Numerical Index 


FIGURE | TOTAL | MICRO 
QTY | FILM 


204-31 
205-12 
204-32 
205-13 
204-34 
204-23 
205-4 
204-35 
205=15 
194-10 
194-10 
195-14 
195-14 
196-22 
190-30 
182-11 
182-11 
182-18 
182-6 
182-27 
182-27 
182-29 
182-21 
182-24 
182-23 
182-22 
182-10 
182-9 
182-7 
182-25 
182-26 
182-28 
182-20 
182-30 
182-3 
182-45 
182-4 
182-14 
182-14 
188-16 
188-16 
188-17 
182 
182 
182 
182 
180-1 
178-18A 
180-28 
178-18A 
178-18A 
183-9 
183-1 
183-8 
183-4 
183-12 
183-7 
183-11 
180-25 
181-3 
180-24 
180-14 
180-15 
180-13 
180-21 
180-22 
182-31 
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Section III 
Numerical Index 


AF CLASS CODE 


OR 
STOCK NUMBERS 


LARD~1560~436-7392 
LARD =1560~436=-7393 


1ΑΒΡ-1960-653-0967 


14RD-1560-317-0822 
1ARD-1560-317-0822 
1А80-1560-191-8195 
LARD=1560-370~5834 
1A4RD-1560-370-5834 
1ARD-1560-533-0249 


1ARD-1560-478-3713 
1A4RD-1560-373-4803 
1ARD-1560-373-4804 
1A4RD-1560-588-4654 
1A4RD-1560-588-4655 


1ΑΒΌ-1560-117-9473 
1ARD-1560-117-9473 
14RD-71560-370-5835 
14RD-1560-370-58535 


1ARD-1560-229-9895 
1A4RD-1560-229-9896 
1ARD-1560-229-9909 
1ARD-71560-229-9910 
1ARD-1560-229-2051 
1ARD-1560-397-1171 


1ARD-1560-117-9474 
1ARD-1560-370-5836 


1ΑΒΡ”51560-199-8260 
1ARD-1560-199-8260 


148RD-1560-123-6418 
1A4RD-1560-123-6418 
1A4RD-1560-123-6418 
14R8-1680-513-3840 
14RB-1680-513-3840 
1ARB-1680-513-3840 
1488-1680-513-3840 
1ARD-1560-4513-3841 
14RD-1560-513-3842 
14RD-1560-532-9907 


14RD-1560-373-4806 
1ARD-1560-373-4806 
lARB-1560—-448-6276 
lARB-1560-448-6276 
1ARD-1560-123-2549 
1A4RD-1560-123-2549 
1ARD-1560-123-3279 
1A4RD-1560-123-3279 
14RD-1560-185-2731 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-318845-2 
78-318845-3 


78-318847-2 
78-318851-11 
78-318877 
78=318877 
78-318881 
78-318889 
78-318889 
78-318894-1 
78-318895 
78-318898 
78-320009-13 
78-320009-14 
78-320009-15 
78-320009-17 
78-320009-31 
78-321056 
78-321056 
78-321057 
78-321057 
78-321118L 
78-321118R 
78-321119L 
78-321119R 
78-321130-10 
78-321130-20L 
78-321130-20R 
78-321130L 
78~321130R 
78-321131-1C 
70-321131-20L 
78-321121-20R 
78-221131-30 
78-321131L 
78-321131R 
78-321153 
78-321154 
78-321216 
78-321217 
78-411230 
78-411232 
78-411234 
78-411234 
78-411234-1 
78-411237 
78-411280 
78-411280 
78-411280 
78-411281 
787411281 
78-411201 
78-411281 
78-7411285L 
78-411285R 
78-417014 
78-550031 
78-550031 
78=550034 
78~550034 
78-550036 
78-550036 
78-625038 
78-625038 
78-681211 
78-681211 
78-681220 


NAVY 


STOCK NUMBER 
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SOURCE 
CODE 
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FIGURE | TOTAL | MICRO 
QTY | FILM 
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342-378 
342+ 37А 
333-24 
333-5 
191-31 
191-30 
191-28 
348-16 
191-32 
191-29 
347-16A 
347-17 
348-17 
191-37 
347-16C 
347-19 
348-20 
348-27 
348-27 
141-22 
95-16 
139-6 
95-15 
139-5 
134-4 
139-15 
38-24 
300-5 
13-5 
74-42 
12-28 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ΑΒΌ-1560-185-2731 
1ARD-1560-185-8561 
1ARD-1560-185-8561 
1ARD-1560-185-8561 
1ARD-1560-185-8561 
LARD-1560-185~8561 
1ARD-1560-185-8561 
1ARD-1560-195-3270 
1ARD-1560-7195-3270 


LARD~1560-029=4232 
LARD~1560-029=4232 
1ARB-1560-029-4233 
1ARD-1560-029-4234 
l1ARD-1560-029-4235 
1А80=1560-025-6095 
1ARD-1560-025-6096 


1ARD-1560-109-6271 


1AR0-1560-121-2187 
14RD-1560-121-2470 


1ARD-5306-639-7108 
1ARD-5306-639-7108 
14RD-1560-121-72471 
1ARD-1560-121-2472 
1ARD-1560-510-3956 
1ARD-1560-510-3956 


1ARD-1560-124-0757 
1ARD-1560-7124-0757 
LARD~1560=525-1431 
14RD-1560-121-4596 
1ARD-1560-123-8275 
1ARD-1560-185-2733 
1ARD-1560-192-0132 
14RD-1560-192-0132 
14RD-1560-123-0100 
1ARD-1560-123-0100 
1ARD-1560-211-1065 
1A4RD-1560-532-9918 


1ARD-1560-192-20128 
1ARD-1560-222-6899 
1ARD-1560-166-9305 
1ARD-1560-166-9307 
14RD-1560-192-0126 
1ARD-1560-19220124 
1ARD-1560-4192-0124 
1AR0-1560-192-0124 
1ARD-1560-192-0124 
1ARD-1560-166-8733 
1A4RD-5315-478-3832 
l1ARD-1560-588-4656 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-681220 
78-681225 
78-681225 
78-681225 
78-681225 
78-681225 
78-681225 
78-681312 
78-681312 
78=710221 
78-710221 
78-710221 
78-720103 
78-720103 
78-720103-3 
78-720103-3 
T8-720103-3 
78=720114 
78-720114 
78-720115 
78-720116L 
78=720116R 
784720117-2L 
78-720117-2R 
78-720117L 
78-720117R 
78-720118 
78-720131-21 
78-720131L 
78-720131R 
78-720135 
78-720136 
78-720138-2 
78-720138-2 
78-720143L 
78-720143R 
78-720148 
78-720148 
78-721004 
78-721012-1 
78-721012-3 
78-722008 
78-722008 
78-722008-3 
78-722017 
78-722018 
782724002 
78-724043 
78-724043 
78-724063 
78-724063 
78-724064 
78-724080-30 
78-724080-740 
78-724080-50 
78-724111 
78-726029-3 
78-726031-2 
78-726031-4 
78-726032-2 
78-726032-724 
78-726032-4 
78-726032-4 
78-726032-4 
78-726033 
78-726039 
78-726219 


NAVY 
STOCK NUMBER 


SOURCE 
CODE 


FIGURE 
AND 
INDEX NO. 


74-27 
12-29 
12=37 
12-9 
74-1 
74-16 
74-24 
13-12 
74-49 

319-35 

325-29 

325-35 

336-21 

337-33 

215-12 

336-21 

337-33 

335-18 

337-16 

335-19 

336-7 

331-22 

336-13 

337-26 

336-13 

337-26 

336-9 

338-18 

338-18 

338-18 

338-12 

538-17 

216-44 

342-32 

335-20 

337-17 

336-1 

337-18 

216-14 

219-8ς 

219-8ς 

220-19 

220-22 

220-22 

220-4 

220-5 

228-30 
43-29 

228-24 
53-3A 

228-22 

228-23 

228-28 

228-26 

228-27 

218-12 

214-14 
48-10 

214-12 
44-6 
64-10 
48-11 

214-11 

226-11 

214=13 
48-8 

136-10 


Section Ш 
Numerical Index 


TOTAL | MICRO 
QTY FILM 
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Section III 
Numerical Index 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-316-1936 
1ARD-1560-316-1936 
1A4RD-1560-316-1936 
14RD-5306-122-0067 
14RD-5306-122-0067 
LARD™1560-651-3138 
14RD-71560-124-1728 


l1ARD-1560-651-3181 


1ARD-5306-478-3837 
14RD-1560-124-1727 
1ΑΒΌ-1560-123-6982 
14RD-1560-123-6983 
1ARD-1560-121-8561 
1ARD-1560-123-6984 
1ARD-1560-029-4243 
1ARD-1560-123-6986 
14RD-75306-122-9886 
1ARD-5306-122-6183 
1ARD-5306-122-6184 
1ARD-5306-122-6185 
1A4RD-1560-121-8562 
1А80=1560-121-8563 


1А80= 1560-124-172 
1ΑΡΡ”1560-1252-6706 


1ARD=1560=191=8203 
14RD-1560-121-8564 
1ARD-1560-185-5564 
1ARD-156042185-2834 
LARD~1560~-185~2833 
14RD-1560-196-5604 
14RD-1680-397-1172 


14RD-1560-373-4807 
1ARD-1560-124-1704 
14RD-1560-185-2836 
14RD-15602191-1222 
14RD-1560-191-1221 
14RD-1560-514-3244 
LARD~1560=514-3243 
14RD-1560-532-9921 
1ARD-1560-182-6023 


14RD-1560-588-4658 
1ARB-1560-532-9922 
1ARD-1560-166-1761 


1ARD-1560-156-9153 


1ARD-1560-650-5449 
LARD=1560"109=3702 
1ΑΒΡ-1560-123-5050 


1722 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-727001 
78-727007 


78-727007 
78-727007 
78-727007 
78-727007-1 
78-727007-1 
78-727007-1 
78-727011-2 
78-727011-2 
78-721025 
78-727028 
78-727029-1 
78-727032 
78-727051 
78-727051-1 
78-727151 
78-727201 
78-727204-1 
78-727204-3 
78-727207 
78-727208 
78-727211L 
78-727211R 
78-727213-1 
78-727213-2 
78-727213-3 
78-727213-4 
78-727217L 
78-727217R 
78-727219 
78=727222 
78-727229 
78-727239 
78-727260 
78-727269-10 
78-727300L 
78-727300R 
78-727321 
78-727322 
78-727323 
78-727324-10 
78-727324-2 
78-727324-30 
78-727325 
78-727327 
78-727329 
78-727331 
78-727332 
78-727333 
78-727408 
78-727413 
78-727417-2 
78-727466-11 
78-727474-1 
78-727512 
78-727512-3 
78-727513 
78-727513-3 
78=727602 
78-727602 
78-727602 
78-727602-3 
78-721602-3 
78-721809 
78-727819 
78-72782 


NAVY 
STOCK NUMBER 


SOURCE 


A 


CODE 


Е | NAVY 


FIGURE TOTAL | MICRO 
AND QTY | FILM 
INDEX NO. 


338-16 
224-3 
338-15 
338-27 
338-9 
224-3 
338-15 
338-9 
46-20 
228-1 
224-13 
21-11 
224-12 
224-11 
224-4 
224-4 
26-18 
21-14 
21-10 
228-21 
20-32 
22-17 
22-13 
22-13 
22-15 
22-21 
22-16 
22-22 
20-18 
20-18 
22-9 
22-8 
21-5 
21-13 
21 
21-6 
20-33 
20-33 
23-10 
23-8 
23-7 
23-11 
23-12 
23-11 
22-19 
23-2 
23-5 
22-18A 
23-9 
23-4 
340-2 
340-3 
34-11 
340-4 
340-7 
340-11 
340-11 
340-12 
340-12 
7-9A 
26-22 
31-8ς 
26-22 
31-8C 
311-7 
309-23 
31-17 
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AF CLASS CODE 
OR 
STOCK NUMBERS 


1АКО=1560-123-5050 
1A4RD-1560-478-3843 
1ARD-1560-478-3843 
1ARD-1560-478-3844 
1ARD-1560-109-2975 
1ARD-1560-109-2975 
1A4RD-1560-109-3701 
1ARD-1560-123-6980 
1А80=1560=510-3957 
1ΑΒΡ-1560-121-7130 
1ARD-1560-029-4244 
1AR0-1560-196-5605 
1ARD-1560-196-5605 
LARD~1560-196=5605 
LARD~1560~196-5605 
LARD-1560-478-3848 
1А80-1560-478=38 28 


1ARD-1560-123-6975 
1A4RD-1560-124-2147 
1ARD-71560-478-3849 
1ARD-1560-478-3850 
1ARD-71560-109-53693 
1ARD41560-109-3693 
1ARD-1560-185-7845 
1ARD-1560-185-7845 
1ARD-1560-650-6717 
1ARD-1560-650-6717 
1ARD-1569-448-6279 
1ARD-1560-448-6279 
14RD-1560-191-8717 
1ARD-1560-117—-9548 
1ARD-1560-121-8565 
1ARD-1560-121-26270 
1AR0-1560-121-6271 
14RD-1560-241-6938 
1ARD-71560-241-6938 
14RD-1560-241-6938 
1ARD-1560-241-6938 
1ARD-1560-241-6938 
l1ARD-1560-241-6938 
1ARD-1560-241-6938 
1ARD-1560-185-7804 
14RD-1560-373-4808 
14RD-1560-123-8937 


1ARD-1560-121-6273 
1ARD-71560-121-6273 
1ARD-1560-373-4809 
1ARD-1560-373-4809 
1ARD-1560-121-6256 
1ARD-1560-397-1173 


1ARD-1560-123-8939 


1ARD-1560-222-6905 
1ARD-1560-121-6587 
1ARD-1560-588-4660 
1ARD-1560-532-9924 
14R0-1560-532-9925 
1A4RD-1560-123-8947 
1ARD-1560-123-8947 
1ARD-1650-373-7459 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-727824 
78-727825-10 
78-727825-10 
78-727825-20 
78-727826-10 
78-727826-10 
78-727826-20 
78-727849 
78-721849-3 
78-721892 
78-727892-10 
78-727898 
78-727898 
78-727898 
78-727898 
78-727898-1 
78-727898-1 
78-728001-1 
78-728001-1 
78-728001-1 
78-728001-2 
78-728001-3 
78-728090-10 
78-728094-10 
78-728095 
78-728099 
78-728120 
78-728120 
78-728123 
78-728123 
78-728123-21 
78-728123-21 
78-728124 
78-728124 
78-728402-50 
18-728653 
78-728656 
78-128755 
78-728756-10 
78-728757 
78-728757 
78-728757 
78-728757 
78-728757 
78-728757 
78-728757 
78-728760-10 
78-728760-30 
78-728761-2 
78-728763 
78-728767 
78-728767 
78-728767-10 
78-728767-10 
78-728768-30 
78-728768-50 
78-728772 
78=728773 
78-728775 
78-728782 
78-728786 
78-728787 
78-728816 
78-729108 
78-729109 
78-729109 
78-730083 


NAVY 
STOCK NUMBER 


SOURCE 


A 


CODE 


F |NAVY 


FIGURE 


310-26 
310-11 
311-12 
310-12 
310-6 
311-9 
310-7 
309-435 
309-35 
311-1 
31-8 
310-15 
310-20 
310=23 
311-3 
310-16Α 
311=5 
7-98 
26-23 
31-8D 
3-98 
26-30 
34-9 
34-8 
34-10 
34-7 
3-12 
50-9 
3-16 
50-9C 
3-16 
50-9C 
3-14 
5079A 
7-80 
34-5 
34-4 
28-18 
28-31 
28-10 
28-13 
28-17 
28-22 
28-25 
28-30 
28-35 
28-33 
28-33 
30-8 
26-29 
28-20 
28-5 
28-20 
28-5 
28-21 
28-21 
30-6 
30-2 
30-10 
34-15 
30-9 
30-11 
29-9 
225-18 
226-5 
255-37 
290-7 


Section Ш 
Numerical Index 


TOTAL | MICRO 
0IV | FILM 
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Section ΤΠ T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS Navy | INDEX ΝΟ. 


1ARD-1560-040-9504 


290-10Α 1 

78-730085-5 290-10A 1 

78-741023-20 4 NP 

14RD-1560-228-0825 78-743019-2 255-13 1 
5910-241-6940 78-743019-20 255-10 1 
5910-222-7049 78-743019-3 41-33 2 
5910-222-7049 78-743019-5 42724 2 
5910-222-7049 787743019-3 255-11 1 
14RD-1560-697-0434 78-743019-4 255-12 1 
1A4RD-1560-124-74155 784747050 4-4 1 
14RD-1560-123-9069 78-747060 253-4] 9 
1ARD-1560-342-9402 78-747060-21 253-41 9 
1A4RD-1560-122-4865 78=747066 124-29 1 
1A4RD-5310-370-5840 78-747111 354-11 1 
1A4RD-1560-123-6989 787747112 354-12 1 
1ARD-1560-123-6994 78-747138L 18-1A 1 
1ARD-1560-123-6995 78-747138R 18-1Α 1 
1А80-1560-397-1223 78-747139-23 161-1 1 
1ARD-1560-156-3902 78=747154 124-25 10 
1ARD-1560-156-3902 78- 747154 158-14 6 
78-747183-7L 253-27 H 

14RD-1560-191-8721 78-747201 161-4 1 
78”-747201-50 161-6 1 

78-747201-70 161-5 1 

1ARD-1560-123-9064 78-749015 151-14 2 
1A4RD-71560-123-9064 78-749015 153-14 1 
1ΑΒΡ”1560-123-9064 78-749015 153-27 2 
1ARD-1560-123-9064 78-749015 200-11 1 
14RD-1560-123-9064 78-749015 201-12 1 
1ARD-1560-123-9064 782749015 239-22 1 
1A4RD-1560-123-9064 782749015 240-24 H 
1ARO0-1560-123-9064 78-749015 242-25 1 
1ARD-1560-123-9064 78-749015 244-24 1 
1ARD-1560-123-9064 78-749015 245-24 1 
14RD-1560-123-9064 78-749015 2456-724 1 
1ARD-1560-123-9064 78-749015 247-24 1 
1ARD-1560-123-9064 78-749015 248-24 1 
1ARD-1560-123-9064 78-749015 249224 1 
78-749065-6R 105-9 2 

78-749066-110R 105-6 1 

148RD-1560-182-6007 78-749066-60R 105-5 1 
78-749066-90 124-35 3 

782749138 111-5 2 

148D-1560-532-9926 78-749142 197-27 1 
78-749162-3 33-13 2 

1ΑΒΌ-1560-185-7802 Τ8-749169 253=35 3 
78-749171-3 253-24 3 

1A4RD-1560-185-7803 78-749175 253-231 3 
1ARD-1560-191-8723 78-749179 253-40 3 
1ARD-1560-532-9927 78-749181 253-42 9 
1ARD-1560-182-6004 78-749205 253-47 9 
l1ARD-1560-182-6001 78-749206 253-48 9 
148D-71560-191-8724 78-749209-3 253-20 3 
78-749210-4 253-11 3 

1ARD-1560-196-5606 78-749211-3 253-18 3 
14RD-1560-029-4249 78-749212=3 253-19 3 
1ARD-5930-196-5607 78=749215 253-37 3 
14R0-1560-241-3937 7T8-749215-2 253-38 3 
lARD-5355-029-4250 78-749220 151-8 2 
LARD~5355—029=4250 78-749220 153-29 2 
1A4RD-5930-231-4233 78-749224 253-239 3 
78-749401-1 253-32 3 

78-749401-2 253-44 9 

78-758020-1 169-24 1 

1ARD-1560-199-9289 78-758110-3 41-24 2 
78=758268 171-30 4 

78-758268 200-14 1 


78-730085-3 
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ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1560-620-9683 


1ARD-1560-191-8727 


1ARD-1560-307-3470 
1ARD-1560-307-3470 
1ARD-1560-207-3470 


1ARD-1560-185-7649 
1ARD-1560-185-7648 
1ARD-1680-156-8894 
1ARD-1680-156-8096 
1ARD-1560-373-4811 
1AR0-1560-373-4812 


1ARD-1680-396-0522 
1ARD-1680-307-3239 
14RD-1680-307-3239 


1ARD-1680-396-0523 
1A4RD-1680-532-9929 
1ARD-5306-537-2818 
1AR8-1680-343-45324 
1ARD-1560-199-9292 
1A4RD-1680-199-9293 
1ARD-1680-397-1174 
1A4RD-1560-588-4664 
1ΑβΡ”1680-201-3517 
LARD~1680~301~3517 
LARD~1680=301~3518 
1AR0-1680-301-3518 
14RD-1680-319-3104 
1ARD-1680-024-4879 
1ARD-1680-339-9539 
1ARD-1680-313-4971 
1AR0-1560-528-5370 
1ARD-1680-307-3472 


1ARD-1560-588-4665 
1ARD-1680-436-7425 
1ARD-1680-436-7426 
1ARD-1680-436-7426 
14RD-1680-199-9296 
1ARD-1680-7199-9296 
1ARD-1680-199-9297 
1ARD-1680-199-9297 
1ARD-1680-199-9067 
1ARD-1680-478-3917 
1ARD-1680-478-3918 
1ARD-1680-319-3105 
1ARD-1680-319-3105 
1AR0-1680-3123-4972 
1ARD-1680-219-3106 
1ARD-1680-319-3106 
1ARD71680-319-3107 
1ARD-1680-319-3108 
1A4RD-1680-339-9540 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


PART NUMBER 


78-758268 
78-758460-3 
78-758491 
78-758492 
78-758493 
78-758512 
78-758523 
78-758525-3 
78-758525-3 
78-758545 
78=758545 
78-758545 
78-759052-3 
78-770006 
78-770043 
78-770044 
78-710132-10 
78-770132=20 
78-710165L 
78=770165R 
78=770167L 
78=770167R 
78=770197L 
78-770197R 
78-771200 
78-771200-10 
78-771200-10 
78-771200-50 
78-771201 
78-771201-10 
78-771205=3 
78-771205-30 
78=771205L 
78=771205R 
78-771207 
78-771208-10L 
78-771208-20L 
76-771208-20L 
78=771208-20R 
78-771208-20R 
78-771208-30 
78-711209-221 
78-771210 
78-771211 
782771212 
78-771213 
78-771214 
78-771215 
78-711215-3 
78-771217 
78-771218 
78-771218 
78-771220 
78-771220 
78-771225L 
78-771225L 
78-771225R 
78-771226L 
78-771226R 
78-771227 
78-771227 
78-771228 
78-771229 
78-771229 
78-771230 
78-771231 
78-771235 


NAVY 
STOCK NUMBER 


Section III 
Numerical Index 


SOURCE 


CODE FIGURE 


AND 
INDEX ΝΟ 


201-19 
200-3 
114-3 
114-2 
114-1 
169-34 
41-30 
132 
172-36 
41-10 
41-11C 
42714 
200-3 
323-1A 
325-13 
325-14 
321-10 
321-11 
320-2 
320-2 
320 
320 
321 
321 
. 38-2 
38-4 
39-15 
38-2 
38-1 
38-3 
38-158 
38-16 
38-16 
38-16 
38-28 
39-13 
38-18 
39-11 
38-18 
39-11 
39-12 
38-26 
38-23 
38-30 
38-25 
38-31 
38-10 
38-11 
39-17 
38-9 
38-17 
39-7 
38-32 
39-16 
38-12 
39-14 
38-12 
38-8 
38-8 
38-14 
39-6 
38-13 
38-15 
39-5 
38-6 
38-5 
38-27 
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Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


1ARD-1680-436-7427 
1ARD-1680-097-3942 


1ARD-1680-692-2429 
1ARD-1680-694-8563 
1A4RD-1560-397-1224 
1ARD-1680-305-0763 


14RD-71560-700-7607 


14RD-1680-652-7161 


1ARD-1560-050-5998 
14RD-71560-397-1175 
14RD-1680-436-7429 
1A4RD-1560-436-7430 
1ARD-1560-436-7431 
1A4RD-1560-436-7432 
1ARD-1560-029-4251 
14RD-1560-193-4727 
1ARD-1560-029-4252 
1ARD-1560-222-6915 
1A4RD-1560-307-3240 
1A4RB-1560-320-6452 


1А80-1560-587-7419 
1ARD-1560-029-4258 
1ARD-1560-193-4726 
1А80=1560-3 34-6183 


1ARD-1560-478-3948 
14RD71560-306-4280 
14RD-1560-097-3943 
1A4RD-1560-317-0824 


1A4RD-1560-273-4813 
1ARD-1560-388-8711 
LARD~1560=388-8712 
1ARD-1560-388-83713 
14R0-1560-388-8714 
1A4RD-1560-189-1436 
LARD~1560-185=7498 
1ARD-1560-185-7498 
1ARD-1560-185-7498 
14RD-71560-185-7498 
1ARD-1560-024-4880 
1AR0-1560-123-8965 
1A4RD-1680-219-4588 
1ARD-5310-478-3966 


14RD-1560-588-4669 
1ARD-1560-588-4670 
1ARD-1560-510-3958 
1A4RD-1560-571-8681 
1ARD-1560-436-7436 


1730-2394-4471 
1600-5821-333-8530 


4013-1610-347-7780 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 


SOURCE 
CODE 


PART NUMBER 


78-771236-21 
78-771237 
78-773410 
78-773411 
78-773414 
78-773415 
78-713420-70 
78-773420=90 
78-773423 
78-773423-10 
78-773710L 
78-773710R 
78-773845 
78-774468-10 
78-774469 
78-774545-1 
78-774545-2 
78-714545-3 
78=774548-100 
78-774548-120 
78-774548-70 
78-774662 
78-774672 
78-774672-10 
78-774675L 
78-714675R 
78-774682-10 
78-774682-20 
78-174682-30 
78-774682-40 
78-774689 
78-774693-40 
78-774846 
78-774846-1 
78=774847 
78-774847-3 
78-774859-10 
70-774859-30 
78-714859-40 
78-714859-60 
78-774867-10L 
78=774867-10R 
780-774867-20L 
78=774867~20R 
78-775017 
78=790031 
78=790031 
78-790031 
78-790031 
78-790031-3 
78-79607 
78-795047-2 
78-796049 
78-820060-10 
78-820060-20 
78-820061L 
78-820061R 
78-820063 
78-820064-30 
78-820068 
78-820090-10 
78-820090-20 
78-820123 
78-820182 
77819-1 
77822-1 
77832 


NAVY 
STOCK NUMBER 


FIGURE TOTAL 


AND QTY 


INDEX NO. 
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132-11 
132-13 
158-7 


MICRO 
FILM 


Revised 1 December 1959 


ΑΕ CLASS CODE 
OR 
STOCK NUMBERS 


5 340-200-3066 
534048876345 
5340-5980508 
5340-598-0508 
5340-598-0508 
5340-598-0508 
5340-598-9508 
5340-4886347 
5 340-488-6347 
5340-488-65362 
5340-598-0507 
5340-598-0507 
5340~598-0507 


5 340-576-0212 
5 340-576-0212 
5 340-488-6363 
5 340-488-6364 
5340-488-6364 
5340-488-76364 


5340-598-0295 
5340-598-0295 
5340-488-6365 
5340-488-6365 
5340-4886365 
5340-4886348 
5340-488-6348 


5310-698-0349 
5&730-492-&4375 
4730-492-4375 
4730-492-24375 
4730749274375 
4730-492-4375 
4730-492-45375 
4730-492-4375 
5340-488-6342 
5340-488-6342 
5 340-488-6342 
5340-7545-5784 
5340-5455784 
5340-5455784 
5340=200=3067 


5340-514-1719 
5340-514-1719 
5340-488-6565 
5340-2488-6565 
5340-488-6565 
5340-205-6140 
5340-598-9923 


1ARE-1560-099-3030 


1ARE-1560-313-0466 
lARE-1560-560-9046 
LARE~1560=3 36-7942 
lARE-1560-510-2869 
1ARE-1560-641-9683 


1ARE-1670-028-9481 


Revised 1 December 1959 


T.O. 1C-119F-4/NAVAER 01-115CCB-4 


NAVY 


PART NUMBER STOCK NUMBER 


7182-16-28 
184-1-8 
784-1-8AF 
784-12 
784-12 
784-12 
784-12 
784-12 
784-12AF 
784-12AF 
784-14 
184-16 
784-16 
784-16 
784-16-28 
784-17 
784-17 
784-18 
184-20 
784-20 
784-20 
184-20-2-8 
784-20-2-0AF 
784-20AF 
784-20AF 
784-24 
784-24 
784-24 
184-24AF 
784-24AF 
784-3-10 
184-3-4 
784-36 
784-4 
784-4 
784-4 
784-5 
784-4 
784-4 
784-4 
784-4AF 
784-4AF 
784-4AF 
784-6 
784-6 
784-6 
784-8 
784#3 
789-6 
789-6 
789-8 
789-8 
789-8 
796-20 
796-208 
79620 
88317501=55 
8832521355 
88421015-1 
88421052-5 
88421066=3 
88730594-3 
ΒΒ730603-3 
88743755-1 
8B750178=1 
8B798307=1 
8DJ11PHD 


SOURCE 
CODE 


NAVY 


Section III 
Numerical Index 


FIGURE TOTAL | MICRO 


AND QTY | FILM 


65-6 
71-51 
71-51 
9-10 
9-16 
71-49 
283-19A 
297-20 
71-49 
297-20 
283-19Α 
75-12 
85-10 
86-13 
65-5 
55-28 
380-2 
9-25A 
37-10 
37-17 
71-13 
71-13 
71-13 
71-13 
71-17 
9-28 
71-13 
72-8A 
71-713 
72-8A 
385-8 
381-10 
86-35 
9-21 
9-25А 
37-39 
72-36 
169=1 
380-20 
388-2 
37-39 
37-50 
72-36 
344-1 
580-14 
380-20 
380-2 
379-18 
283-30 
377-16 
60”1Α 
61-1A 
317-4 
101=8 
101-8 
369-7 
289-37 
157-23Α 
316-23 
350-2 
315-13 
280-3 
279-17 
158-30 
199-26 
319-37 
313-12 
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Section HI T.O. 1C-119F-4/NAVAER 01-115CCB-4 
Numerical Index 


SOURCE 
AF CLASS CODE NAVY CODE FIGURE | TOTAL | MICRO 
OR PART NUMBER STOCK NUMBER AND QTY | FILM 
STOCK NUMBERS NAvy| INDEX NO. 


ასა ა p ED ES Pr ка ра ES рз > ES кә рэ 1-1 рэ ка 2 2 N) N N Ñ N һә I ED + N = N ა N N > N P IS ID I N) ვ 1 2 ჩა ჩა N წა μὲ ο i N) N Ñ к кә ου > N = 


2319-6610-481-0903 8DJ11PHD17 313=12 
8DJ43BAE13 313-26 
8DJ49GACI 247-50 
8DJ49GAC1 249230 
80J49GAD1 247-29 
8DJA49GAD1 249-29 
800275 320-23 
800275 320=8 
4517-1680-485-4419 800386 53-34 
4517-1680-485-4419 900386 53A27 
451721680-485-4419 800386 53820 
4517-1680-485-4421 800495 324-18 
800784 320-24 
800784 320-9 
802371 5389 
6350-261-9769 80364 124-22 
6350-261-9769 80364 158-27 
6350-261-9769 80364 199-6 
4013-1610-215-3065 80416 369-8 
4605-1620-214-4239 8065-44 360-11 
4605-5310-094-02058 8065-83 360-35 
4605-5310-285-9064 8065B87A 360-2 
460571620-474-0686 8065896 360-1 
1610-215-3095 80766 369-6 
1600-5831-240-0885 81-2228 247-38 
5945-642-3718 810-000 125-8 
4884-1650-395-2613 813 263-23 
^642-1650-094-9084 814 351-10 
4605-5306-485-6714 8246-40 350-27 
4883-1650-368-08870 831-8-20 259-22 
401371610-376-3244 83186 369-8 
2915-032-8197 83501-1 72-15 
4605-1620-474-0778 8357-110 350-59 
4605-1620-4745-40779 8357-53 350-31 
4307-2915-308-3610 840852 53821 
&917-2995-486=6809 849 233=31 
4917-2995-486-6809 849 j 234=23 
4917-2995-486-6809 849 234-40 
4917-2995-486-6809 849 235-18 
4917-2995-486-6809 849 | 235=35 
4805-2935-486-0971 86421 87-21C 
4805-2935-449-1762 86647-1 87-20 
86700-160-24 87-19 
870224 52=27 
4217-1680-297-5162 870253 52-27 
870317 320-21 
870317 320-5 
&517-1650=515-2641 870594 53-38 
4517-1650-515-264] 870594 53A30 
4605”-1620”-307-5946 8728-146 350-25 
4605-1620-180-4893 8728-46 350-28 
4605-1620-474-0782 8728-47 350-29 
460571620-474-07983 8728-48 350-50 
4605-1620-474-0784 8728-51 350-30 
460571620-474-0785 8728-54 350-53 
4605~1620-474=07 87 8728-6 350-58 
4605-1620-474-0788 8728-9 350-52 
4605-1620-332-76537 87284126 350-61 
4605-1620-308-1151 8728A126A 350-61 
4605-71620-474-0790 8728A20 350-33 
4605-1620-180-4891 8728A270 350-62 
4605”-1620-485-7018 8728A3 350-46 
4605”-16290-485-7019 8728A55 350-245 
4605-1620-328-1858 8728A65 350-49A 
4605-1620-328-1858 8728A65A 350-49A 
4605-75306-474-0791 8728A71 350-40 
4605-5310-285-9323 8728A72 350-38 
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T.O. 1C-119F-4/NAVAER 01-115CCB-4 Section III 
Numerical Index 


AF CLASS CODE 
OR 
STOCK NUMBERS 


Revised 1 December 1959 


PART NUMBER 


SOURCE 
CODE 


STOCK NUMBER 


FIGURE 
AND 


INDEX NO 


TOTAL 
QTY 


4605-5310-435-7424 8728A73 350-4] 1 
4605-5310-214-4702 8728А77 350-39 1 
4605-1629-305-6789 8728855 350-42 1 
4605-1620-030-6874 8728C102 350-60 1 
4605-1620-030-6875 8728C133 350-34 1 
4605-1620-332-7950 8728C133A 350-34 1 
4605-1650-388-9766 8728C62 350-63 1 
4605-21650-288-9766 8728C62 350-88 1 
4605-1620-028-9819 8728C74 350-37Α 1 

8728000 350-24 1 
4605-1620-308-1152 8728D104 350-44 1 
4605-1620-305-3077 8728013 350-48 1 

8728E1000 350-24 1 
4516-1660-196-2121 88A74 295-38 8 

8804K12 114-39 1 
4605-1620-474-0796 8853-16 360-45 2 
4&605-1620-20%-6067 8853-114 359-16 2 
4605–1629-310-1714 8853-128 360~33 2 
4605-1620-394-2232 8853-1464 360-5 2. 
4605-75310-639-3837 8853-16 360-7 8 
4605-5310-208-4828 8853-17 360-6 8 
4625-1620-513-4675 8853-240A 360-26 2 
4605-1620-513-4676 8853-24]R 360-21 2 
4605-1620-662-23623 8853-254 360-10 2 
4605~5310-285=8795 8853-29 359-17 2 
4605-1620-347-1083 8853-3А 360-47 2 
4605-1620-474-0800 8853-30 359-19 4 
4605-5310-285-8704 8853-32 359-11 4 
4605-25306-038-1791 8853-34 359-10 2 
4605-71620-388-9009 8853-40 350-12 2 
4605-5305-217-1846 8853-43 360-22 4 
4605-1620-474-0803 8853-46 360-13 4 
&605=1620-4&7&=0804 8853-48 360-37 2 
4605-1620=474=0805 8852-5 360-54 2 
4605-1620-474-0806 8853-51 360-14 6 
4^605-1620-474-0807 8853-53 360-15 8 
4605-1620-474-0808 8853-54 360-42 2 
4605-1620-662-4594 8853-554 360-16 4 
4605-1620-030-6877 8853-56A 360-18 4 

8853-568 360-18 4 

8853-56C 360-18 5 
#605-1620-323-2944 8853-56D 360-18 4 
4^605-1620-474-0811 8853-57A 359-20 8 
4605-71620-474-0812 8853-58A 359-14 8 
4605-1620-024-6290 8853-59C 360-17 4 
4605-5310-639=40 36 8853-68 360-20 2 
4605-716207474-0813 8853-61 360-4 2 
4605-1620-474-0814 8853-63 360-3 4 
4605-5310-094~0331 8853-7 360-50 6 
4605-1620-513-4678 8853-76 359-18 2 
4605-1620-340-0293 8853-77 359-13 4 
4605-1620-474-«0818 8853-81 359-6 4 
4605-5310-435=7598 8853-86A 359-12 4 
4605”-1650-030-6878 8853-89/ 360=8 2 
&605-1620%#474-0821 8853-9 360-39 2 
4605-1620-513-4679 8853A13A 360-48 2 
4605-1620-030-6879 8853A173A 359-7 2 

8853A4 360-46 2 
4605-1620-216-5736 8853023 360-56 2 
4605-1620-030-6883 8853F102 360-55 2 
4605-1620-213-5734 8853F104C 360-28 2 
4605-1620-041-0400 8853F120 359-1 2 

8853F136 359-21 2 
4605-1620-662-5108 8853F20 359-1A 2 
4605-1620-298-4175 8853F29A 359-3 2 
4605-1620-662-4607 8853F30 359-2A 2 
4605-1620-304-6071 8853F36AL 359-22 2 


MICRO 
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4517-1680-485-4478 923741 320-7 


4605”-1620”-204-6072 8853F36AR 359=23 2 
4605-1620-308-3618 8853F39 359-24B 8 
460575306-638-4753 8853F40 359-25 4 
4605-1620-308-3619 8853F41 359-24 4 
4605-1620-304-6073 8853F82 359-25 4 
4605-1620-216-5738 8853F85A 360-29 2 

88536 354-17 2 
4605-1620-041-5080 8853600 359-28 2 
4605-1620-474-0826 8854-59 . 356-4A 2 
4605-1620-474-0826 8854-59 359-15 2 
4605-1620-214-4790 8854C 356-4 2 
4605-1620-394-2234 8855-172L 361-17 2 
4605-1620-294-2235 8855-172R 361-18 2 
4605-1620-394-2236 8855-174 361-27 2 
4605-1620-435-7515 8855-29 361-21 8 
4605-71620-435-7516 8855-30 361-13 8 
4605-1620-474-0828 8855-531 361-10 4 
4605-5306-318-8294 8855-32 361-9 4 
4605-5310-209-6887 8855-34 361-23 5 
4605-1620-485-7087 8855-35 361=26 4 
4605-1620-214-4791 8855-37A 361-20 8 
4605-1620-214-4792 8855-38 361-19 8 
4605-1620-474-0831 8855-39 361-16 8 
4605-1620-474-08532 8855-574 361-15 8 
4605-1620-435-7519 8855-78 361-6A 8 
4625-1620-394-2257 8855A173L 361-11 2 
4605-1620-2394-2238 8855A173R 361-12 2 
4605-1620-370-5275 8855B 354-9 2 
4605-1620-030-6886 8855B175 361-1 2 
4605-1620-622-1082 8855B20 361-7 2 

8855B75L 361-5 1 

8855B75R 361-5 1 
4^605-1620-692-3503 8855B77 361-6B 1 
4605-16207474-0833 8856 354-20 2 
46605-1620-394-2239 8856-172L 361-24 2 
4605-1620-394-2240 8856-172R 361-35 2 
46052”-1620”-474-08δ324 8856-37A 361-36 8 
4605-2162072214-4795 8856-38A 361-37 8 
4605-1620-294-2241 8856-73 361-29 2 
4605-1620-394-2242 8856-74 361-30 2 
4605-1620-394-2243 8856-75 361-31 2 
460516203942244 8856-76 361-32 2 
4013-71610-373-8980 88775 369-11 2 
5930-2259-8163 8918K618 151-9 2 
5930-259-0163 8918K618 153-30 2 
483142915-449-1947 9-1047-75 254-14 H 

9-196-650 319-24 2 

9-196-650 320-1 4 
2303-76625-504-2329 90702 313-10 5 

9107AIA 381-23 2 

9112-150 369-15 6 
6134-6620-515-5219 9112-14AIA 381-23 2 

913-6D 369-6C€ 2 

914-23 256-3 1 
4811-2915-474-3357 9159ААС 380-35 2 
5935-257-9587 9218 116-9 1 
5935-257-9587 9218 117=10 1 
5935=257-9587 9218 118-8 1 
5935-257-9587 9218 119-10 1 
5935-257-9587 9218 120-10 1 
5935=257=9587 9218 121-9 1 
5935=257-9587 9218 122-6 1 
5935-257-9587 9218 123=9 1 
5935-257-9587 9218 175-7 1 
4517-1680-485-4467 922315 324-17 2 
4517-1680-485-4478 923741 320-22 | 
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SOURCE 
NAVY CODE FIGURE | TOTAL | MICRO 


PART NUMBER STOCK NUMBER AND QTY FILM 
INDEX NO. 


AF CLASS CODE 
OR 
STOCK NUMBERS 


5340-329-2431 939-1 


312-7 
941 136-2 
950002-12$24450 387-12 
950002-12530400 387-12 
950002-232517.44 86-57 
950002=32517,.44 86-58 
950004”-20-27.00 9-27 
950004-220-2384,00 9-27 


950004=32-10,75 
950004=32=31,50 
950004-232-624.00 
950004-32-66.00 
950192”16”-20.00 
950192-16D21669 
950192-16D244.69 


86-57 
86-58 
85-32 
85-32 
382=5 
382-5 


382-6 


950192-16D27, 69 382-6 

950192-32D38, 50 85-53 

950192-32079,50 85-53 

950225-32D18.475 86-58 
4109-1630-516-0698 9542799 350-6 
4720-202-9455 9552-16-23450 381-12 
4860-1650-699-1648 9555 


196-3 
382-8 
382-9 
382-1 


4720-289-4804 9556-16-234,00 
9556716729450 


9556732-26400 


5945-255-6316 9565H2 131-42 
4517-1680-181-2915 966090 324-15 
4517-1680-485-4499 966129 324-13 
5935-257-7581 9760-14 369-23 
5935-9246” 4446 9760-18 169-11 
4517~1680-485=4516 981575 324-16 
4517-1680-397-5165 982485 


52-27 
85-734 
86-36 


4720-289-5499 
4720-289-5499 


9903-32D412450 
3903-3204} 50 
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